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COURT  DECISION 
CALENDAR  NUMBER  797-68-BZ 


Matter  of  Agog-lia  vi 

granted  the  application, 
tendent  under  Sections 


Glass: — On  March  18,  1969,  the  Board 
sed'  on  a  decision  of  the  Borough  Superin- 

....  _ _ _ _ _  _.-4l2  and  11-413  of  the  Zoning  Resolution, 

to  permit  in  a  R6  district,  on  a  plot  previously  before  the  Board, 
the  enlargement  in  lot  area  and  the  change  in  occupancy  from  park¬ 
ing  lot  and  diner  to  a  supermarket  with  accessory  parking  in  the  open 
area;  Calendar  Number  797-68-BZ;  Premises  341-349  9th  Street, 
north  side,  245.9  feet  west  of  6th  Avenue,  312-332  8th  Street,  Block 
1005,  Lots  24  to  36  and  57  to  62  inclusive,  Borough  of  Brooklyn. 


Joseph  B.  Klein 
Francis  V.  Madigan 
William  A.  Nolan 


At  Kings  County,  Supreme  Court,  Special  Term,  Part  I,  Mr. 

Justice  Schwartzwald  rendered  the  following  decision: 

“It  is  petitioner’s  principal  contention  herein  that  the  Board 
lacked  the  power  to  grant  an  enlargement  and  a  change  simul¬ 
taneously  due  to  the  prohibition  contained  in  section  11-412  that 
‘no  *  *  *  enlargement  shall  be  authorized  for  a  new  non-con¬ 
forming  use  authorized  under  provisions  of  Section  11-413 
(Change  of  use).’ 


Commissioners. 


It  is  an  established  principle  that  zoning  law  provisions 
‘must  be  given  a  strict  construction  since  they  are  in  derogation 
of  commonlaw  rights’  .  .  . 


The  Board  has  been  specifically  designated  to  interpret  and 
apply  the  provisions  of  the  zoning  resolution  (sections  72-01, 
72-11). 


Solomon  Sheer,  P.  E.,  Director 


James  P.  Mulroy,  Secretory 


John  B.  Cincotta,  Chief  Clerk 


In  the  court’s  opinion  it  was  properly  within  the  Board’s 
authority  to  construe  the  zoning  resolution  strictly  and  to  regard 
the  application  for  an  enlargement  and  a  simultaneous  change 
of  use  as  not  being  the  same  as  an  application  for  an  enlargement 
of  a  use  which  had  prior  thereto  been  ‘authorized  under  provi¬ 
sions  of  Section  11-413  (Change  of  use).’ 

As  regards  petitioner’s  other  stated  grounds  for  the  relief 
sought  herein,  it  is  the  court’s  view  that  the  Board’s  detailed 
findings  amply  support  the  Board’s  exercise  of  discretion  herein 
and  that  the  Board  did  not  act  illegally  or  arbitrarily  in  granting 
the  enlargement  and  change  of  the  variance. 

The  determination  of  the  Board  is  affirmed  and  the  petition 
dismissed. 


Office — 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
York,  N.  Y.  10013. 

Telephone — 566-5174. 

CONTENTS 

Court  Decision. 


Settle  order  on  notice.” 

(New  York  Law  Journal,  May  1,  1970,  page  S-14). 

At  the  Second  Judicial  Department,  Appellate  Division,  By  Samuel 
Rabin,  Acting  P.J. ;  Hopkins,  Martuscello,  Latham  and  Brennan,  JJ., 
in  the  Matter  of  Agoglia,  ap.  (Glass  res.),  the  following  decision 
upholding  the  Board  was  rendered: 

“.  .  .  In  our  opinion,  the  Board  of  Standards  and  Appeals  was 
authorized  under  local  law  (New  York  City  Zoning  Resolution, 
secs.  11-412,  11-413)  to  make  the  determination  in  question,  en¬ 
larging  an  already  existing  non-conforming  use  and  simultaneously 
changing  the  use,  so  enlarged,  to  a  new  conforming  use.  _  At  bar, 
the  board  did  no  more  than  to  grant  an  alteration  permit  to  en¬ 
large  and  alter  the  two  existing  commercial  buildings  on  Ninth 
Street  and  to  construct,  using  portions  of  the  existing  buildings, 
a  supermarket  on  Ninth  Street,  with  accessory  parking  space.  .  .  .” 
(N.  Y.  Law  Journal,  December  10,  1970,  pages  19  and  20). 


Docket. 

Notice  of  Hearing  of  Calendar. 

Minutes  of  Regular  Meeting,  Tuesday  Morning,  Janu¬ 
ary  5,  1971,  Affecting  Calendar  Numbers — 

688-67-A  58-66-BZ — Vol.  II  510-70-BZ 


212-51-BZ— Vol.  II  308-70-BZ  546-70-BZ 

215-55-BZ  311-70-BZ  547-70-A 

267-55-BZ  327-70-BZ  586-70-BZ 

507-66-BZ— Vol.  II  358-70-BZ  587-70-A 

17-69-BZ— Vol.  II  440-70-BZ  417-70-BZ 


Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  Janu¬ 
ary  5,  1971,  Affecting  Calendar  Numbers — 


162-70-A 

389-70-A 

606-70-A 

615-70-A 


619-70-A 

617- 70-A 

618- 70-A 
501-70-A 


666-70-A 

669-69-A 

686-69-A 

362-70-SM 


Warning  Notice. 
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DOCKET 

New  Cases  Through  December  31,  1970 

Cal.  No.  Dept.  Premises  Affected 

741-70-SM — Rockaway  Metal  Products  Corporated, 
R.M.P.  Space  Styles,  manufactured  by  Rockaway  Metal 
Products  Corporation,  Material. 


742-70-BZ — B.R. — 830  Bay  Street,  southwest  corner  of 
Vanderbilt  Avenue,  Block  2836,  Lot  16,  Clifton,  Borough 
of  Richmond,  N.B.  957-70  re-  Automobile  Service  Sta¬ 
tion,  Cl-1  district. 


743-70-SA — Majestic  Company,  Majestic-Thulman  Fire¬ 
place  and  Chimney,  manufactured  by  Majestic  Company, 
Appliance. 


755-70-SM — Victaulic  Company  Of  America,  Victaulic 
Styles  31,  75,  77,  99  Couplings  “full-flow”  fittings,  manu¬ 
factured  by  Victaulic  Company  Of  America,  Material. 


756-70-SA — Hans  Maurer,  Clos  O  Mat,  Automatic  Toilet, 
manufactured  by  Hans  Maurer,  Appliance. 


757-70-A — F.D. — Burns  Brothers  Preferred,  Fire  Depart¬ 
ment  Letter,  re-  Transportation  of  fuel  oil  in  tanks  thru 
city  streets  not  in  conformity  with  the  requirements  of 
Administrative  Code. 


758-70-BZ — B.Bx. — 1605  Nelson  Avenue,  northwest  cor¬ 
ner  of  Featherbed  Lane,  Block  2876,  Lot  55,  Borough  of 
The  Bronx,  Alt.  No.  545-70,  re-  Proposed  funeral  estab¬ 
lishment,  Use  Group  7  and  loading  berth,  Cl-4  in  R7-1 
districts. 


744-70-SM — Bonded  Products,  Incorporated,  Bath-O- 
Liner,  manufactured  by  Bonded  Products,  Incorporated, 
Material. 


745-70-BZ — B.Bx. — 951  Soundview  Avenue,  southwest 
corner  of  Banyer  Place,  Block  3661,  Lot  16,  Borough  of 
The  Bronx,  N.B.  135-70,  re-  Automobile  laundry,  Cl-2 
within  R-6  district. 


759-70-SM— United  States  Gypsum  Company,  1  y2  hour 
U.  S.  G.  Curtain  Wall,  United  States  Gypsum  Company, 
Material.  j9 


760-70-BZ — B.Q. — 75-73  179th  Street,  east  side,  130.89 
feet  north  of  Union  Turnpike,  Block  7192,  Lot  52,  Flush¬ 
ing,  Borough  of  Queens,  Alt.  No.  1361-70,  re-  Floor  area 
ratio,  one  family  dwelling,  R2,  Cl-2  district. 


746-70-A — B.R. — Bertha  Place,  west  side,  588.90  feet 
south  of  P.C.  Grymes  Road,  Block  593,  Lot  550,  Grymes 
Hill,  Borough  of  Richmond,  N.B.  476-70,  re-  Building  not 
fronting  legal  street,  General  City  Law. 


747-70-A — B.R. — Bertha  Place,  west  side,  588.90  feet 
south  of  P.C.  Grymes  Hill  Road,  Block  593,  Lot  555, 
Grymes  Hill,  Borough  of  Richmond,  N.B.  475-70,  re- 
Building  not  fronting  legal  street,  General  City  Law. 


748-70-SM — National  Gypsum  Company,  Gold  Bond 
Metaledge  Corewall  Partition  System-3  hour  shaftwall, 
manufactured  by  National  Gypsum  Company,  Material. 


749-70-A — F.D. — 59-01  Catalapa  Avenue,  northeast  cor¬ 
ner  of  Forest  Avenue,  Block  3505,  Lot  45,  Ridgewood, 
Borough  of  Queens,  F.D.  Order  No.  E2367-7,  re-  Sprin¬ 
kler  Systems,  Administrative  Code. 


750-70-A-  F.D. — 525  to  531  11th  Avenue,  east  side  of  12th 
Avenue,  601  to  659  West  40th  Street,  600  to  660  West 
41st  Street,  Block  1088,  Lot  1,  Borough  of  Manhattan, 
F.D.  Order  No.  E900053,  54,  55,  re-  Diesel  Oil  Pumps, 
Administrative  Code. 


751-70-BZ  B.B. — 409  to  425  89th  Street,  north  side,  53.3 
feet  east  of  4th  Avenue,  Block  6065,  Lots  43,  46,  47,  49, 
50,  Borough  of  Brooklyn,  N.B.  820-68,  re-  Offices  and 
garage,  off  street  parking,  C4-2  and  C8-1  district. 


752-70-A  B.M. — 126  to  146  Broadway,  entire  block 
bounded  by  Cedar  Street,  Nassau  Street,  and  Liberty 
Street,  77-83  Cedar  Street,  56  to  70  Liberty  Street,  Block 
48, _  Lot  1,  Borough  of  Manhattan,  Alt.  1849-66  re- 
Spiral  Stairs. 


753-70-BZ  B.B. — 638  East  88th  Street,  west  side,  235.08 
feet  south  of  Farragut  Road,  Block  7992,  Lot  51,  Bor- 
ough. °f  Brooklyn,  N.B.  374-70,  re-  One  family  dwelling, 
R5  district. 


761-70-BZ  B.B. — 3  to  5  West  8th  Street,  north  side,  100 
feet  west  of  5th  Avenue,  Block  572,  Lot  45,  Borough  of 
Brooklyn,  Alt.  No.  672-70,  re-  Show  windows,  business 
entrances  and  signs,  C4-5  district. 


762-70- A  B.M. — 2  New  York  Plaza,  northeast  corner  of 
South  Street,  and  117  Broad  Street,  Block  5  Lot  1,  Bor¬ 
ough  of  Manhattan,  N.B.  96-70,  re-  Metal  and  glass 
partition. 


763-70-SM — Fire  Controls  Incorporated,  Detection  and 
Alarm  Panel,  Manufactured  by  Fire  Controls  Incorpo¬ 
rated,  Material. 


inT -70-BZ-B.Q.-99-H  to  99-13  63rd  Road,  north  side. 
101  73  feet  east  of  99th  Street,  Block  2110,  Lot  58,  Rego 
Park,  Borough  of  Queens,  N.B.  453-70,  re-  Store  build¬ 
ing  and  two  family  dwelling,  R4  district. 


765-70-BZ  B.Q. — 57  to  65  75th  Street,  east  side,  117  99 
feet  north  of  58th  Avenue,  Block  2814,  Lot  93,  Elmhurst, 
Borough  of  Queens,  Alt.  No.  572-70  re-  Extension  of  a 
garage  and  second  floor  addition  to  existing  one  family 
dwelling,  R4  district. 


ieet  east  or  1U2 nd  Street,  Block  9187,  Lot  < 
Jamaica,  Borough  of  Queens,  Alt.  No.  1293-70,  re-  N< 
and  used  care  sales  and  automotive  repairs,  C2-2  distri 


767-70-BZ  B.Q. — 127-25  Metropolitan  Avenue,  north¬ 
west  corner  of  129th  Street,  Block  9249,  Lot  52,  Richmond 
Hill,  Borough  of  Queens,  Alt.  No.  789-70  re-  Extension 
ot  automotive  garage  and  automotive  repairs  C8-1  R5 
district. 


/DO-/U-X5Z,- 


.c  — oza  to  ezy  Ulasson  Avenue,  east  side, 
47  feet  north  of  Lincoln  Place,  Block  1178,  Lot  3,  Bor¬ 
ough  of  Brooklyn,  Alt.  No.  1363-53,  re-  Change  in  occu¬ 
pancy  all  floors,,  alteration  to  building  bulk,  loading 
berth,  and  parking  requirements  for  non-conforming 
uses,  R7-1  district. 


?mn7°<;'?Z7B'B-^:S901  t0  5911  13th  Avenue-  1302  to  1312  769-70-A— B.B.— 823  to  829  Classon  Avenue  east  side 

fu'gh  o  rl  ookTy?6 N Y VGb  B’0Ckr  5712’  k°‘  i ■  5-T  47  'eett"°rth  ,°,(  Linco,n  Place  Block  U78  LO,  I  it- 
nufsery  school.  R5  district  '  Commumty  Faall‘y-  o^of  Brooklyn,  Alt.  No.  1363-53.  re-  Two  means  of 
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Restored  to  Docket 

507-66-BZ — Vol.  II — B.R. — 301  Nelson  Avenue,  south¬ 
east  corner  of  Hylan  Boulevard,  Block  5208,  Lot  1,  Great 
Kills,  Borough  of  Richmond,  Alt.  266-70  re-  Change  ex¬ 
isting  premises  to  eating  and  drinking  without  restric¬ 
tions,  Cl-1  district. 


17-69-BZ— Vol.  II— B.B.— 1273-1291  86th  Street,  north¬ 
west  corner  of  13th  Avenue,  Block  6338,  Lot  43,  Bor¬ 
ough  of  Brooklyn,  Alt.  686-70  re-  Reconstruction  and 
enlargement  of  existing  drive-in  restaurant,  R4  district. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q.— Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


JANUARY  26,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  26,  1971,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 


577-70-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Lowell  Enter¬ 
prises,  Inc.,  owner ;  Larsen  Baking  Company,  Inc.,  lessee. 

SUBJECT — Application  September  1,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district  at  an  existing 
one  story  building  occupied  as  a  wholesale  bakery,  the 
maintenance  of  a  roof  mechanical  equipment  enclosure  that 
increases  the  degree  of  non-conformity. 

PREMISES  AFFECTED— 64  to  78  West  9th  Street,  south 
side,  53  feet  west  of  Henry  Street,  Block  539,  Lot  14, 
Borough  of  Brooklyn. 


596-70-BZ 

APPLICANT— Ingram  S.  Carner  for  Katherine  Reynolds, 
owner ;  93-02  Holding  Corporation,  Shell  Oil  Company, 
lessee. 

SUBJECT — Application  September  29,  1970 — decision  of 
the  Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  on  a  plot 
with  an  automotive  repair  shop,  automobile  showroom  and 
automobile  service  station,  the  reconstruction  and  reduc¬ 
tion  in  area  of  the  building  and  the  maintenance  of  the 
automotive  service  station  with  accessory  uses. 

PREMISES  AFFECTED— 93-04  Atlantic  Avenue,  south¬ 
west  corner  of  Woodhaven  Boulevard,  Block  9033,  Lot  1, 
Woodhaven,  Borough  of  Queens. 


627-70-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  George 
Angelastro,  owner. 

SUBJECT — Application  October  16,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-241  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district,  in  an 
existing  one  story  building  occupied  as  a  restaurant  the 
addition  to  the  uses  to  include  cabaret. 

PREMISES  AFFECTED— 2148  to  2150  Flatbush  Avenue, 
west  side,  140  feet  south  of  Quentin  Road,  Block  7889, 
Lot  49,  Borough  of  Brooklyn. 


629-70-BZ 

APPLICANT — Lama  and  Vassalotti  for  Abraham  Lazarus 
and  Sam  Finkelman,  owners. 


SUBJECT — Application  October  9,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  11-413  of  the 
Zoning  Resolution,  to  permit  in  a  C8-2  and  R5  district, 
on  a  plot  previously  before  the  Board,  in  conjunction 
with  the  erection  of  a  one  story  tire  sales  service  and 
installation  establishment,  the  expansion  of  the  accessory 
parking  into  the  residence  district. 

PREMISES  AFFECTED— 878  to  888  Coney  Island  Ave¬ 
nue,  west  side,  158.105/8  feet  north  of  18th  Avenue,  Block 
5403,  Lot  21,  Borough  of  Brooklyn. 


669-70-BZ 

APPLICANT — Buckley  &  Kisseloff  for  Romi  Cohen  & 
Leon  Traube,  owner. 

SUBJECT — Application  November  6,  1970 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  store  and  residential  building  that  encroaches  on  the 
required  front  yard  and  with  accessory  parking. 

PREMISES  AFFECTED— 3555  Hylan  Boulevard,  north¬ 
west  corner  of  Redgrave  Avenue,  Block  5108,  Lots  13,  18, 
21,  23,  25,  27,  28,  29,  31-33,  38,  part  of  Lots  11  and  40, 
New  Dorp,  Borough  of  Richmond. 


672-70-BZ 

APPLICANT — Harry  Soled  for  Rabbi  Jonas  Frost 
(Cong.  Beth  Medrash  Chemed),  owner. 

SUBJECT — Application  November  10,  1970 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  on  a  plot 
with  an  existing  dwelling,  the  enlargement  of  the  existing 
garage  for  use  as  a  synagogue  that  encroaches  on  the 
required  front  and  side  yards  and  has  less  than  the  mini¬ 
mum  distance  between  buildings. 

PREMISES  AFFECTED— 1749  51st  Street  (rear  build¬ 
ing),  northeast  corner  of  New  Utrecht  Road,  Block  5460, 
Lot  49,  Borough  of  Brooklyn. 


676-70-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  November  12,  1970— decision  of 
the  Borough  Superintendent,  under  Section  73-65  of  the 
Zoning  Resolution,  to  permit  in  a  C8-2  district,  the  erec¬ 
tion  of  a  three  story  enlargement  to  an  existing  telephone 
exchange  that  increases  the  degree  of  non  compliance  in 
floor  area  ratio  and  encroaches  on  the  required  yard  along 
a  district  boundary. 

PREMISES  AFFECTED — 1101  Avenue  R,  northeast  cor¬ 
ner  of  Coney  Island  Avenue,  Block  6794,  Lot  53,  Borough 
of  Brooklyn. 


688-70-BZ 

APPLICANT- — Thomas  P.  Crinnion,  for  Tower  Heating 
and  Oil  Burner  Company  Incorporated,  owner. 

SUBJECT — Application  November  17,  1970 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-2  and  R4  district, 
the  erection  of  a  structure  to  enclose  an  existing  storage 
yard  and  parking  lot. 

PREMISES  AFFECTED — 3148  East  Tremont  Avenue, 
west  side,  380.39  feet  north  of  Waterbury  Avenue,  Block 
5350,  Lot  54,  Borough  of  The  Bronx. 


106-70-BZ 

APPLICANT — Albert  Melniker  for  Jerome  Campo,  owner. 
SUBJECT — Application  February  19,  1970 — decision  of  the 
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Borough  Superintendent,  under  Section  73-125  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  the  erection  of 
a  two  story  building  to  be  occupied  with  offices  on  the 
first  floor  and  medical  offices  on  the  second  floor  with 
accessory  parking  in  the  open  area. 

PREMISES  AFFECTED — 1497  Richmond  Road,  north¬ 
west  corner  of  Forest  Road,  Block  869,  Lot  377,  Dongan 
Hills,  Borough  of  Richmond. 

Laid  over  from  November  24,  1970,  for  continued 
hearing  at  the  request  of  the  applicant. 


327-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Theodore  J.  Burke, 
owner. 

SUBJECT — Application  May  28,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  district,  the  installation 
of  an  advertising  sign  that  encroaches  on  the  minimum 
distance  to  a  park  and  arterial  highway. 

PREMISES  AFFECTED — 34-09  126th  Street,  southeast 
corner  of  34th  Avenue,  Block  1822,  Lot  1,  Flushing,  Bor¬ 
ough  of  Queens. 

Laid  over  from  January  5,  1971,  for  continued  hearing; 

applicant  to  submit  additional  data. 


510-70-BZ 

APPLICANT — Robert  Gottlieb  for  1180  Randall  Avenue 
Corporation,  owner. 

SUBJECT — Application  September  3,  1970 — decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  M3-1  district,  the  main¬ 
tenance  of  an  existing  factory  with  loading  berths  less  than 
the  required  size  and  within  50  feet  of  intersecting  streets. 
PREMISES  AFFECTED — 1180  Randall  Avenue,  southeast 
corner  of  Worthen  Street,  Block  2768,  Lot  97,  Borough  of 
The  Bronx. 

Laid  over  from  January  5,  1971,  for  continued  hearing; 
applicant  to  submit  additional  data. 


440-70-BZ 

APPLICANT — Philip  P.  Agusta  for  Rosati  Homes  Inc., 
owner. 

SUBJECT — Application  August  13,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and -73-212 
of  the  Zoning  Resolution,  to  permit  in  a  C2-2  district, 
the  _  erection  and  maintenance  of  an  automotive  service 
station  with  accessory  uses. 

PREMISES  AFFECTED — 90-11  Beach  Channel  Drive, 
north  side,  287.57  feet  east  of  Beach  92nd  Street,  Block 
16109,  Lot  38  (Tent.),  Rockaway,  Borough  of  Queens. 
Laid  over  from  January  5,  1971  at  the  request  of  the 

applicant.  Hearing  continued. 


358-70-BZ 

APPLICANT — Buckley  and  Kisseloff  for  50  Broad  Street 
Inc.  and  42  New  Street,  Inc.,  owner. 

SUBJECT — Application  June  19,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-68  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  C5-5  district,  the 
erection  of  a  twenty  story  enlargement  to  an  existing 
twenty  story  building  that  will  create  noncompliance  in 
floor  area  ratio  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 50  Broad  Street,  west  side,  169 
feet  south  of  Exchange  Place,  44  New  Street,  Block  24, 
Lots  19,  36,  Borough  of  Manhattan. 

Laid  over  from  January  5,  1971,  for  continued  hearing 

at  request  of  applicant. 


586- 70-BZ 

APPLICANT — H.  T.  Kilburn,  Jr.  for  Ray  Max  Associates, 
owner;  S.  T.  B.  Realty  Corporation,  lessee. 

SUBJECT — Application  September  25,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R8  district,  in  an  existing 
five  story  and  basement  building,  the  addition  of  base¬ 
ment  for  residential  use  that  increases  the  degree  of  non- 
compliance  in  floor  area  ratio,  open  space  ratio  and  mini¬ 
mum  distance  to  a  lot  line. 

PREMISES  AFFECTED— 248,  250,  252,  254  West  16th 
Street,  south  side,  93.6  ^feet  east  of  8th  Avenue,  Block 
765,  Lots  68,  69,  70  and  71,  Borough  of  Manhattan. 

Laid  over  from  January  5,  1971,  for  continued  hearing; 

applicant  to  submit  additional  information. 

587- 70-A 

APPLICANT — H.  Thomas  Kilburn,  Jr.  for  Ray  Max 
Associates,  owner ;  S.  T.  B.  Realty  Corp.,  lessee. 

SUBJECT — Application  September  25,  1970 — filed  pursuant 
to  Section  26  of  the  Multiple  Dwelling  Law  re-  proposed 
increase  in  number  of  stories  from  five  to  five  and  basement. 

PREMISES  AFFECTED— 248,  250,  252,  254  West  16th 
Street,  south  side,  93.6  feet  east  of  8th  Avenue,  Block  765, 
Lots  68,  69,  70  and  71,  Borough  of  Manhattan. 


58-66-BZ — Vol.  II 

APPLICANT — Leonard  F.  Rothkrug  for  Perkas  Realty 
Corporation,  and  Diamond  Baking  Company,  owners. 
SUBJECT — Application  reopened  October  6,  1970  as  Vol¬ 
ume.  II— Decision  of  the  Borough  Superintendent;  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R6  district,  the  erection  of  a  one  story  enlargement  to  an 
existing  bakery  and  store  structure. 

PREMISES  AFFECTED — 1463  to  1473  St.  Peters  Avenue, 
west  side.  95.01  feet  north  of  Tratman  Avenue,  Block  39 76 
Lot  31,  Borough  of  The  Bronx. 

Hearing  closed. 

THOMAS  F.  GALVIN,  Chairman 


JANUARY  26,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  January  26, 1971,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 

362-70-SM 

APPLICANT — Erico  Products,  Inc.,  owner — compressi  on 
splice  for  concrete. 

788-68-SM 

APPLICANT — The  Trus  Joist  Corporation,  owner — floor 
and  roof  assemblies. 


81-70-SM 

APPLICANT— The  Kerotest  Manufacturing  Corporation 
— Gas  line  valve. 


94-70-SM 

APPLICANT — Cultique  Marble  Products  Ltd. — Vanity  top 
with  integral  bowl. 
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139-70-SM 

APPLICANT — Frankel  Associates,  Inc. — Flameproof  dra¬ 
peries  for  public  assembly. 

176-70-SM 

APPLICANT — United  States  Gypsum  Company — Three- 
hour  fire  rated  truss. 

185-70-SM 

APPLICANT — United  States  Gypsum  Company — One-hour 
fire  rated,  non-load  bearing  partition. 

206-70-SM 

APPLICANT — The  Kaiser  Gypsum  Company — One-hour 
rated  non-load  bearing  movable  partitions. 

228-70-SM 

APPLICANT — Process  Engineering  Inc. — Storage  of  lique¬ 
fied  gases. 

238-70-SM 

APPLICANT — The  Eclipse  Fuel  Company — Gas  stops  for 
use  in  gas  service  piping. 

281-70-SA 

APPLICANT — Tempo  Products  Company — Portable  re- 
fueler-defueler. 

284-70-SA 

APPLICANT— William  M.  Wilson’s  Sons,  Inc. — Drain  and 
refuel  automobile  and  truck  fuel  tanks. 

296- 70-SA 

APPLICANT — The  Fisher  Controls  Company — Gas  line 
pressure  Control  Valve. 

297- 70-SA 

APPLICANT — The  Fisher  Controls  Company — Gas  line 
pressure  Control  Valve. 

316-70-SM 

APPLICANT — The  United  States  Gypsum  Company — 
Two-hour  Floor  and  Ceiling  Assembly. 

338-70-SM 

APPLICANT — The  Walworth  Company — Lubricated  Plug 
Valves,  gas  line  plug  valve. 

342-70-SM 

APPLICANT — The  United  States  Gypsum  Company — 
Three-hour  column  protection. 

730-70-SA 

APPLICANT — Tecnifax  Division  Plastic  Coating  Com¬ 
pany — used  to  duplicate  microfilm. 

602-70-A 

APPLICANT — Charles  Spindler  for  Fur  Craft,  c/o  Sidney 
J.  Bernstein,  owner. 


SUBJECT— Application  October  1,  1970— decision  of  the 
Borough  Superintendent  re-  Exitolite. 

PREMISES  AFFECTED— 242  West  30th  Street,  south 
side,  275  feet  east  of  8th  Avenue,  Block  779,  Lot  66,  Bor¬ 
ough  of  Manhattan. 


669-69-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES— Pierre  Associates  Incorporated, 
c/o  B.  Harrison  Frankel. 

SUBJECT— Application  November  13,  1969— Application 
for  Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED— 29-33  Maiden  Lane,  56  Nassau 
Street,  northeast  corner,  Block  67,  Lot  23,  Borough  of 
Manhattan. 


666-70-A 

APPLICANT— Charles  M.  Shapiro  &  Sons  for  22  Graham 
Avenue  Realty  Corporation,  owner. 

SUBJECT — Application  November  6,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Egress — unen¬ 
closed  ornamental  stairs. 

PREMISES  AFFECTED — 22  Graham  Avenue,  east  side, 
25  feet  south  of  Debevoise  Street,  Block  3127,  Lot  10,  Bor¬ 
ough  of  Brooklyn. 


1556-BZY — Vol.  VII— B.R.— 20  Seaside  Boulevard,  N.B. 
2917-61. 


4204-BZY — Vols.  II,  III,  IV,  V,  VI,  VII  &  VIII— 

B.Q. — 112-11  Liberty  Ave. — N.B.  2721-61. 


4439-BZY— Vol.  VII— B.B.— 1312  57th  Street,  N.B. 
1738-58. 


4059-BZY— Vol.  VIII— B.Q.— 58-30  76th  Street,  N.B. 
1222-61. 


1688-BZY — Vol.  VIII — B.Q. — 118-17  Union  Turnpike, 
N.B.  1579-61. 


1687-BZY — Vol.  VIII — B.Q. — 118-18  Union  Turnpike, 
N.B.  1580-61. 


658-70-A 

APPLICANT — Albert  Melniker  for  Development  Flair  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  4,  1970 — filed  pursuant 
to  Section  36.  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 70  Benedict  Road,  west  side, 
241.92  feet  south  of  Willowpond  Road,  Block  876,  Lot  31, 
Emerson  Hill,  Borough  of  Richmond. 


659-70-A 

APPLICANT — Albert  Melniker  for  Henry  Mayerhoff, 
owner. 

SUBJECT — Application  November  4,  1970 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 281  Douglas  Road,  south  side, 
92.9  feet  west  of  Seven  Gables  Road,  Block  831,  Lot  55, 
Emerson  Hill,  Borough  of  Richmond. 
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660-70-A 

APPLICANT — Albert  Melniker  for  Joseph  Tedesco,  owner. 

SUBJECT — Application  November  4,  1970 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 285  Douglas  Road,  southwest 
corner  of  Seven  Gables  Road,  Block  831,  Lot  60,  Emerson 
Hill,  Borough  of  Richmond. 


686-70-A 

APPLICANT — Krajack  Tank  Lines,  Incorporated,  owner. 
SUBJECT — Application  November  13,  1970 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  gear  ratio  to  limit 
speed  of  trucks. 


707-70-A 

APPLICANT — S.  and  D.  Jewelry  Manufacturing  Com¬ 
pany,  Incorporated,  for  The  Rector,  Churchwardens  and 
Vestrymen  of  Trinity  Church  in  the  City  of  New  York, 
owner. 

SUBJECT — Application  November  25,  1970 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  exit  doors. 

PREMISES  AFFECTED — 155  Avenue  of  the  Americas, 
southwest  corner  of  Spring  Street,  Block  491,  Lots  42,  43, 
44,  46,  47,  Borough  of  Manhattan. 


710-70-A 

APPLICANT — Hector  Ferreras  for  Costa  N.  Tesnakis, 
representing  The  Estate  of  C.  Ernest  Smith,  owner. 

SUBJECT — Application  November  27,  1970 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 260  Benedict  Road,  west  side, 
473.17  feet  north  of  Four  Corners  Road,  Block  872,  Lot 
114,  Todt  Hill,  Borough  of  Richmond. 


736-70-A 

APPLICANT — Alfonso  Duarte  for  William  H.  Switzer 
and  Associates  for  One  Forty  Seven  and  86th  Street 
Corporation,  owner;  Irving  Trust  Company,  lessee. 

SUBJECT — Application  December  15,  1970 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Marquee  and 
Sign. 

PREMISES  AFFECTED— 147  East  86th  Street,  1287 
Lexington  Avenue,  northeast  corner,  Block  1515,  Lot  20, 
Borough  of  Manhattan. 

THOMAS  F.  GALVIN,  Chairman 


FEBRUARY  2,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning ,  February  2,  1971,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

123-54-BZ — Vol.  II 

APPLICANT — Charles  M.  Spindler  for  Russell  Hogsett, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution  and  extension  of  term  of  vari¬ 
ance  which  expires  February  28,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  7e  of  the  Zoning 


Resolution,  to  permit  in  a  local  retail  use  district,  the 
construction  of  a  one  story  extension  to  the  present  build¬ 
ing,  continue  the  legal  use  of  office,  auto  showrooms  for 
sales  and  display  of  more  than  five  new  and  used  cars  and 
off  street  parking  for  employees  and  customers  to  increase 
the  area  of  the  site  by  the  addition  of  an  adjoining  lot, 
and  extend  the  uses  to  include  minor  adjustments  with 
hand  tools  only,  light  touch-up  of  cars  in  conjunction  with 
sales  and  the  installation  of  one  gasoline  pump  and  tank 
for  private  use  only. 

PREMISES  AFFECTED — 144-74  Northern  Boulevard, 
south  side,  209.03  feet  west  of  147th  Street,  Block  5014, 
Lots  32  and  39,  Flushing,  Borough  of  Queens. 


954-55-BZ 

APPLICANT — Charles  M.  Spindler  for  2112  Knapp  Realty 
Corp.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  November 
30,  1970 — decision  of  the  Borough  Superintendent,  previ¬ 
ously  granted  on  condition,  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the  park¬ 
ing  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED — 2133-2145  Brigham  Street,  east 
side,  113.11  feet  south  of  Avenue  U,  Block  7370,  Lot  58, 
Borough  of  Brooklyn. 

672-65-BZ 

APPLICANT — Stroock  &  Stroock  &  Lavan  for  James  V. 
Spadea  and  Jean  M.  Spadea,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  March  22, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-2  district,  the  change  in 
use  of  an  existing  five  story  building  from  one  family 
dwelling  and  office  to  offices  throughout. 

PREMISES  AFFECTED — 122  East  38th  Street,  south 
side,  139  feet  west  of  Lexington  Avenue,  Block  893,  Lot 
78,  Borough  of  Manhattan. 


930-64-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  1982  Bergen 
Realty  Corp.  and  Cashnyl  Co.  Inc.,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension 
of  term  of  variance  which  expired  January  19,  1970 — de¬ 
cision  of  the  Borough  Superintendent,  under  Section 
11-412  of  the  Zoning  Resolution,  to  permit  in  an  R6 
district,  the  enlargement  for  accessory  storage  and'  offices, 
to  a  factory  for  dyeing  and  treatment  of  cashmere,  nylon 
materials  and  synthetic  fibers  previously  granted  by  the 
Board. 

PREMISES  AFFECTED — 1994-1996  Bergen  Street,  south 
side,  157  feet,  9  inches  west  of  Hopkinson  Avenue,  Block 
1453,  Lots  32  and  33,  Borough  of  Brooklyn. 


997-54-BZ 

APPLICANT — Larry  Meltzer  for  Humble  Oil  &  Refining 
Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expired  June  7,  1970 — decision  of 
the  Borough  Superintendent;  previously  granted  on  con¬ 
dition,  under  Sections  7f  and  7i  of  the  Zoning  Resolution, 
permitting  in  a  retail  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  lubritorium,  auto 
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laundry  (non-automatic),  motor  vehicle  repairs  and  per¬ 
mitting  the  parking  of  motor  vehicles  awaiting  service  for 
a  term  of  fifteen  years. 

PREMISES  AFFECTED — 24  Nelson  Avenue,  southwest 
corner  of  Giffords  Glen,  Block  5429,  Lot  31,  Great  Kills, 
Borough  of  Richmond. 


385-60-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Louis  Fayne, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  4, 
1971 — decision  of  the  Borough  Superintendent,  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning 
Resolution  permitting  in  a  residence  use  district,  parking 
and  storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 65  Audubon  Avenue,  east  side, 
30  feet  south  of  West  169th  Street,  Block  2125,  Lots  30 
and  31,  Borough  of  Manhattan. 


1093-65-BZ 

APPLICANT — Dominick  Salvati  &  Son  for  Charles 
Mauro,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  February  20, 
1971 — decision  of  the  Borough  Superintendent  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution  to  permit  in  an  R3-1 
and  R3-2  district,  the  maintenance  of  an  enlargement  to  a 
Riding  Academy  that  increases  the  degree  of  non¬ 
conformity  and  non-compliance. 

PREMISES  AFFECTED— 2161-2163  East  69th  Street, 
east  side,  100  feet  north  of  Avenue  V,  Block  8429,  Lot  14, 
Borough  of  Brooklyn. 


1069-27-BZ — Vol.  Ill 

APPLICANT — Andrew  Di  Camillo,  for  Anna  Pellitteri. 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  March  6, 
1971 — decision  of  the  Borough  Superintendent,  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district,  the 
erection  and  maintenance  of  an  automatic  auto  laundry, 
simonizing  room  and  offices. 

PREMISES  AFFECTED— 6702-6724  New  Utrecht  Avenue 

and  1501-1511  Ovington  Avenue,  (68th  Street)  northwest 
corner,  and  6703-6725  15th  Avenue,  Block  5565,  Lot  1, 
Borough  of  Brooklyn. 


509-70-BZ 

APPLICANT — Joseph  Nirenberg  for  Mary  DiNicola, 
owner;  Abetter  Processing  Corporation,  lessee. 

SUBJECT — Application  August  26,  1970 — decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R6  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  metal  products 
factory  that  encroaches  on  the  required  rear  yard. 

PREMISES  AFFECTED— 984-988  East  35th  Street,  west 
side,  297.6  feet  north  of  Avenue  I,  Block  7580,  Lot  63, 
Borough  of  Brooklyn. 

552-70-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Chevron  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  September  1,  1970 — decision  of  the 


Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-1  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  automotive 
service  station  with  accessory  uses  previously  before  the 
Board. 

PREMISES  AFFECTED — 2121  Hylan  Boulevard,  north¬ 
west  corner  of  Lincoln  Avenue,  and  292  Lincoln  Avenue, 
Block  3614,  Lots  1,  5,  Grant  City,  Borough  of  Richmond. 


595-70-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Madison  Holding  Corporation,  owner. 

SUBJECT — Application  September  30,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R8  and  R10  district,  the  erection 
of  a  31  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio  and  has  less  than  the  required  lot  area 
per  room. 

PREMISES  AFFECTED— 1673  to  1685  York  Avenue, 
northwest  corner  of  East  88th  Street,  Block  1565,  Lots 
19,  21-27,  29,  30,  120,  128,  Borough  of  Manhattan. 


647-70-BZ 

APPLICANT — Larry  Meltzer  for  Louis  Cappell  and  Jack 
Jaffe,  owner,  Channel  Drive  Service  Station  Inc.,  lessee. 

SUBJECT — Application  October  16,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  11,412,  11,413, 
73-211  and  73-212  of  the  Zoning  Resolution,  to  permit  in 
a  C2-2  district,  on  a  plot  previously  before  the  Board,  the 
reconstruction  of  the  existing  automotive  service  station 
with  accessory  uses  and  the  addition  to  the  uses  to  include 
automobile  laundry. 

PREMISES  AFFECTED— 59-02  to  59-20  Beach  Channel 
Drive,  339-343  Beach  54th  Street,  northwest  corner,  Block 
16011,  Lot  105,  Arverne,  Borough  of  Queens. 


662-70-BZ 

APPLICANT — Albert  Melniker  for  Aaron  Levine,  owner ; 
NuCastle  Motors,  Inc.,  lessee. 

SUBJECT — Application  November  5,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-1  district,  the  con¬ 
struction  of  an  open  automobile  sales  establishment  with 
accessory  office. 

PREMISES  AFFECTED— 2175  Hylan  Boulevard,  north 
side,  45.23  feet  west  of  Midland  Avenue,  Block  3591,  Lot 
57,  Grant  City,  Borough  of  Richmond. 


682-70-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  November  12,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  73-11  (g)  and 
73-14  of  the  Zoning  Resolution,  to  permit  in  an  R6  district, 
the  erection  of  a  two  story  enlargement  to  an  existing 
telenhone  exchange  that  increases  the  degree  of  non¬ 
conformity. 

PREMISES  AFFECTED— 71-40  164th  Street,  west  side, 
131  feet  north  of  72nd  Avenue,  Block  6802,  Lot  16, 
Flushing,  Borough  of  Queens. 


725-70-BZ 

APPLICANT — Leonard  F.  Rothkrug,  for  Xheudet  Mustafa, 
owner. 

SUBJECT — Application  December  4,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
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Resolution,  to  permit  in  a  Cl-2  district,  the  enlargement 
in  area  of  an  existing  one  story  building  that  encroaches 
on  the  required  side  yard  and  the  maintenance  of  the 
Automobile  repair  establishment. 

PREMISES  AFFECTED — 11  Slater  Boulevard,  north  side, 
108.09  feet  east  of  Hylan  Boulevard,  Block  3656,  Lot  69, 
Dongan  Hills,  Borough  of  Richmond. 


420-70-BZ 

APPLICANT — Salvator  A.  Caradonna,  Jr.  for  Ladder  Hill, 
Ltd.,  owner. 

SUBJECT — Application  August  4,  1970 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  RIO  district,  in  an  existing  four 
story  and  basement  residential  building,  the  change  in  oc¬ 
cupancy  of  the  basement  to  commercial  art  gallery  and  the 
first  floor  to  professional  offices. 

PREMISES  AFFECTED— 60  East  79th  Street,  south  side, 
174.5  feet  east  of  Madison  Avenue,  Block  1393,  Lot  45, 
Borough  of  Manhattan. 

Laid  over  from  December  8,  1970  for  applicant  to 

submit  additional  information.  Hearing  continued. 

THOMAS  F.  GALVIN,  Chairman 


FEBRUARY  2,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  February  2,  1971,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on 
the  following  matters : 

2768-BZY — Vol.  VIII— B.Q.— 98-11  44th  Avenue,  N.B. 
8303-61. 


385-BZY— Vol.  VII— B.Q.— 151-51  138th  Avenue,  N.B. 
7721-61. 


4277-BZY— Vol.  VIII— B.R.— 67  Olympia  Boulevard, 
Alt.  19-61. 


3997-BZY— Vol.  VIII— B.R.— 340  Hoyt  Avenue,  N.B. 
3261-61. 


61-BZY— Vol.  VII— B.R.— 950  Clove  Road,  N.B.  3219- 
61. 


63-BZY— Vol.  VII— B.R.— 1020  Clove  Road,  N.  B.  3221- 
61. 


64-BZY— Vol.  VII— B.R.— 1050  Clove  Road,  N.B.  3222- 
61. 


1905-BZY — Vol.  VII — B.Bx. — 2666  Netherlands  Avenue, 
N.B.  1482-60. 


3609-BZY— Vol.  VIII— B.Q.— 157-17  129th  Avenue,  N. 
B.  7580-61. 


4381-BZY— Vol.  VIII— B.Q.— 28-08  Bayside  Lane,  N.B. 
5925-61. 


650-70-A 

APPLICANT — LaMoyne  D.  Bearden  for  Eastman  Kodak 
Company,  owner. 

SUBJECT — Application  October  29,  1970— Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  com¬ 
bustible  mixture  known  as  Kodak  Recordak  Electrostatic 
10  Toner  in  one  pint  plastic  bottle  container  not  in  compli¬ 


ance  with  regulations  of  the  Administrative  Code  of  New 
York  City. 


665-70-A 

APPLICANT — Lloyd  A.  Hunziker  for  The  Brooklyn 
Union  Gas  Company,  owner. 

SUBJECT- — Application  November  6,  1970 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Relocation  of  LPG 
Tanks. 

PREMISES  AFFECTED — 438  Varick  Avenue,  northwest 
corner  of  Maspeth  Avenue,  Block  2837,  Lot  1,  Borough  of 
Brooklyn. 


718-70-A 

APPLICANT — Frank  A.  Vaccaro  for  Donald  Bernbaum, 
owner. 

SUBJECT — Application  December  2,  1970 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 111  Benedict  Road,  northeast 
corner  of  Circle  Road,  Block  867,  Lot  2,  Todt  Hill,  Bor¬ 
ough  of  Richmond. 


719-70-A 

APPLICANT — Frank  A.  Vaccaro  for  Carl  S.  Altomare, 
owner. 

SUBJECT — Application  December  2,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  2  family  frame 
dwelling. 

PREMISES  AFFECTED — 15  Northern  Boulevard,  north 
side,  67.72  feet  east  of  Labau  Avenue,  Block  672,  Lot  22, 
Sunnyside,  Borough  of  Richmond. 


729-70-A 

APPLICANT — Joseph  H.  Lombardi  for  Bankers  Trust 
Company,  owner. 

SUBJECT — Application  December  10,  1970 — Filed  pursuant 
to  Section  35,  Article  3,  General  City  Law  re-  erection  of 
building  in  bed  of  a  mapped  street. 

PREMISES  AFFECTED— 41-22  Bell  Boulevard,  north¬ 
west  corner  of  42nd  Avenue,  Block  6227,  Lots  309  and 
311,  Bayside,  Borough  of  Queens. 


732-70-A 

APPLICANT — Stanley  J.  Shaftel  for  United  Parcel  Serv¬ 
ice,  owner. 

SUBJECT — Application  December  11,  1970 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 521  Travis  Avenue,  north  side, 
406.60  feet  west  of  Victory  Boulevard,  Block  2162,  Lot 
139,  Bullshead,  Borough  of  Richmond. 

THOMAS  F.  GALVIN,  Chairman 


FEBRUARY  9,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  9,  1971,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

523-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Hunter  Associates, 
owner. 
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SUBJECT — Application  August  27,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  erection  of  a 
one  story  and  cellar  building  for  use  as  a  metal  and  plastic 
manufacturing  establishment. 

PREMISES  ^AFFECTED — 37-05^  108th  Street,  southeast 
corner  of  37th  Avenue,  Block  1777,  Lots  1  and  4,  Corona, 
Borough  of  Queens. 


542-70-BZ 

APPLICANT — Ludwig  P.  Bono  for  Charles  Goldberg, 
owner. 

SUBJECT — Application  August  17,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  conversion 
of  a  two  family  dwelling  to  a  three  family  dwelling  that 
increases  the  degree  of  non-compliance  in  floor  area  ratio, 
open  space  ratio  and  encroachment  in  the  side  yard  and 
creates  non-compliance  in  lot  area  per  room. 

PREMISES  AFFECTED — 2005  Hone  Avenue,  northwest 
corner  of  Neill  Avenue,  Block  4302,  Lot  21,  Borough  of 
The  Bronx. 


590-70-BZ 

APPLICANT — Max  Siegel  Associates  for  Cambridge  Hold¬ 
ing  Company,  owner,  Cambridge  Garage  Corporation, 
lessee. 

SUBJECT — Application  September  28,  1970 — decision  of 
the  Borough  Superintendent,  under  Section  60(3)  of  the 
Multiple  Dwelling  Law,  to  permit  in  an  R10  district,  in 
an  existing  22  story  multiple  dwelling,  the  addition  to  the 
uses  to  include  transient  parking  for  the  unused  and  sur¬ 
plus  tenants  spaces  for  a  term  of  fifteen  years. 

PREMISES  AFFECTED — 1596  to  1608  York  Avenue  and 
508  East  85th  Street,  southeast  corner,  Block  1581,  Lot  49, 
Borough  of  Manhattan. 


591-70-A 

APPLICANT — Max  Siegel  Associates  for  Cambridge  Hold¬ 
ing  Company,  owner;  Cambridge  Garage  Corporation, 
lessee. 

SUBJECT — Application  September  28,  1970 — filed  pursuant 
to  Section  60  of  the  Multiple  Dwelling  Law  re-  use  of 
accessory  garage  to  a  Multiple  Dwelling  for  transient 
parking. 

PREMISES  AFFECTED— 1596  to  1608  York  Avenue  and 
508  East  85th  Street,  southeast  corner,  Block  1581,  Lot 
49,  Borough  of  Manhattan. 


681-70-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT— Application  November  12,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  73-14  and  73-65 
of  the  Zoning  Resolution,  to  permit  in  an  R3-2  district, 
the  erection  of  a  fourth  floor  to  an  existing  telephone 
exchange  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio,  open  space  ratio,  front  yard,  side  yard 
and  sky  exposure  plane. 

PREMISES  AFFECTED— 140-02  to  140-10  183rd  Street, 
182-08  to  182-26  140th  Avenue,  southwest  corner  and  182nd 
Street,  Block  13040,  Lot  1,  Springfield  Gardens,  Borough 
of  Queens. 


693-70-BZ 

APPLICANT — David  Weinberg,  for  New  York  Bank  for 
Savings,  owner. 


SUBJECT — Application  November  18,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-42 
of  the  Zoning  Resolution,  to  permit  in  a  C6-2,  C2-5  and 
R8  district,  the  construction  and  maintenance  of  a  public 
parking  lot  extending  into  the  residence  portion  of  the  site. 

PREMISES  AFFETED— 307  West  14th  Street,  north 
side,  125  feet  west  of  8th  Avenue,  89  to  95  8th  Avenue 
and  308  to  310  West  15th  Street,  Block  738,  Lots  30,  37, 
38,  40  and  46,  Borough  of  Manhattan. 


210-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Morris  J.  Goldberg, 
owner. 

SUBJECT — Application  April  3,  1970— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  building  for  use  as  a  factory  with  accessory 
loading  and  parking  in  the  open  area. 

PREMISES  AFFECTED— 111-02  Astoria  Boulevard, 
southeast  corner  of  111th  Street,  Block  1705,  Lots  1  and 
5,  Astoria,  Borough  of  Queens. 

Laid  over  from  December  15,  1970,  for  continued  hear¬ 
ing  at  the  request  of  the  City  Planning  Commission  and 
applicant. 


546-70-BZ 

APPLICANT — Max  Siegel  Associates  for  Stratford  Hold¬ 
ing  Company,  owner ;  York  73rd  Garage  Corporation, 
lessee. 

SUBJECT — Application  September  16,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  60(3)  of  the  Mul¬ 
tiple  Dwelling  Law  to  permit  in  an  R8  and  R10  district, 
in  an  existing  34  story  multiple  dwelling  the  addition  to 
the  uses  to  include  transient  parking  for  the  unused  or 
surplus  tenant  spaces  for  a  term  of  15  years. 

PREMISES  AFFECTED — 1377  to  1391  York  Avenue  and 
433  to  437  East  73rd  Street,  northwest  corner,  and  492  to 
496  East  74th  Street,  Block  1468,  Lot  21,  Borough  of 
Manhattan. 

Laid  over  from  January  5,  1971,  for  continued  hearing; 

applicant  to  submit  additional  data. 


547-70-A 

APPLICANT — Max  Siegel  Associates  for  Stratford  Hold¬ 
ing  Company,  owner ;  York  73rd  Garage  Corporation, 
lessee. 

SUBJECT — Application  September  16,  1970 — filed  pursuant 
to  Section  60  of  the  Multiple  Dwelling  Law  re-  use  of 
accessory  garage  to  a  Multiple  Dwelling  for  transient 
parking. 

PREMISES  AFFECTED— 1377  to  1391  York  Avenue  and 
433  to  437  East  73rd  Street,  northwest  corner,  and  492  to 
496  East  74th  Street,  Block  1468,  Lot  21,  Borough  of 
Manhattan. 

THOMAS  F.  GALVIN,  Chairman 


FEBRUARY  9,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon ,  February  9,  1971,  at  2  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 

4429-BZY — Vol.  VIII — B.Bx. — 1781  Nereid  Avenue, 
N.B.  3205-61. 
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4233-BZY — Vol.  VIII — B.B. — 3030  Emmons  Avenue, 
N.B.  3088-61. 


1163-BZY— Vol.  VII— B.Q.— 39-60  S4th  Street,  N.B. 
2057-61. 


1176-BZY— Vol.  VII— B.Q.— 85-10  149th  Avenue,  N.B. 

5068-61. 


3541-BZY— Vol.  VII— B.Q.— 33-22  255th  Street,  N.B. 

3384-61. 


3542-BZY— Vol.  VII— B.Q.— 33-04  255th  Street,  N.B. 

3388-61. 


3543-BZY— Vol.  VII— B.Q.— 33-29  255th  Street,  N.B. 
3401-61. 


3544-BZY— Vol.  VII— B.Q.— 33-31  255th  Street,  N.B. 
3402-61. 


3545-BZY— Vol.  VII— B.Q.— 33-27  255th  Street,  N.B. 
3400-61. 


3546-BZY— Vol.  VII— B.Q.— 33-21  255th  Street,  N.B. 
3398-61. 


3547-BZY— Vol.  VII— B.Q.— 33-25  255th  Street,  N.B. 

3399-61. 


3548-BZY— Vol.  VII— B.Q.— 33-17  255th  Street,  N.B. 
3396-61. 


3549-BZY— Vol.  VII— B.Q.— 33-19  255th  Street,  N.B. 
3397-61. 


3550-BZY— Vol.  VII— B.Q.— 33-09  255th  Street,  N.B. 

3393-61. 


3551-BZY— Vol.  VII— B.Q.— 33-11  255th  Street,  N.B. 

3394-61. 


3552-BZY— Vol.  VII— B.Q.— 33-15  255th  Street,  N.B. 

3395-61. 


3553-BZY— Vol.  VII— B.Q.— 33-07  255th  Street,  N.B. 
3392-61. 


3554-BZY— Vol.  VII— B.Q.— 33-03  255th  Street,  N.B. 
3390-61. 


3555-BZY— Vol.  VII— B.Q.— 33-05  255th  Street,  N.B. 
3391-61. 


3556-BZY— Vol.  VII—  B.Q.— 33-24  255th  Street,  N.B. 
3383-61. 


3557-BZY— Vol.  VII— B.Q.— 33-01  255th  Street,  N.B. 

3389-61. 


3558-BZY— Vol.  VII— B.Q.— 33-18  255th  Street,  N.B. 

3385-61. 


3559-BZY — Vol.  VII — B.Q. — 33-16  255th  Street,  N.B. 

3386-61. 


3560-BZY — Vol.  VII — B.Q. — 33-02  255th  Street,  N.B. 

3387-61. 


2468-BZY — Vol.  VIII — B.M. — 146-148  Ridge  Street,  N.B. 
345-61. 


2469-BZY — Vol.  VIII — B.M. — 150-152  Ridge  Street,  N.B. 
346-61. 


2470-BZY— Vol.  VIII— B.M.— 95  Attorney  Street,  N.B. 
180-61. 


2471-BZY— Vol.  VIII— B.M.— 617  East  6th  Street,  N.Y. 
Alt.  47-61. 


2575-BZY — Vol.  VIII — B.Bx. — 1184  Rhinelander  Ave¬ 
nue,  N.B.  2741-61. 


2576-BZY — Vol.  VIII— B.Bx. — 1188  Rhinelander  Ave¬ 
nue,  N.B.  2742-61. 


2577-BZY— Vol.  VIII— B.Bx.— 931-933  Morris  Park  Ave¬ 
nue,  N.B.  2854-61. 

593-70-A 

APPLICANT — Charles  M.  Shapiro  for  Kard  Operating 
Company,  Inc.,  owner,  Asco  Ring  Company,  lessee. 

SUBJECT — Application  September  29,  1970 — decision  of  the 
Borough  Superintendent  re-  flues  and  ventilation  ducts  in 
fire  tower. 

PREMISES  AFFECTED — 64  to  66  West  48th  Street,  south 
side,  183  feet  east  of  Avenue  of  the  Americas,  Block  1263, 
Lot  67,  Borough  of  Manhattan. 


609-70-A 

APPLICANT — Perma-Line  Corporation  of  America,  owner. 
SUBJECT — Application  October  8,  1970 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  heating  kettles. 


739-70-A 

APPLICANT — Andrew  Di  Camillo  for  Congregation 
Knesseth  Mordechay,  owner. 

SUBJECT — Application  December  15,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  occu¬ 
pancy  of  accessory  offices,  in  conjunction  with  the  existing 
“Day  School”. 

PREMISES  AFFECTED — 771  Crown  Street,  north  side, 
91  feet  west  of  Utica  Avenue,  Block  1414,  Lot  51,  Borough 
of  Brooklyn. 


746-70-A 

APPLICANT — Lichtner  Associates  for  Robert  C.  Gunther, 
owner. 

SUBJECT — Application  December  21,  1 970 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Bertha  Place,  westside,  588.90 
feet  south  of  P.  C.  Grymes  Hill  Road,  Block  593,  Lot  550, 
Borough  of  Richmond. 


747-70-A 

APPLICANT — Lichtner  Associates  for  Robert  C.  Gunther, 
owner. 

SUBJECT — Application  December  21,  1970 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Bertha  Place,  westside,  588.90 
feet  south  of  P.  C.  Grymes  Hill  Road,  Block  593,  Lot  555, 
Borough  of  Richmond. 


583-68-SM 

APPLICANT — H.  H.  Robertson  Company,  owner. 
SUBJECT — Reopened  at  request  of  Commissioner  of  Build¬ 
ings  re-  Q-Lock  steel  floor  and  form  units. 

THOMAS  F.  GALVIN,  Chairman 
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MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING,  JANUARY  5,  1971,  10  A.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


The  minutes  of  the  regular  meetings  of  the  Board_held  on 
Tuesday  morning  and  afternoon  December  8,  1970,  were 
approved  as  printed  in  the  Bulletin  of  December  17,  1970, 
Vol.  55,  No.  51. 


688-67-A 

APPLICANT— Joseph  Mitchell  for  New  York  Medical 
College,  Flower  and  Fifth  Avenue  Hospitals,  owner. 
SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expired  May  14,  1970 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed 
frame  structure  within  fire  limits. 

PREMISES  AFFECTED — 1560  Madison  Avenue,  north¬ 
west  corner  of  East  105th  Street,  Block  1611,  Lots  1,  7, 
13,  15,  17,  18  and  19,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  Mitchell. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  14,  1968,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  the 
term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  May  14,  1968,  only  as  to  the  term 
of  the  variance,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read : 

“granted  for  a  term  of  two  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  and  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects.”  (N.B.  67-65) 

212-51-BZ— Vol.  II 

APPLICANT — Charles  M.  Spindler  for  Getty  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  for  re¬ 
quest  to  waive  the  Rules  of  Procedure  and  extension  of 
term  of  variance  which  expired  October  11,  1970 — deci¬ 
sion  of  the  Borough  Superintendent;  previously  granted 
on  condition,  under  Sections  7f,  7i  and  7h  of  the.  Zoning 
Resolution,  permitting  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station, 
auto  washing,  lubrication,  motor  vehicle  repairs,  auto 
safety  inspection  station,  storage  and  sale  of  accessories 
and  office,  and  permitting  the  parking  and  storage  of  cars 
waiting  service. 

PREMISES  AFFECTED— 204-20  Northern  Boulevard, 
south  side,  80.81  feet  east  of  204th  Street,  Block  7301, 
Lot  11,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 


ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  11,  1955,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  January  5,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  October  11,  1955,  as  amended 
through  July  10,  1956,  only  as  to  the  term  of  the  variance, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“granted  for  a  term  of  ten  years  from  October  11,  1970, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy 
shall  be  obtained.”  (N.  B.  996-55) 


215-55-BZ 

APPLICANT— Barnett  Ross  for  Shell  Oil  Co.,  long  term 
lessee;  47  &  Central  Corp.,  owner. 

SUBJECT— Application  for  consideration— reopening  for  re¬ 
quest  to  waive  the  Rules  of  Procedure  and  extension  of 
term  of  variance  which  expired  July  26,  1970 — decision 
of  the  Borough  Superintendent  under  Sections  . 7f,  7i  and 
7h  of  the  Zoning  Resolution,  to  permit  in  a  residence  and 
business  use  district  the  erection  and  maintenance  of  a 
gasoline  and  oil  selling  station,  lubritorium,  car  washing, 
motor  vehicle  repairs,  storage  and  office,  and  to  permit 
the  parking  and  storage  of  motor  vehicles  on  unbuilt 
upon  portion  of  plot. 

PREMISES  AFFECTED— 1770  Gun  Hill  Road,  southeast 
corner  of  Wickham  Avenue,  Block  4498,  Lot  15,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Barnett  Ross. 

ACTION  OF  BOARD— Rules  of  Procedure  waived,  ap¬ 
plication  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  26,  1955,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
January  5,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  July  26,  1955,  only,  as  to  the  term 
of  the  variance,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read : 

“granted  for  a  term  of  ten  years  from  July  26,  1970,  to 
permit  .  .  .  ;  on  condition  that  screening  be  provided  in 
accordance  with  the  requirements  of  Section  36-56  of 
the  Zoning  Resolution  along  the  two  interior  lot  lines 
and  along  the  building  line  of  Wickham.  Avenue;  that 
other  than  as  herein  amended  the  resolution  above  cited 
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shall  be  complied  with  in  all  respects ;  and  that  a  new 
Certificate  of  Occupancy  shall  be  obtained.”  (N.B. 
138-55) 


267-55-BZ 

APPLICANT — Charles  M.  Spindler  for  Charles  Hodes, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  November  9, 
1970— decision  Qf  the  Borough  Superintendent  under  Sec¬ 
tion  7e  of  the  Zoning  Resolution,  to  permit  in  the  local 
retail  use  district  portion  of  a  plot  located  in  residence 
and  local  retail  use  district  for  a  term  of  fifteen  years  the 
erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium,  auto  washing,  motor  vehicle  repairs  and  office. 
PREMISES  AFFECTED — 218-18  Hillside  Avenue  and 
88-02  to  88-10  218th  Place,  southwest  corner,  Block  10678, 
Lot  5,  Queens  Village,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  . ’  ’  ’ '  q 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  9,  1955,  on  certain  conditions;  and 
V  hereas,  a  public  hearing  was  held  on  this  application  on 
January  5,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  November 
9,  1955,  only  as  to  the  term  of  the  variance,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

in^Ante^  ^or.a  term  °f  ten  years  from  November  9, 
19/0,  to  peimit  .  .  .  ;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
i  espects ,  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (N.B.  791-55) 


507-66-BZ — Vol.  II 


APPLICANT— Albert  Melniker  for  301  Nelson  Ave.  Rest 
Inc.,  owner. 


SUBJECT  Application  for  consideration — reopening  as 
Vol.  II  subject  to  regular  procedure— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  666  of  the  New  York 
City  Charter  and  Section  72-21  of  the  Zoning  Resolution, 
to  permit  in  a  Cl-1  district,  in  an  existing  two  story  build¬ 
ing  the  addition  to  the  uses  to  include  cabaret. 


PREMIES  AFFECTED— 301  Nelson  Avenue,  3978  Hylan 
Boulevard,  northeast  corner,  Block  5208,  Lot  1,  Great 
Kills,  Borough  of  Richmond. 


APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative.:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative: .  .  n 


17-69-BZ— Vol.  II 

APPLICANT— Charles  M.  Spindler  for  Palmer  Brocco, 
owner -manufacturer. 

SUBJECT- — Application  for  consideration — reopening  as 
Vol.  II  subject  to  regular  procedure — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  restaurant  that  en¬ 
croaches  on  the  required  front  yard. 

PREMISES  AFFECTED — 1273-1283  86th  Street,  north¬ 
west  corner  of  13th  Avenue,  Block  6338,  Lot  43,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative : .  q 


58-66-BZ— Vol.  II 

APPLICANT — Leonard  F.  Rothkrug  for  Perkas  Realty 
Corporation  and  Diamond  Baking  Company,  owners. 

SUBJECT— Application  reopened  October  6, 1970  as  Volume 
IP — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R6 
district,  the  erection  of  a  one  story  enlargement  to  an 
existing  bakery  and  store  structure. 

PREMISES  AFFECTED— 1463  to  1473  St.  Peters  Ave¬ 
nue,  west  side,  95.01  feet  north  of  Tratman  Avenue  Block 
3976,  Lot  31,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug  and  Sam  Abrams. 
For  Opposition :  Thomas  Revans,  Anna  E.  Peterson  and 
Theresa  Revans. 

ACTION  OF  BOARD — Laid  over  to  January  26,  1971,  at 
10  A.M.  for  decision.  Hearing  closed.  Previously  ’ in¬ 
spected. 


308-70-BZ 

APPLICANT  Harold  Weinberg  for  Zvi  Schonbrun 
owner. 

SUBJECT  Application  May  21,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  conversion  of 
a  two  family  dwelling  to  a  three  family  dwelling  that 
ci  eates  non-compliance  in  floor  area  ratio,  open  space  ratio, 
lot  area  per  room  encroachment  on  the  required  rear  yard 
and  inner  court  and  with  less  than  the  required  parking. 

PREMISES  AFFECTED — 2417  East  1st  Street,  east  side, 
120  feet  south  of  Avenue  X,  Block  7197,  Lot  72,  Borough 
of  Brooklyn. 

APPEARANCES— 

F01  Applicant:  Harold  Weinberg  and  Joseph  Nirenberg 
lor  Opposition:  None. 

A(fn  a°c)T  ?F  BOARD— Laid  over  to  January  19,  1971,  at 
1U  A.M.,  for  decision;  previously  inspected;  hearing  closed. 


311-70-BZ  ' 

A  PPLIC ANT— David  L.  Eggers  of  Eggers  and  Higgins 
for  New  York  City  Department  of  Public  Works,  owner 
SUBJECT  Application  May  21,  1970 — decision  of  the  Bor- 


12 


MINUTES 


ough  Superintendent,  under  Section  73-48  of  the  Zoning 
Resolution,  to  permit  in  a  C6-4  district,  in  conjunction 
with  the  erection  of  a  57  story  office  building  the  installa¬ 
tion  of  a  group  parking  facility  that  exceeds  the  maximum 
size. 

PREMISES  AFFECTED — 280  Broadway,  southeast  cor¬ 
ner  of  Duane  Street,  Block  153,  Lot  1,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  L.  Braun. 

For  Opposition:  None. 

For  Administration:  Mark  Levine,  City  Planning  Com¬ 
mission. 

ACTION  OF  BOARD — Laid  over  to  July  13,  1971,  at  10 
A.M.,  at  the  request  of  the  applicant.  Hearing  continued. 
Previously  inspected. 


327-70-BZ 

APPLICANT— Arthur  J.  McGee  for  Theodore  J.  Burke, 
owner. 

SUBJECT— Application  May  28,  1970— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  district,  the  installation 
of  an  advertising  sign  that  encroaches  on  the  minimum 
distance  to  a  park  and  arterial  highway. 

PREMISES  AFFECTED— 34-09  126th  Street,  southeast 
corner  of  34th  Avenue,  Block  1822,  Lot  1,  Flushing,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  Morsellino  and  Herbert  Blank. 

For  Opposition :  Samuel  Bodian,  Dept.  Parks. 

ACTION  OF  BOARD— Laid  over  to  January  26,  1971,  at 
10  A.M.,  for  continued  hearing:  applicant  to  submit  addi¬ 
tional  data;  previously  inspected. 


358-70-BZ 

APPLICANT— Buckley  and  Kisseloff  for  50  Broad  Street 
Inc.  and  42  New  Street,  Inc.,  owner. 

SUBJECT— Application  June  19,  1970--decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-68  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  C5-5  district,  the 
erection  of  a  twenty  story  enlargement  to  an  existing 
twenty  story  building  that  will  create  noncompliance  in 
floor  area  ratio  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 50  Broad  Street,  west  side,  169 
feet  south  of  Exchange  Place,  44  New  Street,  Block  24, 
Lots  19,  36,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  J.  Kisseloff. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  January  26,  1971,  at 
10  A.M.,  at  the  request  of  the  applicant.  Hearing  con¬ 
tinued.  Previously  inspected. 


440-70-BZ 

APPLICANT— Philip  P.  Agusta  for  Rosati  Homes  Inc., 
owner. 

SUBJECT— Application  August  13,  1970— decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and  73- 
212  of  the  Zoning  Resolution,  to  permit  in  a  C2-2  district, 
the  erection  and  maintenance  of  an  automotive  service 
station  with  accessory  uses. 

PREMISES  AFFECTED— 90-11  Beach  Channel  Drive, 
north  side,  287.57  feet  east  of  Beach  92nd  Street,  Block 
16109,  Lot  38  (Tent.),  Rockaway,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  Philip  P.  Augusta  and  Joseph  P.  Mor¬ 
sellino. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  January  26,  1971,  at 
10  A.M.,  at  the  request  of  the  applicant.  Hearing  con¬ 
tinued.  Previously  inspected. 


510-70-BZ 

APPLICANT — Robert  Gottlieb  for  1180  Randall  Avenue 
Corporation,  owner. 

SUBJECT — Application  September  3,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  M3-1  district,  the  maintenance 
of  an  existing  factory  with  loading  berths  less  than  the  re¬ 
quired  size  and  within  50  feet  of  intersecting  streets. 

PREMISES  AFFECTED — 1180  Randall  Avenue,  south¬ 
east  corner  of  Worthen  Street,  Block  2768,  Lot  97,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Gerald  Levy. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  26,  1971, 
at  10  A.M.,  for  continued  hearing;  applicant  to  submit 
additional  data;  previously  inspected. 


546-70-BZ 

APPLICANT— Max  Siegel  Associates  for  Stratford  Hold¬ 
ing  Company,  owner;  York  73rd  Garage  Corporation, 
lessee. 

SUBJECT — Application  September  16,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  60(3)  of  the 
Multiple  Dwelling  Law  to  permit  in  an  R8  and  R10  dis¬ 
trict,  in  an  existing  34  story  multiple  dwelling,  the  addi¬ 
tion  to  the  uses  to  include  transient  parking  for  the  unused 
or  surplus  tenant  spaces  for  a  term  of  15  years. 

PREMISES  AFFECTED— 1377  to  1391  York  Avenue  and 
433  to  437  East  73rd  Street,  northwest  corner,  and  492  to 
496  East  74th  Street,  Block  1468,  Lot  21,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Max  Siegel. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  February  9,  1971, 
at  10  A.M.,  for  continued  hearing;  applicant  to  submit 
additional  data ;  previously  inspected. 


547-70-A 

APPLICANT — Max  Siegel  Associates  for  Stratford  Hold¬ 
ing  Company,  owner,  York  73rd  Garage  Corporation, 
lessee. 

SUBJECT — Application  September  16,  1970 — filed  pursuant 
to  Section  60  of  the  Multiple  Dwelling  law  re-  use  of  acces¬ 
sory  garage  to  a  Multiple  Dwelling  for  transient  parking. 

PREMISES  AFFECTED — 1377  to  1391  York  Avenue  and 
433  to  437  East  73rd  Street,  northwest  corner,  and  492  to 
496  East  74th  Street,  Block  1468,  Lot  21,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Max  Siegel. 

ACTION  OF  BOARD — -Laid  over  to  February  9,  1971,  at 
10  A.M.,  for  continued  hearing  in  conjunction  with  Cal.  No. 
546-70-BZ ;  previously  inspected. 

586-70-BZ 

APPLICANT — H.  T.  Kilburn,  Jr.  for  Ray  Max  Associates, 
owner ;  S.  T.  B.  Realty  Corporation,  lessee. 
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SUBJECT — Application  September  25,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R8  district,  in  an  existing 
five  story  and  basement  building,  the  addition  of  base¬ 
ment  for  residential  use  that  increases  the  degree  of  non- 
compliance  in  floor  area  ratio,  open  space  ratio  and  mini¬ 
mum  distance  to  a  lot  line. 

PREMISES  AFFECTED— 248,  250,  252,  254  West  16th 
Street,  south  side,  93.6  feet  east  of  8th  Avenue,  Block 
765,  Lots  68,  69,  70  and  71,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  H.  T.  Kilburn,  Jr.  and  Elliot  M.  Glass. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  January  26,  1971,  at 
10  A.M.,  for  applicant  to  furnish  additional  information. 
Hearing  continued.  Previously  inspected. 


587-70-A 

APPLICANT — H.  Thomas  Kilburn,  Jr.  for  Ray  Max 
Associates,  owner,  S.  T.  B.  Realty  Corp.,  lessee. 

SUBJECT — Application  September  25,  1970 — filed  pur¬ 
suant  to  Section  26  of  the  Multiple  Dwelling  Law  re¬ 
proposed  increase  in  number  of  stories  from  five  to  five 
and  basement. 

PREMISES  AFFECTED— 248,  250,  252,  254  West  16th 
Street,  south  side,  93.6  feet  east  of  8th  Avenue,  Block  765, 
Lots  68,  69,  70  and  71,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  H.  T.  Kilburn,  Jr.  and  Elliot  M.  Glass. 

ACTION  OF  BOARD — Laid  over  to  January  26,  1971,  at 
10  A.M.,  for  applicant  to  file  additional  information.  Hear¬ 
ing  continued.  Previously  inspected. 


“1.  Proposed  enlargement  in  non-complying  with 
B.S.A.  122-65-BZ. 

2.  Proposed  enlargement  and  present  building  are 
non-complying  in  that  F.A.R.  exceeds  1.00  (24-11  Z.R.). 

3.  Proposed  enlargement  is  not  a  permitted  ob¬ 
struction  in  sky  exposure  plane  (24-521  Z.R.).” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Sections  72-21  and  73-641  of  the  Zoning  Resolution,  and 
that  the  applicant  is  therefore  entitled  to  relief  on  the  grounds 
of  practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Sections  72-21  and  73-641  of  the  Zoning  Resolution,  to 
permit  in  an  Rl-2  district,  the  erection  of  a  three-story  and 
cellar  enlargement  to  a  school  previously  before  the  Board 
that  will  exceed  the  permitted  floor  area  ratio  and  penetrate 
the  sky  exposure  plane  on  condition  that  all  work  shall  con¬ 
form  to  drawings  filed  with  this  application  and  marked 
“Received,  July  31,  1970,”  11  sheets,  and  that  all  laws,  rules 
and  regulations  applicable  shall  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


Adjourned:  12:15  P.M. 

James  P.  Mulroy,  Secretary 


417-70-BZ 


APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Rabbi  Dov  Revel  Yeshiva  of  Forest  Hills, 
owner. 

SUBJECT  Application  July  31,  1970 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  666  of  the  New  York 
City  Charter  and  Sections  72-21  and  73-641  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  the  erection  of 
a  three  story  and  cellar  enlargement  to  a  school  previously 
before  the  Board  that  will  exceed  the  permitted  floor  area 
ratio  and  penetrate  the  sky  exposure  plane. 

PREMISES  AFFECTED — 71-02  113th  Street,  southwest 
corner  of  71st  Avenue,  Block  2246,  Lot  41,  Forest  Hills 
Borough  of  Queens. 


APPEARANCES— 


For  Applicant :  Samuel  H.  Lindenbaum. 

For  Opposition:  None. 

RECOMMENDATION  of  The  Community  Board — No 
recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan 
Negative :  . 


THE  RESOLUTION— 

Whereas  a  public  hearing  was  held  on  this  application  c 
November  17,  19/0,  after  due  notice  by  publication  in  tl 

1971  a^d kld  ^  t0  December  8’  1970 then  to  January 

Whereas,  the  decision  of  the  Borough  Superintender 
dated  July  10,  1970,  acting  on  Alt.  Applic.  1663/1965,  read* 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JANUARY  5,  1971,  2  P.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

162-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Downtown  Community  School. 
SUBJECT-  Application  March  24,  1970 — Application  for 
modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 233-239  East  11th  Street,  north 
side,  120  feet  west  of  Second  Avenue,  Block  476,  Lot  40, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D.  and  Capt.  T  F 
Petraglia,  F.  D. 

For  Opposition:  Walter  Schlegel,  B.  D. 

AC1ION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  . . .  q 

THE  RESOLUTION— 

1  the  application  of  the  Fire  Commissioner, 

dated  March  24,  1970,  reads: 

“Application  is  hereby  respectfully  made  to  the  Board 
ot  standards  and  Appeals,  in  accordance  with  the  pro¬ 
visions  of  the  City  Charter,  to  modify  Certificate  of 
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Occupancy  in  relation  to  the  following  building : 

233-239  East  11th  Street — Manhattan— Certificate 
No.  55349. 

1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  cellar,  arranged  and  equipped  as  per 
Chapter  26,  Article  17,  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be 
granted  under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  modification  of  the  Certificate  of  Occupancy  be  and  it 
hereby  is  granted,  and  that  the  Certificate  of  Occupancy  be 
modified  to  require  an  automatic  sprinkler  system  in  the 
cellar  storage  room,  which  is  within  the  boiler  room  area; 
that  the  boiler  room  area  shall  be  maintained  free  of  storage 
of  combustible  materials ;  and  that  all  other  laws,  rules  and 
regulations  applicable  shall  be  complied  with. 


389-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
SUBJECT — Application  July  9,  1970 — for  modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 1402  Blondell  Avenue,  north¬ 
east  corner  of  Roberts  Avenue,  Block  4139,  Lot  1,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D.  and  Capt.  J.  F. 
Petraglia,  F.  D. 

For  Opposition:  Walter  Schlegel,  B.  D. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  . 0 

THE  RESOLUTION— 


Whereas,  the  application  of  the  Fire  Commissioner,  dated 
July  9,  1970,  reads: 

“Application  is  hereby  respectfully  made  to  the  Board 
of  Standards  and  Appeals,  in  accordance  with  the  pro¬ 
visions  of  1804.4.C.6  of  the  City  Charter,  to  modify 
Certificate  of  Occupancy  in  relation  to  the  following 
building: 

1402  Blondell  Avenue,  Bronx — Certificate  No. 
36689. 

1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building,  arranged  and  equipped  as  per 
Chapter  26,  Article  17,  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be 
granted  under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  modification  of  the  Certificate  of  Occupancy  be  and  it 
hereby  is  granted,  and  that  the  Certificate  of  Occupancy  be 
modified  to  require  an  approved  automatic  sprinkler  system 
throughout  the  building;  and  that  all  other  laws,  rules  and 
regulations  applicable  shall  be  complied  with. 

606-70-A 

APPLICANT — Stanley  T.  Zack  for  Mobil  Oil  Corpora¬ 
tion,  owner. 

SUBJECT — Application  October  6,  1970 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  Mobil  Windshield  Washer 


Fluid  in  one  quart  Polyethylene  bottles  with  screw  cap, 
containers  not  in  compliance  with  regulations  of  the 
Administrative  Code  of  New  York  City. 
APPEARANCES— 

For  Applicant:  Stanley  T.  Zack. 

For  Administration:  Lt.  J.  P.  Manfredi,  F.  D.  and  Capt. 
J.  F.  Petraglia,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
September  28,  1970  on  Folder  #122-1199B,  reads: 

“We  regret  to  inform  you  that  your  application  to 
register  your  product  ‘Mobil  Windshield  Washer 
Fluid’  a  combustible  mixture  having  a  flash  point  of 
110°F  (T.  O.  C.)  in  containers  as  follows:  one  (1) 
quart  Polythylene  bottle  with  screw  cap  is  disapproved. 
Such  containers  are  not  in  compliance  with  our  regula¬ 
tions  to  wit:  C-19-62.0.b  of  the  NYC  Administrative 
Code  limits  the  packaging  of  Combustible  Mixtures  to 
either  glass  or  metal  containers.” 

and 

Whereas,  the  drawings  and  sample  of  the  container  were 
reviewed  by  the  Board,  and  it  was  determined  that  the  Ap¬ 
peal  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  September  28,  1970,  acting  on  Folder  No.  122-1199B, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  container  comply 
with  drawings  filed  “October  6,  1970,”  2  sheets,  and  “No¬ 
vember  17,  1970,”  one  sheet;  on  further  condition  that  the 
label  on  the  container  be  in  such  style  and  wording  as  is 
satisfactory  to  the  Fire  Commissioner ;  and  that  in  all  other 
respects,  all  other  laws,  rules  and  regulations  applicable 
shall  be  complied  with. 

615-70-A 

APPLICANT — Samuel  Garnett  for  The  “Leash”,  owner. 
SUBJECT — Application  October  15,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress  and 
floor  construction,  and  Fire  Department  Order  701641  re¬ 
grease  filters. 

PREMISES  AFFECTED — 41  East  63rd  Street,  north  side, 
141  feet  west  of  Park  Avenue,  Block  1378,  Lot  130,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Garnett,  Morgan  Reichner  and 
Joseph  C.  Hoagland,  Jr. 

For  Administration:  Lt.  J.  P.  Manfredi,  F.  D.,  Capt.  J.  F. 
Petraglia,  F.  D.  and  Walter  Schlegel,  B.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE  ON  DECISION  OF  THE  BOROUGH 
SUPERINTENDENT— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  . .  0 


THE  VOTE  ON  DECISION  OF  THE  FIRE  COMMIS¬ 
SIONER— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 
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THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  24,  1970  on  Alt.  Applic.  1821-69,  reads : 

“Cll — Two  means  of  egress  required  throughout 
building  C26-603.2  egress  to  consist  of  non-combustible 
stairs  enclosed  in  a  two  hour  fire  rating  Table  3-4,  C26- 
313.3  Admin.  Code  for  a  Class  II  B  building. 

C12 — One  hour  fire  rated  floor  construction  re¬ 
quired  Table  3-4,  C26-313.3  Admin.  Code  for  a  Class  II 
B  building.” 

and 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
February  24,  1970  and  September  18,  1970  on  Order  No. 
70-1641,  reads : 

“Provide  protection  against  fire  in  exhaust  systems  and 
hoods  by  means  of  approved  grease  filters  over  ducts 
and  an  approved  fire  extinguishing  system,  in  accord¬ 
ance  with  Ch.  26-13007d,  Ch.  26-13012b  and  R.S.  13-3  of 
the  Administrative  Code.  (Ch.  19-165.3,  Administrative 
Code.)” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  24,  1970,  acting  on  Alt.  Applic.  1821-69, 
Objection  Nos.  Cll  and  C12,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  conform  to  drawings  marked  “Re¬ 
ceived  October  15,  1970,”  8  sheets;  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with ;  and  be  it  further. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
February  24,  1970  and  September  18,  1970,  acting  on  Order 
No.  70-1641,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  building 
conform  to  drawings  marked  “Received  October  15,  1970,” 
8  sheets;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


1  East  48th  Street,  Manhattan — Certificate  No. 
12361. 

L  Install  an  approved  automatic  sprinkler  system 
throughout  the  cellar,  arranged  and  equipped  as  per 
Chapter  26,  Article  17,  Administrative  Code. 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  modification  of  the  Certificate  of  Occupancy  be  and  it 
hereby  is  granted,  and  that  the  Certificate  of  Occupancy  be 
modified  to  require  an  approved  sprinkler  system  throughout 
the  cellar,  and  that  all  other  laws,  rules  and  regulations 
applicable  be  complied  with. 


617-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Eliott  Yaron. 

SUBJECT— Application  October  15,  1970— application  for 
modification  of  Certificate  of  Occupancy  re-  sprinkler 

system. 

PREMISES  AFFECTED — 483  Driggs  Avenue,  east  side, 
25  feet  south  of  North  10th  Street,  Block  2306,  Lot  7, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D.  and  Capt.  J.  F. 
Petraglia,  F.  D. 

For  Opposition:  Walter  Schlegel,  B.  D. 

ACTION  OF  BOARD — Application  withdrazvn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  . n 


619-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Goelet  Inc. 

SUBJECT — Application  October  15,  1970 — Application  for 
modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED— 1  East  48th  Street,  595  5th 
Avenue,  northeast  corner,  Block  1284,  Lot  1,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D.  and  Capt.  J.  F. 
Petraglia,  F.  D. 

For  Opposition :  Walter  Schlegel,  B.  D.  and  Warren  S. 
Tenney. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  application  of  the  Fire  Commissioner,  dated 
October  15,  1970,  reads : 

“Application  is  hereby  respectfully  made  to  the  Board 
of  Standards  and  Appeals,  in  accordance  with  the  pro¬ 
visions  of  1804.4.C.6  of  the  City  Charter,  to  modify 
Certificate  of  Occupancy  in  relation  to  the  following 
building : 


618-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner 
OWNER  OF  PREMISES— Eliott  Yaron. 

SUBJECT-  Application  October  15,  1970 — application  for 
modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — Rear  of  485  Driggs  Avenue, 
east  side,  50  feet  south  of  North  10th  Street,  Block  2306’ 
Lot  6,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D.  and  Capt  T  F 
Petraglia,  F.  D.  ' 

For  Opposition:  Walter  Schlegel,  B.  D. 

ACTION  OF  BOARD — Application  zvithdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  . n 


501-70-A  ~ 

APPLICANT  Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES-Rog  Training  Corporation. 

SUBJECT— Application  September  8,  1970— for  modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system 
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PREMISES  AFFECTED — 2050  Lexington  Avenue,  north¬ 
west  corner  of  East  124th  Street,  Block  1773,  Lot  17,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi  and  Capt.  J.  F.  Petrag- 
lia,  F.  D. 

For  Opposition:  Walter  Schlegel. 

ACTION  OF  BOARD — Laid  over  to  January  19,  1971,  at 
2  P.M.,  for  hearing  at  the  request  of  owner’s  representa¬ 
tives  ;  previously  inspected. 


666-70-A 

APPLICANT— Charles  M.  Shapiro  &  Sons  for  22  Graham 
Avenue  Realty  Corporation,  owner. 

SUBJECT— Application  November  6,  1970— Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  egress — 
unenclosed  ornamental  stairs. 

PREMISES  AFFECTED — 22  Graham  Avenue,  east  side, 
25  feet  south  of  Debevoise  Street,  Block  3127,  Lot  10, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Elliot  J.  Shapiro. 

ACTION  OF  BOARD — Laid  over  to  January  26,  1971, 
at  2  P.M.,  for  decision.  Hearing  closed. 


669-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Pierre  Associates  Incorporated, 
c/o  B.  Harrison  Frankel. 

SUBJECT — Application  November  13,  1969 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 29-33  Maiden  Lane  and  56 
Nassau  Street,  northeast  corner,  Block  67,  Lot  23,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D.  and  Capt.  J.  F. 
Petraglia,  F.  D. 


For  Opposition:  Walter  Schlegel,  B.  D.  and  David  E. 
Barry. 

ACTION  OF  BOARD — Laid  over  to  January  26,  1971, 
at  2  P.M.,  for  continued  hearing  at  the  request  of  the 
owner;  previously  inspected. 


686-69-A 

APPLICANT — Allen  A.  Sylvane  for  Bess  Kane,  owner; 
Rubin  Engelson,  lessee. 

SUBJECT — Application  November  20,  1969 — appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 137  Hudson  Street,  west  side, 
28  feet  north  of  Beach  Street,  Block  214,  Lot  24,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Allen  Sylvane. 

For  Administration:  Lt.  J.  P.  Manfredi,  F.  D.  and  Capt. 
J.  F.  Petraglia,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  March  2,  1971,  at 
2  P.M.,  for  continued  hearing;  applicant  to  submit  fur¬ 
ther  progress  report;  previously  inspected. 


362-70-SM 

APPLICANT— Erico  Products,  Incorporated. 

SUBJECT — Application  June  23,  1970 — Erico  Speed- 

Sleeve — approval  of. 

APPEARANCES— 

For  Applicant — None. 

ACTION  OF  BOARD — Laid  over  to  January  26,  1971,  at 
2  P.M.,  at  the  request  of  the  applicant. 


Adjourned:  2:50  P.M. 

James  P.  Mulroy,  Secretary 
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NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  repre¬ 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  hearing 
can  be  entertained  in  view  of  this  publication  and  of  the 
posting  of  the  calendars  on  the  bulletin  board  in  the  offices 
of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the. 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will  be 
held  in  abeyance  by  reason  of  failure  of  the  appellant  or 
applicant  to  file  necessary  data,  or  by  any  other  method  of 
delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 
in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  80 
Lafayette  Street,  9th  floor,  Manhattan,  at  five  cents  each- 
add  postage  payment  if  the  forms  are  forwarded  by  mail. 
Purchase  payment  by  postage  stamps  NOT  ACCEPTABLE. 
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COURT  DECISION 
CALENDAR  NUMBER  797-68-BZ 

Matter  of  Agoglia  vs.  Glass: — On  March  18,  1969,  the  Board 
granted  the  application,  based  on  a  decision  of  the  Borough  Superin¬ 
tendent  under  Sections  11-412  and  11-413  of  the  Zoning  Resolution, 
to  permit  in  a  R6  district,  on  a  plot  previously  before  the  Board, 
the  enlargement  |n  lot  area  and  the  change  in  occupancy  from  park¬ 
ing  lot  and  diner'to  a  supermarket  with  accessory  parking  in  the  open 
area;  Calendar  Number  797-68-BZ;  Premises  341-349  9th  Street, 
north  side,  245.9  feet  west  of  6th  Avenue,  312-332  8th  Street,  Block 
1005,  Lots  24  to  36  and  57  to  62  inclusive,  Borough  of  Brooklyn. 


Francis  V.  Madigan 


William  A.  Nolan 


At  Kings  County,  Supreme  Court,  Special  Term,  Part  I,  Mr. 
^[^ftice  Schwartzwald  rendered  the  following  decision: 

THE  l1BR*rY  of  1  “It  is  petitioner’s  principal  contention  herein  that  the  Board 

.  .  lacked  the  power  to  grant  an  enlargement  and  a  change  simul- 

C ommtsstoners.  «  Q-> '  taneously  due  to  the  prohibition  contained  in  section  11-412  that 
■*  *  ‘no  *  *  *  enlargement  shall  be  authorized  for  a  new  non-con- 

forming  use  authorized  under  provisions  of  Section  11-413 

Solomon  Sheer,  P.  E„  Director  .  L iNof^hanKe.  °f  US<^ 

kkaPAIGM  **■  *s  -an  establjshed  principle  that  zoning  law  provisions 
UN  ,  ,DOivfJA-CiJ.Ai**““lv;,frthst  be  given  a  strict  construction  since  they  are  in  derogation 
-  of  commonlaw  rights’  .  .  . 


James  P.  Mulroy,  Secretar 


AX  1 

r 


The  Board  has  been  specifically  designated  to  interpret  and 
apply  the  provisions  of  the  zoning  resolution  (sections  72-01, 
72-11). 


John  B.  Cincotta,  Chief  Clerk 


Office — 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
York,  N.  Y.  10013. 


In  the  court’s  opinion  it  was  properly  within  the  Board’s 
authority  to  construe  the  zoning  resolution  strictly  and  to  regard 
the  application  for  an  enlargement  and  a  simultaneous  change 
of  use  as  not  being  the  same  as  an  application  for  an  enlargement 
of  a  use  which  had  prior  thereto  been  ‘authorized  under  provi¬ 
sions  of  Section  11-413  (Change  of  use).’ 


Telephone — 566-5174. 


CONTENTS 


Docket. 


Notice  of  Hearing  of  Calendar. 


Minutes  of  Regular  Meeting,  Tuesday  Morning,  Janu¬ 
ary  12,  1971,  Affecting  Calendar  Numbers  — 


367-53-BZ 

482-65-BZ 

1139-65-BZ 

1141-65-BZ 

908-67-BZ 

702-68-BZ 

819-68-A— Vol. 


322-70-A 
429-70-A 
215-70-BZ 
301-70-BZ 
319-70-BZ 
325-70-BZ 
II  326-70-A 


427-70-BZ 

485-70-BZ 

495- 70-BZ 

496- 70-A 
585-70-BZ 
677-70-BZ 
364-70-BZ 


Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  Janu¬ 
ary  12,  1971,  Affecting  Calendar  Numbers  — 


1005-54-SA 

84-59- SM 

649-65-SM 

656-66-SM 

348-68-SA 

574-68-SM 

233- 69-SM 

234- 69-SA 
690-69-SA 


127-70-SM 

283-55-SA 

758-55-SA 

845-55-SA 

989- 55-SA 

990- 55-SA 

385- 56-SA 

386- 56-SA 
208-57-SA 


268-57-SA 

343-57-SA 

184-58-SA 

733-58-SA 

740-58-SA 

170-59-SA 

754-68-SM 

202-68-SM 

542-68-SM 


As  regards.  petitioner’s  other  stated  grounds  for  the  relief 
sought  herein,  it  is  the  court’s  view  that  the  Board’s  detailed 
findings  amply  support  the  Board’s  exercise  of  discretion  herein 
and  that  the  Board  did  not  act  illegally  or  arbitrarily  in  granting 
the  enlargement  and  change  of  the  variance. 

The  determination  of  the  Board  is  affirmed  and  the  petition 
dismissed. 

Settle  order  on  notice.” 

(New  York  Law  Journal,  May  1,  1970,  page  S-14). 

At  the  Second  Judicial  Department,  Appellate  Division,  By  Samuel 
Rabin,  Acting  P.J. ;  Hopkins,  Martuscello,  Latham  and  Brennan,  JJ., 
in  the  Matter  of  Agoglia,  ap.  (Glass  res.),  the  following  decision 
upholding  the  Board  was  rendered: 

“.  .  .  In  our  opinion,  the  Board  of  Standards  and  Appeals  was 
authorized  under  local  law  (New  York  City  Zoning  Resolution, 
secs.  11-412,  11-413)  to  make  the  determination  in  question,  en¬ 
larging  an  already  existing  non-conforming  use  and  simultaneously 
changing  the  use,  so  enlarged,  to  a  new  conforming  use.  At  bar, 
the  board  did  no  more  than  to  grant  an  alteration  permit  to  en¬ 
large  and  alter  the  two  existing  commercial  buildings  on  Ninth 
Street  and  to  construct,  using  portions  of  the  existing  buildings, 
a  supermarket  on  Ninth  Street,  with  accessory  parking  space.  .  .  .” 
(N.  Y.  Law  Journal,  December  10,  1970,  pages  19  and  20). 


381-69-SA 

85-70-SM 

141-70-SA 

479- 70-SM 

480- 70-SM 

481- 70-SM 

482- 70-SM 
4 99- 70- A 


614-70-A 

643-70-A 

135-70-A 

321-70-A 

328-70-A 

361-70-A 

384-70-A 

388-70-A 


511-70-A 
526-70- A 

620- 70-A 

621- 70-A 

622- 70-A 

623- 70-A 
637-70-A 
713-70-A 


Warning  Notice. 
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New  Cases  Filed  up  to  January  12,  1971 

Cal.  No.  Dept.  Premises  Affected 

1-71-SM — The  Swan  Corporation,  Swan  Tubwal  Fiber¬ 
glass  Panels,  manufactured  by  The  Swan  Corporation, 
Material. 


2-71-BZ — B.Q. — 182-28  149th  Avenue,  southwest  corner 
of  183rd  Street,  Block  13411,  Lots  16,  18,  20,  22,  25,  29, 
31,  Jamaica,  Borough  of  Queens,  N.B.  428-70,  re-  Offices 
and  truck  terminal,  Ml-1  district. 


3-71-SA— Acme  Fire  Alarm  Company,  Incorporated, 
Acme  Fire  Alarm  System  59  Station  Locator  and  Model 
33  Fire  Signal  Transmitter,  manufactured  by  Acme  Fire 
Alarm  Company,  Incorporated,  Appliance. 


4-71-SA — Acme  Fire  Alarm  Company,  Incorporated, 
Tamper  Proof  Fire  Alarm  Station  model  numbers  K-200, 
K-200S,  K-202,  K-202S,  manufactured  by  Acme  Fire 
Alarm  Company,  Incorporated,  Appliance. 


5-71-BZ — B.Q. — 69-27  164th  Street,  east  side,  160  feet 
north  of  Jewel  Avenue,  Block  6931,  Lot  36,  Flushing, 
Borough  of  Queens,  Alt.  No.  1185,  re-  Stores  and  offices, 
R3-2  district. 


6-71-A — F.D. — Vanguard  Transportation  Incorporated, 
Lafayette  Street,  Carteret,  New  Jersey,  Fire  Depart¬ 
ment  Letter,  re-  Change  of  piping  to  manifold,  Admin¬ 
istrative  Code. 


7-71-BZ — B.B. — 279  to  281  20th  Street,  north  side,  235 
feet  11  inches  west  of  6th  Avenue,  Block  885,  Lot  57, 
Borough  of  Brooklyn,  Alt.  No.  529-70,  re-  Propose 
enlargement  of  office,  printing  and  sign  painting,  R6 
district. 


8-71-A— B.B. — 275  to  277  20th  Street,  north  side,  235.11 
feet  west  of  6th  Avenue,  Block  885,  Lot  57,  Borough  of 
Brooklyn,  Alt.  No.  528-70,  re-  Two  means  of  egress, 
required  width  of  stairs  enclosure,  R6  district. 


9-71-SM — Kiesling  Hess  Fabric  Service  Company, 
Flamefoe  KH,  manufactured  by  Kiesling  Hess  Fabric 
Service  Company,  Material. 


10-71-BZ — B.B. — 122-144  Johnson  Street,  110-124  Duf- 
field  Street  and  295-301  Bridge  Street,  southwest  corner 
of  Duffield  Street,  Block  2047,  Lot  13,  Borough  of 
Brooklyn,  Alt.  No.  231-68,  re-  Proposed  air  structure, 
C6-1  district. 


11-71-A — B.B.— 122-144  Johnson  Street,  110-124  Duf¬ 
field  Street  and  295-301  Bridge  Street,  southwest  corner 
of  Duffield  Street,  Block  2047,  Lot  13,  Borough  of 
Brooklyn,  Alt.  No.  231-68,  re-  egress,  C6-1  district. 


12-71-BZ — B.Q. — 100  Luten  Avenue,  northwest  corner 
of  Eyland  Street,  Block  6613,  Lot  1,  Tottenville,  Bor¬ 
ough  of  Richmond,  N.B.  No.  823-70,  re-  Sewage  treat¬ 
ment  plant  accessory  to  a  public  school,  portion  of 
wall  exceeding,  Rl-2  district. 


Restored  to  Docket 

819-68- A — Vol.  II — F.D. — 4040  44th  Drive,  39  feet  south 
of  5th  Street,  Block  25,  Lot  15,  Long  Island  City, 
Borough  of  Queens,  F.D.  Orders  S427959  re-  additional 
automatic  spray  units. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D.— Fire  Department. 


FEBRUARY  2,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  2,  1971,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

123-54-BZ— Vol.  II 

APPLICANT — Charles  M.  Spindler  for  Russell  Hogsett, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution  and  extension  of  term  of  vari¬ 
ance  which  expires  February  28,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  7e  of  the  Zoning 
Resolution,  to  permit  in  a  local  retail  use  district,  the 
construction  of  a  one  story  extension  to  the  present  build¬ 
ing,  continue  the  legal  use  of  office,  auto  showrooms  for 
sales  and  display  of  more  than  five  new  and  used  cars  and 
off  street  parking  for  employees  and  customers  to  increase 
the  area  of  the  site  by  the  addition  of  an  adjoining  lot, 
and  extend  the  uses  to  include  minor  adjustments  with 
hand  tools  only,  light  touch-up  of  cars  in  conjunction  with 
sales  and  the  installation  of  one  gasoline  pump  and  tank 
for  private  use  only. 

PREMISES  AFFECTED — 144-74  Northern  Boulevard, 
south  side,  209.03  feet  west  of  147th  Street,  Block  5014, 
Lots  32  and  39,  Flushing,  Borough  of  Queens. 


954-55-BZ 

APPLICANT — Charles  M.  Spindler  for  2112  Knapp  Realty 
Corp.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  November 
30,  1970 — decision  of  the  Borough  Superintendent,  previ¬ 
ously  granted  on  condition,  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the  park¬ 
ing  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED — 2133-2145  Brigham  Street,  east 
side,  113.11  feet  south  of  Avenue  U,  Block  7370,  Lot  58, 
Borough  of  Brooklyn. 


672-65-BZ 

APPLICANT — Stroock  &  Stroock  &  Lavan  for  James  V. 
Spadea  and  Jean  M.  Spadea,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  March  22, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  to.  permit  in  an  R7-2  district,  the  change  in 
use  of  an  existing  five  story  building  from  one  family 
dwelling  and  office  to  offices  throughout. 

PREMISES  AFFECTED — 122  East  38th  Street,  south 
side,  139  feet  west  of  Lexington  Avenue,  Block  893,  Lot 
78,  Borough  of  Manhattan. 

930-64-BZ  " 

APPLICANT — Leonard  F.  Rothkrug  for  1982  Bergen 
Realty  Corp.  and  Cashnyl  Co.  Inc.,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension 
of  term  of  variance  which  expired  January  19,  1970 _ de¬ 

cision  of  the  Borough  Superintendent,  under  Section 
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11-412  of  the  Zoning  Resolution,  to  permit  in  an  R6 
district,  the  enlargement  for  accessory  storage  and  offices, 
to  a  factory  for  dyeing  and  treatment  of  cashmere,  nylon 
materials  and  synthetic  fibers  previously  granted  by  the 
Board. 

PREMISES  AFFECTED — 1994-1996  Bergen  Street,  south 
side,  157  feet,  9  inches  west  of  Hopkinson  Avenue,  Block 
1453,  Lots  32  and  33,  Borough  of  Brooklyn. 


997-54-BZ 

APPLICANT — Larry  Meltzer  for  Humble  Oil  &  Refining 
Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expired  June  7,  1970 — decision  of 
the  Borough  Superintendent;  previously  granted  on  con¬ 
dition,  under  Sections  7f  and  7i  of  the  Zoning  Resolution, 
permitting  in  a  retail  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  lubritorium,  auto 
laundry  (non-automatic),  motor  vehicle  repairs  and  per¬ 
mitting  the  parking  of  motor  vehicles  awaiting  service  for 
a  term  of  fifteen  years. 

PREMISES  AFFECTED — 24  Nelson  Avenue,  southwest 
corner  of  Giffords  Glen,  Block  5429,  Lot  31,  Great  Kills, 
Borough  of  Richmond. 

385-60-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Louis  Fayne, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  4, 
1971 — decision  of  the  Borough  Superintendent,  previously 
granted,  on  condition,  under  Section  7h  of  the  Zoning 
Resolution  permitting  in  a  residence  use  district,  parking 
and  storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 65  Audubon  Avenue,  east  side, 
30  feet  south  of  West  169th  Street,  Block  2125,  Lots  30 
and  31,  Borough  of  Manhattan. 


1093-65-BZ 

APPLICANT — Dominick  Salvati  &  Son  for  Charles 
Mauro,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  February  20, 
1971 — decision  of  the  Borough  Superintendent  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution  to  permit  in  an  R3-1 
and  R3-2  district,  the  maintenance  of  an  enlargement  to  a 
Riding  Academy  that  increases  the  degree  of  non¬ 
conformity  and  non-compliance. 

PREMISES  AFFECTED— 2161-2163  East  69th  Street, 
east  side,  100  feet  north  of  Avenue  V,  Block  8429,  Lot  34, 
Borough  of  Brooklyn. 


1069-27-BZ — Vol.  Ill 

APPLICANT — Andrew  Di  Camillo,  for  Anna  Pellitteri, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  March  6, 
1971 — decision  of  the  Borough  Superintendent,  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district,  the 
erection  and  maintenance  of  an  automatic  auto  laundry, 
simonizing  room  and  offices. 

PREMISES  AFFECTED— 6702-6724  New  Utrecht  Avenue 
and  1501-1511  Ovington  Avenue,  (68th  Street)  northwest 
corner,  and  6703-6725  15th  Avenue,  Block  5565,  Lot  1, 
Borough  of  Brooklyn. 


427-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Leemilt’s  Petroleum. 
Inc.,  owner. 

SUBJECT — Application  August  7,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412,  11-413  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R4  district, 
the  enlargement  in  lot  area  and  reconstruction  of  an  auto¬ 
motive  service  station  with  accessory  uses  previously  before 
the  Board. 

PREMISES  AFFECTED — 38-05  Beach  Channel  Drive, 
southwest  corner  of  Beach  38th  Street,  Block  15828,  Lots 
24,  25,  30,  Far  Rockaway,  Borough  of  Queens. 

Laid  over  from  January  12,  1971,  for  hearing  at  the 

request  of  the  applicant. 

509-70-BZ 

APPLICANT — Joseph  Nirenberg  for  Mary  DiNicola, 
owner;  Abetter  Processing  Corporation,  lessee. 

SUBJECT — Application  August  26,  1970 — decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R6  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  metal  products 
factory  that  encroaches  on  the  required  rear  yard. 

PREMISES  AFFECTED — 984-988  East  35th  Street,  west 
side,  297.6  feet  north  of  Avenue  I,  Block  7580,  Lot  63, 
Borough  of  Brooklyn. 

552-70-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Chevron  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  September  1,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-1  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  automotive 
service  station  with  accessory  uses  previously  before  the 
Board. 

PREMISES  AFFECTED — 2121  Hylan  Boulevard,  north¬ 
west  corner  of  Lincoln  Avenue,  and  292  Lincoln  Avenue, 
Block  3614,  Lots  1,  5,  Grant  City,  Borough  of  Richmond. 


595-70-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Madison  Holding  Corporation,  owner. 

SUBJECT— Application  September  30,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution.  to  permit  in  an  R8  and  R10  district,  the  erection 
of  a  31  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio  and  has  less  than  the  required  lot  area 
per  room. 

PREMISES  AFFECTED— 1673  to  1685  York  Avenue, 
northwest  corner  of  East  88th  Street,  Block  1565,  Lots 
19,  21-27,  29,  30,  120,  128,  Borough  of  Manhattan. 


647-70-BZ 

APPLICANT — Larry  Meltzer  for  Louis  Cappell  and  Jack 
Jaffe,  owner,  Channel  Drive  Service  Station  Inc.,  lessee. 

SUBJECT — Application  October  16,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  11,412,  11,413, 
73-211  and  73-212  of  the  Zoning  Resolution,  to  permit  in 
a  C2-2  district,  on  a  plot  previously  before  the  Board,  the 
reconstruction  of  the  existing  automotive  service  station 
with  accessory  uses  and  the  addition  to  the  uses  to  include 
automobile  laundry. 

PREMISES  AFFECTED— 59-02  to  59-20  Beach  Channel 
Drive,  339-343  Beach  54th  Street,  northwest  corner,  Block 
16011,  Lot  105,  Arverne,  Borough  of  Queens. 
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662-70-BZ 

APPLICANT — Albert  Melniker  for  Aaron  Levine,  owner ; 
NuCastle  Motors,  Inc.,  lessee. 

SUBJECT — Application  November  5,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-1  district,  the  con¬ 
struction  of  an  open  automobile  sales  establishment  with 
accessory  office. 

PREMISES  AFFECTED— 2175  Hylan  Boulevard,  north 
side,  45.23  feet  west  of  Midland  Avenue,  Block  3591,  Lot 
57,  Grant  City,  Borough  of  Richmond. 


682-70-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  November  12,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  73-11  (g)  and 
73-14  of  the  Zoning  Resolution,  to  permit  in  an  R6  district, 
the  erection  of  a  two  story  enlargement  to  an  existing 
telephone  exchange  that  increases  the  degree  of  non¬ 
conformity. 

PREMISES  AFFECTED— 71-40  164th  Street,  west  side, 
131  feet  north  of  72nd  Avenue,  Block  6802,  Lot  16, 
Flushing,  Borough  of  Queens. 


725-70-BZ 

APPLICANT — Leonard  F.  Rothkrug,  for  Xheudet  Mustafa, 
owner. 

SUBJECT — Application  December  4,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  0-2  district,  the  enlargement 
in  area  of  an  existing  one  story  building  that  encroaches 
on  the  required  side  yard  and  the  maintenance  of  the 
Automobile  repair  establishment. 

PREMISES  AFFECTED— 11  Slater  Boulevard,  north  side, 
108.09  feet  east  of  Hylan  Boulevard,  Block  3656,  Lot  69, 
Dongan  Hills,  Borough  of  Richmond. 


420-70-BZ 

APPLICANT — Salvator  A.  Caradonna,  Jr.  for  Ladder  Hill, 
Ltd.,  owner. 

SUBJECT — Application  August  4,  1970 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  RIO  district,  in  an  existing  four 
story  and  basement  residential  building,  the  change  in  oc¬ 
cupancy  of  the  basement  to  commercial  art  gallery  and  the 
first  floor  to  professional  offices. 

PREMISES  AFFECTED— 60  East  79th  Street,  south  side, 
174.5  feet  east  of  Madison  Avenue,  Block  1393,  Lot  45, 
Borough  of  Manhattan. 

Laid  over  from  December  8,  1970  for  applicant  to 

submit  additional  information.  Hearing  continued. 

THOMAS  F.  GALVIN,  Chairman 


FEBRUARY  2,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  February  2,  1971,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on 
the  following  matters : 

2768-BZY — Vol.  VIII— B.Q.— 98-11  44th  Avenue,  N.B. 
8303-61. 


385-BZY— Vol.  VII— B.Q.— 151-51  138th  Avenue,  N.B. 
7721-61. 


4277-BZY— Vol.  VIII— B.R.— 67  Olympia  Boulevard, 
Alt.  19-61. 


3997-BZY— Vol.  VIII— B.R.— 340  Hoyt  Avenue,  N.B. 
3261-61. 


61-BZY— Vol.  VII— B.R.— 950  Clove  Road,  N.B.  3219- 
61. 


63-BZY— Vol.  VII— B.R.— 1020  Clove  Road,  N.  B.  3221- 
61. 


64-BZY— Vol.  VII— B.R.— 1050  Clove  Road,  N.B.  3222- 
61. 


1905-BZY — Vol.  VII — B.Bx. — 2666  Netherlands  Avenue, 
N.B.  1482-60. 


3609-BZY— Vol.  VIII— B.Q.— 157-17  129th  Avenue,  N. 

B.  7580-61. 


4381-BZY— Vol.  VIII— B.Q.— 28-08  Bayside  Lane,  N.B. 
5925-61. 


713-70-A 

APPLICANT — Stephen  B.  Jacobs  for  Alvin  C.  Hudgins, 
owner. 

SUBJECT — Application  November  30,  1970 — appeal  from 
a  decision  of  the  Borough  Superintendent,  re-  egress. 

PREMISES  AFFECTED — 27-29  West  94th  Street,  north 
side,  243  feet  west  of  Central  Park  West,  Block  1208,  Lots 
22,  22l/>,  Borough  of  Manhattan. 


328-70-A 

APPLICANT — Robert  Gottlieb  for  Adhesive  Products  Cor¬ 
poration,  owner. 

SUBJECT — Application  May  28,  1970 — Appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Discontinue  storage 
of  inflammable  mixtures  or  combustibles  or  inflammable 
liquids  in  the  6  unapproved  1,500  Gal.  buried  storage  tanks. 
Such  tanks  to  be  purged  and  filled  with  water.  Seal  with 
concrete  or  cement  all  accessible  openings  such  as  fill  lines, 
gauge  lines  excepting  vents  of  each  tank. 

PREMISES  AFFECTED — 1664  to  1680  Boone  Avenue, 
east  side,  115.15  feet  north  of  East  173rd  Street,  Block 
3015,  Lots  4  and  45,  Borough  of  The  Bronx. 


650-70-A 

APPLICANT — LaMoyne  D.  Bearden  for  Eastman  Kodak 
Company,  owner. 

SUBJECT — Application  October  29,  1970 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  com¬ 
bustible  mixture  known  as  Kodak  Recordak  Electrostatic 
10  Toner  in  one  pint  plastic  bottle  container  not  in  compli¬ 
ance  with  regulations  of  the  Administrative  Code  of  New 
York  City. 


665-70-A 

APPLICANT— Lloyd  A.  Hunziker  for  The  Brooklyn 
Union  Gas  Company,  owner. 

SUBJECT — Application  November  6,  1970 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Relocation  of  LPG 
Tanks. 

PREMISES  AFFECTED — 438  Varick  Avenue,  northwest 
corner  of  Maspeth  Avenue,  Block  2837,  Lot  1,  Borough  of 
Brooklyn. 
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718-70-A 

APPLICANT- — Frank  A.  Vaccaro  for  Donald  Bernbaum, 
owner. 

SUBJECT — Application  December  2,  1970 — -filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 111  Benedict  Road,  northeast 
corner  of  Circle  Road,  Block  867,  Lot  2,  Todt  Hill,  Bor¬ 
ough  of  Richmond. 


7 19-70- A 

APPLICANT — Frank  A.  Vaccaro  for  Carl  S.  Altomare, 
owner. 

SUBJECT — Application  December  2,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  2  family  frame 
dwelling. 

PREMISES  AFFECTED — 15  Northern  Boulevard,  north 
side,  67.72  feet  east  of  Labau  Avenue,  Block  672,  Lot  22, 
Sunnyside,  Borough  of  Richmond. 


729-70-A 

APPLICANT— Joseph  H.  Lombardi  for  Bankers  Trust 
Company,  owner. 

SUBJECT — Application  December  10,  1970 — Filed  pursuant 
to  Section  35,  Article  3,  General  City  Law  re-  erection  of 
building  in  bed  of  a  mapped  street. 

PREMISES  AFFECTED — 41-22  Bell  Boulevard,  north- 
Avest  corner  of  42nd  Avenue,  Block  6227,  Lots  309  and 
311,  Bayside,  Borough  of  Queens. 


732-70-A 

APPLICANT — Stanley  J.  Shaftel  for  United  Parcel  Serv¬ 
ice,  owner. 

SUBJECT — Application  December  11,  1970 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 521  Travis  Avenue,  north  side, 
406.60  feet  west  of  Victory  Boulevard,  Block  2162,  Lot 
139,  Bullshead,  Borough  of  Richmond. 


727-70-A 

APPLICANT — Lama  and  Vassalotti,  for  Robert  Berne, 
owner. 

SUBJECT— Application  December  8,  1970— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Vanitory  unit. 

PREMISES  AFFECTED — 6  to  14  West  66th  Street,  south 
side,  125  feet  west  of  Central  Park  West,  Block  1118,  Lots 
22,  23,  24,  25,  26,  27,  38,  39,  40,  41,  and  42,  Borough  of 
Manhattan. 

THOMAS  F.  GALVIN,  Chairman 


FEBRUARY  9,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  9,  1971,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

197-54-BZ — Vol.  Ill 

APPLICANT — Lama  &  Vassalotti  for  Bartley  Holding 
Corp.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  17, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  7e  of  the  Zoning  Resolution,  to  permit  in  a  residence 


use  district,  the  change  in  use  of  the  premises  constructed 
and  maintained  in  part  as  a  gasoline  service  station  with 
conjunctive  uses  and  in  part  as  a  doctor’s  office  building  by 
converting  the  doctor’s  office  building  to  an  office  building 
and  maintenance  of  a  business  sign. 

PREMISES  AFFECTED— 58-12  to  58-30  (58-12  to  58-20, 
official),  Francis  Lewis  Boulevard  and  58-15  to  58-37 
Hollis  Court  Boulevard,  northwest  corner,  Block  7450,  Lot 
11,  Flushing,  Borough  of  Queens. 


711-53-BZ— Vol.  Ill 

APPLICANT — Lama  &  Vassalotti  for  Getty  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  July  24,  1971 — 
decision  of  the  Borough  Superintendent;  previously  granted 
on  condition,  under  Sections  7f  and  7i  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  retail  use  district,  the  increase  in 
area  of  the  present  gasoline  service  station,  previously 
granted  by  the  Board,  by  adding  the  adjoining  lot  for  use 
of  parking  and  storage  of  motor  vehicles  and  a  ground  sign. 
PREMISES  AFFECTED— 114-01  to  114-19  (114-05  of¬ 
ficial)  Farmers  Boulevard,  east  side,  from  114th  Road  to 
Murdock  Avenue,  191-02  to  191-08  Murdock  Avenue  and 
191-01  to  191-07  114th  Road,  Block  11007,  formerly  Lots 
1  and  5,  St.  Albans,  Borough  of  Queens. 


349-61-BZ 

APPLICANT — Robert  Gottlieb  for  James  Petrillo,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  July  18,  1971 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition,  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  retail  and  residence  use  districts,  the  parking 
and  storage  of  pleasure  type  automobiles  in  assigned  spaces 
on  a  monthly  rental  basis,  for  a  term  of  ten  years. 

PREMISES  AFFECTED — 1221  Morrison  Avenue,  west 
side,  99.89  feet  north  of  Westchester  Avenue,  Block  3777, 
Lot  58,  Borough  of  The  Bronx. 


485-70-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Hershey  Associ¬ 
ates,  Inc.,  owner. 

SUBJECT — Application  August  20,  1970 — decision  of  the 
Borough  Superintendent  under  Section  666  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  one 
story  and  mezzanine  building  for  use  as  a  warehouse  with 
accessory  parking  in  the  open  area. 

PREMISES  AFFECTED — Compton  and  Newman  Avenue, 
northwest  corner  of  Pugsley  Avenue,  Block  3502,  Lots  1 
and  2,  Borough  of  The  Bronx  (no  street  or  house 
number). 

Laid  over  from  January  12,  1971,  for  hearing  at  the 

request  of  the  applicant. 


523-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Hunter  Associates, 
owner. 

SUBJECT — Application  August  27,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  erection  of  a 
one  story  and  cellar  building  for  use  as  a  metal  and  plastic 
manufacturing  establishment. 

PREMISES  AFFECTED — 37-05  108th  Street,  southeast 
corner  of  37th  Avenue,  Block  1777,  Lots  1  and  4,  Corona, 
Borough  of  Queens. 
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542-70-BZ 

APPLICANT — Ludwig  P.  Bono  for  Charles  Goldberg, 
owner. 

SUBJECT — Application  August  17,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  conversion 
of  a  two  family  dwelling  to  a  three  family  dwelling  that 
increases  the  degree  of  non-compliance  in  floor  area  ratio, 
open  space  ratio  and  encroachment  in  the  side  yard  and 
creates  non-compliance  in  lot  area  per  room. 

PREMISES  AFFECTED — 2005  Hone  Avenue,  northwest 
corner  of  Neill  Avenue,  Block  4302,  Lot  21,  Borough  of 
The  Bronx. 


590- 70-BZ 

APPLICANT — Max  Siegel  Associates  for  Cambridge  Hold¬ 
ing  Company,  owner,  Cambridge  Garage  Corporation, 
lessee. 

SUBJECT  Application  September  28,  1970 — decision  of 
the  Borough  Superintendent,  under  Section  60(3)  of  the 
Multiple  Dwelling  Law,  to  permit  in  an  R10  district,  in 
an  existing  22  story  multiple  dwelling,  the  addition  to  the 
uses  to  include  transient  parking  for  the  unused  and  sur¬ 
plus  tenants  spaces  for  a  term  of  fifteen  years. 

PREMISES  AFFECTED — 1596  to  1608  York  Avenue  and 
508  East  85th  Street,  southeast  corner,  Block  1581,  Lot  49, 
Borough  of  Manhattan. 

591- 70-A 

APPLICANT— Max  Siegel  Associates  for  Cambridge  Hold¬ 
ing  Company,  owner ;  Cambridge  Garage  Corporation, 
lessee. 

SUBJECT — Application  September  28,  1970 — filed  pursuant 
to  Section  60  of  the  Multiple  Dwelling  Law  re-  use  of 
accessory  garage  to  a  Multiple  Dwelling  for  transient 
parking. 

PREMISES  AFFECTED — 1596  to  1608  York  Avenue  and 
508  East  85th  Street,  southeast  corner,  Block  1581,  Lot 
49,  Borough  of  Manhattan. 


681-70-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  November  12,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  73-14  and  73-65 
of  the  Zoning  Resolution,  to  permit  in  an  R3-2  district, 
the  erection  of  a  fourth  floor  to  an  existing  telephone 
exchange  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio,  open  space  ratio,  front  yard,  side  yard 
and  sky  exposure  plane. 

PREMISES  AFFECTED— 140-02  to  140-10  183rd  Street, 
182-08  to  182-26  140th  Avenue,  southwest  corner  and  182nd 
Street,  Block  13040,  Lot  1,  Springfield  Gardens,  Borough 
of  Queens. 


693-70-BZ 

APPLICANT — David  Weinberg,  for  New  York  Bank  for 
Savings,  owner. 

SUBJECT — Application  November  18,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-42 
of  the  Zoning  Resolution,  to  permit  in  a  C6-2,  C2-5  and 
R8  district,  the  construction  and  maintenance  of  a  public 
parking  lot  extending  into  the  residence  portion  of  the  site. 

PREMISES  AFFECTED — 307  West  14th  Street,  north 
side,  125  feet  west  of  8th  Avenue,  89  to  95  8th  Avenue 
and  308  to  310  West  15th  Street,  Block  738,  Lots  30,  37, 
38,  40  and  46,  Borough  of  Manhattan. 


210-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Morris  J.  Goldberg, 

owner. 

SUBJECT — Application  April  3,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  building  for  use  as  a  factory  with  accessory 
loading  and  parking  in  the  open  area. 

PREMISES  AFFECTED— 111-02  Astoria  Boulevard, 
southeast  corner  of  111th  Street,  Block  1705,  Lots  1  and 
5,  Astoria,  Borough  of  Queens. 

Laid  over  from  December  15,  1970,  for  continued  hear¬ 
ing  at  the  request  of  the  City  Planning  Commission  and 
applicant. 


546-70-BZ 

APPLICANT — Max  Siegel  Associates  for  Stratford  Hold¬ 
ing  Company,  owner ;  York  73rd  Garage  Corporation, 
lessee. 

SLTBJECT — Application  September  16,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  60(3)  of  the  Mul¬ 
tiple  Dwelling  Law  to  permit  in  an  R8  and  R10  district, 
in  an  existing  34  story  multiple  dwelling  the  addition  to 
the  uses  to  include  transient  parking  for  the  unused  or 
surplus  tenant  spaces  for  a  term  of  15  years. 

PREMISES  AFFECTED — 1377  to  1391  York  Avenue  and 
433  to  437  East  73rd  Street,  northwest  corner,  and  492  to 
496  East  74th  Street,  Block  1468,  Lot  21,  Borough  of 
Manhattan. 

Laid  over  from  January  5,  1971,  for  continued  hearing; 

applicant  to  submit  additional  data. 


547-70-A 

APPLICANT — Max  Siegel  Associates  for  Stratford  Hold¬ 
ing  Company,  owner;  York  73rd  Garage  Corporation, 
lessee. 

SUBJECT — Application  September  16,  1970 — filed  pursuant 
to  Section  60  of  the  Multiple  Dwelling  Law  re-  use  of 
accessory  garage  to  a  Multiple  Dwelling  for  transient 
parking. 

PREMISES  AFFECTED — 1377  to  1391  York  Avenue  and 
433  to  437  East  73rd  Street,  northwest  corner,  and  492  to 
496  East  74th  Street,  Block  1468,  Lot  21,  Borough  of 
Manhattan. 

THOMAS  F.  GALVIN,  Chairman 


FEBRUARY  9,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  February  9,  1971,  at  2  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 

4429-BZY — Vol.  VIII — B.Bx. — 1781  Nereid  Avenue, 

N.B.  3205-61. 

4233-BZY — Vol.  VIII — B.B. — 3030  Emmons  Avenue, 
N.B.  3088-61. 


1163-BZY— Vol.  VII— B.Q.— 39-60  54th  Street,  N.B. 
2057-61. 


1176-BZY— Vol.  VII— B.Q.— 85-10  149th  Avenue,  N.B. 

5068-61. 


3541-BZY-Vol.  VII— B.Q.— 33-22  255th  Street,  N.B. 

3384-61. 
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3542-BZY— Vol. 

3388-61. 

VII— B.Q.— 33-04 

255th 

Street, 

N.B. 

3543-BZY— Vol. 

3401-61. 

VII— B.Q.— 33-29 

255th 

Street, 

N.B. 

3544-BZY— Vol. 

3402-61. 

VII— B.Q.— 33-31 

255th 

Street, 

N.B. 

3545-BZY— Vol. 

3400-61. 

VII— B.Q.— 33-27 

255th 

Street, 

N.B. 

3546-BZY— Vol. 

3398-61. 

VII— B.Q.— 33-21 

255th 

Street, 

N.B. 

3547-BZY— Vol. 

3399-61. 

VII— B.Q.— 33-25 

255th 

Street, 

N.B. 

3548-BZY— Vol. 

3396-61. 

VII— B.Q.— 33-17 

255th 

Street, 

N.B. 

3549-BZY— Vol. 

3397-61. 

VII— B.Q.— 33-19 

255th 

Street, 

N.B. 

3550-BZY— Vol. 

3393-61. 

VII— B.Q.— 33-09 

255th 

Street, 

N.B. 

3551-BZY— Vol. 

3394-61. 

VII— B.Q.— 33-11 

255th 

Street, 

N.B. 

3552-BZY— Vol. 

3395-61. 

VII— B.Q.— 33-15 

255th 

Street, 

N.B. 

3553-BZY— Vol. 

3392-61. 

VII— B.Q.— 33-07 

255th 

Street, 

N.B. 

3554-BZY— Vol. 

3390-61. 

VII— B.Q.— 33-03 

255th 

Street, 

N.B. 

3555-BZY— Vol. 

3391-61. 

VII— B.Q.— 33-05 

255th 

Street, 

N.B. 

3556-BZY— Vol. 

3383-61. 

VII— B.Q.— 33-24 

255th 

Street, 

N.B. 

3557-BZY— Vol. 

3389-61. 

VII— B.Q.— 33-01 

255th 

Street, 

N.B. 

3558-BZY— Vol. 

3385-61. 

VII— B.Q.— 33-18 

255th 

Street, 

N.B. 

3559-BZY— Vol. 

3386-61. 

VII— B.Q.— 33-16 

255th 

Street, 

N.B. 

3560-BZY— Vol. 

3387-61. 

VII— B.Q.— 33-02 

255th 

Street, 

N.B. 

2468-BZY — Vol.  VIII — B.M. — 146-148  Ridge  Street,  N.B. 
345-61. 


2469-BZY — Vol.  VIII — B.M. — 150-152  Ridge  Street,  N.B. 
346-61. 


2470-BZY — Vol.  VIII — B.M. — 95  Attorney  Street,  N.B. 
180-61. 


2471-BZY — Vol.  VIII- — B.M. — 617  East  6th  Street,  N.Y. 
Alt.  47-61. 


2575-BZY — Vol.  VIII — B.Bx. — 1184  Rhinelander  Ave¬ 
nue,  N.B.  2741-61. 


2576-BZY — Vol.  VIII — B.Bx. — 1188  Rhinelander  Ave¬ 
nue,  N.B.  2742-61. 


2577-BZY — Vol.  VIII — B.Bx. — 931-933  Morris  Park  Ave¬ 
nue,  N.B.  2854-61. 


321-70-A 

APPLICANT — Department  of  Buildings,  City  of  New 
York  for  Abe  Maibach,  owner. 

SUBJECT — Application  May  25,  1970 — revocation  of  Cer¬ 
tificate  of  Occupancy  No.  199,978. 

PREMISES  AFFECTED— 1232  to  1256  East  80th  Street, 
north  side,  from  Paerdegat  8th  Street  to  Paerdegat  9th 
Street,  entire  block  front  36-46  Paerdegat  8th  Street  and 
35-45  Gaerdegat  9th  Street,  Block  8058,  Lot  32,  Borough 
of  Brooklyn. 


593-70-A 

APPLICANT — Charles  M.  Shapiro  for  Kard  Operating 
Company,  Inc.,  owner,  Asco  Ring  Company,  lessee. 

SUBJECT — Application  September  29,  1970 — decision  of  the 
Borough  Superintendent  re-  flues  and  ventilation  ducts  in 
fire  tower. 

PREMISES  AFFECTED — 64  to  66  West  48th  Street,  south 
side,  183  feet  east  of  Avenue  of  the  Americas,  Block  1263, 
Lot  67,  Borough  of  Manhattan. 


609-70-A 

APPLICANT — Perma-Line  Corporation  of  America,  owner. 
SUBJECT — Application  October  8,  1970 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  heating  kettles. 


739-70-A 

APPLICANT — Andrew  Di  Camillo  for  Congregation 
Knesseth  Mordechay,  owner. 

SUBJECT — Application  December  15,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  occu¬ 
pancy  of  accessory  offices,  in  conjunction  with  the  existing 
“Day  School”. 

PREMISES  AFFECTED — 771  Crown  Street,  north  side, 
91  feet  west  of  Utica  Avenue,  Block  1414,  Lot  51,  Borough 
of  Brooklyn. 


746-70-A 

APPLICANT — Lichtner  Associates  for  Robert  C.  Gunther, 
owner. 

SUBJECT — Application  December  21,  1970 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Bertha  Place,  westside,  588.90 
feet  south  of  P.  C.  Grymes  Hill  Road,  Block  593,  Lot  550, 
Borough  of  Richmond. 


747-70-A 

APPLICANT — Lichtner  Associates  for  Robert  C.  Gunther, 
owner. 

SUBJECT — Application  December  21,  1970 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Bertha  Place,  westside,  588.90 
feet  south  of  P.  C.  Grymes  Hill  Road,  Block  593,  Lot  555, 
Borough  of  Richmond. 


583-68-SM 

APPLICANT — H.  H.  Robertson  Company,  owner. 
SUBJECT — Reopened  at  request  of  Commissioner  of  Build¬ 
ings  re-  Q-Lock  steel  floor  and  form  units. 

THOMAS  F.  GALVIN,  Chairman 
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CALENDAR 


FEBRUARY  17,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  morning,  February  17,  1971,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

589-70-BZ 

APPLICANT — McGrath,  Cohen  and  McGrath  for  Lex- 
Parc  Properties,  owner;  The  Ravelled  Sleave,  lessee. 
SUBJECT — Application  September  25,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-5  district,  in  an  existing 
five  story  building,  the  addition  to  the  use  of  the  first  floor 
restaurant  to  include  cabaret. 

PREMISES  AFFECTED— 1387  Third  Avenue,  east  side, 
21  feet  south  of  East  79th  Street,  Block  1433,  Lot  46,  Bor¬ 
ough  of  Manhattan. 


636-70-BZ 

APPLICANT — Lama  &  Vassalotti  for  Mobil  Oil  Corpora¬ 
tion,  owner. 

SUBJECT — Application  October  21,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  under  Section 
73-211  of  the  Zoning  Resolution,  to  permit  in  a  C2-2  dis¬ 
trict,  the  reconstruction  of  an  existing  automotive  service 
station  with  accessory  uses  previously  before  the  Board. 

PREMISES  AFFECTED— 105-55  Horace  Harding  Ex¬ 
pressway,  northwest  corner  of  108th  Street,  Block  1964, 
Lot  23,  Corona,  Borough  of  Queens. 


652-70-BZ 

APPLICANT — Howard  Miller  for  Nicola  DiLorenzo, 
owner. 

SUBJECT — Application  November  2,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-27  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  the  change  in 
use  of  an  existing  one  story  building  from  store  and 
dwellings  to  a  funeral  establishment  and  dwelling. 

PREMISES  AFFECTED — 4502  to  4506  Avenue  D,  south¬ 
east  corner  of  East  45th  Street,  Block  4979,  Lots  1  and  3, 
Borough  of  Brooklyn. 


716-70-BZ 

APPLICANT — Joseph  B.  Schwartz,  for  Huntington-Con- 
course  Associate,  owner;  New  York  City-Hostos  College, 
lessee. 

SUBJECT — Application  December  1,  1970 — Decision  of  the 
Borough  Superintendent  under  Sections  72-21  and  73-641 
of  the  Zoning  Resolution  to  permit  in  a  C4-4  district,  the 
erection  of  a  sixth  floor  to  an  existing  community  facility 
building  that  exceeds  the  height  of  the  front  wall  and 
penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 500  Walton  Avenue  and  475 
Grand  Concourse,  southeast  corner  of  East  149th  Street, 
Block  2346,  Lot  32,  Borough  of  The  Bronx. 


720-70-BZ 

APPLICANT — M.  Martin  Elkind,  for  La  Pilar  Realty 
Incorporated,  owner. 

SUBJECT — Application  December  3,  1970 — Decision  of  the 
Borough  Superintendent,  under  Section  73-20  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-9  district,  in  a  proposed 
twelve  story  building,  the  use  of  a  portion  of  the  first  floor 
and  cellar  as  a  theatre. 

PREMISES  AFFECTED — 1468  to  1472  First  Avenue,  east 
side,  52  feet  south  of  East  77th  Street,  Block  1471,  Lots 
3,  4,  47,  and  48,  Borough  of  Manhattan. 


721-70-A 

APPLICANT — M.  Martin  Elkind,  for  La  Pilar  Realty, 
Incorporated,  owner. 

SUBJECT- — Application  December  3,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  yard. 

PREMISES  AFFECTED— 1468  to  1472  First  Avenue, 
east  side,  52  feet  south  of  East  77th  Street,  Block  1471, 
Lots  3,  4,  47,  and  48,  Borough  of  Manhattan. 


754-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Congregation 
Ohal  Rochel,  owner. 

SUBJECT — Application  December  22,  1970 — Decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  three  story  and  cellar  nursery  school  and  youth  center 
that  exceeds  the  permitted  floor  area  ratio  and  encroaches 
on  the  required  front  and  side  yards. 

PREMISES  AFFECTED— 5901  to  5911  13th  Avenue,  1302 
to  1312  59th  Street,  southeast  corner,  Block  5712,  Lot  1, 
Borough  of  Brooklyn. 


758-70-BZ 

APPLICANT — Atkin  and  Bassalino  for  Westbank  Realty 
Corporation,  owner. 

SUBJECT — Application  December  29,  1970 — Decision  of 
the  Borough  Superintendent,  under  Section  73-27  of  the 
Zoning  Resolution,  to  permit  in  a  Cl -4  district,  in  an  exist¬ 
ing  six  story  building,  the  change  in  occupancy  of  a  portion 
of  the  first  floor  and  cellar  from  a  bank  to  a  funeral  estab¬ 
lishment  without  the  required  loading  berth. 

PREMISES  AFFECTED — 1605  Nelson  Avenue,  northwest 
corner  of  Featherbed  Lane,  Block  28 76,  Lot  55,  Borough 
of  The  Bronx. 

THOMAS  F.  GALVIN,  Chairman 


FEBRUARY  17,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  afternoon,  February  17,  1971,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

506-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — United  House  of  Prayer. 
SUBJECT — Application  September  8,  1970  for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 2310-2322  Eighth  Avenue,  east 
side  of  Eighth  Avenue,  between  West  124th  Street  and 
West  125th  Street,  271  West  124th  Street  and  272-280 
West  125th  Street,  Block  1930,  Lot  1,  Borough  of  Man¬ 
hattan. 


548-70-A 

APPLICANT — Universal  Roadmarking  Inc.,  for  Prismo 
Universal  Corp.,  Wald  Industries  Inc.,  owner  for  Uni¬ 
versal  Roadmarking  Inc.,  lessee. 

SUBJECT — Application  September  16,  1970 — appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
approval  of  heating  units  for  road  markers. 


731-70-A 

APPLICANT — Percy  Cashmore  for  Alan  Investors  Corpo¬ 
ration,  owner. 


CALENDAR 


SUBJECT — Application  December  11,  1970 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  escalator 
enclosure. 

PREMISES  AFFECTED — ISO  Broadway,  northeast  corner 
of  Liberty  Street,  Block  64,  Lots  12  and  14,  Borough  of 
Manhattan. 


734-70-A 

APPLICANT — Mortimer  E.  Freehof  for  Carl  Thomson, 
owner. 

SUBJECT — Application  December  14,  1970 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  egress, 
winders,  stairs. 

PREMISES  AFFECTED — 49  East  75th  Street,  north  side, 
64  feet  west  of  Madison  Avenue,  Block  1390,  Lot  14,  Bor¬ 
ough  of  Manhattan. 


738-70-A 


lino  for  Lew  Morris  Demolition  Company,  Incorporated, 
owner ;  Pfaltz  and  Bauer,  Incorporated,  lessee. 

SUBJECT — Application  December  15,  1970 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Chemical  Supply 
House,  and  sprinkler  system. 

PREMISES  AFFECTED — 31-20  College  Point  Causeway, 
southwest  corner  of  128th  Street,  Block  4383,  Lot  5,  Flush¬ 
ing,  Borough  of  Queens. 


750-70-A 

APPLICANT — Greyhound  Lines,  Incorporated,  owner. 

SUBJECT — Application  December  21,  1970 — appeal  from 
a  decision  of  the  Fire  Commissioner  re-  Diesel  Oil  Pumps. 

PREMISES  AFFECTED — 525  to  531  11th  Avenue,  east 
side  of  12th  Avenue,  601  to  659  West  40th  Street,  600  to 
660  West  41st  Street,  Block  1088,  Lot  1,  Borough  of  Man¬ 
hattan. 


APPLICANT — Arthur  J.  McGee  and  Joseph  P.  Morsel- 


THOMAS  F.  GALVIN,  Chairman 


MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING,  JANUARY  12,  1971,  10  A.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


The  minutes  of  the  regular  meetings  of  the  Board  held 

on  Tuesday  morning  and  afternoon  December  15,  1970,  were 

approved  as  printed  in  the  Bulletin  of  December  24,  1970, 
Vol.  55,  No.  52. 

367-53-BZ 

APPLICANT — Philip  P.  Agusta  for  Leonard  Adelman  and 
Bernard  Kievan,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  December  13, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7e  and  7f  of  the 
Zoning  Resolution,  permitting  in  a  residence  and  retail 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  auto  laundry  (non-automatic) 
storage  and  sale  of  accessories  and  office,  for  a  term  of 
15  years. 

PREMISES  AFFECTED — 3632-3640  Eastchester  Road 
and  1167-1175  East  222nd  Street,  northeast  corner,  Block 
4901,  Lot  17,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Philip  P.  Agusta. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  13,  1955,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  12,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  December 
13,  1955,  as  amended  through  April  24,  1957,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read : 

“granted  for  a  term  of  ten  years  from  December  13,  1970, 
to  permit  ...  ;  on  condition  that  the  sidewalk  and  curbs 
be  repaired  in  accordance  with  the  rules  and  regulations 
of  the  Department  of  Highways ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (N.  B.  199-55) 


482-65-BZ 

APPLICANT — Philip  P.  Agusta  for  Salvatore  D.  Chiaffi- 
telli,  owner. 

SUBJECT- — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  July  20,  1970 — 
decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning- 
Resolution,  to  permit  in  an  R6  district,  the  maintenance 
of  a  non-transient  parking  lot  on  the  rear  portion  of  four 
plots  and  retain  the  existing  dwellings. 

PREMISES  AFFECTED — 2518-2532  Tilden  Avenue,  south 
side,  100  feet  west  of  Veronica  Place,  Block  5136,  Lots  8, 
10,  11  and  12,  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant :  Philip  P.  Agusta. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  20,  1965,  on  certain  conditions;  and 

W hereas,  a  public  hearing  was  held  on  this  application 
on  January  12,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  20, 
1965,  as  amended  through  November  22,  1966,  only  as  to  the 
term  of  the  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  five  years  from  July  20,  1970,  to 
permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects  ;  and  that  a  new  Certificate  of  Occupancy  shall  be 
obtained.”  (Alt.  30-65) 


1139-65-BZ 

APPLICANT — Arthur  J.  McGee  for  Springfield  Towers 
Corp.,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  September  23, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-2  district,  the  erection  of 
a  six  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space  ratio, 
lot  area  per  room  and  required  parking,  penetrates  the  sky 
exposure  plane,  and  the  parking  encroaches  on  the  required 
open  space. 

PREMISES  AFFECTED— 219-20  140th  Avenue,  south 
side,  105  feet  east  of  219th  Street,  Block  13144,  Lot  123, 
Springfield  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
May  10,  1966,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  September  23,  1969;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  10, 
1966,  as  amended  through  September  23,  1969,  only  as  to 
the  time  to  complete  the  work,  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution,  on 
condition  that  no  further  extension  of  time  will  be  con¬ 
sidered  by  the  Board.”  (N.B.  917-65) 
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MINUTES 


1141-65-BZ 

APPLICANT — Arthur  J.  McGee  for  Springfield  Towers 
Corp.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  September  23, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-2  district  the  erection 
of  a  six  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio  and  length  of  the  street  wall,  has  less 
than  the  required  open  space  ratio,  lot  area  per  room  and 
required  open  space. 

PREMISES  AFFECTED — 219-30  140th  Avenue,  south 
side,  105  feet  east  of  219th  Street,  Block  13143,  Lot  109, 
Springfield  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD— Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
May  10,  1966,  on  certain  conditions ;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  September  23,  1969 ;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  10, 
1966,  as  amended  through  September  23,  1969,  only  as  to 
the  time  to  complete  the  work,  so  that  as  amended  this  por¬ 
tion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution,  on 
condition  that  no  further  extension  of  time  will  be  con¬ 
sidered  by  the  Board.”  (N.B.  918-65). 


908-67-BZ 

APPLICANT — Ferrenz  &  Taylor  for  St.  Mary’s  Hospital, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  December 
5.  1970 — decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  73-641  of  the 
Zoning  Resolution,  to  permit  in  an  R6  district,  the  erec¬ 
tion  of  a  fifteen  story  hospital  that  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED — 170  Buffalo  Avenue,  east  side, 
from  Prospect  Place  to  St.  Mark’s  Avenue,  1290  St. 
Mark’s  Avenue,  Block  1362,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Matthew  E.  Saitta  and  John  E.  Murphy. 

ACTION  OF  BOARD — -Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker. 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  5,  1967,  on  certain  conditions;  and 


Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  December  9,  1969 ;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  5,  1967,  as  amended  through  December  9,  1969,  only  as  to 
the  time  to  complete  the  work,  so  that  as  amended  this  por¬ 
tion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  December  5,  1970.”  (N.  B.  669-67) 


702-68-BZ 

APPLICANT — Lama  &  Vassalotti  for  Gulf  Oil  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  December 
17,  1970 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district,  the  re¬ 
construction  of  an  automotive  service  station  with  acces¬ 
sory  uses  previously  before  the  Board. 

PREMISES  AFFECTED— 32-45  to  32-55  (official  32-45) 
Francis  Lewis  Boulevard,  198-01  to  198-07  33rd  Avenue, 
northeast  corner,  Block  6025,  Lot  36,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  17,  1968,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  January  6,  1970 ;  and 

W hereas,  the  resolution  was  amended  on  September  29, 
1970 ;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  17,  1968,  as  amended  through  September  29,  1970,  only 
as.  to  the  time  to  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read  : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  December  17,  1970.”  (N.  B.  1052-68) 


819-68-A — Vol.  II 

APPLICANT — Sol  Feinberg  for  David  F.  Bolger,  owner. 
SUBJECT — Application  for '  consideration — reopening  as 
Vol.  II  subject  to  regular  procedure — Appeal  from  an 
order  of  the  Fire  Commissioner  re-  Spray  Rules,  previ¬ 
ously  granted  on  condition. 

PREMISES  AFFECTED — 4-40  44th  Drive,  south  side,  39 
feet  west  of  5th  Street,  Block  25,  Lot  15,  Long  Island  City, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Sol  Feinberg. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
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Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


322-70-A 

APPLICANT — Olin  Corporation,  owner. 

SUBJECT — Application  May  27,  1970— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  25  ton 
carbon  dioxide  receiver. 

PREMISES  AFFECTED — 59-02  Borden  Avenue,  south- 
side,  300  feet  west  of  Maurice  Avenue,  Block  2657,  Lot  40, 
Maspeth,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


429-70-A 

APPLICANT — Joseph  S.  Kaming  for  Traynor  and  Hansen 
Corporation,  owner. 

SUBJECT- — Application  August  10,  1970 — Proposed  use  of 
helicopter  to  install  cooling  tower. 

PREMISES  AFFECTED — 140  West  Street,  entire  block, 
bounded  by  Barclay,  Vesey,  Washington  and  West  Streets, 
Block  84,  Lot  11,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


215-70-BZ 

APPLICANT — Ingram  S.  Carner  for  H.  D.  R.  Service  Sta¬ 
tion,  Incorporated,  owner. 

SUBJECT — Application  April  7,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  construction 
and  maintenance  of  an  accessory  parking  facility  for  an 
auto  supply  and  installation  establishment. 

PREMISES  AFFECTED — 3443  Mickle  Avenue,  west  side, 
109.99  feet  north  of  Boston  Road,  Block  4723,  Lot  20,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Thomas  Crinnion. 

For  Opposition :  Vincent  Di  Bari,  Elizabeth  Bruce,  David 
M.  Campbell,  Thomas  Smith,  Benjamin  Fields,  Alma 
Dorrell,  Rebecca  Scott,  Bernice  Smith,  Vera  Grant, 
Maria  Contreras,  Olsen  D.  Burns,  Charles  Dorrell, 
William  Glenn,  Mack  and  Lillian  Williams  and  others. 

ACTION  OF  BOARD — Laid  over  to  January  26,  1971,  at 
10  A.M.,  for  decision.  Hearing  closed.  Previously  in¬ 
spected. 


301-70-BZ 

APPLICANT — Sol  Feinberg  for  C  &  J  Cirillo  Corporation, 
owner. 


SUBJECT — Application  May  19,  1970 — decision  of  the 
Department  of  Ports  and  Terminals,  under  Section  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  M3-1  district, 
the  installation  of  gasoline  storage  tanks  that  encroaches 
on  the  minimum  distance  to  a  zoning  district  boundary. 
PREMISES  AFFECTED — 527-537  Smith  Street,  east  side, 
190  feet  south  of  West  Ninth  Street,  Block  480,  Lot  1, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Sol  Feinberg  and  Otto  J.  Sambach. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  26,  1971,  at 
10  A.M.,  for  decision;  applicant  to  submit  additional  in¬ 
formation  ;  hearing  closed. 


319-70-BZ 

APPLICANT — Harold  E.  Diamond  for  Jewish  Community 
Center,  owner. 

SUBJECT — Application  May  26,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-63  of 
the  Zoning  Resolution,  and  Section  666(7)  of  the  New 
York  City  Charter,  to  permit  in  an  R3-2  district,  the  con¬ 
struction  of  an  off-site  accessory  group  parking  facility  for 
a  community  facility  use  that  has  entrances  within  50  feet 
of  intersection  streets. 

PREMISES  AFFECTED — 160  Victory  Boulevard,  north¬ 
east  corner  of  Lewis  Street,  Block  580,  Lot  1,  Silver  Lake, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant  :  Harold  E.  Diamond,  Lewis  Werb  and 
Joseph  Harris. 

For  Opposition :  James  J.  Linane. 

ACTION  OF  BOARD — Laid  over  to  January  26,  1971,  at 
10  A.M.,  for  decision.  Previously  inspected.  Hearing 
closed. 


325- 70-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  91  East  End  Cor¬ 
poration,  owner. 

SUBJECT— Application  May  28,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R10  district  the  erection  of  a 
13  story  multiple  dwelling  that  penetrates  the  sky  exposure 
plane,  encroaches  on  the  required  rear  yard  and  rear  set¬ 
back  and  with  windows  that  encroach  on  the  minimum 
distance  to  a  lot  line. 

PREMISES  AFFECTED — 91  East  End  Avenue,  east  side, 
51.4  feet  south  of  East  84th  Street,  Block  1590,  Lot  11, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition :  Francis  Fay  Miller,  Blandina  W.  Brew¬ 
ster  and  Maxwell  C.  Scott. 

ACTION  OF  BOARD — Laid  over  to  January  19,  1971,  at 
10  A.M.,  for  continued  hearing  at  the  request  of  the  appli¬ 
cant;  objector  concurs. 

326- 70-A 

APPLICANT — Leonard  F.  Rothkrug  for  91  East  End  Cor¬ 
poration,  owner. 

SUBJECT — Application  May  27,  1970 — filed  pursuant  to 
Section  310  of  the  Multiple  Dwelling  Law  for  variation  of 
Section  26,  sub.  5  of  the  Multiple  Dwelling  Law  re-  Rear 
yard. 

PREMISES  AFFECTED — 91  East  End  Avenue,  east  side, 
51.4  feet  south  of  East  84th  Street,  Block  1590,  Lot  11, 
Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  January  19,  1971,  at 
10  A.M.,  for  continued  hearing  at  the  request  of  the  appli¬ 
cant;  objector  concurs. 


427-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Leemilt’s  Petroleum, 
Inc.,  owner. 

SUBJECT — Application  August  7,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412,  11-413  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R4  district, 
the  enlargement  in  lot  area  and  reconstruction  of  an  auto¬ 
motive  service  station  with  accessory  uses  previously  before 
the  Board. 

PREMISES  AFFECTED— 38-05  Beach  Channel  Drive, 
southwest  corner  of  Beach  38th  Street,  Block  15828,  Lots 
24,  25,  30,  Far  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino. 

For  Opposition :  John  E.  Murphy  and  Nettie  Fonfa. 

ACTION  OF  BOARD- — Laid  over  to  February  2,  1971,  at 
10  A.M.,  for  hearing  at  the  request  of  the  applicant. 


485-70-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Hershey  Associ¬ 
ates,  Inc.,  owner. 

SUBJECT — Application  August  20,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  666  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  one 
story  and  mezzanine  building  for  use  as  a  warehouse  with 
accessory  parking  in  the  open  area. 

PREMISES  AFFECTED — Compton  and  Newman  Avenues, 
northwest  corner  of  Pugsley  Avenue,  Block  3502,  Lots  1 
and  2,  Borough  of  The  Bronx,  (no  street  or  house  num¬ 
ber) 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff. 

For  Opposition:  Mrs.  Howard  Mikous,  Father  Edward 
Greene,  Francis  Jordan,  Cecelia  and  Edward  De  Luca, 
Mary  Theis,  T.  J.  Heater,  Ann  Kosik,  Ann  Suszczynski 
and  others. 

For  Administration :  Samuel  Bodian,  Park  Dept. 

ACTION  OF  BOARD — Laid  over  to  February  9,  1971,  at 
10  A.M.,  for  hearing  at  the  request  of  the  applicant. 


495-70-BZ 

APPLICANT — Morton  S.  Cahn  for  Esquire  Realty  Corp., 
owner. 

SUBJECT — Application  August  26,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  666  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R8  district,  the  maintenance  of  an 
existing  eleven  story  building  for  medical  offices. 
PREMISES  AFFECTED— 1882  Grand  Concourse,  east 
side,  56.9  feet  north  of  Mt.  Hope  Place,  Block  2801,  Lot  31, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Morton  S.  Cahn  and  Randolph  A. 
Wandell. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  26,  1971,  at 
10  A.M.,  for  continued  hearing. 


496-70-A 

APPLICANT — Morton  S.  Cahn  for  Esquire  Realty  Corp., 
owner. 

SUBJECT — Application  August  26,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Egress. 

PREMISES  AFFECTED — 1882  Grand  Concourse,  east  side, 
56.9  feet  north  of  Mt.  Hope  Place,  Block  2801,  Lot  31, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Morton  S.  Cahn  and  Randolph  A.  Wandell. 

ACTION  OF  BOARD — Laid  over  to  January  26,  1971,  at 
10  A.M.,  for  continued  hearing. 


585-70-BZ 

APPLICANT — Abram  Shlefstein  for  Henry  J.  Koch,  owner. 
SUBJECT —  Application  September  23,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and  73-212 
of  the  Zoning  Resolution,  to  permit  in  a  C2-1  district,  the 
construction  and  maintenance  of  a  automotive  service  station 
with  accessory  uses. 

PREMISES  AFFECTED— 917  to  933  Richmond  Avenue 
and  1788  Forest  Avenue,  southeast  corner,  Block  1477,  Lots 
14,  16,  17,  Richmond  Terrace  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Abram  Shlefstein  and  Henry  J.  Koch. 
For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  19,  1971,  at 
10  A.  M.,  for  decision;  applicant  to  file  revised  drawings: 
hearing  closed. 


677-70-BZ 

APPLICANT — Arthur  Levine  for  414  Georgia  Avenue  Re¬ 
alty  Corporation,  owner ;  Blue  Baby  Cocktail  Lounge,  In¬ 
corporated,  lessee. 

SUBJECT — Application  November  12,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-214  of  the  Zoning 
Resolution,  to  permit  in  a  C2-3  district,  the  change  in  oc¬ 
cupancy  of  an  existing  one  story  and  mezzanine  structure 
from  automobile  showroom  to  restaurant  and  cabaret  for  a 
term  of  five  years. 

PREMISES  AFFECTED — 1470  Bedford  Avenue,  west  side, 
44  feet  north  of  Sterling  Place,  Block  1238,  Lot  43,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Arthur  Levine,  Hilda  Davis  and  Walter 
Gray. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  January  26,  1971,  at 
10  A.M.,  for  decision;  applicant  to  submit  statement; 
hearing  closed. 


364-70-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  June  22,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-65  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  four 
additional  stories  to  a  three  story  telephone  exchange 
building  that  increases  the  degree  of  non-compliance  and 
non-conformance. 

PREMISES  AFFECTED — 1530  Carroll  Street,  southwest 
corner  of  Troy  Avenue,  Block  1412,  Lot  35,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  Chase,  Ronald  C.  Phillips,  Martin 
D.  Raab  and  Walter  Schmidlio,  Jr. 


MINUTES 


RECOMMENDATION  OF  COMMUNITY  BOARD— No 
recommendation  received. 

For  Opposition:  Myrtle  C.  Whitmore,  Ruby  Lindsey, 
Ernestine  Davis,  Fayga  Horowitz,  Gloria  Young,  A. 


Bryan,  Emma  Panken  and  Shirley  Hedmann. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commisioner  Nolan  .  5 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
October  20,  1970,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  November  24,  1970;  then  to  December  8, 
1970;  then  to  January  12,  1971;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  22,  1970,  acting  on  Alt.  Applic.  720/1970,  reads: 

“1.  The  proposed  enlargement  of  a  Telephone  Ex¬ 
change  building  in  an  R4  District  requires  a  special  per¬ 
mit  from  the  Board  of  Standards  and  Appeals  is  per 
Section  22-21  Z.R.  and  is  not  permitted  as  of  right  Sec. 
22-00  Z.R. 

2.  The  proposed  enlargement  exceeds  the  permitted 
Floor  Area  Ratio  and  is  contrary  to  Section  23-141  Z.R. 
and  Section  52-41  Z.R. 

3.  The  proposed  enlargement  has  less  than  the  mini¬ 
mum  required  Open  Space  Ratio  and  is  contrary  to 
Section  23-141  Z.R. 

4.  The  proposed  enlargement  in  an  R4  District 
without  a  15  ft.  and  10  ft.  front  yard  is  contrary  to  Sec¬ 
tion  23-45  Z.R. 

5.  The  proposed  enlargement  in  an  R4  District 
without  side  yards  equal  to  15  per  cent  of  the  aggregate 
width  of  street  walls,  is  contrary  to  Section  23-464  Z.R. 

6.  The  proposed  enlargement  100'  or  more  from 
the  corner  without  a  rear  yard  or  with  a  rear  yard  less 
than  30'  in  depth  is  contrary  to  Section  23-47  Z.R. 

7.  The  proposed  enlargement  has  a  front  wall  ex¬ 
ceeding  the  permitted  height  without  a  setback  and  is 
contrary  to  Section  23-631  Z.R. 

8.  The  proposed  enlargement  is  nearer  to  the  side 
and  rear  lot  lines  than  a  distance  equal  to  the  height  and 
is  contrary  to  Section  23-662  Z.R. 

9.  The  proposed  enlargement  of  a  non-complying 
building  increases  the  degree  of  non-compliance  and  is 
contrary  to  Section  54-31  Z.R. 

10.  Proposed  structural  alterations  are  contrary  to 
Sect.  22-52  of  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  finding  c  under  Section  73-65 
of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  22,  1970  acting  on  Alt.  Applic.  720/70,  Objection 
Nos.  1  through  10  inclusive  be  and  it  hereby  is  affirmed  and 
that  the  application  be  and  it  hereby  is  denied. 


Adjourned:  12:00  Noon. 

James  P.  Mulroy,  Secretary 
REGULAR  MEETING 

TUESDAY  AFTERNOON,  JANUARY  12,  1971—2  P.M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


1005-54-SA 

APPLICANT — The  Linde  Division  of  Union  Carbide  Cor¬ 
poration,  owner. 

APPEARANCES— 

For  Applicant :  R.  M.  Neary. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1005-54-SA — Amendment  to  resolution  to  include  additional 
models,  specify  allowable  locations,  correct  data,  change  pre¬ 
fix  letter  designations,  change  specified  bursting  disc  settings, 
and  include  an  alternate  gas  blow  down  valve  and  installation 
comply  with  Cal.  11S0-65-GR. 

The  Linde  Division  of  Union  Carbide  Corporation,  New 
York,  requested  that  the  resolution  adopted  October  30,  1956 
and  amended  through  May  14,  1968  under  Calendar  Number 
1005-54-SA  be  reopened  and  amended  to  include  additional 
models,  specify  allowable  locations,  correct  data,  change  pre¬ 
fix  letter  designations,  change  specified  bursting  disc  settings 
and  include  an  alternate  gas  blow  down  valve. 

PROPOSED  USE:  Insulated  tanks  for  the  storage  of 
liquefied  oxygen,  nitrogen,  or  argon. 

DESCRIPTION :  The  proposed  new  models  are  similar  in 
shape  and  piping  to  the  models  approved  in  the  January  17, 
1967  amendment,  except  that  they  have  larger  capacities.  The 
new  models  are  constructed  in  accordance  with  the  ASME 
Code  for  Unfired  Pressure  Vessels.  The  following  are  con¬ 
struction  details : 

Liquid  Container  TM  11,000  TL  11,000 


Capacity  (Gallons)  . 

11,330 

11,334 

Design  Pressure,  psig.... 

250 

65 

Hydrostatic  Test,  psig _ 

422 

144 

Outside  Diameter,  inches . . 

105)4 

104)4 

Steel  Thickness,  inches . . . 

.62 

.211 

Material  . 

9%  nickel  steel 

9%  nickel  steel 

Safety  valve  setting,  psig. . 

250 

65 

Bursting  disc,  psig . 

315 

110 

Outer  Casing 

Both  Models 

Design  Pressure,  psig  .... 

15  psi  external 

Pneumatic  test,  psig . 

22)4  psig 

internal 

Outside  diameter,  in . 

122 

Shell  thickness,  in . 

3/s 

Material  . 

carbon  steel 

Height  (approx.)  . 

31 '-7" 

Bursting  disc,  psi  . 

10 

The  applicant  requests  that  allowable  locations,  which  were 
unspecified  in  previous  resolutions,  be  specified  to  include 
industrial  sites  and  hospitals  under  the  conditions  of  General 
Resolution  1180-65-GR. 

The  construction  details  of  previously  approved  models 
contain  errors  that  are  corrected  as  follows : 

Model  Construction  Detail  Correction 

TM  500  Design  pressure .  250  psi 

TM  900  Design  pressure .  250  psi 

TM  1500  Design  pressure .  250  psi 

TM  1500  Material  .  9%  nickel  steel — liquid 

container  carbon  steel 
— outer  casing 

TM  1500  Height,  outer  casing. .  15'-9" 
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Model 

Construction  Detail 

Correction 

TL 

1500 

Design  pressure 

125  psi 

TM 

3000 

Design  pressure 

250  psi 

TL 

3000 

Design  pressure 

83  psi 

TL 

3000 

Liquid  container 

steel 

thickness  .... 

.187  in. 

TL 

3000 

Material  . 

9%  nickel  steel — liquid 

container  carbon  steel 

— outer  casing 

TM 

6000 

Design  pressure 

250  psi 

TL 

6000 

Design  pressure 

77  psi 

TL 

6000 

Liquid  container 

steel 

.187  in. 

thickness . 

TL 

6000 

Material  . 

9%  nickel  steel — liquid 

container  carbon  steel 
— outer  casing 


The  applicant  requests  that  the  designations  of  the  models 
approved  in  the  original  resolution  of  October  30,  1956,  LO 
300,  LO  600,  and  LO  1500,  be  changed  to  VST  300,  VST  600 
and  VST  1500,  respectively.  There  is  no  change  in  construc¬ 
tion.  The  “LO'’  prefix  stands  for  liquid  oxygen.  The  ap¬ 
proval  is  for  storage  of  liquid  nitrogen  and  argon  besides 
liquid  oxygen.  The  “VST”  prefix  stands  for  vacuum  storage 
tank. 

The  applicant  requests  that  certain  bursting  disc  designa¬ 
tions  of  previous  resolutions  be  changed  to  include  the  range 
of  pressure  ratings  designated  by  the  manufacturer  of  the 
bursting  discs.  The  original  designations  fall  within  the 
ranges  of  the  new  designations.  The  upper  limits  of  the  new 
pressure  ranges  remain  well  below  the  pressure  ratings 
established  through  hydrostatic  testing.  The  bursting  discs 
are  secondary  safety  devices.  Safety  valves,  set  at  lower 
pressures,  are  the  primary  safety  devices.  The  changes  are 
as  follows : 


Model 

VST-300 

VST-600 

VST-150 


Original 
Bursting  Disc 
Designation 

90  psi 
75  psi 
90  psi 


New 

Bursting  Disc 
Designation 

88-102  psi 
73-  95  psi 
88-102  psi 


Hydrostatic 

Test 

127  psi 
118  psi 
130  psi 


The  applicant  requests  that  the  electric  solenoid  gas  blow 
down  valve,  which  is  pressure  actuated  by  an  electrical  switch 
and  limits  the  pressure  rise  in  the  models  approved  in  the 
original  resolution  of  October  30,  1956,  be  replaced  by  a 
spring  loaded  back  pressure  regulator  in  units  where  elec¬ 
trical  power  is  not  provided.  The  solenoid  valves  were  desig¬ 
nated  only  for  the  models  approved  in  the  original  resolution. 
The  similar  models  approved  in  the  amendment  of  January 
17,  1967  use  spring  loaded  back  pressure  regulators.  The 
set  point  of  the  back  pressure  regulator  is  set  below  that 
of  the  primary  safety  valve  and  bursting  disc. 

The  applicant  requests  that  allowable  locations,  which  were 
unspecified  in  previous  resolutions,  be  specified  to  include 
industrial  sites  and  hospitals  under  the  conditions  of  General 
Resolution  1180-65-GR. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  30,  1956  and 
amended  through  May  14,  1968  under  Calendar  Number 
1005-54-SA  be  reopened  and  amended  to  include  additional 
models,  specify  allowable  locations,  correct  data,  change  pre¬ 
fix  letter  designations,  change  specified  bursting  disc  settings, 
and  include  an  alternate  gas  blow  down  valve,  on  condition 
that  the  requirements  of  the  original  resolution  and  subse¬ 
quent  amendments  be  complied  with  and  the  conditions  of 
General  Resolution  1180-65-GR  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 


Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


84-59-SM 

APPLICANT — The  Weyerhaeuser  Company,  owner. 
APPEARANCES— 

For  Applicant :  Frank  Modica. 

ACTION  Ob  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  . .  0 

THE  RESOLUTION— 

W  hereas,  the  report  of  a  Committee  on  Test  reads : 
84-59-SM— Amendment  to  resolution  to  increase  the  door 
size,  add  a  vision  panel,  add  a  door  overlay,  and  add  a  type 
of  lock  machining. 

The  Weyerhaeuser  Company,  Marshfield,  Wisconsin,  re¬ 
quested  that  the  resolution  adopted  February  11  1961  ’  and 
amended  through  May  26,  1970  under  Calendar  Number 
84-59-SM  be  reopened  and  amended  to  increase  the  door 
size,  add  a  vision  panel,  add  a  door  overlay  and  add  a  type 
of  lock  machining. 

PROPOSED  USE:  One-hour  fire  resistive  opening  pro¬ 
tective  assembly. 

DESCRIPTION :  The  additions  are  to  increase  the  door 
size  from  4'  -0"x  7'-0"  x  1 YA"  to  4'-0"  x  8'-0"  x  1  yA” ,  add 
an  untreated  wood  face  veneer,  add  3"  x  33"  x  yA”  thick 
wired  glass  and  steel  vision  panel,  and  provide  four  4 J4"  x 
.134"  thick  mortise  steel  hinges. 

INSPECTION  AND  TEST :  The  door,  with  the  modifi¬ 
cations  described  above,  was  tested  by  Underwriters’  Labo¬ 
ratories,  File  R3572-29,  and  was  found  to  be  a  satisfactory 
one-hour  fire  resistant  door. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  11,  1961  and 
amended  through  May  26,  1970  under  Calendar  Number 
84-59-SM  be  reopened  and  amended  to  show  an  increase  in 
door  size,  an  addition  of  a  vision  panel,  an  addition  of  a 
door  overlay,  and  an  addition  of  a  type  of  lock  machining, 
on  condition  that  the  requirements  of  the  original  resolu¬ 
tion  and  previous  amendments  be  complied  with. 

A  sworn  affidavit  by  a  responsible  office  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  the  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 
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(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


649-65-SM 

APPLICANT — The  Weyerhaeuser  Company,  owner. 

APPEARANCES— 

For  Applicant:  Frank  Modica. 

ACTION  OF  BOARD — -Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

649-65-SM — Amendment  to  resolution  to  increase  the  door 
size,  add  a  door  overlay,  and  add  a  type  of  lock  machining. 

The  Weyehaeuser  Company,  Marshfield,  Wisconsin,  re¬ 
quested  that  the  resolution  adopted  March  29,  1966  and 
amended  May  26,  1970  under  Calendar  Number  649-65-SM 
be  reopened  and  amended  to  increase  the  door  size,  add  a 
door  overlay,  and  add  a  type  of  lock  machining. 
PROPOSED  USE:  One  and  one-half  hour  fire  resistive 
opening  protective  assembly. 

DESCRIPTION :  The  presently  approved  door  is  4'-0"  x 
8'-0"  x  144".  The  request  is  to  increase  the  size  to  4'-0"  x 
10'-0"  x  1J4".  An  additional  request  is  to  increase  the  height 
of  the  top  core  block  by  inch,  use  an  adhesive  with  a  lower 
solids  content,  provide  five  4j4"  x  .18"  thick  mortise  steel 
hinges,  and  use  an  untreated  wood  face  veneer. 

INSPECTION  AND  TEST :  The  door,  with  the  modifica¬ 
tions  described  above,  wyas  tested  by  Underwriters’  Labora¬ 
tories,  File  R3572-28,  and  was  found  to  be  a  satisfactory  one 
and  one-half  hour  fire  resistive  door. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  29,  1966  and 
amended  May  26,  1970  under  Calendar  Number  649-65-SM 
be  reopened  to  show  an  increase  in  door  size,  an  addition  of 
a  door  overlay  and  an  addition  of  a  type  of  lock  machining, 
on  condition  that  the  requirements  of  the  original  resolution 
and  previous  amendment  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


656-66-SM 

APPLICANT — The  Acoustical  Ceiling  Accessories  Com¬ 
pany,  Inc.,  owner. 

APPEARANCES— 

For  Applicant:  Eugene  E.  Brady. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads : 

656-66-SM — Amendment  to  resolution  to  add  ceiling  grid 
members  of  different  sizes. 

The  Acoustical  Ceiling  Accessories  Company,  Inc.,  Bronx, 
New  York,  requested  that  the  resolution  adopted  January 
16,  1968  under  Calendar  Number  656-66-SM  be  reopened 
and  amended  to  add  ceiling  grid  members  of  different  sizes. 

PROPOSED  USE:  Suspension  system  for  acoustical 
ceilings. 

DESCRIPTION  :  The  main  beam  and  cross  tee  are  desig¬ 
nated  as  SG900  and  HR748-H,  respectively.  The  main  beam 
is  made  of  26  gauge  electro  galvanized  cold  rolled  steel. 
The  previously  approved  main  beam  is  made  of  24  gauge 
steel.  The  new  cross  tee  increases  the  height  over  the  pre¬ 
viously  approved  cross  tee  from  to  1  )4". 
INSPECTION  AND  TEST:  The  R.  W.  Hunt  Company 
conducted  tests  to  determine  the  loads  necessary  to  produce 
a  deflection  equal  to  1/360  the  length  of  the  span.  A  load 
of  8  lbs.  per  linear  foot  produced  this  deflection  on  a  5  ft. 
span  of  the  SG900  main  beam.  A  load  of  9.8  lbs.  per  linear 
foot  produced  this  deflection  on  a  4  ft.  span  of  the  HR748-H 
cross  tee. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  16,  1968  under 
Calendar  Number  656-66-SM  be  reopened  and  amended  to 
show  an  addition  of  ceiling  grid  members  of  different  sizes, 
on  condition  that  lighting  fixtures  shall  be  submitted  to  the 
Department  of  Buildings  for  approval  to  be  used  the  grids  and 
the  requirements  of  the  original  resolution  shall  be  complied 
with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 
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348-68-SA 

APPLICANT — The  Lok  Products  Company,  owner. 
APPEARANCES— 

For  Applicant :  Arnold  D.  Metcalf. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

TPIE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
348-68-SA — The  Lok  Products  Company,  S.  Acacia,  Fuller¬ 
ton,  California,  filed  for  approval  ot  an  exposed  steel  grid 
ceiling  suspension  system  (members  T15V,  T11V,  S15R  and 
SI  1 )  under  the  provisions  of  C26-504.12  of  the  Building  Code 
of  the  City  of  New  York. 

PROPOSED  USE:  Support  of  suspended  ceilings. 
DESCRIPTION :  The  systems  are  made  of  roll-formed, 
24  U.  S.  standard  gage,  cold-rolled,  electro-galvanized  steel. 
The  runners  have  inverted  “T”  cross  sections.  Adjacent 
members  are  joined  with  a  splice  clip.  Cross  runner  inter¬ 
sections  are  joined  by  interlock  means,  which  position  the 
ends  of  cross  runners  against  the  main  runner  and  hold  the 
cross  runners  in  vertical  alignment,  with  bottom  flanges  flush. 
Members  which  terminate  at  the  walls  are  attached  to  a 
perimeter  wall  angle  with  spring  steel  clips.  Wall  angles 
are  attached  to  the  walls  at  16  inch  intervals. 

INSPECTION  AND  TEST :  The  grids  meet  the  non¬ 
combustibility  requirements  of  C26- 504.12.  Twining  Labora¬ 
tories,  Long  Beach,  California,  tested  the  grid  members  for 
failure  and  deflection.  The  members  did  not  fail  under  loads 
three  times  as  large  as  their  design  specifications.  The  loads 
necessary  to  produce  a  deflection  equal  to  1/360  of  the  span 
were  determined. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  exposed  steel  grid  ceiling  suspen¬ 
sion  system  under  the  provisions  of  C26.504.12,  on  condition 
that  complementing  lighting  fixtures  shall  be  approved  by 
the  Department  of  Buildings,  as  stated  in  Bulletin  113  of  the 
City  of  New  York,  Department  of  Water  Supply,  Gas  and 
Electricity. 

Each  member  shall  be  permanently  labeled  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  348-68-SA”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 

report. 

574-68-SM 

APPLICANT — F.  H.  Maloney  Company,  owner;  Chemical 
Building  Supplies,  Inc.,  agent. 

APPEARANCES— 

For  Applicant :  G.  A.  Darsie. 


ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads : 
574-68-SM — The  F.  H.  Maloney  Company,  Houston,  Texas, 
filed  for  approval  of  a  structural  neoprene  glazing  gasket 
under  the  provisions  of  C26-1011.2  of  the  Building  Code  of 
the  City  of  New  York. 

PROPOSED  USE :  Installation  of  glass,  spandrels  and 
panels. 

DESCRIPTION :  The  glazing  gasket  is  made  of  neoprene, 
a  material  manufactured  by  DuPont.  The  gasket  consists  of 
a  body,  a  filler  strip  and  a  filler  strip  channel.  The  gasket 
is  installed  on  the  window  frame;  the  glass  is  installed  in  the 
gasket  and  the  filler  strip  is  installed  with  a  special  tool. 
The  glass  is  installed  with  clearance  on  all  four  sides  be¬ 
tween  the  glass  edge  and  the  gasket,  allowing  for  movement 
of  all  components  without  breaking  the  seal. 

INSPECTION  AND  TEST :  Samples  of  glass  panes 
secured  by  neoprene  gaskets  were  tested  at  the  University  of 
Miami.  Results  showed  that  the  panes  allowed  minor  leakage 
of  water  propelled  at  them  by  artificial  winds  of  130  miles 
per  hour.  Various  loads  were  applied  to  the  panes  and  the 
corresponding  deflections  were  measured.  At  47.5  pounds 
per  square  foot,  the  gasket  rolled  off  the  frame,  releasing 
the  glass  with  no  breakage.  The  ignition  temperature  of  the 
same  material,  submitted  by  a  previous  applicant  (Calendar 
Number  82-59-SM),  was  determined  by  the  Bowser-Morner 
Testing  Laboratories,  Inc.,  Dayton,  Ohio,  to  be  650°  F. 
which  precludes  the  use  of  the  gasket  as  an  incombustible 
material. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  neoprene  gasket  under  the  provi¬ 
sions  of  C26-1011.2.  Reference  Standard  RS  9-5-1  of  the 
Building  Code  specifies  a  maximum  load  capacity  of  30  psf 
for  panes  up  to  300  feet  from  the  ground  and  40  psf  for 
panes  up  to  1,000  ft.  from  the  ground.  It  is  recommended 
that  the  results  of  the  test  showing  failure  of  the  gaskets  at 
47.5  psf  should  be  used  to  justify  a  40  psf  capacity.  It  is 
further  recommended  that  the  gasket  shall  be  engaged  on 
all  four  sides  by  a  rigid  frame  of  metal  or  masonry.  All 
containers  for  the  gaskets  shall  be  labeled  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  574-68-SM”. 

The  Committee  further  recommends  that  these  gaskets 
shall  not  be  used  in  required  fire  resistive  opening  protective 
assemblies  and  further  that  the  gaskets  used  with  various  glass 
thickness  shall  be  in  conformity  with  the  details  as  shown 
in  the  manufactured  catalogue  20c  with  5  attached  sheets. 

ma 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval.  Failure  to  notify  the  Board  of  change  of 
ownership,  change  of  address  or  to  submit  the  annual  affi¬ 
davit  will  be  cause  of  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Dii'ector, 
John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


i 


37 


MINUTES 


233-69-SM 

APPLICANT — Kaiser  Gypsum  Company,  Incorporated, 
owner ;  E.  A.  Millis,  agent. 

APPEARANCES— 

For  Applicant:  Robert  J.  Montesano. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads : 
233-69-SM — The  Kaiser  Gypsum  Company,  Oakland,  Cali¬ 
fornia,  filed  for  approval  of  Kaiser  Gypsum  Moisture-Guard 
Wallboard  under  the  provisions  of  C26-106.a.2  of  the  Build¬ 
ing  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Lining  in  wet  areas,  such  as  showers, 
baths. 

DESCRIPTION :  Moisture-Guard  is  a  4  foot  wide  tapered 
edge  board  with  a  YY'  thick  core.  It  serves  as  a  backing 
for  ceramic  tile.  It  is  coated  with  a  sealer  and  attached  to 
the  tiles  with  an  adhesive.  The  wallboard  is  nailed  to  the 
furring  behind  it  on  7"  centers.  The  core  is  gypsum  wall- 
board  with  the  addition  of  1%  by  weight  of  an  asphalt  wax 
emulsion  to  improve  water  resistance.  The  paper  on  both 
sides  of  the  wallboard  is  heavily  waxed  with  rosin  and 
calendered  with  wax  emulsion  to  further  improve  water 
resistance. 

INSPECTION  AND  TEST:  The  wallboard  was  tested 
by  the  Pittsburgh  Testing  Laboratory.  After  immersion  in 
water  for  24  hours,  the  test  specimens  absorbed  from  0.79% 
to  1.03%  water  by  weight  and  showed  linear  dimension 
changes  ranging  from  —0.02%  to  +0.18%.  The  flexural 
strength  test  results  on  both  dry  and  immersed  samples  ex¬ 
ceeded  the  minimum  requirements  of  ASTM  C36-60  for 
gypsum  wallboard  of  110  pounds  across  and  50  pounds 
parallel  to  the  fiber  of  the  surfacing  material.  The  shear 
strength  test  results  on  both  dry  and  immersed  samples 
exceeded  the  minimum  requirements  of  Commercial  Standard 
181-52  of  40  psi. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Kaiser-Gypsum  Moisture-Guard  Wall- 
board  under  the  provisions  of  C26-106.a.2  of  the  Building 
Code.  The  Wallboard  shall  be  permanently  label  “Approved 
bv  the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Calendar  Number  233-69-SM”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer.  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


234-69-SA 

APPLICANT — The  Hays  Corporation,  owner. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  Q 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
234-69-SA — The  Hays  Corporation,  Michigan  City,  Indiana, 
filed  for  approval  of  Furnace  Draft  Controls,  Models 
841  :05B,  841 :06B,  870,  under  the  provisions  of  C26-1408.2 
of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Constant  suction  or  sequencing  furnace 
draft  control. 

DESCRIPTION :  The  controller  maintains  a  pre-deter- 
mined  constant  suction  or  draft  in  the  combustion  chamber. 
It  is  electric,  with  proportional  speed  floating  control  action 
to  provide  sequence  operation  of  the  outlet  damper.  The 
sensing  element  is  a  dry  diaphragm  which  actuates  her¬ 
metically  sealed  magnetically  operated  mercury  switches.  The 
controller  also  contains  a  manual/automatic  control  station 
with  separate  increase  and  decrease  push  buttons.  Three 
separate  relays  provide  for  the  sequence  control  action.  An 
internal  set  point  indicator  and  scale  are  provided.  The 
Model  870  Electric  Power  Operators  consist  primarily  of 
a  reversible  motor,  integral  gear  reducer,  heavy  duty  re¬ 
versing  relay  and  terminal  block.  The  power  unit  receives 
the  “open”  and  “close”  signals  from  the  controller,  operating 
power  relays  which  energize  corresponding  motor  windings. 
Resultant  output  shaft  rotation  through  linkages  drives  the 
induced  draft  final  control  element,  such  as  dampers  or 
louvers.  A  feedback  piston  (used  with  Model  841  :06B  only) 
on  this  power  unit  sends  a  pneumatic  stabilizing  feedback 
signal  to  the  controller.  Power  unit  size  is  selected  on  the 
basis  of  torque  requirements. 

INSPECTION  AND  TEST:  Under  the  provisions  of 
C26- 1408.2,  dampers  in  flues  shall  be  constructed  so  that 
they  cannot  completely  cut  off  the  passage  of  flue  gases  at 
any  time.  The  control  drive  units  which  actuate  the  damper 
have  adjustable  end  of  travel  limit  switches.  These  limit 
switches  prevent  the  dampers,  under  any  condition,  from 
going  fullv  closed. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Furnace  Draft  Controls,  Models 
841  :05B,  841 :06B,  870,  under  the  provisions  of  C26-1408.2 
of  the  Building  Code.  The  controller  shall  be  permanently 
labeled :  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  Citv  under  Calendar  Number  234-69- 
SA”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval.  Failure  to  notify  the  Board  of  change  of 
ownership,  change  of  address  or  to  submit  the  annual  affi¬ 
davit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 
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690-69-SA 

APPLICANT — Harrop  Precision  Furnace  Company,  owner. 
APPEARANCES— 

For  Applicant:  Stacy  Zin. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
690-69-SA — Harrop  Precision  Furnace  Company,  Columbus, 
Ohio,  filed  for  approval  of  the  appliance  known  as  Harrop 
Industrial  Sintering  Furnace  under  the  provisions  of  C19- 
11.0  and  C19-91.0.a.b  Administrative  Code. 

PROPOSED  USE:  Furnace  for  sintering  with  a  hydrogen 
atmosphere. 

DESCRIPTION :  The  furnace  is  divided  into  three  zones ; 
preheat,  heat  and  cooling. 

The  muffle  in  the  preheat  zone  is  y$  inch  thick  type  304 
stainless  steel  and  is  equipped  with  two  14  inch  couplings  to 
serve  as  atmosphere  inlets.  The  entrance  is  complete  with 
a  counter-balanced  vertical  rising  door  set  at  an  angle  with 
the  true,  perpendicular  to  give  atmosphere  sealing.  A  flame 
curtain  is  supplied  with  the  necessary  devices  to  cause  it  to 
light  automatically  when  the  door  is  opened.  The  first  18 
inches  of  this  muffle  section  contains  one  of  the  atmosphere 
inlets.  This  inlet  is  connected  through  a  0-100  c.f.m.  flow 
meter  and  solenoid  valve  so  that  the  flow  through  this  inlet 
turns  “ON”  and  “OFF”  automatically  when  the  door  is 
opened  and  closed. 

The  remainder  of  the  pre-heat  zone  is  insulated  and  heated 
on  two  sides  by  element  coils  mounted  in  ceramic  holders. 
The  maximum  operating  temperature  of  the  preheat  zone  is 
1500°F. 

The  muffle  of  the  heat  zone  is  Alundum,  which  is  a  ma¬ 
terial  resembling  corundum  and  is  designed  for  operating 
temperatures  of  2850°F.  This  muffle  is  heated  on  two  side's 
with  molybdenum  wire  elements. 

The  preheat  section  is  insulated  by  means  of  2000°F.  in¬ 
sulating  firebuck  backed  by  1700°F  insulating  block. 

The  heat  section  is  insulated  by  means  of  3,000°F  insulating 
firebuck  backed  up  with  2,000° F  insulating  firebrick  and 
1,700°  insulating  block. 

The  muffle  of  the  cooling.zone  is  3/16  inch  thick  304  stain¬ 
less  steel.  A  section  of  this  zone  is  provided  with  a  water 
cooling  jacket  mounted  on  rollers  to  allow  for  thermal  ex¬ 
pansion  and  contraction  during  the  operation.  There  are 
water  inlets  and  outlets  provided. 

The  atmosphere  inlet  in  this  section  is  connected  to  a  0-100 
CFM  hydrogen  flow  meter  and  to  a  solenoid  valve  so  that 
the  flow  turns.  “ON”  and  “OFF”  as  the  door  is  opened  and 
closed.  This  is  followed  by  an  exit  door  and  an  automatic 
flame  curtain  similar  to  the  construction  on  the  preheat 
section. 

A  pusher  system  is  used  in  conjunction  with  the  furnace 
and  its  purpose  is  to  move  the  work  into  the  furnace. 

The  sequence  of  operation  is  as  follows : 

The  operator  opens  the  exit  door  and  removes  a  finished 
trav. 

Opens  the  entrance  door,  which  automatically  starts  the 
flame  curtain  and  returns  the  pusher  arm  to  starting  position. 

Operator  places  work  on  loading  table  and  moves  the  pusher 
arm  which  moves  the  work  into  the  furnace. 

Close  entrance  door  and  starts  automatic  pushing. 

At  the  end  of  the  pushing  stroke,  a  light  comes  on  indicat¬ 
ing  it  is  time  to  restart  a  new  cycle. 


INSPECTION  AND  TEST :  Details  of  construction  were 
examined  by  Ass’t.  Engr.  J.  A.  Darts  and  the  oven  was  in¬ 
spected  by  Comm.  Nolan  at  the  Eutectic  Welding  Alloys 
plant,  Flushing,  Queens. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Harrop  Industrial  Sintering  Fur¬ 
nace  for  use  with  hydrogen  when  constructed  as  herein 
described  and  installed  in  accordance  with  the  requirements 
of  C19-11.0  and  09-91. 0.a.b.  Administrative  Code  and  the 
requirements  of  the  Electrical  Code  of  the  City  of  New  York. 
Each  furnace  shall  bear  a  label,  permanently  affixed,  reading 
‘‘Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  690-69-SA”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product,  manufactured,  shall  be  filed  annually  with  this 
Board,,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  under  this  Calendar  Number.  Failure  to  notify  the 
Board  of  change  of  ownership,  change  of  address  or  to  sub¬ 
mit  the  annual  affidavit  will  be  cause  of  revocation  of 
approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


127-70-SM 


APPLICANT — Arkansas  Company,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant:  Herman  G.  Weiland. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 


Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 


W hereas,  the  report  of  a  Committee  on  Test  reads : 
127-70-SM— The  Arkansas  Company,  Inc.,  Newark,  New 
Jersey,  filed  for  approval  of  a  flameproofing  agent  known  as 
Fi-Retard  IR  under  the  provisions  of  the  Flameproofing 
Rules  of  the  Board  of  Standards  and  Appeals. 

PROPOSED  USE:  Flameproofing  of  cotton,  rayon  and 
felt. 


DESCRIPTION :  Fi-Retard  IR  is  a  liquid.  It  is  a  phos- 
phate-Borate  type  and  contains  53%  active  ingredients.  The 
exact  composition  is  confidential  and  the  information  is  kept 
in  ^a  safe  with  the  Chief  Clerk  of  the  Board.  A  concentra¬ 
tion  of  25%  to  30%  of  IR  with  water  produdes  the  most 
effective  flameproofing  agent. 

INSPECTION  AND  TEST — Fi-Retard  IR  was  tested  by 
the  Better  Fabrics  Bureau  Reports  Nos.  29047  and  29250, 
and  met  all  the  requirements  of  the  Flameproofing  Rules  as 
a  flameproofing  agent  for  cotton,  rayon  and  felt,  (85% 
wool,  10%  rayon,  5%  cotton). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Fi-Retard  IR  under  the  Flameproof¬ 
ing  Rules  of  the  Board.  The  containers  of  the  flameproofing 
agent  shall  be  permanently  labeled  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  127-70-SM”. 


MINUTES 


A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


283-55-SA 

APPLICANT— Gilbarco  for  Gilbert  &  Barker  Company, 
owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  2/21/56.  Product :  Gasoline  Dispensers 
Models,  904RC,  906RC,  904HGRC  and  906  HGRC. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to 
a  questionnaire  from  the  Board,  indicating  that  this  appli¬ 
ance  is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

758-55-SA 

APPLICANT — Gilbarco  for  Gilbert  &  Barker  Co.,  owner. 
SUBJECT — Applicant  for  consideration  to  revoke  approval, 
dated  7/10/56.  Product:  Gasoline  Dispensing  Pumps, 
Models  CFP1D-1,  CFP1D-3,  CFP1D-13,  CFP1D-22, 
CFP1D-23,  CFP2D-7,  CFP2D-13,  CFP2D-23  and 
CFP2D-24. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore  re¬ 


voke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

845-55-SA 

APPLICANT — Gilbarco  for  Gilbert  &  Barker  Co.,  owner,  j 
SUBJECT — Application  for  consideration  to  revoke  ap-  ! 
proval,  dated  7/10/56.  Product:  Remote  Control  Gasoline 
Pump,  Models— RCP-1.  RCP-2,  RCP-3  and  RCP-4. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore  re¬ 
voke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

989-55-SA 

APPLICANT — Gilbarco  for  Gilbert  &  Barker  Co.,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  7/10/56.  Product:  Dual  Gasoline  Dispensing 
Pump,  Model  104D. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


TLIE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  ctied  and  all  subsequent  amend¬ 
ments  thereof. 

990-55-SA 

APPLICANT — Gilbarco  for  Gilbert  &  Barker  Co.,  owner. 
SUBJECT- — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  7/3/56.  Product:  Gilbarco  Single  Gasoline 
Dispensing  Pump,  Model  104. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 


40 
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Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


385-56-SA 

APPLICANT— Gilbarco  for  Gilbert  &  Barker  Co.,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  9/25/56.  Product:  Gilbarco  Gasoline  Dis¬ 
pensers,  Models  1006HG,  1004HG,  1002HG,  1006HGRC, 
1004HGRC,  and  1002HGRC. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore  re¬ 
voke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


386-56-SA 

APPLICANT — Gilbarco  for  Gilbert  &  Barker  Co.,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  12/4/56.  Product:  Commercial  Fleet  Re¬ 
mote  Control  Dispensers,  Models — CFPRCE-6  and 
CFPRCE-7. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore  re¬ 
voke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


208-57-SA 

APPLICANT — Gilbarco  for  Gilbert  &  Barker  Co.,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  11/13/70.  Product:  Gasoline  Dispensers, 
Models— 1003,  1003HG,  1005,  1005HG,  1005RC,  1005- 
HGRC,  1007,  1007HG,  1007RC  and  1007HGRC. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


268-57-SA 

APPLICANT — Gilbarco  for  Gilbert  &  Barker  Co.,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  11/13/57.  Product:  Twosome  Gasoline  Dis¬ 
pensers,  Models  1026,  1026RC,  1016,  and  1016RC. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative.:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

N  egative :  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


343-57-SA 

APPLICANT — Gilbarco  for  Gilbert  &  Barker  Co.,  owner. 
SUBJECT— Application  for  consideration  to  revoke  ap¬ 
proval,  dated  7/16/57.  Product:  Gilbarco  Low  Pressure 
Atomizing  Oil  Burner,  Model — LPB-1. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


184-58-SA 

APPLICANT — Gilbarco  for  Gilbert  &  Barker  Company, 
owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  6/3/58.  Product:  Gasoline  Dispensers, 
Models  FMP-2,  FMP-3  and  FMP-4. 

APPEARANCES— 

For  Applicant:  None. 
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ACTION  OF  BOARD— Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

733-58-SA 

APPLICANT — Gilbarco  for  Gilbert  &  Barker  Co.,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  4/21/59.  Product:  Gilbarco  &  Esso  Con¬ 
version  Oil  Burner,  Models — BD-30-10,  and  CD-30-30. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

740-58-SA 

APPLICANT — Gilbarco  for  Gilbert  &  Barker  Co.,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  4/21/59.  Product:  Twosome  Gasoline  Dis¬ 
pensers,  Models— 1124,  1124RC,  1114,  1114RC,  1134  and 
1134RC. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

N  egative :  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

170-59-SA 

APPLICANT — Gilbarco  for  Gilbert  &  Barker  Co.,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  7/7/59.  Product :  Gasoline  Dispenser,  re¬ 
mote  control,  Model  804. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


754-68-SM 

APPLICANT — Victor  D.  Dozzi  for  Plasteel  Products  Cor¬ 
poration,  owner. 

SUBJECT — Application  September  27,  1968 — Plasteel  Prod¬ 
ucts  Insulated  Metal  Wall  Panels  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker. 

Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


202-68-SM 

APPLICANT — Leonard  F.  Rothkrug  for  Block-Wall,  Inc., 
owner. 

SUBJECT — Application  March  15,  1968 — Block-Wall,  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant :  Dewey  Rothkrug. 

ACTION  OF  BOARD — Laid  over  without  date. 


542-68-SM 

APPLICANT — United  States  Gypsum  Company,  owner. 
SUBJECT — Alternate  construction  method. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  January  26,  1971,  at 
2  P.M. 


381-69-SA 

APPLICANT — Edwin  W.  Kleinert  for  Windsor  Machinery 
Corporation,  owner. 

SUBJECT — Application  July  1,  1969 — Windsor  Probe  Test 
System,  approval  of. 

APPEARANCES— 

For  Applicant :  Edwin  W.  Kleinert  and  R.  J.  Kopp. 
ACTION  OF  BOARD — Laid  over  to  January  26,  1971,  at 
2  P.M. 


85-70-SM 

APPLICANT— The  Lattimer- Stevens  Company,  owner. 
SUBJECT — Application  February  9,  1970 — Lockwing  Iron 
Body  Brass  Core  Stopcocks,  various  models,  approval  of. 

APPEARANCES— 

For  Applicant :  Jonn  F.  Drake. 

ACTION  OF  BOARD — Laid  over  without  date. 
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141-70-SA 

APPLICANT — Mueller  Company,  owner. 

SUBJECT — Application  March  17,  1970 — H 1 1 175  Luboseal 
Lockwing  Meter  Stop  and  HI  1102  Meter  Stop.  Approval 
of. 

APPEARANCES— 

For  Applicant :  Herbert  T.  Huffine. 

ACTION  OF  BOARD — Laid  over  without  date. 


479-70-SM 

APPLICANT — The  Gypsum  Association,  owner. 
SUBJECT — Application  August  19,  1970 — YY  Thick  Gyp¬ 
sum  Wallboard  as  protection  for  Steel  Supporting  Floor 
System — 2  Hours,  Model  Nos.  U.  L.  Design  254,255  U.  L. 
Test  No.  R4024-5,  approval  of. 

APPEARANCES— 

For  Applicant:  H.  M.  Cole  and  J.  J.  Gefford. 

ACTION  OF  BOARD — Laid  over  without  date. 


480-70-SM 

APPLICANT — Bestwall  Gypsum  Company,  Georgia-Pacific 
Corporation,  owner. 

SUBJECT — Application  August  19,  1970 — Y&"  Thick  Type 
“X”  Gypsum  Wallboard  as  protection  for  open  web  Steel 
Joists  supporting  Ceiling  System — 2  Hour  U.  L.  Design 
#69,  U.  L.  Test  No.  R2717-27. 

APPEARANCES— 

For  Applicant :  H.  M.  Cole  and  J.  J.  Gefford. 

ACTION  OF  BOARD — Laid  over  without  date. 


481-70-SM 

APPLICANT — Bestwall  Gypsum  Division,  Georgia-Pacific 
Corporation,  owner. 

SUBJECT — Application  August  19,  1970 — Y&"  Type  Gyp¬ 
sum  Wallboard  Non-Load  Bearing  Partition — 1  Hour, 
Ohio  State  University  Building  Research  Laboratory  Re¬ 
port  No.  T-3126. 

APPEARANCES— 

For  Applicant :  H.  M.  Cole  and  J.  J.  Gefford. 

ACTION  OF  BOARD — Laid  over  without  date. 


482-70-SM 

APPLICANT — The  Celotex  Corporation,  owner. 

SUBJECT — Yi"  and  YY  Type  “X”  Gypsum  Wallboard  on 
Non-load  Bearing  Partition — 2  Hours,  Model  Nos.  U.  L. 
Design  30  U.  L.  Test  R3660-1,  approval  of. 

APPEARANCES— 

For  Applicant :  H.  M.  Cole  and  J.  J.  Gefford. 

ACTION  OF  BOARD — Laid  over  without  date. 


499-70-A 

APPLICANT — Belson,  Connolly  and  Belson  or  Earl  W. 
Jimerson  Housing  Co.,  Inc.  and  Patrick  E.  Gorman  Hous¬ 
ing  Co.,  Inc.,  adjoining  property  owners. 

OWNER  OF  PREMISES— Wetson’s  Inc. 

SUBJECT — Application  September  1,  1970 — revocation  of 
permit  493/1970. 

PREMISES  AFFECTED — 998  to  1008  Rockaway  Avenue, 
northwest  corner  of  Linden  Boulevard,  Block  3634,  Lots 
54,  57,  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  Daniel  L.  Carroll. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  29,  1970,  reads  : 

“In  reply  to  your  letter  of  June  24,  1970,  please  be  ad¬ 
vised  that  the  above  application  has  been  reviewed  and 
found  to  be  in  accordance  with  all  rules  and  regulations. 
The  Alt.  Applic.  493-70  has  been  approved  as  a  Restaur¬ 
ant  with  Accessory  Parking  and  not  for  use  as  a  drive-in 
hamburger  stand  as  you  allege. 

Your  statement  Number  6  is  not  correct,  in  that,  this  is 
not  a  refreshment  stand.  The  characteristic  difference 
between  an  eating  and  drinking  place  with  accessory 
parking,  Use  Group  6,  and  a  drive-in  refreshment  stand, 
Use  Group  7,  is  that  a  refreshment  stand  has  a  store 
front  or  store  windows  which  may  be  opened  to  serve 
customers  outside  the  building — Zoning  Resolution 
32-411  and  32-412. 

The  plan  and  application,  as  approved  on  May  8th,  1970, 
shows  no  such  open  store  front  or  store  windows  through 
which  the  public  may  be  served  or  any  outdoor  service. 
Therefore,  there  has  been  no  change  in  use  and  the  ap¬ 
proval  cannot  be  revoked.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  29,  1970,  be  and  it  hereby  is  affirmed  and  that 
the  appeal  be  and  it  hereby  is  denied. 


614-70-A 

APPLICANT — Arthur  J.  Massett  for  Abraham  and  Sig¬ 
mund  Sommer,  owner. 

SUBJECT — Application  October  15,  1970— appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 133  to  157  West  50th  Street, 
north  side,  134  to  140  West  51st  Street,  490  feet  west  of 
Avenue  of  the  Americas,  Block  1003,  Lot  5,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Arthur  J.  Massett. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  o 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
March  13,  1963  and  September  18,  1970  on  Order  No.  1245-3, 
reads : 

“1.  Install  an  approved  automatic  sprinkler  system 
in  cellar,  having  at  least  one  source  of  water  supply, 
arranged  and  equipped  as  per  Chapt.  26-1372. 3b. 

and 
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Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
March  13,  1963  and  September  18,  1970,  acting  on  Order 
No.  1245-3,  Objection  No.  1,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  conform  to  drawings  marked  “Re¬ 
ceived  November  13,  1970,”  one  sheet;  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 

643-70-A 

APPLICANT — Herman  J.  Jessor  for  Twin  Pines  Village, 
Inc.,  owner. 

SUBJECT — Application  October  23,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  location  of 
fuel  oil  tank. 

PREMISES  AFFECTED — 165  Elmira  Loop,  northeast 
corner  of  Schroeders  Avenue,  Block  4452,  Lot  85,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Herman  J.  Jessor. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  20,  1970  on  F.O.  Applic.  648-70,  reads : 

“1.  400,000  Gal.  Tank  contrary  to  Sect.  C26- 
1416.3(4)  max.  size  permitted  is  20,000  Gal.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  20,  1970,  acting  on  Fuel  Oil  Applic.  648-70, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 

appeal  be  and  it  hereby  is  granted  on  condition  that  the 

building  shall  conform  to  drawings  marked  “Received  Octo¬ 
ber  23,  1970,”  4  sheets;  and  on  further  condition  that  the 

installation  of  the  tank  comply  with  the  Fire  Prevention 

Code  for  above-ground  bulk  fuel  oil  storage  tanks ;  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with. 


135-70-A 

APPLICANT — Penn  Central  Transportation  Company  for 
Pennsylvania  Tunnel  and  Terminal  Railroad  Company, 
owner. 

SUBJECT — Application  March  12,  1970 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  stand¬ 
pipe  system,  extinguishers. 

PREMISES  AFFECTED — 28th  Street  from  Borden  Ave¬ 
nue  to  54th  Street,  Long  Island  City.  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  William  P.  Jones. 

For  Administration :  Lt.  J.  P.  Manfredi  and  Capt.  J.  F. 

Petraglia,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  January  29,  1971,  at 
11  A.M.,  for  continued  hearing;  applicant  to  submit  brief. 

321-70-A 

APPLICANT — Department  of  Buildings,  City  of  New 
York  for  Abe  Maibach,  owner. 


SUBJECT — Application  May  25,  1970 — Revocation  of  Cer¬ 
tificate  of  Occupancy  No.  199,978. 

PREMISES  AFFECTED— 1232  to  1256  East  80th  Street, 
north  side,  from  Paerdegat  8th  Street  to  Paerdegat  9th 
Street,  entire  block,  front  36-46  Paerdegat  8th  Street  and 
35-45  Paerdegat  9th  Street,  Block  8058,  Lot  32,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Karl  Plofker  and  K.  Haash. 

ACTION  OF  BOARD — Laid  over  to  February  9,  1971,  at 
2  P.M.,  at  the  request  of  the  owner.  Laid  over  for  a  hear¬ 
ing.  Previously  inspected. 


328-70-A 

APPLICANT — Robert  Gottlieb  for  Adhesive  Products  Cor¬ 
poration,  owner. 

SUBJECT — Application  May  28,  1970 — Appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Discontinue  storage 
of  inflammable  mixtures  or  combustibles  or  inflammable 
liquids  in  the  6  unapproved  1,500  Gal.  buried  storage  tanks. 
Such  tanks  to  be  purged  and  filled  with  water.  Seal  with 
concrete  or  cement  all  accessible  openings  such  as  fill  lines, 
gauge  lines  excepting  vents  of  each  tank. 

PREMISES  AFFECTED — 1664  to  1680  Boone  Avenue, 
east  side,  115.15  feet  north  of  East  173rd  Street,  Block 
3015,  Lots  4  and  45,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Gerald  Levy. 

For  Administration :  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 

Manfredi,  F.  D. 

ACT  ION  OF  BOARD — Laid  over  to  February  2,  1971,  at 
2  P.M.,  for  continued  hearing;  applicant  to  submit  prog¬ 
ress  report. 


361-70-A 

APPLICANT — John  T.  O’Neill,  Commissioner,  Depart¬ 
ment  of  Buildings. 

OWNER  OF  PREMISES— David  Zavinsky. 

SUBJECT — Application  June  22,  1970 — Revocation  of  Cer¬ 
tificate  of  Occupancy  #201,576. 

PREMISES  AFFECTED — 142  to  156  33rd  Street,  south 
side,  100  feet  west  of  4th  Avenue,  Block  684,  Lot  25, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Karl  Plofker,  B.  D. 

For  Opposition  :  Larry  Meltzer. 

ACTION  OF  BOARD — Laid  over  to  January  26,  1971,  at 
2  P.M.,  for  a  further  progress  report.  Continued  hearing. 
Previously  inspected. 


384-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
SUBJECT — Application  July  9,  1970 — for  modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 91-14 — 91-16  144th  Place,  west 
side,  100  feet  north  of  Archer  Avenue,  Block  9984,  Lot  11, 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi  and  Capt.  J.  F.  Petrag¬ 
lia,  F.  D. 

For  Opposition:  Walter  Schlegel,  B.  D.  and  Robert  S. 
Field. 

ACTION  OF  BOARD — Laid  over  to  January  26.  1971,  at 
2  P.M.,  for  decision;  owner  to  submit  statement;  hearing 
closed. 


44 


MINUTES 


388-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
SUBJECT—  Application  July  9,  1970 — application  for  modi¬ 
fication  of  Certificate  of  Occupancy,  re-  sprinkler  system. 
PREMISES  AFFECTED— 85-09  57th  Avenue,  west  side, 
78  feet  north  of  Haspel  Street,  Block  2881,  Lot  30,  Elm¬ 
hurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi  and  Capt.  J.  F.  Petrag- 
lia,  F.  D. 

For  Opposition:  Walter  Schlegel,  B.  D.  and  M.  Birnbaum. 
ACTION  OF  BOARD — Laid  over  to  January  26,  1971,  at 
2  P.M.,  for  a  progress  report  with  respect  to  the  applica¬ 
tion  with  the  Building  Department  for  a  sprinkler  system. 
Hearing  continued.  Previously  inspected. 


511-70-A 

APPLICANT — Ribelle  Perotto  for  Bethune  Tower,  Incor¬ 
porated,  owner. 

SUBJECT — Application  September  3,  1970 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  location  of 
fuel  oil  tank. 

PREMISES  AFFECTED — 646  Lenox  Avenue,  southeast 
corner  of  West  143rd  Street,  Block  1740,  Lot  1,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  G.  Fuchs  and  R.  Perotto. 

ACTION  OF  BOARD — Laid  over  to  January  19,  1971,  at 
2  P.M.,  at  the  request  of  the  owner.  Laid  over  for  a  hear¬ 
ing.  Previously  inspected. 

526-70-A 

APPLICANT — Ervin  Palmer  for  A.  Trenkman  Estates, 
Incorporated,  owner. 

SLTBJECT — Application  August  27,  1970 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  egress,  height, 
handrails  and  stairs 

PREMISES  AFFECTED — 237-239  Centre  Street,  west 
side,  100  feet  north  of  Grand  Street,  Block  472,  Lots  22, 
23,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Ervin  Palmer. 

ACTION  OF  BOARD — Laid  over  to  January  19,  1971,  at 
2  P.M.,  for  decision ;  applicant  to  amend  drawings ;  hear¬ 
ing  closed. 


620- 70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Leon  Slavny. 

SUBJECT — Application  October  15,  1970— for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 346  to  348  Grand  Street,  south 
side,  100  feet  west  of  Marcy  Avenue,  Block  2396,  Lot  14, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man¬ 
fredi,  F.  D. 

For  Opposition:  Walter  Schlegel,  B.  D.  and  Philip 
Agusta. 

ACTION  OF  BOARD — Laid  over  to  January  26,  1971,  at 
2  P.M.,  at  the  request  of  the  owner.  Laid  over  for  a  hear¬ 
ing.  Previously  inspected. 

621- 70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 


OWNER  OF  PREMISES — Grand  Paradise  Company,  Inc. 
SUBJECT — Application  October  15,  1970 — for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 318  to  330  Grand  Street,  119  to 
131  Havemeyer  Street,  southeast  corner,  265  to  271  South 
1st  Street,  Block  2396,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man¬ 
fredi,  F.  D. 

For  Opposition:  Walter  Schlegel,  B.  D.  and  Kenneth 
Singer. 

ACTION  OF  BOARD — Laid  over  to  January  26,  1971,  at 
2  P .M.,  at  the  request  of  the  owner.  Laid  over  for  hearing. 
Previously  inspected. 

622-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner, 

OWNER  OF  PREMISES — 96-01  Jamaica  Realty  Corpora¬ 
tion,  c/o  Le  Cordon  Bleu. 

SUBJECT — Application  October  15,  1970 — for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISP.S  AFFECTED — 96-01  Jamaica  Avenue,  north¬ 
east  corner  of  96th  Street,  Block  8893,  Lot  1,  Richmond 
Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man¬ 
fredi,  F.  D. 

For  Opposition:  Walter  Schlegel,  B.  D.  and  Ralph  T. 
Chiaro. 

ACTION  OF  BOARD — Laid  over  to  January  26,  1971,  at 
2  P.M.,  at  the  request  of  the  owner.  Laid  over  for  hear¬ 
ing.  Previously  inspected. 


623-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Howard  Stores  Corporation. 
SUBJECT — Application  October  15,  1970 — for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 82  and  84  Stanton  Street, 
northeast  corner  of  Allen  Street,  Block  417,  Lots  70,  71, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man¬ 
fredi,  F.  D. 

For  Opposition:  Walter  Schlegel,  B.  D.  and  Herbert 
Newman. 

ACTION  OF  BOARD — Laid  over  to  January  26,  1971,  at 
2  P.M.,  at  the  request  of  the  owner.  Laid  over  for  hear¬ 
ing.  Previously  inspected. 

637-70-A 

APPLICANT — John  J.  Macchia  for  National  Cylinder  Gas, 
Division  of  Chemtron  Corporation,  owner. 

SUBJECT — Application  October  21,  1970 — Appeal  from  an 
order  of  the  Fire  Commissioner  re-  transportation  of 
liquid  oxygen  nitrogen  in  open  vented  trucks. 

APPEARANCES— 

For  Applicant:  Anson  M.  Keller  and  Gerald  F.  Cain. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  January  26,  1971,  at 
2  P.M.,  for  continued  hearing. 

713-70-A 

APPLICANT — Stephen  B.  Jacobs,  for  Mr.  Alvin  C. 
Hudgins,  owner. 
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SUBJECT — Application  November  30,  1970 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  egress. 
PREMISES  AFFECTED— 27-29  West  94th  Street,  north 
side,  243  feet  west  of  Central  Park  West,  Block  1208,  Lots 
22,  22^4,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Stephen  B.  Jacobs  and  Alvin  Hudgins. 


ACTION  OF  BOARD — Laid  over  to  February  2,  1971,  at 
2  P.M.,  for  hearing. 


Adjourned  :  3  :50  P.M. 

James  P.  Mulroy,  Secretary 
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NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  repre¬ 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  hearing 
can  be  entertained  in  view  of  this  publication  and  of  the 
posting  of  the  calendars  on  the  bulletin  board  in  the  offices 
of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will  be 
held  in  abeyance  by  reason  of  failure  of  the  appellant  or 
applicant  to  file  necessary  data,  or  by  any  other  method  of 
delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 
in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  80 
Lafayette  Street,  9th  floor,  Manhattan,  at  five  cents  each — 
add  postage  payment  if  the  forms  are  forwarded  by  mail. 
Purchase  payment  by  postage  stamps  NOT  ACCEPTABLE. 
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NOTICE  OF  PETITION  AND  PETITION  TO 
REVIEW  DECISION  AND  DETERMINATION 
OF  BOARD  OF  STANDARDS  AND  APPEALS  OF 
THE  CITY  OF  NEW  YORK  SERVED  ON  THE 
BOAfcD  OF  STANDARDS  AND  APPEALS. 

On  December  30,  1970,  Notice  of  Petition  and  Petition  to  Review 
Decision  and  Determination  of  Board  of  Standards  and  Appeals  of 
The  City  of  New  York  was  served  on  the  Board  on  December  30,  1970 
by  attorneys,  Goldwater  &  Flynn,  for  petitioner.  The  Golden  Eagle, 
Inc.,  owner,  seeking  a  review  of  the  Board’s  determination  on  Novem¬ 
ber  24,  1970  which  denied  the  application  and  appeal  from  a  decision 
of  the  Borough  Superintendent  regarding  a  previous  revocation  of 
Permit  No.  2322;  Calendar  Number  580-70-A;  Premises  528  to  542 
West  56th  Street,  south  side,  200  feet  east  of  11th  Avenue,  Block  1084, 
Lot  9,  Borough  of  Manhattan. 


CONTENTS 


Notice  of  Petition  and  Petition  to  Review  Decision  and 
Determination  of  Board  of  Standards  and  Appeals  of 
the  City  of  New  York  Served  on  The  Board  of  Stand¬ 
ards  and  Appeals. 


Solomon  Sheer,  P.  E..  Director 


Docket. 

Notice  of  Hearing  of  Calendar. 


I 


James  P.  Mulroy,  Secretary 


Minutes  of  Regular  Meeting,  Tuesday  Morning,  Janu¬ 
ary  19,  1971,  Affecting  Calendar  Numbers — 


John  B.  Cincotta,  Chief  Clerk 


432-70-BZ 

684-70-BZ 

27-57-A 

433-70-BZ 

685-70-A 

542-56-BZ 

434-70-BZ 

697-70-BZ 

1048-62-BZ 

435-70-BZ 

706-70-BZ 

875-66-B  Z 

551-70-BZ 

259-70-BZ 

1326-66-BZ — Vol.  II 

583-70-BZ 

308-70-BZ 

671-68-BZ 

607-70-BZ 

325-70-BZ 

312-69-BZ 

612-70-BZ 

326-70-A 

322-69-BZ 

630-70-BZ 

421-70-BZ 

378-69-BZ 

631-70-BZ 

500-70-BZ 

664-69-BZ 

651-70-BZ 

585-70-BZ 

430-70-BZ 

673-70-BZ 

654-70-BZ 

431-70-BZ 


Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  Janu¬ 
ary  19,  1971,  Affecting  Calendar  Numbers — 


498-70-A 

233-70-A 

505-70-A 

lit 

501-70-A 

386-70-A 

508-70-A 

Office — 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 

511-70-A 

4 14-70- A 

663-70-A 

526-70-A 

502-70-A 

679-70-A 

York,  N,  Y.  10013. 

578-70-A 

503-70-A 

664-70-A 

Telephone — 566-5174. 

670- 70-A 

671- 70-A 

Warning  Notice. 

504-70-A 

694-70-A 

'•  | 
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DOCKET 

New  Cases  Filed  up  to  January  19,  1971 

Cal.  No.  Dept.  Premises  Affected 

13-71-BZ — B.B. — 4312  Fort  Hamilton  Parkway,  south¬ 
west  corner  of  43rd  Street,  Block  5602,  Lot  41,  Borough 
of  Brooklyn,  N.B.  No.  316-70,  re-  Reconstruction  of  an 
automotive  service  station,  C2-3  mapped  in  R6  district. 


14-71-SM — Kiesling  Hess  Fabric  Service  Company, 
Flamefoe  WP,  manufactured  by  Kiesling  Hess  Fabric 
Service  Company,  Material. 


15-71-A — B.R. — 22  Ovis  Place,  south  side,  166.50  feet 
west  of  Hylan  Boulevard,  Block  5026,  Lot  123,  Bay  Ter¬ 
race,  Borough  of  Richmond,  N.B.  No.  3490-69,  re-  Erec¬ 
tion  of  building  not  fronting  on  a  legal  street,  General 
City  Law. 


16-71-A — B.R. — 23  Thayer  Place,  north  side,  165.91  feet 
west  of  Hylan  Boulevard,  Block  5027,  Lot  41,  Bay  Ter¬ 
race,  Borough  of  Richmond,  N.B.  3462-69,  re-  Erection 
of  building  not  fronting  on  a  legal  street,  General  City 
Law. 


17-71-A — B.R. — 27  Thayer  Place,  north  side,  140.63  feet 
west  of  Hylan  Boulevard,  Block  5027,  Lot  40,  Bay  Ter¬ 
race,  Borough  of  Richmond,  N.B.  No.  3463-69,  re-  Erec¬ 
tion  of  building  not  fronting  legal  street,  General  City 
Law. 


18-71-A — B.R.— 29  Thayer  Place,  north  side,  118.90  feet 
west  of  Hylan  Boulevard,  Block  5027,  Lot  38,  Bay  Ter¬ 
race,  Borough  of  Richmond,  N.B.  No.  3464-69,  re-  Erec¬ 
tion  of  building  not  fronting  legal  street,  General  City 
Law. 


19-71-A — B.R. — 33  Thayer  Place,  north  side,  97.27  feet 
west  of  Hylan  Boulevard,  Block  5027,  Lot  37,  Bay  Ter¬ 
race,  Borough  of  Richmond,  N.B.  3465-69,  re-  Erection 
of  building  not  fronting  on  a  legal  street,  General  City 
Law. 


20-71-A — B.R. — 35  Thayer  Place,  north  side,  75.62  feet 
west  of  Hylan  Boulevard,  Block  5027,  Lot  35,  Bay  Ter¬ 
race,  Borough  of  Richmond,  N.B.  No.  3466-69,  re-  Erec¬ 
tion  of  building  not  fronting  on  a  legal  street,  General 
City  Law. 


21-71-A — B.R. — 37  Thayer  Place,  north  side,  53.95  feet 
west  of  Hylan  Boulevard,  Block  5027,  Lot  34,  Bay  Ter¬ 
race,  Borough  of  Richmond,  N.  B.  No.  3467-69,  re-  Erec¬ 
tion  of  building  not  fronting  on  a  legal  street,  General 
City  Law. 


22-71-A — B.R. — 41  Thayer  Place,  north  side,  32.28  feet 
west  of  Hylan  Boulevard,  Block  5027,  Lot  32,  Bay  Ter¬ 
race,  Borough  of  Richmond,  N.B.  No.  3468-69,  re-  Erec¬ 
tion  of  building  not  fronting  on  a  legal  street,  General 
City  Law. 


23-71-A — B.R. — 40  Ovis  Place,  south  side,  24  feet  west 
of  Hylan  Boulevard,  Block  5026,  Lot  131,  Bay  Terrace, 
Borough  of  Richmond,  N.B.  No.  3496-69,  re-  Erection 
of  building  not  fronting  on  a  legal  street,  General  City 
Law. 


building  not  fronting  on  a  legal  street,  General  City 
Law. 


25-7 1-A — B.R. — 34  Ovis  Place,  south  side,  71.50  feet  west 
of  Hylan  Boulevard,  Block  5026,  Lot  128,  Bay  Terrace, 
Borough  of  Richmond,  N.B.  No.  3494-69,  re-  Erection 
of  building  not  fronting  on  a  legal  street,  General  City 
Law. 


26-7 1-A — B.R. — 30  Ovis  Place,  south  side,  95.25  feet  west 
of  Hylan  Boulevard,  Block  5026,  Lot  127,  Bay  Terrace, 
Borough  of  Richmond,  N.B.  No.  3493-69,  re-  Erection 
of  building  not  fronting  on  a  legal  street,  General  City 
Law. 


27-71-A — B.R. — 28  Ovis  Place,  south  side,  119  feet  west 
of  Hylan  Boulevard,  Block  5026,  Lot  125,  Bay  Terrace, 
Borough  of  Richmond,  N.B.  No.  3492-69,  re-  Erection 
of  building  not  fronting  on  a  legal  street.  General  City 
Law. 


28-71-A — B.R. — 24  Ovis  Place,  south  side,  142.75  feet 
west  of  Hylan  Boulevard,  Block  5026,  Lot  124,  Bay 
Terrace,  Borough  of  Richmond,  N.B.  No.  3491-69,  re- 
Erection  of  building  not  fronting  on  a  legal  street,  Gen¬ 
eral  City  Law. 


29-71-A — B.R. — 35  Ovis  Place,  north  side,  48  feet  west 
of  Hylan  Boulevard,  Block  5028,  Lot  5,  Bay  Terrace, 
Borough  of  Richmond,  N.B.  No.  3344-69,  re-  Erection 
of  building  not  fronting  on  a  legal  street.  General  City 
Law. 


30-71-A — B.R. — 39  Ovis  Place,  north  side,  24  feet  west 
of  Hylan  Boulevard,  Block  5028,  Lot  4,  Bay  Terrace, 
Borough  of  Richmond,  N.B.  No.  3343-69,  re-  Erection 
of  building  not  fronting  on  a  legal  street,  General  City 
Law. 


31-71-A — B.R.— 21  Ovis  Place,  north  side,  147.55  feet 
east  of  Thollen  Street,  Block  5028,  Lot  14,  Bay  Terrace, 
Borough  of  Richmond.  N.B.  No.  3349-69,  re-  Erection 
of  building  not  fronting  on  a  legal  street,  General  City 
Law. 


32-71-A — B.R. — 33  Ovis  Place,  north  side,  72  feet  west 
of  Hylan  Boulevard,  Block  5028,  Lot  6,  Bay  Terrace, 
Borough  of  Richmond,  N.B.  No.  3345-69,  re-  Erection 
of  building  not  fronting  on  a  legal  street,  General  City 
Law. 


33-71-A — B.R. — 29  Ovis  Place,  north  side,  96  feet  west 
of  Hylan  Boulevard,  Block  5028,  Lot  7,  Bay  Terrace, 
Borough  of  Richmond,  N.B.  No.  3346-69,  re-  Erection  of 
building  not  fronting  on  a  legal  street,  General  City 
Law. 


34-71-A — B.R. — 27  Ovis  Place,  north  side,  120  feet  west 
of  Hylan  Boulevard,  Block  5028,  Lot  9,  Bay  Terrace, 
Borough  of  Richmond,  N.B.  No.  3347-69,  re-  Erection  of 
building  not  fronting  on  a  legal  street,  General  City 
Law. 


35-71-A — B.R. — 23  Ovis  Place,  north  side,  144  feet  west 
of  Hylan  Boulevard,  Block  5028,  Lot  12,  Bay  Terrace, 
Borough  of  Richmond,  N.B.  No.  3348-69,  re-  Erection  of 
building  not  fronting  on  a  legal  street,  General  City 
Law. 


36-71-A — B.R. — 42  Thayer  Place,  south  side,  40  feet  west 
of  Hylan  Boulevard,  Block  5028,  Lot  42,  Bav  Terrace, 
Borough  of  Richmond,  N.B.  No.  3454-69,  re-  Erection  of 
building  not  fronting  on  a  legal  street,  General  City 
Law. 


24-71-A — B.R. — 36  Ovis  Place,  south  side,  47.75  feet  west 
of  Hylan  Boulevard,  Block  5026,  Lot  129,  Bay  Terrace, 
Borough  of  Richmond,  N.B.  No.  3495-69,  Erection  of 
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37-71-A — B.R. — 38  Thayer  Place,  south  side,  63.75  feet 
west  of  Hylan  Boulevard,  Block  5028,  Lot  40,  Bay  Ter¬ 
race,  Borough  of  Richmond,  N.B.  No.  3453-69,  re-  Erec¬ 
tion  of  building  not  fronting  on  a  legal  street.  General 
City  Law. 


38-71-A — B.R. — 36  Thayer  Place,  south  side,  87.50  feet 
west  of  Hylan  Boulevard,  Block  5028,  Lot  39,  Bay  Ter¬ 
race,  Borough  of  Richmond,  N.B.  No.  3365-69,  re-’  Erec¬ 
tion  of  building  not  fronting  on  a  legal  street,  General 
City  Law. 


39-71-A — B.R. — 32  Thayer  Place,  south  side,  111.25  feet 
west  of  Hylan  Boulevard,  Block  5028,  Lot  37,  Bay  Ter¬ 
race,  Borough  of  Richmond,  N.B.  No.  3364-69,  re-  Erec¬ 
tion  of  building  not  fronting  on  a  legal  street,  General 
City  Law. 


40-71-A — B.R. — 30  Thayer  Place,  south  side,  135.00  feet 
west  of  Hylan  Boulevard,  Block  5028,  Lot  35,  Bay  Ter¬ 
race,  Borough  of  Richmond,  N.B.  No.  3363-69,  re-  Erec¬ 
tion  of  building  not  fronting  on  a  legal  street,  General 
City  Law. 


41-71-A — B.R. — 26  Thayer  Place,  south  side,  158.75  feet 
west  of  Hylan  Boulevard,  Block  5028,  Lot  34,  Bay  Ter¬ 
race,  Borough  of  Richmond,  N.B.  No.  3362-69,  re-  Erec¬ 
tion  of  building  not  fronting  on  a  legal  street,  General 
City  Law. 


42-7 1  - B Z — B .  B . — 227 0  Flatbush  Avenue,  4215-23  Fillmore 
Avenue,  north  west  corner  of  Fillmore  Avenue,  Block 
8486,  Lot  1,  Borough  of  Brooklyn,  Alt.  No.  1926-70.  re- 
Proposed  enlargement  of  Veterinary  Hospital,  C2-2  in 
R3-2  district. 


43-71-SM— Morgen  Manufacturing  Company,  Adjustible 
Steel  Scaffolding,  manufactured  bv  Margen  Manufactur¬ 
ing  Company,  Material. 


44-71-SM — A.  W.  Flint  Company,  Incorporated,  Alum¬ 
inum  Swing  Stage  Platforms,  manufactured  by  A.  W. 
Flint  Company,  Incorporated,  Material. 


45-71-BZ — B.B. — 1256  East  54th  Street,  west  side,  350 
feet  north  of  Avenue  K,  Block  7801,  Lot  59,  Boroup-h 
of  Brooklyn,  N.B.  No.  367-70,  re-  Proposed  one  familv 
dwelling,  R4  district. 


1971— -decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  7e  of  the  Zoning  Resolution,  to  permit  in  a  residence 
use  district,  the  change  in  use  of  the  premises  constructed 
and  maintained  in  part  as  a  gasoline  service  station  with 
conjunctive  uses  and  in  part  as  a  doctor’s  office  building  bv 
converting  the  doctor’s  office  building  to  an  office  building 
and  maintenance  of  a  business  sign 

PREMISES  AFFECTED-58-12  to  58-30  (58-12  to  58-20 
othcial)  brancis  Lewis  Boulevard  and  58-15  to  58-37 
Holhs  Court  Boulevard,  northwest  corner,  Block  7450,  Lot 
11,  blushing,  Borough  of  Queens. 


711-53-BZ — Vol.  Ill 

APPLICANT— Lama  &  Vassalotti  for  Getty  Oil  Company 
owner.  * 

SUBJECT  Application  for  consideration — reopening  for 

extension  of  term  of  variance  which  expired  July  24  1971 _ 

decision  of  the  Borough  Superintendent;  previously ’granted 
on  condition,  under  Sections  7f  and  7i  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  retail  use  district,  the  increase  in 
area  ot  the  present  gasoline  service  station,  previously 
granted  by  the  Board,  by  adding  the  adjoining  lot  for  use 
ot  parking  and  storage  of  motor  vehicles  and  a  ground  sign. 
PREMISES  AFFECTED— 114-01  to  114-19  (114-05  of- 
haal)  banners  Boulevard,  east  side,  from  114th  Road  to 

?91,rm°C,k  tT’i  Jl'0^0,191'08  Murdock  Avenue  and 

l  .ln0/  c  V  ll  114*h  Roaf  Block  11007>  formerly  Lots 
and  5,  St.  Albans,  Borough  of  Queens. 


349-61-BZ  - - 

APPLICANT  Robert  Gottlieb  for  James  Petrillo,  owner. 

SUBJECT  Application  for  consideration — reopening  for 

extension  of  term  of  variance  which  expires  July  18  1971 _ 

decision  of  the  Borough  Superintendent;  previously  granted 
on  condition,  under  Section  7h  of  the  Zoning  Resolution 
permitting  in  retail  and  residence  use  districts,  the  parking 
and  storage  of  pleasure  type  automobiles  in  assigned  spaces 
on  a  monthly  rental  basis,  for  a  term  of  ten  years. 

PRn^oa?o  f AFFE(STED— 1221  Morrison  Avenue,  west 
side,  99.89  feet  north  of  Westchester  Avenue,  Block  3777, 
Lot  58,  Borough  of  The  Bronx. 


485-70-BZ 


46-71-BZ — B.Q. — 82-04  153rd  Avenue,  south  side,  from 
82nd  to  83rd  Street,  Block  11444,  Lot  25,  Lindenwood 
Borough  of  Queens,  N.B.  No.  730-70,  re-  Proposed  Bank’ 
R5  district. 


DfE5TM?ATI(iNS:,  ,D— "Department:  of  Buildings;  B.B.— Departme 
nf  Bmldmgs,  Brooklyn:  B.M.— Department  of  Buildings,  Manhatta 
.4-  -Department  of  Buildings,  Queens;  B.R.— Department  of  Buil 
mgs  Rmhmond:  B.Bx.— Department  of  Buildings,  Bronx;  H.D. 
Health  Department;  F.D. — Fire  Department. 


FEBRUARY  9,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  9,  1971,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

197-54-BZ— Vol.  Ill 

APPLICANT — Lama  &  Vassalotti  for  Bartley  Holding 
Corp.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  17, 


APPLICANT— Buckley  and  Kisseloff  for  Hershey  Associ¬ 
ates,  Inc.,  owner. 


SUBJECT— Application  August  20,  1970— decision  of  the 
Borough  Superintendent  under  Section  666  of  the  New 
}  °.rk  Clty  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  m  an  R3-2  district,  the  erection  of  a  one 
s  0IV  anc*  mezzanine  building  for  use  as  a  warehouse  with 
accessory  parking  in  the  open  area. 


L  L.ompton  dim  ivewman  /wenue 

northwest  corner  of  Pugsley  Avenue,  Block  3502,  Lots  1 

and  2  Borough  of  The  Bronx  (no  street  or  house 
number). 


Laid  over  from  January  12,  1971,  for  hearing  at  the 
request  of  the  applicant. 


630-70-BZ 


APPLICANT— Buckley  and  Kisseloff  for  St.  Andrew  As¬ 
sociates,  owner,  Capitol  Industries,  Inc.,  lessee. 

SUBJECT  Application  October  16,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  666  of  the  New 
York  City  Charter  and  Section  72-01  (b)  of  the  Zoning 
Resolution,  to  permit  in  a  C6-6  district,  on  an  office  build- 
mg  the  installation  of  illuminated  signs  that  exceeds  the 
permitted  surface  area,  exceeds  the  permitted  height  above 
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curb  level  and  an  advertising  sign  that  encroaches  on  the 
adjoining  lot. 

PREMISES  AFFECTED— 1368  to  1374  Avenue  of  the 
Americas,  64  to  68  West  56  Street,  southeast  corner,  71 
West  55th  Street,  Block  1271,  Lots  6,  70,  71  and  73,  Bor¬ 
ough  of  Manhattan. 

Laid  over  from  January  19,  1971,  for  hearing. 


523-70-BZ 

APPLICANT— Arthur  J.  McGee  for  Hunter  Associates, 

owner. 

SUBJECT— Application  August  27,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  erection  of  a 
one  story  and  cellar  building  for  use  as  a  metal  and  plastic 
manufacturing  establishment. 

PREMISES  AFFECTED— 37-05  108th  Street,  southeast 
corner  of  37th  Avenue,  Block  1777,  Lots  1  and  4,  Corona, 
Borough  of  Queens. 


542-70-BZ 

APPLICANT— Ludwig  P.  Bono  for  Charles  Goldberg, 
owner. 

SUBJECT— Application  August  17,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  conversion 
of  a  two  family  dwelling  to  a  three  family  dwelling  that 
increases  the  degree  of  non-compliance  in  floor  area  ratio, 
open  space  ratio  and  encroachment  in  the  side  yard  and 
creates  non-compliance  in  lot  area  per  room. 

PREMISES  AFFECTED— 2005  Hone  Avenue,  northwest 
corner  of  Neill  Avenue,  Block  4302,  Lot  21,  Borough  of 
The  Bronx. 


590-70-BZ 

APPLICANT — Max  Siegel  Associates  for  Cambridge  Hold¬ 
ing  Company,  owner,  Cambridge  Garage  Corporation, 
lessee. 

SUBJECT — Application  September  28,  1970 — decision  of 
the  Borough  Superintendent,  under  Section  60(3)  of  the 
Multiple  Dwelling  Law,  to  permit  in  an  R10  district,  in 
an  existing  22  story  multiple  dwelling,  the  addition  to  the 
uses  to  include  transient  parking  for  the  unused  and  sur¬ 
plus  tenants  spaces  for  a  term  of  fifteen  years. 

PREMISES  AFFECTED — 1596  to  1608  York  Avenue  and 
508  East  85th  Street,  southeast  corner,  Block  1581,  Lot  49, 
Borough  of  Manhattan. 


591-70-A 

APPLICANT — Max  Siegel  Associates  for  Cambridge  Hold¬ 
ing  Company,  owner ;  Cambridge  Garage  Corporation, 
lessee. 

SUBJECT — Application  September  28,  1970 — filed  pursuant 
to  Section  60  of  the  Multiple  Dwelling  Law  re-  use  of 
accessory  garage  to  a  Multiple  Dwelling  for  transient 
parking. 

PREMISES  AFFECTED— 1596  to  1608  York  Avenue  and 
508  East  85th  Street,  southeast  corner,  Block  1581,  Lot 
49,  Borough  of  Manhattan. 


681-70-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 
SUBJECT— Application  November  12,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  73-14  and  73-65 
of  the  Zoning  Resolution,  to  permit  in  an  R3-2  district, 
the  erection  of  a  fourth  floor  to  an  existing  telephone 


exchange  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio,  open  space  ratio,  front  yard,  side  yard 
and  sky  exposure  plane. 

PREMISES  AFFECTED— 140-02  to  140-10  183rd  Street, 
182-08  to  182-26  140th  Avenue,  southwest  corner  and  182nd 
Street,  Block  13040,  Lot  1,  Springfield  Gardens,  Borough 
of  Queens. 


693-70-BZ 

APPLICANT— David  Weinberg,  for  New  York  Bank  for 
Savings,  owner. 

SUBJECT— Application  November  18,  1970— decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-42 
of  the  Zoning  Resolution,  to  permit  in  a  C6-2,  C2-5  and 
R8  district,  the  construction  and  maintenance  of  a  public 
parking  lot  extending  into  the  residence  portion  of  the  site. 

PREMISES  AFFECTED— 307  West  14th  Street,  north 
side  125  feet  west  of  8th  Avenue,  89  to  95  8th  Avenue 
and  308  to  310  West  15th  Street,  Block  738,  Lots  30,  37, 
38.  40  and  46,  Borough  of  Manhattan. 


210-70-BZ 

APPLICANT— Arthur  J.  McGee  for  Morris  J.  Goldberg, 

owner. 

SUBJECT— Application  April  3,  1970— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  building  for  use  as  a  factory  with  accessory 
loading  and  parking  in  the  open  area. 

PREMISES  AFFECTED— 111-02  Astoria  Boulevard, 
southeast  corner  of  111th  Street,  Block  1705,  Lots  1  and 
5,  Astoria,  Borough  of  Queens. 

Laid  over  from  December  15,  1970,  for  continued  hear¬ 
ing  at  the  request  of  the  City  Planning  Commission  and 
applicant. 


546-70-BZ 

APPLICANT— Max  Siegel  Associates  for  Stratford  Hold¬ 
ing  Company,  owner ;  York  73rd  Garage  Corporation, 
lessee. 

SUBJECT— Application  September  16,  1970— decision  of  the 
Borough  Superintendent,  under  Section  60(3)  of  the  Mul¬ 
tiple  Dwelling  Law  to  permit  in  an  R8  and  R10  district, 
in  an  existing  34  story  multiple  dwelling  the  addition  to 
the  uses  to  include  transient  parking  for  the  unused  or 
surplus  tenant  spaces  for  a  term  of  15  years. 

PREMISES  AFFECTED— 1377  to  1391  York  Avenue  and 
433  to  437  East  73rd  Street,  northwest  corner,  and  492  to 
496  East  74th  Street,  Block  1468,  Lot  21,  Borough  of 
Manhattan. 

Laid  over  from  January  5,  1971,  for  continued  hearing; 

applicant  to  submit  additional  data. 


547-70-A 

APPLICANT— Max  Siegel  Associates  for  Stratford  Hold¬ 
ing  Company,  owner ;  York  73rd  Garage  Corporation, 
lessee. 

SUBJECT— Application  September  16,  1970— filed  pursuant 
to  Section  60  of  the  Multiple  Dwelling  Law  re-  use  of 
accessory  garage  to  a  Multiple  Dwelling  for  transient 
parking. 

PREMISES  AFFECTED— 1377  to  1391  York  Avenue  and 
433  to  437  East  73rd  Street,  northwest  corner,  and  492  to 
496  East  74th  Street,  Block  1468,  Lot  21,  Borough  of 
Manhattan. 

THOMAS  F.  GALVIN,  Chairman 
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FEBRUARY  9,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  February  9,  1971,  at  2  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 

708-69-SA 

APPLICANT — Patterson  Industries,  Inc. — Fire  pumps. 

175-70-SA 

APPLICANT — Alpine-Western,  Inc. — Drying  oven 

268-70-SM 

APPLICANT — The  Universal  Builders  Supply  Co.,  Inc. — 
Shore 

359-70-SM 

APPLICANT — The  Kaiser  Gypsum  Company,  Inc. — Two- 
hour  non-load  bearing  noncombustible  drywall  shaft  par¬ 
tition. 

371- 70-SM 

APPLICANT— The  United  States  Gypsum  Company— Two- 
hour  caged  beam  floor  and  ceiling  assembly  fireproofing. 

372- 70-M 

APPLICANT — The  United  States  Gypsum  Company — 
Three-hour  caged  beam  floor  and  ceiling  assembly  fire¬ 
proofing. 

380-70-SM  ' 

APPLICANT — The  Carsi  Company,  Incorporated — Dry 
wall  construction. 

398-70-SM  ’ 

APPLICANT — General  Signal  Corp. — Fire  pumps 

405-70-SA  ~ 

APPLICANT — The  Majestic  Company — Vented  decorative 
gas  appliance 

410-70-SA 

APPLICANT — Ball  Manufacturing,  Inc. — Flow  switch 

438- 70-SM 

APPLICANT — Metal-Fab,  Inc. — Type  B  Vent 

439- 70-M 

APPLICANT — The  United  States  Gypsum  Company — Two- 
hour  fire  resistant  curtain  wall 

483-70-SM 

APPLICANT — Hilti,  Inc. — Powder  actuated  tool 

488-70-SA 

APPLICANT — The  DeVilbiss  Company — Spray  booth 

576-70-SM 

APPLICANT — E.  I.  du  Pont  de  Nemours  and  Co. — Plastic 
wash  basin 


588-70-SM 

APPLICANT — The  Hico  Corporation  of  America — Scaffold 

597-70-SA 

APPLICANT  The  Westinghouse  Electric  Corporation — 
Door  interlock 


l42D9-fZy--Vo1-  VIII — B.Bx. — 1781  Nereid  Avenue, 
IN. -D.  oZUj-61. 

t?i3_:?£YT,Vo1*  — B.B. — 3030  Emmons  Avenue, 

1S1.J3.  oUoo-61. 

Ji^'?1ZY~VoL  VII— B.Q.— 39-60  54th  Street,  N.B. 

^U57-61. 

cnIo~JiZ^  Vol.  VH — B.Q.— 85-10  149th  Avenue,  N.B. 

oUoo-61. 

— Vo1*  VII— B.Q.— 33-22  255th  Street,  N.B. 

3384-61. 

????‘SZY— VoL  VII— B.Q.— 33-04  255th  Street,  N.B. 

0000-61. 

^43-BZY— Voi.  VII— B.Q.— 33-29  255th  Street,  N.B. 

3544-BZY-Vol.  VII— B.Q.— 33-31  255th  Street,  N.B. 

04UZ-61. 

?5nn'?1ZY—Vo1-  VI1— B.Q.— 33-27  255th  Street,  N.B. 

04UU-61. 

3546-BZY— VoL  VII— B.Q.— 33-21  255th  Street,  N.B. 

?Sn"?iZY— VoL  VII~ B.Q.— 33-25  255th  Street,  N.B. 

oo99- 61. 

?™5'?,ZY_VoL  VII — B.Q. — 33-17  255th  Street,  N.B. 
ooy6-61. 

^49-BZY— V°l.  VII— B.Q.— 33-19  255th  Street,  N.B. 

^50-BZY— Vo!.  VII— B.Q.— 33-09  255th  Street,  N.B. 

f^l-BZY— V°L  VII— B.Q.— 33-11  255th  Street,  N.B. 
3394-61. 

3f52-BZY_v°L  VII— B.Q.— 33-15  255th  Street,  N.B. 

ooyo-61. 

^53-BZY— Voh  VII— B.Q.— 33-07  255th  Street,  N.B. 

Sf£t-£ZY-VoL  VII— B.Q.— 33-03  255th  Street,  N.B. 

ooyU-61. 

33915-5ZY— V0L  VH— B-Q-33-05  255th  Street,  N.B. 
3383-?iZY~V0L  VII—B.Q.— 33-24  255th  Street,  N.B. 
3389-?iZY~VOL  VII-B  Q— 33-01  255th  Street,  N.B. 
3385-61ZY—V01,  VII~ ^ B.Q.— ; 33-18  255th  Street,  N.B. 
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3559-BZY — Vol.  VII— B.Q.— 33-16  255th  Street,  N.B. 

3386-61. 


3560-BZY— Vol.  VII— B.Q.— 33-02  255th  Street.  N.B. 
3387-61. 


2468-BZY— Vol.  VIII— B.M.— 146-148  Ridge  Street,  N.B. 
345-61. 


2469-BZY— Vol.  VIII— B.M.— 150-152  Ridge  Street,  N.B. 
346-61. 


2470-BZY— Vol.  VIII— B.M.— 95  Attorney  Street,  N.B. 
180-61. 


2471-BZY— Vol.  VIII— B.M.— 617  East  6th  Street,  N.Y. 
Alt.  47-61. 


2575-BZY — Vol.  VIII — B.Bx. — 1184  Rhinelander  Ave¬ 
nue,  N.B.  2741-61. 


2576-BZY — Vol.  VIII — B.Bx. — 1188  Rhinelander  Ave¬ 
nue,  N.B.  2742-61. 


2577-BZY — Vol.  VIII — B.Bx. — 931-933  Morris  Park  Ave¬ 
nue,  N.B.  2854-61. 


321-70-A 

APPLICANT — Department  of  Buildings,  City  of  New 
York  for  Abe  Maibach,  owner. 

SUBJECT — Application  May  25,  1970 — revocation  of  Cer¬ 
tificate  of  Occupancy  No.  199,978. 

PREMISES  AFFECTED— 1232  to  1256  East  80th  Street, 
north  side,  from  Paerdegat  8th  Street  to  Paerdegat  9th 
Street,  entire  block  front  36-46  Paerdegat  8th  Street  and 
35-45  Paerdegat  9th  Street,  Block  8058,  Lot  32,  Borough 
of  Brooklyn. 


414-70-A 

APPLICANT — John  T.  O’Neill,  Commissioner,  Department 
of  Buildings. 

OWNER  OF  PREMISES — Fourems,  Inc.,  c/o  Manvocher- 
ian  Bros. 

SUBJECT — Application  July  23,  1970 — revocation  of  Cer¬ 
tificate  of  Occupancy  No.  66581. 

PREMISES  AFFECTED— 78  Fifth  Avenue,  west  side,  73 
feet  south  of  West  14th  Street,  Block  577,  Lot  41,  Borough 
of  Manhattan. 


593-70-A 

APPLICANT — Charles  M.  Shapiro  for  Kard  Operating 
Company,  Inc.,  owner,  Asco  Ring  Company,  lessee. 

SUBJECT — Application  September  29,  1970 — decision  of  the 
Borough  Superintendent  re-  flues  and  ventilation  ducts  in 
fire  tower. 

PREMISES  AFFECTED— 64  to  66  West  48th  Street,  south 
side,  183  feet  east  of  Avenue  of  the  Americas,  Block  1263, 
Lot  67,  Borough  of  Manhattan. 


609-70-A 

APPLICANT — Perma-Line  Corporation  of  America,  owner. 
SUBJECT — Application  October  8,  1970 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  heating  kettles. 


739-70-A 

APPLICANT — Andrew  Di  Camillo  for  Congregation 
Knesseth  Mordechay,  owner. 


SUBJECT — Application  December  15,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  occu¬ 
pancy  of  accessory  offices,  in  conjunction  with  the  existing 
“Day  School”. 

PREMISES  AFFECTED — 771  Crown  Street,  north  side, 
91  feet  west  of  Utica  Avenue,  Block  1414,  Lot  51,  Borough 
of  Brooklyn. 


746-70-A 

APPLICANT — Lichtner  Associates  for  Robert  C.  Gunther, 
owner. 

SUBJECT — Application  December  21,  1970 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— Bertha  Place,  westside,  588.90 
feet  south  of  P.  C.  Grymes  Hill  Road,  Block  593,  Lot  550, 
Borough  of  Richmond. 


747-70-A 

APPLICANT — Lichtner  Associates  for  Robert  C.  Gunther, 

owner. 

SUBJECT — Application  December  21,  1970 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Bertha  Place,  westside,  588.90 
feet  south  of  P.  C.  Grymes  Hill  Road,  Block  593,  Lot  555, 
Borough  of  Richmond. 


583-68-SM 

APPLICANT — H.  H.  Robertson  Company,  owner. 
SUBJECT — Reopened  at  request  of  Commissioner  of  Build¬ 
ings  re-  Q-Lock  steel  floor  and  form  units. 

THOMAS  F.  GALVIN,  Chairman 


FEBRUARY  17,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  morning,  February  17,  1971,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

135-49-BZ— Vol.  II 

APPLICANT — Kenneth  H.  Koons  for  Frieda  Boyle,  owner. 
SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  February  7, 
1971 — decision  of  the  Borough  Superintendent,  previously 
granted  on  condition,  under  sections  7c,  7e,  7f  and  7i  of 
the  Zoning  Resolution,  permitting  in  a  business  use  dis¬ 
trict,  the  proposed  extension  of  an  existing  gasoline  and 
oil  service  station. 

PREMISES  AFFECTED— 1773  East  Gun  Hill  Road, 
north  side,  125  feet  east  of  Wickham  Avenue,  Block  4806, 
Lot  44,  Borough  of  The  Bronx. 


111-55-BZ 

APPLICANT — Charles  M.  Spindler,  for  Reuben  L.  Ker¬ 
shaw  and  Murray  Seeman,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expired  November  1,  1970 — deci¬ 
sion  of  the  Borough  Superintendent;  previously  granted 
on  condition,  under  section  7e  of  the  zoning  resolution, 
permitting  in  the  local  retail  use  district  portion  of  a  lot 
located  in  a  residence  and  local  retail  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station, 
auto  washing,  lubritorium,  motor  vehicle  repairs,  storage 
and  sale  of  accessories  and  office. 
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PREMISES  AFFECTED — 194-14  Linden  Boulevard  and 
117-02  to  117-10  1 95th  Street,  southwest  corner,  Block 
12610,  Lot  15,  St.  Albans,  Borough  of  Queens. 


290-55-BZ 


building  that  exceeds  the  height  of  the  front  wall  and 
penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 500  Walton  Avenue  and  475 

of,  ™nC?urseA southeast  corner  of  East  149th  Street, 
Block  2346,  Lot  32,  Borough  of  The  Bronx. 


and  Vassalotti  for  Rock  Oil  Co., 


APPLICANT— Lama 
Inc.,  owner. 

SUBJECT  Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  February  28, 
1971  decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Sections  7f  and  7i  of  the  Zoning 
Resolution,  to  permit  in  a  business  use  district  the  demo¬ 
lition  of  existing  structures,  and  the  erection  and  mainte¬ 
nance,  for  a  term  of  15  years  a  gasoline  service  station, 
lubntorium,  auto  laundry  (non-automatic)  motor  vehicle 
repair  shop  and  office,  and  to  permit  the  parking  of  motor 
vehicles  awaiting  service. 

PREAIISES  AFFECTED — 134-15  Rockaway  Boulevard 
northwest  corner  of  135th  Street,  Block  11701,  Lot  1 
South  Ozone  Park,  Borough  of  Queens. 


589-70-BZ 

ApPLI£ANT~McGrath’  Cohen  and  McGrath  for  Lex- 
Parc  Properties,  owner;  The  Ravelled  Sleave,  lessee. 

SUBJECT— Application  September  25,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  to  permit  in  a  Cl-5  district,  in  an  existing 
hve  story  building,  the  addition  to  the  use  of  the  first  floor 
restaurant  to  include  cabaret. 

PREMISES  AFFECTED— i387  Third  Avenue,  east  side, 

21  fuet/^th,°f  East  79th  Street’  Block  1433,  Lot  46,  Bor¬ 
ough  of  Manhattan. 


636-70-BZ 

APPLICANT— Lama  &  Vassalotti  for  Mobil  Oil  Corpora 
tion,  owner.  1 

SUBJECT— Application  October  21,  1970— Appeal  from  ; 
decision  of  the  Borough  Superintendent  under  Sectioi 
/P-21  i  of  the  Zoning  Resolution,  to  permit  in  a  C2-2  dis 
trict,  the  reconstruction  of  an  existing  automotive  servic< 
station  with  accessory  uses  previously  before  the  Board 

PREMISES  AFFECTED — 105-55  Horace  Harding  Ex- 
?re,SS^a^  n°rthwest  corner  of  108th  Street,  Block  1964 
.Lot  23,  Corona,  Borough  of  Queens. 


Miller  for  Nicola  DiLorenzi 


652-70-BZ 

AP  P  LI CANT — Howard 
owner. 

SUBJECT— Application  November  2,  1970— decision  of  tl 
Borough  Superintendent,  under  Section  73-27  of  the  Zoi 
mg  Resolution,  to  permit  in  a  Cl-2  district,  the  change  i 
use  of  an  existing  one  story  building  from  store  an 
dwellings  to  a  funeral  establishment  and  dwelling 

PREMISES  AFFECTED — 4502  to  4506  Avenue  D,  soutf 
east  corner  of  East  45th  Street,  Block  4979,  Lots  1  and  , 
Borough  of  Brooklyn. 


716-70-BZ 

APPLICANT— Joseph  B.  Schwartz,  for  Huntington-Con- 
lessee?  AsS0Ciate’  owner'  New  York  City-Hostos  College 

S  Rn^CJ'^AppHcatioJn  Decemker  1,  1970— Decision  of  the 
Borough  Superintendent  under  Sections  72-21  and  73-641 
of  the  Zoning  Resolution  to  permit  in  a  C4-4  district  the 
erection  of  a  sixth  floor  to  an  existing  community ^facility 


720- 70-BZ 

APPLICANT — M.  Martin  Elkind,  for  La  Pilar  Realty 
Incorporated,  owner. 

SUBJECT— Application  December  3,  1970— Decision  of  the 
Borough  Superintendent,  under  Section  73-20  of  the  Zoning 
Resolution,  to  permit  in  a  Cl -9  district,  in  a  proposed 
twelve  story  building,  the  use  of  a  portion  of  the  first  floor 
and  cellar  as  a  theatre. 

PREMISES  AFFECTED — 1468  to  1472  First  Avenue,  east 
side,  52  feet  south  of  East  77th  Street,  Block  1471,  Lots 
3,  4,  47,  and  48,  Borough  of  Manhattan. 

721- 70-A  ” 

APPLICANT— M.  Martin  Elkind,  for  La  Pilar  Realty 
Incorporated,  owner.  ’ 

SUBJECT— Application  December  3,  1970— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  yard. 

PREMISES  AFFECTED — 1468  to  1472  First  Avenue, 
east  side,  52  feet  south  of  East  77th  Street,  Block  1471, 
Lots  3,  4,  47,  and  48,  Borough  of  Manhattan. 

754-70-BZ 

APPLICANT  Leonard  F.  Rothkrug  for  Congregation 
Ohal  Rochel,  owner. 

SUBJECT— Application  December  22,  1970— Decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  three  story  and  cellar  nursery  school  and  youth  center 
that  exceeds  the  permitted  floor  area  ratio  and  encroaches 
on  the  required  front  and  side  yards. 

PREMISES  AFFECTED — 5901  to  5911  13th  Avenue,  1302 
to  1312  59th  Street,  southeast  corner,  Block  5712  Lot  1 
Borough  of  Brooklyn. 


758-70-BZ 

APPLICANT — Atkin  and  Bassalino  for  Westbank  Realty 
Corporation,  owner. 

SUBJECT  Application  December  29,  1970 — Decision  of 
the  Borough  Superintendent,  under  Section  73-27  of  the 
Zoning  Resolution,  to  permit  in  a  Cl -4  district,  in  an  exist¬ 
ing  six  story  building,  the  change  in  occupancy  of  a  portion 
of  the  first  floor  and  cellar  from  a  bank  to  a  funeral  estab¬ 
lishment  without  the  required  loading  berth. 

PREMISES  AFFECTED — 1605  Nelson  Avenue,  northwest 
corner  of  Featherbed  Lane,  Block  2876,  Lot  55,  Borough 
of  The  Bronx. 


551-70-BZ 

APPLICANT — T.  T.  Wiley  and  Associates  for  Hook  Creek 
Realty  Company,  owner. 

SUBJECT— Application  August  20,  1970— decision  of  the 
Borough  Superintendent,  under  Sections  72.01(b)  and 
/ 2.-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2  dis¬ 
trict,  the  construction  of  an  off-site  group  parking  facility 
to  an  existing  factory  in  Nassau  County. 

PREMISES  AFFECTED — 265-17  Hook  Creek  Boulevard 
northeast  corner  of  257th  Street,  Block  13630,  Lot  1,’ 
Rosedale,  Borough  of  Queens. 

THOMAS  F.  GALVIN,  Chairman 
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FEBRUARY  17,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  afternoon,  February  17,  1971,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

506-70-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— United  House  of  Prayer. 
SUBJECT— Application  September  8,  1970  for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 2310-2322  Eighth  Avenue,  east 
side  of  Eighth  Avenue,  between  West  124th  Street  and 
West  125th  Street,  271  West  124th  Street  and  272-280 
West  125th  Street,  Block  1930,  Lot  1,  Borough  of  Man¬ 
hattan. 


504-70-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— The  Salvation  Army. 
SUBJECT— Application  September  8,  1970— for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 56-45  Main  Street,  northeast 
corner  of  Booth  Memorial  Avenue,  Block  5165,  Lot  1, 
Flushing,  Borough  of  Queens. 


663-70- A 

APPLICANT— Samuel  Garnett  for  127  East  83rd  Street 
Corporation,  owner. 

SUBJECT— Application  November  5,  1970— decision  of  the 
Borough  Superintendent  re-Hoistway  Doors. 

PREMISES  AFFECTED— 127  to  129  East  83rd  Street, 
north  side,  41.8  feet  west  of  Lexington  Avenue,  Block  1512, 
Lot  14,  Borough  of  Manhattan. 


679-70-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Mid-City  Associates,  long-term  lessee. 

SUBJECT— Application  November  13,  1970— Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  escalators, 
corridors,  show  windows,  egress. 

PREMISES  AFFECTED— 206  to  262  West  ^34th  Street, 
southwest  corner  of  Seventh  Avenue,  Block  783,  Part  of 
Lot  1,  Borough  of  Manhattan. 


694-70-A 

APPLICANT — Samuel  Garnett  for  Malco  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  November  19,  1970 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  hoistway 
door. 

PREMISES  AFFECTED— 113  to  115  East  84th  Street, 
north  side,  133.4  feet  west  of  Park  Avenue,  Block  1513, 
Lot  7,  Borough  of  Manhattan. 


548-70-A 

APPLICANT — Universal  Roadmarking  Inc.,  for  Prismo 
Universal  Corp.  and  Wald  Industries  Inc.,  owners. 
SUBJECT — Application  September  16,  1970 — appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
approval  of  heating  units  for  road  markers. 


731-70-A 

APPLICANT — Percy  Cashmore  for  Alan  Investors  Corpo¬ 
ration,  owner. 


SUBJECT — Application  December  11,  1970 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  escalator 
enclosure. 

PREMISES  AFFECTED — 150  Broadway,  northeast  corner 
of  Liberty  Street,  Block  64,  Lots  12  and  14,  Borough  of 
Manhattan. 


734-70-A 

APPLICANT — Mortimer  E.  Freehof  for  Carl  Thomson, 
owner. 

SUBJECT — Application  December  14,  1970 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  egress, 
winders,  stairs. 

PREMISES  AFFECTED — 19  East  75th  Street,  north  side, 
64  feet  west  of  Madison  Avenue,  Block  1390,  Lot  14,  Bor¬ 
ough  of  Manhattan. 


738-70-A 

APPLICANT— Arthur  J.  McGee  and  Joseph  P.  Morsel- 
lino  for  Lew  Morris  Demolition  Company,  Incorporated, 
owner;  Pfaltz  and  Bauer,  Incorporated,  lessee. 

SUBJECT — Application  December  15,  1970 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Chemical  Supply 
House,  and  sprinkler  system. 

PREMISES  AFFECTED — 31-20  College  Point  Causeway, 
southwest  corner  of  128th  Street,  Block  4383,  Lot  5,  Flush¬ 
ing,  Borough  of  Queens. 


750-70-A 

APPLICANT — Greyhound  Lines,  Incorporated,  owner. 

SUBJECT — Application  December  21,  1970 — appeal  from 
a  decision  of  the  Fire  Commissioner  re-  Diesel  Oil  Pumps. 

PREMISES  AFFECTED— 525  to  531  11th  Avenue,  east 
side  of  12th  Avenue,  601  to  659  West  40th  Street,  600  to 
660  West  41st  Street,  Block  1088,  Lot  1,  Borough  of  Man¬ 
hattan. 


502-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES— Yeshiva  Mesifta  Arugath 
Habosem. 

SUBJECT — Application  September  8,  1970 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 171  Hooper  Street,  north  side, 
110  feet  east  of  Lee  Avenue,  Block  2200,  Lot  63,  Borough 
of  Brooklyn. 


503-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Yeshiva  Mesifta  Arugath 
Habosem. 

SUBJECT — Application  September  8,  1970 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 173  Hooper  Street,  north  side, 
138  feet  east  of  Lee  Avenue,  Block  2200,  Lot  62,  Borough 
of  Brooklyn. 

47-71-A 

APPLICANT — Harry  Soled  for  Yeshiva  Arugath  Habosem, 
owner. 

SUBJECT — Application  January  19,  1971 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  ex¬ 
tension  of  existing  school,  stairs  and  stair  enclosure. 
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PREMISES  AFFECTED — 171  Hooper  Street,  north  side 
119.5  feet  east  of  Lee  Avenue,  Block  2200,  Lot  63,  Borough 
of  Brooklyn. 


THOMAS  F.  GALVIN,  Chairman 


FEBRUARY  23,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon  February  23,  1971,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

507-66-BZ — Vol.  II 

APPLICANT — Albert  Melniker  for  301  Nelson  Avenue 
Restaurant  Incorporated,  owner. 

SUBJECT— Application  reopened  December  21,  1970  as 
V  olume  II — Decision  of  the  Borough  Superintendent,  un¬ 
der  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  Cl-1  district,  in  an  existing  two  story  building  the  addi¬ 
tion  to  the  use  of  the  first  floor  restaurant  to  include 
cabaret. 

PREMISES  AFFECTED — 301  Nelson  Avenue,  southeast 
corner  of  Hylan  Boulevard,  Block  5208.  Lot  1,  Great 
Kills,  Borough  of  Richmond. 


554-70-BZ  ' 

APPLICANT— Lichtner  Associates  for  Michaelson  Realty 
Corporation,  owner. 

SUBJECT — Application  September  17,  1970 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  store  and  resi- 
cience  building  and  the  change  in  occupancy  to  toy  store 
with  accessory  storage. 

PREMISES  AFFECTED-289  to  295  Beach  14th  Street 

7ceiocS1^e’  5?;21r-feet  south  of  New  Haven  Avenue,  Block 
0023,  Lot  46,  Far  Rockaway,  Borough  of  Queens. 


555-70-A  ~ 

APPLICANT— Lichtner  Associates  for  Michaelson  Realtv 
Corporation,  owner. 

SUBJECT  Appeal  from  an  Administrative  decision  re- 
Class  4  construction,  tabular  limits 

PREMISES  AFFECTED-289  to  295  Beach  14th  Street 

TcSiocldre’  52/2Cfeet  south  of  New  Haven  Avenue,  Block 
13oZ3,  Lot  46,  Far  Rockaway,  Borough  of  Queens. 


632-70-BZ 


APPLICANT— Thomas  P.  Crinnion  for  James  V.  Mattera 
owner.  ’ 


SUBJECT— Application  October  19,  1970— Appeal  from  a 
79Coi'0nr  ?f  the  Borough  Superintendent,  under  Section 
/2-Z1  of  the  Zoning  Resolution,  to  permit  in  an  R2  district, 
the  erection  of  a  one  family  dwelling  on  a  plot  with  less 
than  the  required  lot  area. 

PREMIES  AFFECTED — 208-11  58th  Avenue,  north  side 
56  feet  west  of  Oceania  Street,  Block  7437,  Lot  32  Bav- 
side.  Borough  of  Queens.  ’  y 


633-70-BZ 

APPLICANT— Thomas  P.  Crinnion  for  James  V.  Mattera 
owner.  ’ 

SUBJECT— Application  October  19,  1970— Appeal  from  a 
decision  of  the  Borough  Superintendent,  under  Section 


72-21  of  the  Zoning  Resolution,  to  permit  in  an  R2  district, 
the  erection  of  a  one  family  dwelling  on  a  plot  with  less 
than  the  required  lot  area. 

PREMISES  AFFECTED — 56-52  Oceania  Street,  northwest 
corner  of  58th  Avenue,  Block  7437,  Lot  29,  Bayside,  Bor¬ 
ough  of  Queens. 

638-70-BZ  ~ 

APPLICANT  Aaron  Halpern  for  Helen  Scaringe,  owner. 

SUBJECT  Application  October  21,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  one  story  retail  store  that  encroaches  on  the  required 
side  yard. 

PREMISES  AFFECTED — 166-09  Baisley  Boulevard 

north  side,  56.84  feet  east  of  166th  Street,  Block  12382,  Lot 
36,  Springfield  Gardens,  Borough  of  Queens. 

644-70-BZ  ~ 

APPLICANT — Atkin  and  Bassolino  for  Sanford  and 
Paulene  Aptecker,  owners. 

SUBJECT  Application  October  23,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-62 
of  the  Zoning  Resolution,  to  permit  in  an  R5  district,  the 
maintenance  of  an  enlargement  to  the  first  floor  of  a’  one 
family  dwelling  that  encroaches  on  the  required  outer  court 
rear  yard  and  side  yard. 

*  ^UMISES  AFFECTED — 2562  Fish  Avenue,  east  side, 
125.15  feet  south  of  Allerton  Avenue,  Block  4474  Lot  34 
Borough  of  The  Bronx. 


760-70-BZ 


H.  Klein  for  Louis  and  Lucy 


APPLICANT— Stanley 

Iacucci,  owners. 

SUBJECT— Application  December  29,  1970— Decision  of 
the  Borough  Superintendent,  under  Sections  72-21  and  73- 
6-  of  the  Zoning  Resolution,  to  permit  in  an  R2  and  Cl -2 
district,  the  erection  of  a  one  story  enlargement  to  a  one 
family  dwelling- that  creates  non-compliance  in  open  space 
ratio,  floor  area  ratio  and  encroachment  into  the  rear  yard 

P1?m^oISfES  AFFECTED — 75-73  179th  Street,  east  side! 
130.89  feet  north  of  Union  Turnpike,  Block  7192,  Lot  52 
t  lushing,  Borough  of  Queens. 

THOMAS  F.  GALVIN,  Chairman 


FEBRUARY  23,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  February  23,  1971,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters. 

441-70-A 

APPLICANT— Paifl,  Weiss.  Goldberg,  Rifkind,  Wharton 
and  Garrison  for  Amway  Corporation,  owner. 

SUBJECT  Application  August  17,  1970 — Appeal  from  Fire 
Department  regulations  re-  Pressurized  Products. 

667-70-A 

APPLICANT— Sol  Feinberg  for  P.  L.  Kollette  Corpora¬ 
tion,  owner;  Collette  Toy  and  Novelty  Corporation 
lessee. 

SUBJECT— Application  November  6,  1970— Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  elevator  in  readi¬ 
ness. 
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PREMISES  AFFECTED— 36-09  to  36-19  36th  Avenue, 
northeast  corner  of  37th  Street,  Block  640,  Lot  48,  Long 
Island  City,  Borough  of  Queens. 


737-70-A 

APPLICANT — Lama  and  Vassalotti  for  The  Brookdale 
Hospital  Center,  Hegeman  Avenue  Housing  Company  In¬ 
corporated,  owner. 

SUBJECT — Application  December  14,  1970 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Floor  ceiling 
construction. 

PREMISES  AFFECTED — 7  to  9  Hegeman  Avenue,  north¬ 
west  of  Amboy  Street,  Block  3621,  Lot  1,  Borough  of 
Brooklyn. 


752-70-A 

APPLICANT — Robert  H.  McKay,  of  Office  of  Alfred 
Easton  Poor  for  140  Broadway  Company,  owner ;  Dewey, 
Ballantine,  Bushby,  Palmer  and  Wood,  lessee. 

SUBJECT — Application  December  18,  1970 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Spiral  Stairs. 

PREMISE  AFFECTED — 126  to  146  Broadway,  entire 
block  bounded  by  Cedar  Street,  Nassau  Street,  and  Liberty 


Street,  77-83  Cedar,  31  to  37  Nassau  Street,  56  to  70 
Liberty  Street,  Block  48,  Lot  1,  Borough  of  Manhattan. 


757-70-A 

APPLICANT — Sol  Feinberg  for  Burns  Brothers  Preferred, 
Incorporated,  owner. 

SUBJECT- — Application  December  29,  1970 — Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  Transportation  of 
fuel  oil  in  tanks  through  city  streets  not  in  conformity  with 
the  requirements  of  Administrative  Code  of  City  of  New 
York. 


762-70-A 

APPLICANT — Reavis  and  McGrath  for  Sol  G.  Atlas  and 
John  P.  McGrath,  owner. 

SUBJECT — Application  December  30,  1970 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Metal  and 
glass  partition. 

PREMISES  AFFECTED— 2  New  York  Plaza  (117  Broad 
Street),  northeast  corner  of  South  Street,  Block  5,  Lot  1, 
Borough  of  Manhattan. 

THOMAS  F.  GALVIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  JANUARY  19,  1971,  10  A.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon  January  5,  1971,  were 
approved  as  printed  in  the  Bulletin  of  January  14,  1971 
Vol.  56,  Nos.  1  and  2. 

73-43-A 

APPLICANT — Stanley  H.  Klein  for  Matteson- Atkins  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution  and  extension  of  term  of  vari¬ 
ance  which  expired  November  16,  1970— appeal  from  a 
decision  of  the  Borough  Superintendent;  previously  granted 
on  condition. 

PREMISES  AFFECTED — 132-02  89th  Avenue,  southeast 
corner  of  132nd  Street,  Block  9361,  Lot  20,  Jamaica,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Paul  Fichtner. 

ACTION  OF  BOARD — Application  reopened,  term  of  vari¬ 
ance  extended  and  resolution  amended. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  . .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
March  2,  1943;  on  certain  conditions;  and 
Whereas,  the  term  of  variance  was  last  extended  on 
November  16,  1965 ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  term  of  variance  and  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
2,  1943.  as  amended  through  November  16,  1965  by  adding 
thereto : 

“that  this  variance  shall  continue  for  a  term  of  five 
years  from  November  16,  1970;  that  the  building  may 
be  altered,  arranged  and  used  substantially  as  shown 
on  revised  drawings  of  proposed  conditions  marked  ‘Re¬ 
ceived  December  16,  1970.’  four  sheets,  on  condition 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects.”  (N.B.  11-43) 

27-57-A 

APPLICANT  Leonard  F.  Rothkrug  for  Maimonides  In¬ 
stitute,  owner. 

SUBJECT — Application  for  consideration — reopening  for  re¬ 
quest  to  waive  the  rules  of  procedure,  extension  of  term 
of  variance  which  expired  September  19,  1970  and  amend¬ 
ment  of  resolution— appeal  from  a  decision  of  the  Bor¬ 
ough  Superintendent,  re-  frame  construction,  use  as  school, 
exits,  live  load,  etc.,  previously  granted  on  condition. 

PREMISES  AFFECTED— 34-01  to  34-21  Mott  Avenue, 
southwest  corner  of  Edgewater  Drive,  Block  15703,  Lots 
1,  and  49  and  100  (formerly  Block  196,  Lot  1),  Bayswater, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 


ACTION  Oh  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened,  term  of  variance  extended  and  resolution 

amended. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

Negative :  . .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  15,  1957,  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  October  14 
1964;  and 

Whereas,  the  term  of  variance  was  extended  on  Septem¬ 
ber  19,  196/ ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  term  of  variance  and  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  October  15,  1957,  as  amended 
through  September  19,  1967,  by  adding  thereto: 

“that  this  variance  shall  continue  for  a  term  of  three 
years  from  the  date  of  this  amended  resolution;  that  the 
building  may  be  arranged  and  occupied  substantially  as 
shown  on  revised  drawings  of  proposed  conditions  marked 
Recened  December  1,  1970\  five  sheets,  on  condition 
that  not  more  than  102  children  shall  be  permitted  in  the 
building  at  any  one  time ;  and  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects.”  (Alt.  1129-64) 


542-56-BZ 


APPLICANT— Lama  &  Vassalotti  for  Caldo  Realty  Corp 

raimpr  J  11 


SUBJECT  Application  for  consideration — reopening  for 
amendment  of  resolution— decision  of  the  Borough  Super¬ 
intendent ;  previously  granted  on  condition,  under  Section 
/e  oi  the  Zoning  Resolution,  permitting  in  a  restricted  retail 
use  district,  the  erection  of  a  business  sign  on  the  roof  of 
a  building  under  construction. 


PREMISES  AFFECTED — 41-70  Main  Street 
corner  of  Sanford  Avenue,  Block  5121,  Lot  ?3 
Borough  of  Queens. 


southwest 
,  Flushing, 


APPEARANCES— 


For  Applicant :  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  resolu- 


THE  VOTE— 

Affirmative.:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

Negative  :  . !!!!!”!!!"!"  q 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  23,  1956,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 

a-ld  amend  the  resolution  adopted  on  October 
23,  1956  by  adding  thereto: 

that  the  sign  shall  be  non-flashing  and  shall  substan¬ 
tially  conform  to  revised  drawing  of  proposed  conditions 
marked  ‘Received  January  14,  1971’,  one  sheet,  on  condi¬ 
tion  that  this  variation  shall  continue  only  so  long  as 
such  sign  is  used  to  advertise  the  present  tenant  in  the 
building,  namely  the  Greenpoint  Savings  Bank;  and 
that  other  than  as  herein  amended  the  resolution  above 
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cited  shall  be  complied  with  in  all  respects.”  (E.S. 
548-67) 


1048-62-BZ 

APPLICANT — Lama  and  Vassalotti  for  John  C.  Hoffman, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  re¬ 
quest  to  waive  the  rules  of  procedure  and  extension  of 
time  to  complete  which  expired  July  13,  1966— decision  of 
the  Borough  Superintendent;  previously  granted  on  con¬ 
dition,  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  an  R6  district,  the  construction  of  a  roof  to 
enclose  and  connect  two  existing  lumber  sheds,  the  exten¬ 
sion  of  the  lumber  yard  area  and  the  continuance  of  busi¬ 
ness  signs. 

PREMISES  AFFECTED— 2514-2520  Albermarle  Road, 
south  side,  100  feet  2Jfs  inches  east  of  Lott  Street,  Block 
5128,  Lot  3,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD— Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  21,  1963,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  July  13,  1965;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  May  21,  1963,  as  amended  through 
July  13,  1965,  only  as  to  the  time  to  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(Alt.  2103-62) 


875-66-BZ 

APPLICANT — Irving  Berg  for  Norwegian  Evangelical 
Lutheran  Free  Church,  owner. 

SUBJECT — Application  for  consideration — reopening  for  re¬ 
quest  to  waive  the  rules  of  procedures  and  extension  of 
time  to  complete  which  expired  May  5,  1970 — decision  of 
the  Borough  Superintendent;  previously  granted  on  con¬ 
dition,  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R6  district,  the  erection  of  a  church  that  en¬ 
croaches  on  the  required  side  and  rear  yards  and  without 
the  required  accessory  parking. 

PREMISES  AFFECTED — 741-745  59th  Street,  north  side, 
180  feet  west  of  8th  Avenue,  Block  858,  Lots  59  and  61, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Irving  Berg. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  15,  1966,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  November  5,  1969;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  November  15,  1966,  as  amended 
through  November  5,  1969,  only  as  to  the  time  to  complete 
the  work,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  571-66) 


1326-66-BZ — Vol.  II 

APPLICANT— Samuel  H.  Lindenbaum  for  Congregation 
Beth  Hamedrash  Hachodosh  Talmud,  owner. 

SUBJECT— Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  6, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R8 
district,  the  relocation  of  a  proposed  synagogue  and  school 
building  previously  before  the  Board,  that  exceeds  the 
permitted  lot  coverage  and  encroaches  on  the  required 
rear  yard. 

PREMISES  AFFECTED— 223-227  East  51st  Street,  north 
side,  260  feet  east  of  Third  Avenue,  Block  1325,  Lots  12 
and  14,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Kenneth  Singer. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  6,  1970,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
6,  1970,  only  as  to  the  time  to  complete  the  work,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  January  6,  1971.”  (N.B.  78-66) 


671-68-BZ 

APPLICANT — Max  Siegel  Associates  for  Leo  Silver  Sons, 
Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  December  10, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  erection  of  a 
one  story  building  for  use  as  a  supermarket. 

PREMISES  AFFECTED— 1575  White  Plains  Road, 
northwest  corner  of  Guerlain  Street,  Block  3927,  Lot  17, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  John  M.  Hronec. 
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ACTION  01*  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  . ’  *  ’ "  . .  q 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  10,  1968,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  December  16,  1969 ;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem  ¬ 
ber  10  1968,  as  amended  through  December  16,  1969,  only 
as  to  the  time  to  complete  the  work,  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  December  10.  1970.”  (N.B.  257-68) 


312-69-BZ 


■^BPLICANT  Abraham  Grossman  for  Marie  France 
Realty  Corporation,  owner. 


SUBJECT  Application  for  consideration — reopening  for 

^rv™nS1?n  -°^  dme  to  comPlete  which  expired  December  2 
1970— decision  of  the  Borough  Superintendent,  under 
Sections  72-01  (b)  and  72-21  of  the  Zoning  Resolution 
and  Section  666  of  the  New  York  City  Charter,  to  per¬ 
mit  in  a  Cl-5  district,  in  an  existing  four  story  and  base¬ 
ment  building,  the  extension  of  the  existing  eating  and 
drinking  establishment  in  the  basement  into  the  first 
floor. 


PREMISES  AFFECTED — 325  East  14th  Street,  north 
side,  279  feet  6  inches  east  of  Second  Avenue,  Block  921 
Lot  15,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Abraham  Grossman. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  .  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  2,  1969,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reoben  and  amend  the  resolution  adopted  on  Decem¬ 
ber  2,  1969,  only  as  to  the  time  to  complete  the  work  so 
that  as  amended  this  portion  of  the  resolution  shall  read: 
“that  substantial  construction  shall  be  completed  within 
one  year  from  December  2,  1970.”  (Alt.  1926-68) 


322-69-BZ 

APPLICANT — Charles  M.  Spindler  for  Shell  Oil  Co.,  long 
term  (lessee)  and  Samuel  Rabinowitz  and  Phyllis  Rob¬ 
bins,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
time  to  complete  which  expired  September  16,  1969— de¬ 


cision  of  the  Borough  Superintendent;  previously  granted 
on  condition,  under  Section  73-211  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  a  C2-2  district,  the  erection  of  a  one 
story  enlargement  and  the  rehabilitation  of  an  existing 
automotive  service  station. 

PREMISES  AFFECTED — 65-35  Woodhaven  Boulevard 
east  side,  from  65th  Drive  to  65th  Road,  Block  3138  Lot 
1,  Forest  Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD— Rules  of  Procedure  waived,  ap¬ 
plication  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 

THE  RESOLUTION— 


t  U ^application  was  granted  by  the  Board  on 

‘^ePtern^er  16,  1969,  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  June  9  1970- 
and  ’  ’ 

\\  hereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  September  16,  1969,  as  amended 
through  June  9,  1970  only  as  to  the  time  to  complete  the 
read  •'  S°  ^  amended  t,lis  Portion  of  the  resolution  shall 


lI,dl  ouustannai  construction  shall  be  completed  within 
(Mt Y 132  69)™  thC  datC  °f  th'S  amended  resolution.” 


378-69-BZ 


Inc.,  owner. 

SUBJECT— Application  for  consideration— reopening  for 

f  1°  C°mp,et<?  which  expired  December  2, 

tinn°  7??  f  fu°  ve  PoroFgh  Superintendent,  under  Sec- 
on  /2-Z1  of  the  Zoning  Resolution,  to  permit  in  an  R4 

he  ^construction  of  a  lumber  establishment  with 
accessory  parking  in  the  open  area 

PREMISES  AFFECTED — 55-25  69th  Street  east  side  180 

Borough  of0' fQueens.AVenUe’  B1°Ck  25°°’  Lot  17’  MasPeth’ 

APPEARANCES— 

For  Applicant :  Beatrice  B.  Carner  and  Charles  J.  Stidolph. 

ACTION  OF  BOARD— Application  reopened  and  time  to 
complete  work  extended. 


THE  VOTE— 


Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker. 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative :  . 


rnu.  khoUIjU  1 1UJNJ  — 


Whereas,  this  application  was  granted  by  the  Board  on 
December  2,  1969,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 


Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem- 
ber  2,  1969,  only  as  to  the  time  to  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read  : 

that  substantial  construction  shall  be  completed  within 
one  year  from  December  2,  1970.”  (N.B.  705-69) 
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664-69-BZ 

APPLICANT— Jamaica  Water  Supply  Company,  owner. 
SUBJECT— Application  for  consideration— reopening  for  re- 
quest  to  waive  the  rules  of  procedure  and  extension .  of 
time  to  complete  which  expires  April  23, _  1971 — decision 
of  the  Borough  Superintendent,  under  Section  73-14  of  the 
Zoning  Resolution,  to  permit  in  an  Rl-2  district,  the  instal¬ 
lation  of  a  water  pumping  station. 

PREMISES  AFFECTED— 180-38  Grand  Central  Park¬ 
way,  south  side,  104.88  feet  west  of  Avon  Street,  Block 
9949,  Lot  60,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  E.  Regan  and  Stephen  B.  Dempsey. 
ACTION  OF  BOARD— Rules  of  Procedure  waived,  appli¬ 
cation  reopened,  time  to  complete  work  extended  and  reso¬ 
lution  amended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
April  23,  1970,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work  and  an  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  April  23,  1970,  by  adding  thereto: 
“that  the  well  and  pump  house  may  be  relocated,  on 
condition  that  the  premises  shall  substantially  conform 
to  revised  drawings  of  proposed  conditions  marked  ‘Re¬ 
ceived  December  11,  1970’,  three  sheets;  that  substantial 
construction  shall  be  completed  within  one  year  from 
April  23,  1971;  and  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects.”  *(N.B.  517-69) 


430-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Estate  of  Miriam 
Tietjen,  owner. 

SUBJECT — Application  August  10,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  penetrates  the  sky  ex¬ 
posure  plane  and  encroaches  on  the  required  front  yard. 

PREMISES  AFFECTED— 39-58  55th  Street,  northwest 
corner  of  Woodside  Avenue.  Block  1225,  Lot  71,  Wood- 
side,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  February  2,  1971,  at 
10  A.M.,  at  the  request  of  the  applicant.  Hearing  con¬ 
tinued.  Previously  inspected. 


431-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Estate  of  Miriam 
Tietjen,  owner. 

SUBJECT— Application  August  10,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection 


of  a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  penetrates  the  sky  ex¬ 
posure  plane  and  encroaches  on  the  required  front  yard. 

PREMISES  AFFECTED— 39-56  55th  Street,  west  side, 

56.30  feet  north  of  W^oodside  Avenue,  Block  1225,  Lot  70, 
Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  February  2,  1971,  at 
10  A.M.,  at  the  request  of  the  applicant.  Hearing  con¬ 
tinued.  Previously  inspected. 


432-70-BZ 

APPLICANT— Arthur  J.  McGee  for  Estate  of  Miriam 
Tietjen,  owner. 

SUBJECT— Application  August  10,  197(>-decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  penetrates  the  sky  ex¬ 
posure  plane  and  encroaches  on  the  required  front  yard. 

PREMISES  AFFECTED— 39-54  55th  Street,  west  side, 

76.30  feet  north  of  Woodside  Avenue,  Block  1225,  Lot  69, 
Woodside,  Borough  of  Queens. 

APPEARANCES— 

.  For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  February  2,  1971,  at 
10  A.M.,  at  the  request  of  the  applicant.  Hearing  con¬ 
tinued.  Previously  inspected. 


433-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Estate  of  Miriam 
Tietjen,  owner. 

SUBJECT— Application  August  10,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  penetrates  the  sky  ex¬ 
posure  plane  and  encroaches  on  the  required  front  yard. 

PREMISES  AFFECTED— 39-52  55th  Street,  west  side, 

96.30  feet  north  of  Woodside  Avenue,  Block  1225,  Lot  68, 
Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  February  2,  1971,  at 
10  A.M..  at  the  request  of  the  applicant.  Hearing  con¬ 
tinued.  Previously  inspected. 


434-70-BZ 

APPLICANT— Arthur  J.  McGee  for  Estate  of  Miriam 
Tietjen,  owner. 

SUBJECT— Application  August  10,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  penetrates  the  sky  ex¬ 
posure  plane  and  encroaches  on  the  required  front  yard. 

PREMISES  AFFECTED— 39-50  55th  Street,  west  side, 

116.30  feet  north  of  Woodside  Avenue,  Block  1225,  Lot  67, 
Woodside,  Borough  of  Queens. 
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APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  None. 

AC1ION  Oh  BOARD — Laid  over  to  February  2,  1971,  at 
10  A.M.,  at  the  request  of  the  applicant.  Previously  in¬ 
spected. 


435-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Estate  of  Miriam 
Tietjen,  owner. 

SUBJECT — Application  August  10,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  penetrates  the  sky  ex¬ 
posure  plane  and  encroaches  on  the  required  front  yard. 

PREMISES  AFFECTED — 39-48  55th  Street,  west  side, 
136.30  feet  north  of  Woodside  Avenue.  Block  1225,  Lot  66, 
Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  2,  1971,  at 
10  A.M.,  at  the  request  of  the  applicant.  Hearing  con¬ 
tinued.  Previously  inspected. 


551-70-BZ 

APPLICANT — T.  T.  Wiley  and  Associates  for  Hook 
Creek  Realty  Company,  owner. 

SUBJECT — Application  August  20,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  72.01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2  dis¬ 
trict,  the  construction  of  an  off-site  group  parking  facility 
to  an  existing  factory  in  Nassau  County. 

PREMISES  AFFECTED— 265-17  Hook  Creek  Boulevard, 
northeast  corner  of  257th  Street,  Block  13630,  Lot  1,  Rose- 
dale,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Martin  H.  Selman,  Edward  J.  Sharsky 
and  Carl  K.  Blum. 

For  Opposition:  Max  H.  Lome,  Community  Board  #13. 
ACTION  OF  BOARD — Laid  over  to  February  17,  1971,  at 
10  A.M.,  for  applicant  to  supply  additional  information. 
Hearing  continued.  Previously  inspected. 


583-70-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Henry  Paulson 
and  Harold  Genovese,  owner;  Harold  Genovese,  d/b/a 
Goldy’s  Diner,  lessee. 

SUBJECT — Application  September  22,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  enlarge¬ 
ment  in  lot  area  to  an  existing  diner  previously  before  the 
Board  for  accessory  parking. 

PREMISES  AFFECTED — 130-11  North  Conduit  Avenue, 
north  side,  Block  front  between  130th  Street  and  130th 
Place,  Block  11864,  Lots  13  and  16,  South  Ozone  Park, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Frederick  A.  Ketcher. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  February  2,  1971,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit  finan¬ 
cial  data  and  modified  drawing;  previously  inspected. 


607-70-BZ 

APPLICANT — Charles  M.  Spindler  for  Getty  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  September  25,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  one  story  enlargement  _  to  an  existing  automotive 
service  station  structure  previously  before  the  Board. 

PREMISES  AFFECTED — 1982  Bronxdale  Avenue,  north¬ 
west  corner  of  Barnes  Avenue,  Block  4261,  Lot  60,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  2,  1971,  at 
10  A.M.,  for  hearing  at  the  request  of  the  community 
planning  board. 


612-70-BZ 


APPLICANT— Lama  and  Vassalotti  for  Charles  Wallach 
owner. 


SUBJECT  Application  October  9,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  and  R3-2 
district  the  enlargement  in  area  of  the  accessory  parking 
space  for  an  automobile  rental  and  service  establishment 
previously  before  the  Board. 


PREMIf US  AFFECTED — 164-17  Union  Turnpike,  78-26 
to  / 8-34  165th  Street,  Block  6972,  Lot  21,  Flushing.  Bor¬ 
ough  of  Queens. 


APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition  :  Max  H.  Lome. 

?F  BQARD — Laid  over  to  February  2,  1971,  at 
10  A.M.,  for  decision.  Hearing  closed.  Previously  inspected. 


630-70-BZ 


APPLICANT— Buckley  and  Kisseloff  for  St.  Andrew  As¬ 
sociates,  owner;  Capitol  Industries,  Inc.,  lessee. 

SUBJECT— Application  October  16,  1970— decision  of  the 
Borough  Superintendent,  under  Section  666  of  the  New 
York  City  Charter  and  Section  72-01  (b)  of  the  Zoning 
Resolution,  to  permit  in  a  C6-6  district,  on  an  office  build¬ 
ing  the  installation  of  illuminated  signs  that  exceeds  the 
pet  nutted  surface  area,  exceeds  the  permitted  height  above 
curb  Jevel  and  an  advertising  sign  that  encroaches  on  the 
adjoining  lot. 


PREMISES  AFFECTED-1368  to  1374  Avenue  of  the 
Americas  64  to  68  West  56th  Street,  southeast  corner,  71 
West  55th  Street,  Block  1271,  Lots  6,  70,  71  and  73,  Bor¬ 
ough  of  Manhattan. 


APPEARANCES— 

For  Applicant :  None. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  February  9,  1971,  at 
10  A.M.,  at  the  request  of  the  applicant.  Previously  in¬ 
spected. 


631-70-BZ 


APPLICANT — Ronald  J.  Meiselman  for  Sol  Silton,  owner; 
Egberts,  lessee. 

SUBJECT— Application  October  19,  1970— Appeal  from  a 
decision  of  the  Borough  Superintendent,  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  dis¬ 
trict,  ^  in  an  existing  two  story  commercial  building  the 
addition  to  the  uses  of  the  first  floor  restaurant  to  include 
cabaret. 


■ 
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PREMISES  AFFECTED — 89-22-89-24  Queens  Boulevard, 
southwest  corner  of  57th  Avenue,  Block  2855,  Lot  19, 
Elmhurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Ronald  J.  Meiselman  and  Thomas  Crin- 
nion. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  February  2,  1971,  at 
10  A.M.,  for  continued  hearing;  applicant  to  amend  appli¬ 
cation  ;  previously  inspected. 


651-70-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Trustees  of 
Central  States  Southeast  and  Southwest  Area  Pension 
Fund,  owner ;  Mobil  Oil  Corporation,  lessee. 

SUBJECT— Application  October  30,  1970— decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C 7  district,  the  recon¬ 
struction  and  maintenance  of  an  automotive  service  sta¬ 
tion  with  accessory  uses. 

PREMISES  AFFECTED— 500  Baychester  Avenue,  north¬ 
east  corner  of  Bartow  Avenue,  Block  5141,  Lot  101,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  2,  1971,  at 
10  A.M.,  for  continued  hearing.  Previously  inspected. 
The  Board  is  awaiting  the  recommendation  of  Community 
Board  #12. 

673-70-BZ 

APPLICANT— Harold  Weinberg  for  Abe  Zeigerman, 
owner. 

SUBJECT— Application  November  12;  1970— Decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  Ml-1  district,  the 
erection  of  a  one  story  enlargement  to  a  wholesale  estab¬ 
lishment  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio  and  encroaches  on  the  rear  yard  along  a 
district  boundary. 

PREMISES  AFFECTED — 1193  to  1195  McDonald  Avenue, 
east  side,  140  feet  north  of  Avenue  J.  Block  6514,  Lot  62, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harold  Weinberg  and  Abe  Zeigerman. 
For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  February  2,  1971,  at 
10  A.M.,  for  decision:  previously  inspected:  hearing- 
closed. 

684-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Louis  De  Luca 
and  Domenica  De  Luca,  owners. 

SUBJECT — Application  November  13,  1970 — Decision  of 
the  Borough  Superintendent,  under  Sections  11-412  and 
73-27  of  the  Zoning  Resolution,  to  permit  in  a  Cl-3  dis¬ 
trict,  at  an  existing  funeral  establishment  previously  be¬ 
fore  the  Board,  the  enlargement  in  area  of  the  first  floor 
into  the  adjoining  store  and  the  enlargement  in  area  of 
the  caretaker’s  apartment  on  the  second  floor. 

PREMISES  AFFECTED — 6022  Bay  Parkway,  northwest 
corner  of  61st  Street,  Block  5522,  Lot  42,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 


ACTION  OF  BOARD— Laid  over  to  February  2,  1971,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit  new 
data ;  previously  inspected. 


685-70-A 

APPLICANT— Leonard  F.  Rothkrug  for  Louis  De  Luca 
and  Domenica  De  Luca,  owners. 

SUBJECT — Application  November  13,  1970 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Class  3 
Building  exceeding  3,000  sq.  feet  without  fire  wall. 

PREMISES  AFFECTED— 6022  Bay  Parkway,  northwest 
corner  of  61st  Street,  Block  5522,  Lot  42,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD— Laid  over  to  February  2,  1971,  at 
10  A.M.,  for  continued  hearing  in  conjunction  with  Cal. 
No.  684-70-BZ ;  previously  inspected. 


697-70-BZ 

APPLICANT— Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young,  for  The  Conde  Nast  Publications  Incorporated, 
owner. 

SUBJECT— Application  November  20,  1970— Decision  of 
the  Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C5-3  district,  in  an  existing 
23  story  office  building,  the  enlargement  in  area  of  the 
3rd  to  15th  floors  that  penetrates  the  sky  exposure  plane. 
PREMISES  AFFECTED— 348  to  356  Madison  Avenue. 
10-26  East  45th  Street,  southwest  corner,  Block  1279, 
Lots  57,  63,  117,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum,  Benjamin  Bofin, 
Robert  Steenstra  and  Kenneth  Singer. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  February  2,  1971,  at 
10  A.M.,  for  decision;  previously  inspected;  hearing  closed. 


706-70-BZ 

APPLICANT— Pedro  F.  Lopez,  for  City  of  New  York 
Housing  and  Development  Administration,  owner. 
SUBJECT— Application  November  25,  1970— Decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  four  story  multiple  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  penetrates  the  sky  ex¬ 
posure  plane  and  with  less  than  the  required  accessory 
parking. 

PREMISES  AFFECTED— 539  Macon  Street,  north  side. 
200  feet  west  of  Reid  Street,  Block  1666,  Lots  56  and  57, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Pedro  F.  Lopez.  Robert  Karp,  Gertrude 
D.  Holley  and  Amos  Gailliard  and  S.  Shrieber. 

For  Opposition :  Joseph  Haskins,  Claude  K.  Doren  and 
Verna  H.  Thomas. 

ACTION  OF  BOARD — Laid  over  to  February  2.  1971,  at 
10  A.M.,  for  continued  hearing. 


259-70-BZ 

APPLICANT — Ingram  S.  Carner  for  Leonard  Coniglio, 
owner. 

SUBJECT— Application  April  30,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon- 
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mg  Resolution,  to  permit  in  an  Rl-2  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  restaurant  and 
the  addition  to  the  uses  to  include  cabaret. 

PREMISES  AFFECTED — 231-10  Northern  Boulevard 
southwest  corner  of  mapped  232nd  Street,  Block  8164, 
Lot  30,  Douglaston,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Beatrice  Cartier  and  Charles  Stidolph. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD- 


ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 


Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  1,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  December  15,  1970;  then  to  January 
19,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  13,  1970,  acting  on  Alt.  Applic.  210/1970,  reads : 

“1-  Proposed  change  of  use  and  enlargement  of  an 
existing  Pizza  Stand  and  Restaurant,  Parking  Area  for 
Patron’s  Cars  (Accessory  Use)  ;  for  an  Eating  and 
Drinking  place  without  restrictions  on  Entertainment 
or  Dancing ;  Use  Group  12,  Drive  in  Restaurant ;  Use 
Group  7,  Acc.  parking— no  fees  to  be  charged;  located 
in  an  Rl-2  zoning  district,  is  contrary  to  Sec.  22-00  of 
the  Zoning  Resolution.” 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit,  for  a  term  of  five  years,  in  an  Rl-2  district,  the 
erection  of  a  one-story  enlargement  to  an  existing  restaurant 
and  the  addition  to  the  uses  to  include  cabaret,  on  condition 
that  all  work,  shall  substantially  conform  to  drawings  filed 
with  this  application  and  marked  “Received,  April  30,  1970” 
4  sheets  and  ‘January  7,  1971,’  one  sheet,  that  all  applicable 
laws,  rules  and  regulations  be  complied  with  and  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  variance. 


308-70-BZ 

APPLICANT  Harold  Weinberg  for  Zvi  Schonbrun 
owner. 

SUBJECT— Application  May  21,  1970— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  conversion  of 
a  two  family  dwelling  to  a  three  family  dwelling  that  cre¬ 
ates  non-compliance  in  floor  area  ratio,  open  space  ratio, 
lot  area  per  room  encroachment  on  the  required  rear  yard 
and  inner  court  and  with  less  than  the  required  parking. 

PREMISES  AFFECTED — 2417  East  1st  Street,  east  side 
120  feet  south  of  Avenue  X,  Block  7197,  Lot  72,  Borough 
of  Brooklyn. 


APPEARANCES— 

For  Applicant:  Harold  Weinberg. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative.:  Chairman  Galvin,  V  ice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  . !!!!!!!.!!!!! . 0 

THE  RESOLUTION— 

Whereas  a  public  hearing  was  held  on  this  application  on 
January  5,  19/1,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  January  19,  1971;  and 

of  the  Borough  Superintendent, 
dated  May  19,  19/0,  acting  on  Alt.  Applic.  1186/1969,  reads: 

Resolution631  ^°rC^  and  sta*rs  is  contray  to  Zoning 

a)  Porch  and  stairs  are  not  a  permitted  obstruc¬ 
tion  in  open  space  as  per  Sect.  23-12  Z.R. 

b)  Stairs  are  not  a  permitted  obstruction  in  rear 
yard  as  per  Sect.  23-44  Z.R. 

*  created  floor  area  in  the  basement  in- 

c!  eases  the  degree  of  non-compliance.  The  floor  area 

-r  i?ealy  creatfed  livinS  rooms  in  the  basement  in- 
crease  the  degree  of  non-compliance.  Therefore,  they  do 
not  meet  the  Lot  Area  room  requirement  of  23-222  of 
the  Zoning  Resolution. 

9.  The  use  of  the  inner  court  at  the  South  lot  line 
tor  the  ventilation  of  newly  created  living  rooms  in  the 
basement,  is  contrary  to  23-851  of  the  Z  R.  Said  inner 
court  does  not  meet  the  minimum  area  and  minimum 
dimensions  required  by  23-851  of  the  Z.R. 

2S-211' “a„dPr2slMeZRe'’“ate  Parking  Spa“s  “  per  Secls- 

and 

JV-rS’  the  P.remises  and  surrounding  area  were  in- 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 

Section072  IW “"if  7qUired  to  be  made  under 
™  •  A  r  f  1  ■  ,Zomng  Resolution,  and  that  the  aonli- 
S,  11  e1?re  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship.  ^cucdi 

Resohed  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  if  granted 

andp4  7f~21  of  the  Zoning  Resolution,  to  permit  in 

an  R4  district  the  conversion  of  a  two-family  dwelling  to 
a  three-family  dwelling  that  creates  non-compliance  in  door 
area  ratio  open  space  ratio,  lot  area  per  room,  encroach- 
ment  on  the  required  rear  yard  and  inner  court  and  with 
less  than  the  required  parking,  on  condition  that  all  work 
shall  substantially  conform  to  drawings  filed  with  this  anoli- 
cation  and  marked  “Received  May  21,  1970,”  9  sheets;  that 
nil  Uws  rules  and  regulations  applicable  be  complied  with 
and  that  substantial  construction  be  completed  within  one 
year  of  the  date  of  this  resolution. 


32S-70-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  91  East  End  Cor¬ 
poration,  owner. 

SUBJECT— Application  May  28,  1970— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 


65 


MINUTES 


Resolution,  to  permit  in  an  RIO  district  the  erection  of  a 
13  story  multiple  dwelling  that  penetrates  the  sky  exposure 
plane,  encroaches  on  the  required  rear  yard  and  rear  set¬ 
back  and  with  windows  that  encroach  on  the  minimum 
distance  to  a  lot  line. 

PREMISES  AFFECTED— 91  East  End  Avenue,  east  side, 
51.4  feet  south  of  East  84th  Street,  Block  1590,  Lot  11, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  Max  H.  Lome,  Eleanore  Case,  Robert 
Rusch,  C.  Alan  Reddy  and  Francis  Fox  Miller. 
RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposes  application. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Galvin,  yice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  20,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  24,  1970;  then  to  December 
8,  1970;  then  to  January  12,  1971 ;  then  to  January  19,  1971 ; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  26,  1970,  acting  on  N.B.  Applic.  17/1970,  reads: 

“A3 — Proposed  building  penetrates  the  sky  ex¬ 
posure  plane  Sect.  23-632  of  the  Zoning  Resolution. 

A4 — Required  windows  at  rear  do  not  open  in  a 
space  with  a  minimum  depth  of  30'0",  Sect.  23-861  of 
the  Zoning  Resolution. 

A5 — Provide  required  rear  set  back  for  portion  of 
building  125'  above  yard  level,  20'  from  the  rear  yard 
line,  Sect.  23-663  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  findings  b  and  e  under 
Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  26,  1970  acting  on  N.B.  Applic.  17/1970  Objec¬ 
tion  Nos.  A3,  A4  &  A5  be  and  it  hereby  is  affirmed  and  that 
the  application  be  and  it  hereby  is  denied. 


326-70-A 

APPLICANT — Leonard  F.  Rothkrug  for  91  East  End  Cor¬ 
poration,  owner. 

SUBJECT — Application  May  27,  1970 — filed  pursuant  to 
Section  310  of  the  Multiple  Dwelling  Law  for  variation  of 
Section  26,  sub.  5  of  the  Multiple  Dwelling  Law  re-  Rear 
yard. 

PREMISES  AFFECTED — 91  East  End  Avenue,  east  side, 
51.4  feet  south  of  East  84th  Street,  Block  1590,  Lot  11, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . . .  0 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  22,  1970  on  N.B.  Applic.  17-/0,  reads : 

“A6 — Provide  a  30'-0"  rear  yard  (for  the  first  125' 
above  level  and  50'-0"  above  that  point)  as  per  Sect.  26 
sub.  5,  M.D.L.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  22,  1970,  acting  on  N.B.  Applic.  17-70,  Objec¬ 
tion  No.  A6,  be  and  it  hereby  is  affirmed  and  that  the  appeal 
be  and  it  hereby  is  denied. 


421-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Henry  Kibel  and 
Anita  Levenson,  owners. 

SUBJECT — Application  July  27,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-9  district,  in  an  existing  31 
story  mixed  building  previously  before  the  Board,  the 
change  in  occupancy  of  the  first  floor  stores  to  an  automo¬ 
tive  showroom  and  sales. 

PREMISES  AFFECTED— 1617  to  1631  First  Avenue,  351 
East  84th  Street,  northwest  corner,  354  East  85th  Street, 
Block  1547,  Lots  22,  122,  23  and  30,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposes  application. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative :  .  0 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  November  24,  1970,  after  due  notice  by  publication  in 
the  Bulletin;  laid  over  to  December  15,  1970;  then  to 
January  19,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  2,  1970,  acting  on  Alt.  Applic.  781/1970,  reads: 

“A -3  Proposed  automobile  showroom  and  sales 
(Use  Group  #9)  in  Cl-9  district  is  not  permitted  as 
per  Sect.  32-00  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  finding (s)  a,  b  and  c  under 
Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  July  2,  1970  acting  on  Alt.  Applic.  781/1970  Objec¬ 
tion  No.  A3  be  and  it  hereby  is  affirmed  and  that  the  appli¬ 
cation  be  and  it  hereby  is  denied. 


500-70-BZ 

APPLICANT — Edwin  Storch  for  Slavko  Brnic,  owner. 
SUBJECT — Application  August  26,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  666  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu- 
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tion,  to  permit  in  an  R4  district,  the  erection  of  a  two 
story  and  cellar,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  encroaches  the  required 
front  yard  and  with  a  porch  within  the  required  open 
spaces. 

PREMISES  AFFECTED — 64-14  75th  Street,  west  side,  118 
feet  south  of  Penelope  Avenue,  Block  3034,  Lot  12,  Middle 
Village,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Edwin  Storch. 

For  Opposition:  Andrew  J.  Saladino. 
RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  q 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  15,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  19,  1971;  and 
Whereas,  the  decision  of  the  Borough  Superintendent 

dated  August  14,  1970,  acting  on  N.  B.  Applic.  245/197o’ 
reads :  ’ 

.  ‘!L  FAR  greater  than  0.75  and  OSR  less  than 

80.0  in  an  R4  zone  is  contrary  to  Sec.  23-141  Z.R. 

2.  Lot  area  per  room  of  less  than  275  square  feet 
is  contrary  to  Sec.  23-222  Z.R. 

3.  First  floor  porches  located  within  the  required 
open  space  is  contrary  to  Sec.  23-12  Z.R. 

4.  Front  yard  of  less  than  15'-0"  in  an  R4  Zone 
contrary  to  Sec.  23-45  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
.  Whereas,.  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  finding (s)  a,  b  and  c  under 
Section  72- 21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  14,  1970  acting  on  N.B.  Applic.  245/1970 
Objection  No.  1,  2,  3  and  4  .be  and  it  hereby  is  affirmed  and 
that  the  application  be  and  it  hereby  is  denied. 


585-70-BZ 

APPLICANT — Abram  Shelfstein  for  Henry  J  Koch 
owner.  ‘  ’ 

SUBJECT— AppJication  September  23,  1970— decision  of 
yfoi Vr0rU§,  Superintendent,  under  Sections  73-211  and 
/J-212  of  the  Zoning  Resolution,  to  permit  in  a  C2-1 
district,  the  construction  and  maintenance  of  an  automotive 
service  station  with  accessory  uses 

PiE,M,I7S|S,rAFFE'xTED-917  t0  933  Richmond  Avenue 
and  1/88P  orest  Avenue,  southeast  corner,  Block  1477 
Lots  14,  16,  17,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Abram  Shelfstein  and  Henry  J  Koch 
For  Opposition:  None. 

Rh??aoMENDATI0N  0F  THE  COMMUNITY 
BOARD — In  favor  of  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  c 

Negative:  .  .  q 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  January  12,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  19,  1971;  and 

Whereas,  the  decision  of  the  Borough  Superintendent 
dated  September  2,  1970,  acting  on  N.B.  Applic.  745/1970’ 
reads :  ’ 

1.  Proposed  automotive  service  station,  Use 
Group  16  is  not  permitted  as  of  right  in  a  C2-1  district 
and  is  contrary  to  Section  32-10  of  the  Zoning  Resolu¬ 
tion. 

2.  Refer  to  the  B.S.A.  for  any  additional  require¬ 
ments. 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
.  Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
undei  Section  73-211/and  73-212  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-211  and  73-212  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  a  C2-1  district,  the  construction  and 
maintenance  of  an  automotive  service  station  with  accessory 
uses,  on  condition  that  all  work  shall  substantially  conform 
to.  drawings  filed  with  this  application  and  marked  “Re¬ 
ceived,  September  23,  1970,”  four  sheets,  and  ‘January  12 
1971,  one  sheet;  that  all  applicable  laws  rules  and  regula¬ 
tions  be  complied  with  and  substantial  construction  be 
completed  within  one  year  from  the  date  of  this  resolution. 


654-70-BZ 

APPLICANT — Atkin  and  Bassolino  for  Bronx  Third  Ave¬ 
nue  Realty  Company,  owner. 

SUBJECT— Application  November  4,  1970— decision  of  the 
Borough  Superintendent,  under  Section  73-63  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml-1  and  R6  district,  the 
erection  of  a  one  story,  enlargement  to  an  existing  factory 
extending  into  the  residence  district. 

R  AFFECTED — 3462  Third  Avenue,  east  side, 

69.07  feet  north  of  East  167th  Street,  and  535  East  167th 
Street,  Block  2609,  Lots  4  and  58,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Thomas  Gibson. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affii  mative.:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative  :  .  . .  q 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  ecember  15,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  19,  1971;  and 

,  iHxtEAS’  uhe  ^c}slon  tFe  Borough  Superintendent, 
reads  •  N°Vember  2’  197°’  actlng  on  Alt-  Applic.  436/1969, 

3  The  enIarg'ement  of  a  factory,  U.G.  18,  in  the 

99  1  n  trcotoS°rV°I?  °t  the  lot  is  contrary  to  Section 
2_-10  &  52-22  of  the  Z.R.  and  is  hereby  denied. 

.  v  •  Since  there  are  no  applicable  bulk  or  yard  re¬ 
quirements  or  regulations  for  this  use  in  a  Residence 
Zoning  District  the  applicant  is  referred  to  the  Board 
of  Standards  and  Appeals.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
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Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  73-63  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-63  of  the  Zoning  Resolution,  to  permit 
in  an  Ml-1  and  R6  district,  the  erection  of  a  one-story 
enlargement  to  an  existing  factory  extending  into  the  resi¬ 
dence  district,  on  condition  that  all  work  shall  substantially 
conform  to  drawings  filed  with  this  application  and  marked 
“Received,  November  4,  1970,”  five  sheets,  and  ‘December 
29,  1970,’  one  sheet,  that  all  applicable  laws,  rules  and  regu¬ 
lations  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolu¬ 
tion. 

Adjourned:  2:25  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JANUARY  19,  1971,  2  P.M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and  Commis¬ 
sioner  Nolan. 


498-70-A 

APPLICANT— Walter  J.  Neufeld  for  Adolph  Weiss, 
owner,  National  Association  of  Manufacturers,  lessee. 
SUBJECT— Application  August  25,  1970— appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  storage 
of  safety  film. 

PREMISES  AFFECTED— 149  East  26th  Street,  north 
side,  170  feet  west  of  Third  Avenue,  Block  882,  Lot  36, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  P.  Augusta  and  W.  J.  Neufeld. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker. 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  April  23,  1969  and  July  29,  1970  on  Order  No. 
69-3886,  reads : 

“1.  Provide  approved  storage  room  for  storage  of 
Safety  Film  as  per  Sec.  C19-124.14.” 

and 

W hereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  April  23,  1969  and  July  29,  1970,  acting 
on  Order  No.  69-3886,  Objection  No.  1,  be  and  it.  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  conform  to  drawings 
marked  “Received  August  25,  1970,”  2  sheets;  on  further 
condition  that  an  additional  exit  be  provided  on  the  westerly 
portion  of  the  storage  and  handling  area  leading  into  the 
office  area  which  leads  into  a  direct  exit  to  the  street;  on 
further  condition  that  an  approved  type  smoke  barrier  in¬ 
volving  the  use  of  electrical  interlock  be  installed  within 
the  confines  of  this  space;  and  that  all  laws,  rules  and 
regulations  shall  be  complied. 


501-70-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Rog  Training  Corporation. 
SUBJECT — Application  September  8,  1970 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 2050  Lexington  Avenue,  north¬ 
west  corner  of  East  124th  Street,  Block  1773,  Lot  17,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man¬ 
fredi,  Fire  Dept. 

For  Opposition:  Walter  Schlegel,  B.  D.  Allen,  Dick  and 


Franklin  Richmond. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 


Whereas,  the  application  of  the  Fire  Commissioner,  dated 
August  24,  1970,  reads : 

“Application  is  hereby  respectfully  made  to  the  Board  of 
Standards  and  Appeals,  in  accordance  with  the  provi¬ 
sion  of  1804.4.C.6  of  the  City  Charter,  to  modify  Certifi¬ 
cate  of  Occupancy  in  relation  to  the  following  building : 
2050  Lexington  Avenue,  Manhattan — Certificate 
No.  42045. 

1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building,  arranged  and  equipped  as  per 
Chapter  26,  Article  17,  Administrative  Code.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied. 

Resolved,  that  the  application  of  the  Fire  Commissioner, 
dated  August  24,  1970,  be  and  it  hereby  is  denied. 

511-70-A 

APPLICANT — Ribelle  Perotto  for  Bethune  Tower,  Incor¬ 
porated,  owner. 

SUBJECT — Application  September  3,  1970 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  location  of 
fuel  oil  tank. 

PREMISES  AFFECTED — 646  Lenox  Avenue,  southeast 
corner  of  West  143rd  Street,  Block  1740,  Lot  1,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  George  Fuchs  and  Ribelle  Perotto. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  1,  1970  on  Misc.  Applic.  805-69,  reads: 

“Cl — Location  of  fuel  oil  tank  within  20'-0"  of 
subwav  is  contrarv  to  Rule  6.5  of  N.  Y.  City  Oil  Burner 
Rules.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 


68 


MINUTES 


Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  1,  1970,  acting  on  Misc.  Applic.  805-69, 
Objection  No.  Cl,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  conform  to  drawings  marked  “Received  Sep¬ 
tember  3,  1970,”  2  sheets,  and  “November  18,  1970,”  one 
sheet;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 

526-70-A 

APPLICANT — Ervin  Palmer  for  A.  Trenkman  Estates, 
Incorporated,  owner. 

SUBJECT — Application  August  27,  1970 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress,  height, 
handrails  and  stairs. 

PREMISES  AFFECTED— 237-239  Centre  Street,  west 
side,  100  feet  north  of  Grand  Street,  Block  472,  Lots  22, 
23,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Irvin  Palmer  and  Richard  Puglisi. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE — 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  29,  1970  on  Alt.  Applic.  268-70,  reads : 

“C24 — Cellar  plan  does  not  indicate  two  means  of 
egress  required  as  per  Sec.  270  of  Labor  Law. 

C25 — As  per  C26-254,  this  5  story  factory,  Class  3 
building  exceeds  area  and  height  limits. 

C26 — Unlawful  for  a  non-fireproof  building  used  as 
a  factory  to  exceed  4  stories  in  height,  as  per  Sec.  270 
of  Labor  Law. 

C27 — Stairs  must  be  incombustible  and  44  inches  in 
width  as  per  Sec.  270  of  Labor  Law. 

C28 — Provide  handrails  each  side  of  stair  Sec.  272 
of  L.L. 

C29 — Unlawful  to  open  toilet  and  elevator  into  stair 
enclosure  as  per  C26-292.0.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  Borough  Superintendent, 
dated  July  29,  1970,  acting  on  Alt.  Applic.  268-70,  Objections 
No.  C24  thru  C29  inclusive,  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  building  shall  con¬ 
form  to  drawings  marked  “Received  August  27,  1970,”  10 
sheets;  and  that  all  laws,  rules  and  regulations  shall  be  com¬ 
plied  with. 


578-70-A 

APPLICANT — Michael  M.  Harris  of  Harrison  and  Abram- 
owitz  for  Cenven,  Inc.  and  Jayven,  Inc.,  owner. 

SUBJECT — Application  September  22,  1970 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED— 1241  to  1255  Avenue  of  the 
Americas,  west  side,  between  West  49th  Street  and  West 
50th  Street,  100  to  134  West  50th  Street,  101  to  143  West 
49th  Street,  Block  1002,  Lot  12  thru  46  inch,  Borough  of 
Manhattan. 


APPEARANCES— 

For  Applicant:  L.  Braun  and  Robert  E.  Pettibone. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  q 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  14,  1970  on  N.B.  Applic.  27-68,  reads: 

“C28 — Glass  doors  opening  onto  corridors  contrary 
to  C26-604.4(b)  (d). 

C29 — Doors  in  horizontal  exit  partition  contrarv 
to  C26-604.6(b).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  14,  1970,  acting  on  N.B.  Applic.  27-68. 
Objections  Nos.  C28  and  C29,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  conform  to  drawings  marked  “Received 
December  21,  1970,”  6  sheets;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


670-70-A 

APPLICANT — M.  Martin  Elkind  for  Gianmont  Realty 
Corporation,  owner. 

SUBJECT  Application  November  10,  1970 — filed  pursuant 
to  . Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 85-45  Park  Crescent,  east  side, 
126.97  feet  west  of  165th  Street,  Block  9847,  Lot  69, 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  David  Tonelson. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

N  egative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  19,  1970  on  N.  B.  Applic.  1535-68.  reads : 

“1.  Proposed  building  not  facing  a  mapped  street  is 
contrary  to  General  City  Law,  Art.  3,  Sec.  36.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent 
dated  October  19,  1970,  acting  on  N.B.  Applic.  1535-68,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  be  to  the 
middle  of  the  street  in  accordance  with  the  standards  of  the 
Department  of  Highways ;  on  further  condition  that  the 
building  substantially  conform  to  drawings  marked  “Received 
November  10,  1970,”  4  sheets;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 
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671-70-A 

APPLICANT— M.  Martin  Elkind  for  Gianmont  Realty 
Company,  owner. 

SUBJECT— Application  November  10,  1970— filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection 
of  building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 85-47  Park  Crescent,  east  side, 
126.97  feet  west  of  165th  Street,  Block  9847,  Lot  68, 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  David  Tonelson. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  19,  1970  on  N.  B.  Applic.  1536-68,  reads: 

“1.  Proposed  building  not  facing  a  mapped  street 
is  contrary  to  General  City  Law,  Art.  3,  Sec.  36.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  19,  1970,  acting  on  N.B.  Applic.  1535-68,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  be  to  the 
middle  of  the  street  in  accordance  with  the  standards  of 
the  Department  of  Highways ;  on  further  condition  that  the 
building  substantially  conform  to  drawings  marked  “Re¬ 
ceived  November  10,  1970,”  4  sheets;  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 


233-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Homat  Corporation. 

SUBJECT — Application  April  20,  1970 — Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED— 2162  to  2168  Broadway,  east 
side,  25  feet  north  of  West  76th  Street,  213  West  76th 
Street,  Block  1168,  Lot  22,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man- 
fredi,  F.  D. 

For  Opposition:  Walter  Schlegel,  B.  D.,  Edgar  Lansbury 
and  Joseph  Beruh. 

ACTION  OF  BOARD — Laid  over  to  February  2,  1971,  at 
2  P.M.,  for  decision.  Hearing  closed. 


386-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
SUBJECT — Application  July  9,  1970 — Application  for  modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 720-728  Chester  Street,  south¬ 
west  corner  of  Linden  Boulevard,  Block  3642,  Lot  22, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man- 
fredi,  F.  D. 


For  Opposition:  Walter  Schegel,  B.  D.,  Allen  Reeps  and 
Israel  Kutner. 

ACTION  OF  BOARD— Laid  over  to  February  2,  1971,  at 
2  P.M.,  for  a  continued  hearing.  To  be  re-inspected  by  a 
joint  committee  of  the  Fire  Department  and  the  Board. 

414-70-A 

APPLICANT— John  T.  O’Neill,  Commissioner,  Depart¬ 
ment  of  Buildings. 

OWNER  OF  PREMISES— Fourems,  Inc.,  c/o  Manvocher- 
ian  Bros. 

SUBJECT— Application  July  23,  1970— revocation  of  Cer¬ 
tificate  of  Occupancy  No.  66581. 

PREMISES  AFFECTED— 78  Fifth  Avenue,  west  side,  73 
feet  south  of  West  14th  Street,  Block  577,  Lot  41,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Walter  Schlegel,  B.  D. 

For  Opposition  :  Serge  Klein. 

ACTION  OF  BOARD— Laid  over  to  February  9,  1971,  at 
2  P.  M.,  for  a  continued  hearing.  Previously  inspected. 


502-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Yeshiva  Mesifta  Arugath 
Habosem. 

SUBJECT — Application  September  8,  1970 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 171  Hooper  Street,  north  side, 
110  feet  east  of  Lee  Avenue,  Block  2200,  Lot  63,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man- 
fredi,  F.  D. 

For  Opposition :  Walter  Schlegel,  B.  D.,  B.  Kahn  and 
Harry  Soled. 

ACTION  OF  BOARD— Laid  over  to  February  2,  1971, 
at  2  P.  M.,  for  continued  hearing.  Previously  inspected. 


503-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Yeshiva  Mesifta  Arugath 
Habosem. 

SUBJECT — Application  September  8,  1970 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 173  Hooper  Street,  north  side, 
138  feet  east  of  Lee  Avenue,  Block  2200,  Lot  62,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man- 
fredi,  F.  D. 

For  Opposition:  Walter  Schlegel,  B.  D„  B.  Kahn  and 
Harry  Soled. 

ACTION  OF  BOARD — Laid  over  to  February  2,  1971,  at 
2  P.  M.,  for  continued  hearing.  Previously  inspected. 


504-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — The  Salvation  Army. 
SUBJECT — Application  September  8,  1970 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 56-45  Main  Street,  northeast 
corner  of  Booth  Memorial  Avenue,  Block  5165,  Lot  1, 
Flushing,  Borough  of  Queens. 
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APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia,  F.  D.  and  Lt.  J.  P. 
Manfredi,  F.  D. 

For  Opposition:  Walter  Schlegel,  B.  D.  and  Frederick 
Rockwell. 

ACTION  OF  BOARD — Laid  over  to  February  17,  1971, 
at  2  P.M.,  for  a  progress  report.  Hearing  continued.  Pre¬ 
viously  inspected. 

505-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Galaxy  Four  Realty  Incor¬ 
porated. 

SUBJECT — Application  September  8,  1970 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 276-280  Broadway,  south  side, 
117  feet  east  of  Havemeyer  Street,  Block  2141,  Lot  8, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia,  F.  D.  and  Lt.  T.  P. 
Manfredi,  F.  D. 

For  Opposition:  Walter  Schlegel,  B.  D.,  and  Gerard 
Donovan. 

ACTION  OF  BOARD — Laid  over  to  February  2,  1971,  at 
2  P.M.,  for  continued  hearing;  previously  inspected. 

508-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Galaxy  Four  Realty  Incor¬ 
porated. 

SUBJECT— Application  September  8,  1970— for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 282-286  Broadway,  south  side, 
140  feet  west  of  Marcy  Avenue,  Block  2141,  Lot  10,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Capt.  J.  F.  Petraglia,  F.  D.  and  Lt.  J.  P. 
Manfredi,  F.  D. 

For  Opposition:  Walter  Schlegel,  B.  D.,  and  Gerard 
Donovan. 

ACTION  OF  BOARD — Laid  over  to  February  2,  1971,  at 
2  P.M.,  for  continued  hearing;  previously  inspected. 


663-70-A 

APPLICANT — Samuel  Garnett  for  127  East  83rd  Street 
Corporation,  owner. 

SUBJECT — Application  November  5,  1970 — decision  of  the 
Borough  Superintendent  re-  Hoistway  Doors. 

PREMISES  AFFECTED— 127  to  129  East  83rd  Street, 
north  side,  41.8  feet  west  of  Lexington  Avenue,  Block 
1512,  Lot  14,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 


ACTION  Oh  BOARD — Laid  over  to  February  17,  1971, 
at  2  P.M.,  for  hearing  at  the  request  of  the  applicant ;  pre¬ 
viously  inspected. 


679-70-A 

APPLICANT— Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Mid-City  Associates,  long-term  lessee. 
SUBJECT  Application  November  13,  1970 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Escalators, 
Corridors,  Show  windows,  Egress. 

PREMISES  AFFECTED— 206  to  262  West  34th  Street, 
southwest  corner  of  Seventh  Avenue,  Block  783,  Part  of 
Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum,  David  B.  Springer, 
Harry  T.  Scanlon,  Lloyd  A.  Doughty,  Lawrence  White- 
side,  Richard  Masters,  Sherwood  T.  Duffy  and  Berthold 
Greenhut. 

ACTION  OF  BOARD — Laid  over  to  February  17,  1971,  at 
2  P.M.,  for  continued  hearing;  previously  inspected. 


664-70-A 

APPLICANT — Charles  M.  Spindler  for  Russell  Hogsett, 
owner. 

SUBJECT — Application  November  5,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Proposed 
Trailer,  Location  and  Size. 

PREMISES  AFFECTED — 144-74  Northern  Boulevard, 
south  side,  209.13  feet  west  of  147th  Street,  Block  5014, 
Lots  32-39,  Flushing.  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  February  2,  1971,  at 
2  P.M.,  for  hearing  at  the  request  of  the  applicant;  pre¬ 
viously  inspected. 


694-70-A 

APPLICANT — Samuel  Garnett,  for  Malco  Realty  Corpo¬ 
ration,  owner. 

SUBJECT — Application  November  19,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Hoistway  door. 

PREMISES  AFFECTED— 113  to  115  East  84th  Street, 
north  side,  133.4  feet  west  of  Park  Avenue,  Block  1513, 
Lot  7,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  February  17,  1971,  at 
2  P.M.,  for  hearing,  at  the  request  of  the  applicant  to 
confer  with  Department  of  Buildings ;  previously  inspected. 


Adjourned:  4:00  P.M. 

James  P.  Mulroy,  Secretary 
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NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  repre¬ 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  hearing 
can  be  entertained  in  view  of  this  publication  and  of  the 
posting  of  the  calendars  on  the  bulletin  board  in  the  offices 
of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will  be 
held  in  abeyance  by  reason  of  failure  of  the  appellant  or 
applicant  to  file  necessary  data,  or  by  any  other  method  of 
delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 
in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  80 
Lafayette  Street,  9th  floor,  Manhattan,  at  five  cents  each- 
add  postage  payment  if  the  forms  are  forwarded  by  mail. 
Purchase  payment  by  postage  stamps  NOT  ACCEPTABLE. 
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NOTICE  OF  PETITION  AND  PETITION 
SERVED  ON  THE  BOARD  OF 
STANDARDS  AND  APPEALS. 

On  December  :30,  1970.  Notice  of  Petition  and  Petition  was  served 
on  the  Board  by:  Roger  W.  Kohn,  attorney  for  petitioner,  Vito  Vario, 
owner,  seeking, a  review  of  the  Board’s  denial  on  November  24,  1970  of 
the  application-,  based  on  a  decision  of  the  Borough  Superintendent 
under  Section  666,  of  the  New  York  City  Charter  and  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R3-2  district,  on  a  plot  with 
a  one  story  factory,  the  erection  of  second  floor  for  residential  use  that 
increases  the  degree  of  non-compliance  in  floor  area  ratio,  open  space 
ratio,  lot  area  per  room,  front  and  side  yard  encroachment  and  acces¬ 
sory  parking;  Calendar  Number  416-70-BZ;  Premises  114-41  Lefferts 
Boulevard,  east  side,  160  feet  north  of  115th  Avenue,  Block  11646,  Lot 
41,  Richmond  Hill,  Borough  of  Queens. 


CONTENTS 


Notice  of  Petition  and  Petition  Served  on  The  Board  of 
Standards  and  Appeals. 

Docket. 


':'n,%«ofTa£ 

££B  23  1971 


Solomon  Sheer,  P 


USSumm 


James  P.  Mulroy,  Secretary 


John  B.  Cincotta,  Chief  Clerk 


Office — 80  Lafayette  Street.  9th  Floor,  Manhattan,  New 
York,  N.  Y.  10013. 

Telephone — 566-5174. 


Notice  of  Hearing  of  Calendar. 

Minutes  of  Regular  Meeting,  Tuesday  Morning,  Janu¬ 
ary  26,  1971,  Affecting  Calendar  Numbers — 


6-68-A 

495-70-BZ 

688-70-BZ 

1217-66-BZ 

496-70-A 

58-66-BZ— Vol.  II 

927-67-BZ 

510-70-BZ 

106-70-BZ 

78-68-BZ 

577-70-BZ 

215-70-BZ 

72-70-BZ 

627-70-BZ 

319-70-BZ 

301-70-BZ 

629-70-BZ 

586-70-BZ 

327-70-BZ 

669-70-BZ 

587-70-A 

358-70-BZ 

672-70-BZ 

596-70-BZ 

440-70-BZ 

676-70-BZ 

677-70-BZ 

Minutes  of 

Regular  Meeting,  Tuesday  Afternoon,  Tanu- 

ary  26,  1971,  Affecting  Calendar  Numbers — 

307-63-SA 

119-61-SA 

1556-BZY— Vol.  VII 

974-63-SM 

152-61-SA 

4439-BZY— Vol.  VII 

557-65-SA 

1600-61-SA 

4059-BZY— Vol.  VIII 

542-68-SM 

76-62-SA 

388-70-A 

788-68-SM 

233-62-SA 

620-70-A 

381-69-SA 

573-62-SA 

660-70-A 

139-70-SM 

816-62-SA 

658-70-A 

185-70-SM 

1142-62-SA 

659-70-A 

206-70-SM 

1151-62-SA 

666-70-A 

228-70-SM 

579-63-SA 

707-70-A 

238-70-SM 

408-64-SA 

710-70-A 

281-70-SA 

881-64-SA 

736-70-A 

284-70-SA 

143-68-SA 

669-69-A 

296-70-SA 

81-70-SM 

384-70-A 

297-70-SA 

94-70-SM 

361-70-A 

316-70-SM 

176-70-SM 

602-70-A 

338-70-SM 

342-70-SM 

621-70-A 

362-70-SM 

4204-BZY — Vols.  II 

622-70-A 

730-70-SA 

through  VIII 

623-70-A 

80-60-SA 

1687-BZ  Y — Vol.  VII 

637-70-A 

216-60-SA 

1688-BZY — Vol.  VII 

686-70-A 

Warning  Notice. 
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New  Cases  Filed  up  to  January  26,  1971 
Cal.  No.  Dept.  Premises  Affected 

47-71-A — B.B. — 171  Hooper  Street,  north  side,  119.5  feet 
east  of  Lee  Avenue,  Block  2200,  Lot  63,  Borough  of 
Brooklyn,  Alt.  No.  2004-70,  re-  Proposed  extension  of 
existing  school,  stairs  and  stair  enclosure,  Cl-3  in  R6 
district. 


61-71-BZ— B.B. — 760  Broadway,  southwest  corner  of 
Flushing  Avenue,  Block  1723,  Lot  1,  Borough  of  Brook¬ 
lyn,  N.B.  No.  197-70,  re-  Proposed  Medical  Center,  sky 
exposure  plane,  etc.,  C4-3  and  R6  district. 


62-71- A — B.B. — 760  Broadway,  southwest  corner  of 
Flushing  Avenue,  Block  1723,  Lot  1,  Borough  of  Brook¬ 
lyn,  N.B.  No.  197-70,  re-  Corridors  and  magnetic  door 
devices,  C4-3  and  R6  district. 


48-71-BZ — B.B.— 9324  Glenwood  Road,  southwest  cor¬ 
ner  of  East  94th  Street,  Block  8181,  Lot  43,  Borough  of 
Brooklyn,  Alt.  No.  578-70,  re-  Proposed  enlargement 
of  front  yard,  R-4  district. 


49-71-BZ — B.B. — 63-71  MacDonough  Street,  northwest 
corner  of  Tompkins  Avenue,  Block  1851,  Lot  39,  Bor¬ 
ough  of  Brooklyn,  Alt.  No.  770-69,  re-  Proposed  Com¬ 
munity  Center,  R6  district. 


50-7 1-BZ — B.B. — 6401  to  6407  4th  Avenue  and  402  to 
408  64th  Street,  southeast  corner,  Block  5818,  Lot  5, 
Borough  of  Brooklyn,  N.B.  No.  1041-69,  re-  Automotive 
service  station,  C2-3  within  R6  district. 


51-71-A — F.D. — 1842  to  1846A  Westchester  Avenue,  south 
side,  25.45  feet  east  of  Theriot  Avenue,  Block  3766, 
Lot  39,  Borough  of  Bronx,  F.D.  Order  No.  6668-4,  re- 
Sprinkler  system,  Administrative  Code. 


52-71-BZ — B.Q. — 168-29  88th  Avenue,  northwest  corner 
of  168th  Place,  Block  9821,  Lot  16,  Jamaica,  Borough 
of  Q'ueens,  Alt.  No.  1419-70,  re-  Proposed  Parking  Lot, 
Cl-2  and  R6  district. 


53-71-BZ — B.B. — 510  Clermont  Avenue,  northwest  cor¬ 
ner  of  Atlantic  Avenue,  Block  2008,  Lot  1,  Borough 
of  Brooklyn,  N.B.  No.  222-70,  re-  Public  School,  Ml-1 
district. 


54-71-BZ — B.M. — 32  East  39th  Street,  south  side,  175.6 
feet  west  of  Park  Avenue,  Block  868,  Lot  48,  Borough 
of  Manhattan,  Alt.  No.  1091-70,  re-  Proposed  change  of 
use  from  apartments  to  offices,  R7-2  district. 


55-71-A — B.M. — 32  East  39th  Street,  south  side,  175.6 
feet  west  of  Park  Avenue,  Block  868,  Lot  48,  Borough 
of  Manhattan,  Alt.  No.  1091-70,  re-  Change  of  use  from 
apartments  to  offices,  R7-2  district. 


56-71-BZ — B.M. — 34  East  39th  Street,  south  side,  155 
feet  west  of  Park  Avenue,  Block  868,  Lot  47,  Borough 
of  Manhattan,  Alt.  No.  1101-70,  re-  Change  of  use  from 
multiple  dwelling  to  offices,  R7-2  district. 


57-71-A — B.M. — 34  East  39th  Street,  south  side,  155 
feet  west  of  Park  Avenue,  Block  868,  Lot  47,  Borough 
of  Manhattan,  Alt.  No.  1101-70,  re-  Live  Load,  R7-2 
district. 


58-71-BZ — B.Q. — 47-03  108th  Street,  southeast  corner 
of  47th  Avenue,  Block  2003,  Lot  1,  Corona,  Borough  of 
Queens,  Alt.  No.  1408-70,  re-  Proposed  alteration  of 
gasoline  service  station,  R6  district. 


59-71-BZ — B.R.- — 5180  Amboy  Road,  south  side,  164.15 
feet  west  of  Philip  Avenue,  Block  6511,  Lot  111,  Anna- 
dale,  Borough  of  Richmond,  Alt.  No.  254-70,  re-  Pro¬ 
posed  extension  to  Telephone  Exchange  Building,  R3-2 
district. 


60-71-SA— Ametek,  Incorporated,  Ametek  45  dry  clean¬ 
ing  machines,  manufactured  by  Ametek,  Incorporated, 
Appliance. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — -Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


FEBRUARY  17,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  morning,  February  17,  1971,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

135-49-BZ — Vol.  II 

APPLICANT — Kenneth  H.  Koons  for  Frieda  Boyle,  owner. 
SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  February  7, 
1971 — decision  of  the  Borough  Superintendent,  previously 
granted  on  condition,  under  sections  7c,  7e,  7f  and  7i  of 
the  Zoning  Resolution,  permitting  in  a  business  use  dis¬ 
trict,  the  proposed  extension  of  an  existing  gasoline  and 
oil  service  station. 

PREMISES  AFFECTED— 1773  East  Gun  Hill  Road, 
north  side,  125  feet  east  of  Wickham  Avenue,  Block  4806, 
Lot  44,  Borough  of  The  Bronx. 


111-55-BZ 

APPLICANT — Charles  M.  Spindler,  for  Reuben  L.  Ker¬ 
shaw  and  Murray  Seeman,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expired  November  1,  1970 — deci¬ 
sion  of  the  Borough  Superintendent;  previously  granted 
on  condition,  under  section  7e  of  the  zoning  resolution, 
permitting  in  the  local  retail  use  district  portion  of  a  lot 
located  in  a  residence  and  local  retail  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station, 
auto  washing,  lubritorium,  motor  vehicle  repairs,  storage 
and  sale  of  accessories  and  office. 

PREMISES  AFFECTED — 194-14  Linden  Boulevard  and 
117-02  to  117-10  195th  Street,  southwest  corner,  Block 
12610,  Lot  15,  St.  Albans,  Borough  of  Queens. 


290-55-BZ 

APPLICANT — Lama  and  Vassalotti  for  Rock  Oil  Co., 
Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  February  28, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7f  and  7i  of  the  Zoning 
Resolution,  to  permit  in  a  business  use  district  the  demo¬ 
lition  of  existing  structures,  and  the  erection  and  mainte¬ 
nance,  for  a  term  of  15  years  a  gasoline  service  station, 
lubritorium,  auto  laundry  (non-automatic)  motor  vehicle 
repair  shop  and  office,  and  to  permit  the  parking  of  motor 
vehicles  awaiting  service. 

PREMISES  AFFECTED — 134-15  Rockaway  Boulevard, 
northwest  corner  of  135th  Street,  Block  11701,  Lot  1, 
South  Ozone  Park,  Borough  of  Queens. 
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589-70-BZ 

APPLICANT — McGrath,  Cohen  and  McGrath  for  Lex- 
Parc  Properties,  owner;  The  Ravelled  Sleave,  lessee. 

SUBJECT  Application  September  25,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-5  district,  in  an  existing 
five  story  building,  the  addition  to  the  use  of  the  first  floor 
restaurant  to  include  cabaret. 

PREMISES  AFFECTED — 1387  Third  Avenue,  east  side, 
21  feet  south  of  East  79th  Street,  Block  1433,  Lot  46,  Bor¬ 
ough  of  Manhattan. 


636-70-BZ 

APPLICANT — Lama  &  Vassalotti  for  Mobil  Oil  Corpora¬ 
tion,  owner. 

SUBJECT  Application  October  21,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  under  Section 
73-211  of  the  Zoning  Resolution,  to  permit  in  a  C2-2  dis¬ 
trict,  the  reconstruction  of  an  existing  automotive  service 
station  with  accessory  uses  previously  before  the  Board 

PREMISES  AFFECTED — 105-55  Horace  Harding  Ex¬ 
pressway,  northwest  corner  of  108th  Street,  Block  1964, 
Lot  23,  Corona,  Borough  of  Queens. 

652-70-BZ 

APPLICANT — Howard  Miller  for  Nicola  DiLorenzo, 
owner. 

SUBJECT — Application  November  2,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-27  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  the  change  in 
use  of  an  existing  one  story  building  from  store  and 
dwellings  to  a  funeral  establishment  and  dwelling. 

PREMISES  AFFECTED — 4502  to  4506  Avenue  D,  south¬ 
east  corner  of  East  45th  Street,  Block  4979,  Lots  1  and  3, 
Borough  of  Brooklyn. 


716-70-BZ 

APPLICANT — Joseph  B.  Schwartz,  for  Huntington-Con- 
course  Associate,  owner;  New  York  City-Hostos  College 
lessee.  ’ 

SUBJECT  Application  December  1,  1970 — Decision  of  the 
Borough  Superintendent  under  Sections  72-21  and  73-641 
of  the  Zoning  Resolution  to  permit  in  a  C4-4  district,  the 
erection  of  a  sixth  floor  to  an  existing  community  facility 
building  that  exceeds  the  height  of  the  front  wall  and 
penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 500  Walton  Avenue  and  475 
Grand  Concourse,  southeast  corner  of  East  149th  Street 
Block  2346,  Lot  32,  Borough  of  The  Bronx. 

720- 70-BZ  " 

APPLICANT — M.  Martin  Elkind,  for  La  Pilar  Realty 
Incorporated,  owner. 

SUBJECT — Application  December  3,  1970 — Decision  of  the 
Borough  Superintendent,  under  Section  73-20  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-9  district,  in  a  proposed 
twelve  story  building,  the  use  of  a  portion  of  the  first  floor 
and  cellar  as  a  theatre. 

PREMISES  AFFECTED — 1468  to  1472  First  Avenue,  east 
side,  52  feet  south  of  East  77th  Street,  Block  1471,  Lots 
3,  4,  47,  and  48,  Borough  of  Manhattan. 

721- 70-A 

APPLICANT — M.  Martin  Elkind,  for  La  Pilar  Realty, 
Incorporated,  owner. 


SUBJECT— Application  December  3,  1970— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  yard. 

PREMISES  AFFECTED— 1468  to  1472  First  Avenue 
east  side,  52  feet  south  of  East  77th  Street,  Block  1471  ’ 
Lots  3,  4,  47,  and  48,  Borough  of  Manhattan. 

754-70-BZ  “ 

A PPL1  CANT  Leonard  F.  Rothkrug  for  Congregation 
Ohal  Rochel,  owner. 

SUBJECT— Application  December  22,  1970— Decision  of 
die  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  three  story  and  cellar  nursery  school  and  youth  center 
that  exceeds  the  permitted  floor  area  ratio  and  encroaches 
on  the  required  front  and  side  yards. 

PREMISES  AFFECTED— 5901  to  5911  13th  Avenue,  1302 
to  1312  59th  Street,  southeast  corner,  Block  5712  Lot  1 
Borough  of  Brooklyn. 

758-70-BZ 

APPLICANT — Atkin  and  Bassalino  for  Westbank  Realty 
Corporation,  owner. 

SUBJECT — Application  December  29,  1970 — Decision  of 
the  Borough  Superintendent,  under  Section  73-27  of  the 
Zoning  Resolution,  to  permit  in  a  Cl -4  district,  in  an  exist¬ 
ing  six  story  building,  the  change  in  occupancy  of  a  portion 
of  the  first  floor  and  cellar  from  a  bank  to  a  funeral  estab¬ 
lishment  without  the  required  loading  berth. 

PREMISES  AFFECTED — 1605  Nelson  Avenue,  northwest 
corner  of  Featherbed  Lane,  Block  2876.  Lot  55,  Borough 
of  The  Bronx. 


551-70-BZ 

APPLICANT — T.  T.  Wiley  and  Associates  for  Hook  Creek 
Realty  Company,  owner. 

SUBJECT — Application  August  20,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  72.01(b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2  dis¬ 
trict,  the  construction  of  an  off-site  group  parking  facility 
to  an  existing  factory  in  Nassau  County. 

PREMISES  AFFECTED — 265-17  Hook  Creek  Boulevard 
northeast  corner  of  257th  Street,  Block  13630,  Lot  1, 
Rosedale,  Borough  of  Queens. 

327-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Theodore  J.  Burke, 
owner. 

SUBJECT — Application  May  28,  1970— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  district,  the  installation 
of  an  advertising  sign  that  encroaches  on  the  minimum 
distance  to  a  park  and  arterial  highway. 

PREMISES  AFFECTED — 34-09  126th  Street,  southeast 
corner  of  34th  Avenue,  Block  1822,  Lot  1,  Flushing,  Bor¬ 
ough  of  Queens. 

Laid  over  from  January  26,  1971,  for  continued  hearing. 

THOMAS  F.  GALVIN,  Chairman 


FEBRUARY  17,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  afternoon,  February  17,  1971,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters ; 
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506-70-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES— United  House  of  Prayer. 

SUBJECT— Application  September  8,  1970  for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 2310-2322  Eighth  Avenue,  east 
side  of  Eighth  Avenue,  between  West  124th  Street  and' 
West  125th  Street,  271  West  124th  Street  and  272-280 
West  125th  Street,  Block  1930,  Lot  1,  Borough  of  Man¬ 
hattan. 


504-70-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— The  Salvation  Army. 
SUBJECT— Application  September  8,  1970— for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 56-45  Main  Street,  northeast 
corner  of  Booth  Memorial  Avenue,  Block  5165,  Lot  1, 
Flushing,  Borough  of  Queens. 


663-70-A 

APPLICANT— Samuel  Garnett  for  127  East  83rd  Street 
Corporation,  owner. 

SUBJECT— Application  November  5,  1970— decision  of  the 
Borough  Superintendent  re-Hoistway  Doors. 

PREMISES  AFFECTED— 127  to  129  East  83rd  Street, 
north  side,  41.8  feet  west  of  Lexington  Avenue,  Block  1512, 
Lot  14,  Borough  of  Manhattan. 


67 9- 70- A 

APPLICANT— Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Mid-City  Associates,  long-term  lessee. 

SUBJECT— Application  November  13,  1970— Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  escalators, 
corridors,  show  windows,  egress. 

PREMISES  AFFECTED— 206  to  262  West  34th  Street, 
southwest  corner  of  Seventh  Avenue,  Block  783,  Part  of 
Lot  1,  Borough  of  Manhattan. 


731-70-A 

APPLICANT— Percy  Cashmore  for  Alan  Investors  Corpo¬ 
ration,  owner. 

SUBJECT— Application  December  11,  1970— appeal  from 
a  decision  of  the  Borough  Superintendent  re-  escalator 
enclosure. 

PREMISES  AFFECTED— 150  Broadway,  northeast  corner 
of  Liberty  Street,  Block  64,  Lots  12  and  14,  Borough  of 
Manhattan. 

734-70-A 

APPLICANT— Mortimer  E.  Freehof  for  Carl  Thomson, 
owner. 

SUBJECT— Application  December  14,  1970— appeal  from 
a  decision  of  the  Borough  Superintendent  re-  egress, 
winders,  stairs. 

PREMISES  AFFECTED— 19  East  75th  Street,  north  side, 
64  feet  west  of  Madison  Avenue,  Block  1390,  Lot  14,  Bor¬ 
ough  of  Manhattan. 


738-70-A 

APPLICANT— Arthur  J.  McGee  and  Joseph  P.  Morsel- 
lino  for  Lew  Morris  Demolition  Company,  Incorporated, 
owner;  Pfaltz  and  Bauer,  Incorporated,  lessee. 

SUBJECT— Application  December  15,  1970— appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Chemical  Supply 
House,  and  sprinkler  system. 

PREMISES  AFFECTED— 31-20  College  Point  Causeway, 
southwest  corner  of  128th  Street,  Block  4383,  Lot  5,  Flush¬ 
ing,  Borough  of  Queens. 


750-70-A 

APPLICANT — Greyhound  Lines,  Incorporated,  owner. 

SUBJECT — Application  December  21,  1970 — appeal  from 
a  decision  of  the  Fire  Commissioner  re-  Diesel  Oil  Pumps. 

PREMISES  AFFECTED— 525  to  531  11th  Avenue,  east 
side  of  12th  Avenue,  601  to  659  West  40th  Street,  600  to 
660  West  41st  Street,  Block  1088,  Lot  1,  Borough  of  Man¬ 
hattan. 


694-70-A 

APPLICANT — Samuel  Garnett  for  Malco  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  November  19,  1970 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  hoistway 
door. 

PREMISES  AFFECTED— 113  to  115  East  84th  Street, 
north  side,  133.4  feet  west  of  Park  Avenue,  Block  1513, 
Lot  7,  Borough  of  Manhattan. 


669-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Pierre  Associates  Incorpo¬ 
rated,  c/o  B.  Harrison  Frankel. 

SUBJECT — Application  November  13,  1969 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 29-33  Maiden  Lane  and  56 
Nassau  Street,  northeast  corner,  Block  67,  Lot  23,  Borough 
of  Manhattan. 

548-70-A 

APPLICANT — Universal  Roadmarking  Inc.,  for  Prismo 
Universal  Corp.  and  Wald  Industries  Inc.,  owners. 

SUBJECT — Application  September  16,  1970 — appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
approval  of  heating  units  for  road  markers. 


502- 70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Yeshiva  Mesifta  Arugath 
Habosem. 

SUBJECT — Application  September  8,  1970 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 171  Hooper  Street,  north  side, 
110  feet  east  of  Lee  Avenue,  Block  2200,  Lot  63,  Borough 
of  Brooklyn. 

503- 70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Yeshiva  Mesifta  Arugath 
Habosem. 

SUBJECT — Application  September  8,  1970 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 173  Hooper  Street,  north  side, 
138  feet  east  of  Lee  Avenue,  Block  2200,  Lot  62,  Borough 
of  Brooklyn. 

47-71-A 

APPLICANT — Harry  Soled  for  Yeshiva  Arugath  Habosem, 
owner. 

SUBJECT — Application  January  19,  1971 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  ex¬ 
tension  of  existing  school,  stairs  and  stair  enclosure. 
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PREMISES  AFFECTED — 171  Hooper  Street,  north  side, 
119.5  feet  east  of  Lee  Avenue,  Block  2200,  Lot  63,  Borough 
of  Brooklyn. 

THOMAS  F.  GALVIN,  Chairman 


FEBRUARY  23,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  23,  1971,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 


240-55-BZ 

APPLICANT— Lama,  Proskauer,  Prober  &  Vassalotti  for 
Stanley  S.  Kilburn,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  November  3,  1970 — 
decision  of  the  Borough  Superintendent,  previously  granted 
on  condition,  under  Section  7e  of  the  Zoning  Resolution, 
permitting  in  a  business  and  residence  use  district,  the 
erection  and  maintenance  of  a  structure  in  the  business  use 
district  portion  of  the  lot,  to  be  used  as  body  and  fender 
repair  shop,  auto  repair  shop,  car  and  motor  washing,  weld- 
painting  and  spraying  and  office  and  gasoline  pump 
within  building,  owners  use  only,  and  parking  of  cars 
awaiting  service  and  the  storage  of  kerosene  and  gasoline 
in  buried  tanks,  owners  use  only,  in  the  residence  use  dis¬ 
trict  portion  of  the  plot. 

PREMISES  AFFECTED— 207-22  to  207-24  (207-22  offi¬ 
cial)  Northern  Boulevard,  south  side,  250  feet  west  of 
Oceania  Avenue,  and  206-35  to  206-37  45th  Road,  Block 
7305,  Lot  19,  Bayside,  Borough  of  Queens. 


394-60-BZ 

APPLICANT — De  Rose  and  Cavalieri  O.  B.  Associates, 
owner. 

SUBJECT  Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  18, 
1971-  decision  of.  the  Borough  Superintendent,  previously 
gi  anted  on  condition,  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  residence  use  district,  the  maintenance 
of  a  parking  lot  for  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 2903-2907  Valentine  Avenue, 
west  side,  81.15  feet  south  of  East  199th  Street,  Block  3305, 
Lots  45  and  47,  Borough  of  The  Bronx. 


1910-61-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Hold  Rite  No¬ 
tions  Company,  owner;  Strauss  Stores,  lessee. 

Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  March  29,  1971 
decision  of  the  Borough  Superintendent,  previously 
granted  on  condition  under  Sections  7e  and  7 A  of  the  Zon- 
ing  Resolution,  permitting  in  a  business  use  district  the 
addition  of  accessory  minor  auto  repairs  and  welding  to 
existing  use  of  sales  and  service  of  auto  accessories  with 
entrances  within  75  feet  of  a  residential  district 

PREMISES  AFFECTED — 1756-1766  86th  Street  south¬ 
east  corner  of  Bay  17th  Street,  Block  6368,  Lot  29,  Bor¬ 
ough  of  Brooklyn. 


327-63-BZ 

APPLICANT— Reavis  and  McGrath  for  Pilot  Associates 
Incorporated,  owner. 


SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  18, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tions  11-412  and  72-01  of  the  Zoning  Resolution,  to  permit 
in  a  R7-1  district,  the  change  in  occupancy  of  an  existing 
one  story  building  previously  granted  by  the  Board  from 
warehouse,  packing  and  storage  to  the  assembly  of  mirrors 
into  frames,  the  storage  and  cutting  of  sheet  glass,  the 
manufacturing  of  plastic  and  wood  frames  and  novelties, 
with  an  off-street  loading  berth. 

PREMISES  AFFECTED— 564-592  St.  John’s  Place,  south 
side,  333  feet  8  inches  east  of  Classon  Avenue,  Block  1178, 
Lot  26,  Borough  of  Brooklyn. 


1035-65-BZ 

APPLICANT — Carmine  Tulino,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  February  1, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  a  R6  dis¬ 
trict,  the  change  in  occupancy  on  an  existing  accessory 
parking  lot  to  a  public  parking  lot. 

PREMISES  AFFECTED — 1549-1551  Dean  Street,  north 
side,  99  feet  6l/2  inches  west  of  Troy  Avenue,  Block  1340, 
Lots  49  and  50,  Borough  of  Brooklyn. 


507-66-BZ — Vol.  II 

APPLICANT — Albert  Melniker  for  301  Nelson  Avenue 
Restaurant  Incorporated,  owner. 

SUBJECT — Application  reopened  December  21,  1970  as 
Volume  II — Decision  of  the  Borough  Superintendent,  un¬ 
der  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  Cl-1  district,  in  an  existing  two  story  building  the  addi¬ 
tion  to  the  use  of  the  first  floor  restaurant  to  include 
cabaret. 

PREMISES  AFFECTED — 301  Nelson  Avenue,  southeast 
corner  of  Hylan  Boulevard,  Block  5208,  Lot  1,  Great 
Kills,  Borough  of  Richmond. 


554-70-BZ 

APPLICANT — Lichtner  Associates  for  Michaelson  Realty 
Corporation,  owner. 

SUBJECT — Application  September  17,  1970 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  one  . story  enlargement  to  an  existing  store  and  resi¬ 
dence  building  and  the  change  in  occupancy  to  toy  store 
with  accessory  storage. 

PREMISES  AFFECTED — 289  to  295  Beach  14th  Street, 
west  side,  52.21  feet  south  of  New  Haven  Avenue,  Block 
15625,  Lot  46,  Far  Rockaway,  Borough  of  Queens. 


555-70-A 

APPLICANT — Lichtner  Associates  for  Michaelson  Realty 
Corporation,  owner. 

SUBJECT — Appeal  from  an  Administrative  decision  re- 
Class  4  construction,  tabular  limits. 

PREMISES  AFFECTED— 289  to  295  Beach  14th  Street, 
west  side,  52.21  feet  south  of  New  Haven  Avenue,  Block 
15625,  Lot  46,  Far  Rockaway,  Borough  of  Queens. 


632-70-BZ 

APPLICANT — Thomas  P.  Crinnion  for  James  V.  Mattera, 
owner. 

SUBJECT  Application  October  19,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent,  under  Section 
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72-21  of  the  Zoning  Resolution,  to  permit  in  an  R2  district, 
the  erection  of  a  one  family  dwelling  on  a  plot  with  less 
than  the  required  lot  area. 

PRFMISES  AFFECTED— 208-11  58th  Avenue,  north  side, 
56  feet  west  of  Oceania  Street,  Block  7437,  Lot  32,  Bay- 
side,  Borough  of  Queens. 


633-70-BZ 

APPLICANT— Thomas  P.  Crinnion  for  James  V.  Mattera, 
owner. 

SUBJECT— Application  October  19,  1970— Appeal  from  a 
decision  of  the  Borough  Superintendent,  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R2  district, 
the  erection  of  a  one  family  dwelling  on  a  plot  with  less 
than  the  required  lot  area. 

PREMISES  AFFECTED— 56-52  Oceania  Street,  northwest 
corner  of  58th  Avenue,  Block  7437,  Lot  29,  Bayside,  Bor¬ 
ough  of  Queens. 

638-70-BZ 

APPLICANT— Aaron  Halpern  for  Helen  Scaringe,  owner. 

SUBJECT— Application  October  21,  1970— decision  of  the 
Borough  Superintendent,  under  Section.  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  one  story  retail  store  that  encroaches  on  the  required 
side  yard. 

PREMISES  AFFECTED— 166-09  Baisley  Boulevard, 

north  side,  56.84  feet  east  of  166th  Street,  Block  12382,  Lot 
36,  Springfield  Gardens,  Borough  of  Queens. 


644-70-BZ 

APPLICANT — Atkin  and  Bassolino  for  Sanford  and 
Paulene  Aptecker,  owners. 

SUBJECT— Application  October  23,  1970— decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-62 
of  the  Zoning  Resolution,  to  permit  in  an  R5  district,  the 
maintenance  of  an  enlargement  to  the  first  floor  of  a  one 
family  dwelling  that  encroaches  on  the  required  outer  court, 
rear  yard  and  side  yard. 

PREMISES  AFFECTED— 2562  Fish  Avenue,  east  side, 
125.15  feet  south  of  Allerton  Avenue,  Block  4474,  Lot  34, 
Borough  of  The  Bronx. 


760-70-BZ 

APPLICANT— Stanley  H.  Klein  for  Louis  and  Lucy 
Iacucci,  owners. 

SUBJECT— Application  December  29,  1970— Decision  of 
the  Borough  Superintendent,  under  Sections  72-21  and  73- 
62  of  the  Zoning  Resolution,  to  permit  in  an  R2  and  Cl -2 
district,  the  erection  of  a  one  story  enlargement  to  a  one 
family  dwelling  that  creates  non-compliance  in  open  space 
ratio,  floor  area  ratio  and  encroachment  into  the  rear  yard. 

PREMISES  AFFECTED— 75-73  179th  Street,  east  side, 
130.89  feet  north  of  Union  Turnpike,  Block  7192,  Lot  52, 
Flushing,  Borough  of  Queens. 

THOMAS  F.  GALVIN,  Chairman 


FEBRUARY  23,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon ,  February  23,  1971,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters. 

441-70-A 

APPLICANT — Paul,  Weiss,  Goldberg,  Rifkind,  Wharton 
and  Garrison  for  Amway  Corporation,  owner. 


SUBJECT— Application  August  17,  1970— Appeal  from  Fire 
Department  regulations  re-  Pressurized  Products. 


623-70-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Howard  Stores  Corporation. 
SUBJECT— Application  October  15,  1970— for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 82  and  84  Stanton  Street,  north- 
east  corner  of  Allen  Street,  Block  417,  Lots  70  and  71, 
Borough  of  Manhattan. 


686-70-A 

APPLICANT— Krajack  Tank  Lines,  Incorporated,  owner. 
SUBJECT— Application  November  13,  1970— Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  gear  ratio  to  limit 
speed  of  trucks. 


667-70-A 

APPLICANT — Sol  Feinberg  for  P.  L.  Kollette  Corpora¬ 
tion,  owner ;  Collette  Toy  and  Novelty  Corporation, 

lessee. 

SUBJECT— Application  November  6,  1970— Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  elevator  in  readi¬ 
ness. 

PREMISES  AFFECTED— 36-09  to  36-19  36th  Avenue, 
northeast  corner  of  37th  Street,  Block  640,  Lot  48,  Long 
Island  City,  Borough  of  Queens. 


737-70-A 

APPLICANT— Lama  and  Vassalotti  for.  The  Brookdale 
Hospital  Center,  Hegeman  Avenue  Housing  Company  In¬ 
corporated,  owner. 

SUBJECT— Application  December  14,  1970— Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Floor  ceiling 
construction. 

PREMISES  AFFECTED— 7  to  9  Hegeman  Avenue,  north¬ 
west  of  Amboy  Street,  Block  3621,  Lot  1,  Borough  of 
Brooklyn. 


752-70-A 

APPLICANT— Robert  H.  McKay,  of  Office  of  Alfred 
Easton  Poor  for  140  Broadway  Company,  owner;  Dewey, 
Ballantine,  Bushby,  Palmer  and  Wood,  lessee. 

SUBJECT— Application  December  18,  1970— Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Spiral  Stairs. 

PREMISE  AFFECTED— 126  to  146  Broadway,  entire 
block  bounded  by  Cedar  Street,  Nassau  Street,  and  Liberty 
Street,  77-83  Cedar,  31  to  37  Nassau  Street,  56  to  70 
Liberty  Street,  Block  48,  Lot  1,  Borough  of  Manhattan. 


757-70-A 

APPLICANT— Sol  Feinberg  for  Burns  Brothers  Preferred, 
Incorporated,  owner. 

SUBJECT— Application  December  29,  1970— Appeal .  from 
a  decision  of  the  Fire  Commissioner  re-  Transportation. of 
fuel  oil  in  tanks  through  city  streets  not  in  conformity  with 
the  requirements  of  Administrative  Code  of  City  of  New 
York. 


762-70-A 

APPLICANT — Reavis  and  McGrath  for  Sol  G.  Atlas  and 
John  P.  McGrath,  owner. 
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SUBJECT — Application  December  30,  1970 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Metal  and 
glass  partition. 

PREMISES  AFFECTED — 2  New  York  Plaza  (117  Broad 
Street),  northeast  corner  of  South  Street,  Block  5,  Lot  1, 
Borough  of  Manhattan. 

THOMAS  F.  GALVIN,  Chairman 


MARCH  2,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  2,  1971,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 

538-67-BZ — Vol.  II 

APPLICANT — Lama  &  Vassaoltti  for  Caldo  Realty  Cor¬ 
poration,  owner ;  The  Greenpoint  Savings  Bank,  lessee. 
SUBJECT — Application  reopened  October  6,  1970  as  Vol¬ 
ume  II — decision  of  the  Borough  Superintendent,  under 
Sections  72-01  (b)  and  72-21  of  the  Zoning  Resolution,  to 
permit  in  a  Cl-2  district,  the  maintenance  of  an  illumi¬ 
nated  sign  that  exceeds  the  permitted  surface  area. 

PREMISES  AFFECTED — 41-60  to  41-80  Main  Street  and 
133-30  to  133-50  Sanford  Avenue,  Block  5121,  Lot  23, 
Flushing,  Borough  of  Queens. 


1066-67-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Harold  Sussman, 
owner;  Campus  Book  Stores,  Incorporated,  lessee. 

SLIBJECT — Application  December  15,  1967 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  in  an  existing 
one  story  structure  occupied  as  automotive  service  station, 
repair  shop  and  bookstore  previously  before  the  Board,  the 
erection  of  an  enlargement  to  the  book  store. 

PREMISES  AFFECTED — 65-01  Kissena  Boulevard,  south¬ 
east  corner  of  65th  Avenue,  Block  6742,  Lot  10,  Flushing, 
Borough  of  Queens. 

18-69-BZ— Vol.  Ill 

APPLICANT — Buckley  and  Kisseloff  for  Emalie  Heckard 
and  Chemical  Bank,  New  York  Trust  Company,  owner. 

SUBJECT — Application  reopened  December  15,  1970  as 
Volume  III — decision  of  the  Borough  Superintendent, 
under  Section  72-21  of  the  Zoning  Resolution,  and  Section 
666  of  the  New  York  City  Charter  to  permit  in  a  C5-3 
district,  at  an  existing  office  building  presently  under  con¬ 
struction,  the  conversion  of  mechanical  space  to  rented 
floor  area  that  increases  the  degree  of  non-compliance. 

PREMISES  AFFECTED — 489  Fifth  Avenue,  eastside  73 
feet  south  of  East  42nd  Street,  12  East  42nd  Street,  Block 
1276,  Lots  4  and  68,  Borough  of  Manhattan. 

545-70-BZ 

APPLICANT — Edwin  Storch  for  Queens  Stewart  Con¬ 
struction  Corporation,  owner. 

SUBJECT — Application  September  15,  1970 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R5  district,  the  erection  of  a  three 
story,  two  family  dwelling  that  encroaches  on  the  required 
side  yard  and  has  less  than  the  required  open  space  ratio. 

PREMISES  AFFECTED— 34-37  59th  Street,  east  side, 
178.80  feet  south  of  Broadway,  Block  1198,  Lot  23,  Wood- 
side,  Borough  of  Queens. 


625-70-BZ 

APPLICANT — Murray  Rudman  and  David  Pell  for 
Nicholas  G.  Nadola,  owner ;  L.  Glashow  Inc.,  lessee. 

SLIBJECT — Application  October  16,  1970 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  Cl -3  district,  in  an  existing  two  story 
building,  the  change  in  occupancy  of  the  first  floor  store 
to  a  limited  contractors  establishment. 

PREMISES  AFFECTED — 2921  Heath  Avenue,  southwest 
corner  of  West  230th  Street,  Block  3260,  Lot  31,  Borough 
of  The  Bronx. 

708-70-BZ 

APPLICANT — Larry  Meltzer  for  Nettie  Bressncr,  owner. 

SUBJECT — Application  November  23,  1970 — Decision  of 
the  Borough  Superintendent,  under  Sections  72-21  and  11- 
412  of  the  Zoning  Resolution,  to  permit  in  an  R2  district, 
the  erection  of  a  one  story  enlargement  to  an  existing  two 
family  dwelling  previously  before  the  Board,  that  increases 
the  degree  of  non-compliance  in  floor  area  ratio  and  open 
space  ratio. 

PREMISES  AFFECTED — 131  Beach  135th  Street,  west 
side,  671.21  feet  south  of  Rockaway  Beach  Boulevard,  Block 
16280,  Lot  41,  Belle  Harbor,  Borough  of  Queens. 

761-70-BZ 

APPLICANT — George  Fuchs  for  Oak-Dene  Realty  Corpo¬ 
ration,  owner;  Charles  Friedman,  lessee. 

SUBJECT — Application  December  30,  1970 — decision  of 
the  Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Sections  72-21  and  73-50  of  the 
Zoning  Resolution,  to  permit  in  a  C4-5  district,  in  an  exist¬ 
ing  8  story  building,  the  use  of  a  portion  of  the  first  floor 
as  a  store  with  show  windows,  entrances  and  signs  within 
20  feet  of  a  residence  district. 

PREMISES  AFFECTED— 3  to  5  West  8th  Street,  north 
side,  100  feet  west  of  5th  Avenue,  Block  572,  Lot  45,  Bor¬ 
ough  of  Brooklyn. 

THOMAS  F.  GALVIN,  Chairman 


MARCH  2,  1971,  2  P.M. 

NOT  ICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  2,  1971,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 

686-69-A 

APPLICANT — Allen  A.  Sylvane  for  Bess  Kane,  owner ; 
Rubin  Engelson,  lessee. 

SUBJECT — Application  November  20,  1969 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 137  Hudson  Street,  west  side, 
28  feet  north  of  Beach  Street,  Block  214,  Lot  24,  Borough 
of  Manhattan. 


15-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Corporation,  owner. 

SUBJECT— Application  January  13,  1971 — Filed  pursuant  to 
Section  36,  Article  3.  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 22  Ovis  Place,  south  side,  166.50 
feet  west  of  Hylan  Boulevard,  Block  5026,  Lot  123,  Bay 
Terrace,  Borough  of  Richmond. 


79 


CALENDAR 


16-71-A 

APPLICANT— Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT— Application  January  13,  1971— Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 23  Thayer  Place,  north  side, 
165.91  feet  west  of  Hylan  Boulevard,  Block  5027,  Lot  41, 
Bay  Terrace,  Borough  of  Richmond. 


17-71-A 

APPLICANT— Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT— Application  January  13,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 27  Thayer  Place,  north  side, 
140.63  feet  west  of  Hylan  Boulevard,  Block  5027,  Lot  40, 
Bay  Terrace,  Borough  of  Richmond. 


18-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 29  Thayer  Place,  north  side, 
118.90  feet  west  of  Hylan  Boulevard,  Block,  5027,  Lot  38, 
Bay  Terrace,  Borough  of  Richmond. 


19-71-A 

APPLICANT— Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 33  Thayer  Place,  north  side, 
97.27  feet  west  of  Hylan  Boulevard,  Block  5027,  Lot  37, 
Bay  Terrace,  Borough  of  Richmond. 


20- 71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUB  TECT— Application  January  13,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 35  Thayer  Place,  north  side, 
75.62  feet  west  of  Hylan  Boulevard,  Block  5027,  Lot  35, 
Bay  Terrace,  Borough  of  Richmond. 

21- 71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT— Application  January  13,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 37  Thayer  Place,  north  side. 
53.95  feet  west  of  Hylan  Boulevard,  Block  5027,  Lot  34, 
Bay  Terrace,  Borough  of  Richmond. 


22-71-A 

APPLICANT— Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT— Application  January  13,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 


PREMISES  AFFECTED— 41  Thayer  Place,  north  side, 
32.28  feet  west  of  Hylan  Boulevard,  Block  5027,  Lot  32, 
Bay  Terrace,  Borough  of  Richmond. 


23-71-A 

APPLICANT— Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 40  Ovis  Place  south  side  24 
feet  west  of  Hylan  Boulevard,  Block  5026,  Lot  131,  Bay 
Terrace,  Borough  of  Richmond. 


24-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT— Application  January  13,  1971— filed  pursuant  to 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 36  Ovis  Place  south  side,  47.75 
feet  west  of  Hyland  Boulevard,  Block  5026,  Lot  129,  Bay 
Terrace,  Borough  of  Richmond. 


25-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Corporation,  owner. 

SUBJECT — Application  January  13,  1971 — filed  pursuant  to 
Section  36.  Article  3,  General  City  Law  re-  erection  ot 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 34  Ovis  Place  south  side  71.50 
feet  west  of  Hylan  Boulevard,  Block  5026,  Lot  12o,  Bay 
Tprrarp  Rnrnrmh  of  Richmond. 


26-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Corporation,  owner. 

SUBJECT— Application  January  13,  1971— Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 30  Ovis  Place,  south  side,  95.25 
feet  west  of  Hylan  Boulevard,  Block  5026,  Lot  127,  Bay 
Terrace,  Borough  of  Richmond. 


27-71-A 

APPLICANT— Albert  Melniker  for  Cotra  Construction 
Corporation,  owner. 

SUBJECT— Application  January  13,  1971— Filed  pursuant 
to  Section  36.  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 28  Ovis  Place,  south  side,  119 
feet  west  of  Hylan  Boulevard,  Block  5026,  Lot  125,  Bay 
Terrace,  Borough  of  Richmond. 


28-71-A 

APPLICANT— Albert  Melniker  for  Cotra  Construction 
Corporation,  owner. 

SUBJECT— Application  January  13,  1971— Filed  pursuant 
to  Section  36.  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 24  Ovis  Place,  south  side.  142.75 
feet  west  of  Hylan  Boulevard,  Block  5026,  Lot  124,  Bay 
Terrace,  Borough  of  Richmond. 
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29-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 35  Ovis  Place,  north  side,  48 
feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  5,  Bay 
Terrace,  Borough  of  Richmond. 


30- 71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 39  Ovis  Place,  north  side,  24 
feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  4,  Bay 
Terrace,  Borough  of  Richmond. 

31- 71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971— Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection 
of  building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 21  Ovis  Place,  north  side,  147.55 
feet  west  of  Thollen  Street,  Block  5028,  Lot  14,  Bay  Ter¬ 
race,  Borough  of  Richmond. 

32- 71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 33  Ovis  Place,  north  side,  72 
feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  6,  Bay  Ter¬ 
race,  Borough  of  Richmond. 

33- 71- A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 29  Ovis  Place,  north  side.  96 
feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  7,  Bay  Ter¬ 
race,  Borough  of  Richmond. 

34- 71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 27  Ovis  Place,  north  side,  120 
feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  9,  Bay  Ter¬ 
race,  Borough  of  Richmond. 

35- 71-A  - - 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 


PREMISES  AFFECTED — 23  Ovis  Place,  north  side,  144 
feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  12,  Bay  Ter¬ 
race,  Borough  of  Richmond. 

36- 71-A  ' 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT  Application  January  13,  1971 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 42  Thayer  Place,  south  side,  40 
feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  42,  Bay 
Terrace,  Borough  of  Richmond. 

37- 71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT— Application  January  13,  1971— Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 38  Thayer  Place,  south  side, 
63.75  feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  40, 
Bay  Terrace,  Borough  of  Richmond. 

38- 71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 36  Thayer  Place,  south  side, 
87.50  feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  39, 
Bay  Terrace,  Borough  of  Richmond. 


39-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 32  Thayer  Place,  south  side, 
111.25  feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  37, 
Bay  Terrace,  Borough  of  Richmond. 


40-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 30  Thayer  Place,  south  side, 
135  feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  35, 
Bay  Terrace,  Borough  of  Richmond. 


41-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 26  Thayer  Place,  south  side, 
158.75  feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  34, 
Bay  Terrace,  Borough  of  Richmond. 

THOMAS  F.  GALVIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  JANUARY  26,  1971,  10  A.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon  January  12,  1971,  were 
approved  as  printed  in  the  Bulletin  of  January  21,  1971, 
Vol.  56,  No.  3. 

6-68-A 

APPLICANT— William  J.  Freed  for  Child  Study  Associa¬ 
tion  of  America,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
amendment  of  resolution— appeal  from  a  decision  of.  the 
Borough  Superintendent,  previously  granted  on  condition 
re-class  3  construction  change  of  use  from  vacant  to  ac¬ 
cessory  offices,  etc. 

PREMISES  AFFECTED— 9  East  89th  Street,  north  side, 
206  feet  11  inches  east  of  Fifth  Avenue,  Block  1501,  Lot  9, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  William  J.  Freed. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
March  12,  1968,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
12,  1968,  so  that  as  amended  the  resolution  shall  read: 

“Resolved,  that  the  order  and  decision  of  the  Bor¬ 
ough  Superintendent,  dated  April  29,  1966  and  December 
20,  1967,  acting  on  Alt.  Applic.  140-66,  Objection  Nos.  1 
and  7,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  build¬ 
ing  shall  substantially  comply  with  drawings  marked 
‘Received  January  3,  1968’,  five  sheets  and  ‘February  7, 
1968,’  one  sheet;  on  further  condition  that  the  existing 
sprinkler  system  be  extended  throughout  the  front  stair, 
utilizing  the  existing  2^-inch  water  main  connection; 
that  all  doors  from  offices  to  corridors  be  self-closing, 
that  the  door  from  the  corridor  to  the  rear  stair  in  the 
penthouse  be  arranged  to  swing  in  the  direction  of  egress 
and  that  exit  signs  be  installed  as  required  by  Section 
C26-279.0  of  the  Building  Code;  that  in  all  other  repects 
all  other  applicable  laws,  rules  and  regulations  shall  be 
complied  with.”  (Alt.  140-66  and  Misc.  1005-68) 


1217-66-BZ 

APPLICANT — Atkin  &  Bassolino  for  BP  Oil  Corp.,  Sub¬ 
sidiary  of  Standard  Oil  of  Ohio,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  December  12, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  73-211  and  73-212  of 
the  Zoning  Resolution,  permitting  in  a  C2-1  district,  the 
erection  of  an  automotive  service  station  with  accessory 
uses  and  accessory  signs. 


PREMISES  AFFECTED— 1915  Bruckner  Boulevard, 
northwest  corner  of  Virginia  Avenue,  Block  3733,  Lots 
69,  70,  71  and  72,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Thomas  Gibson. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  12,  1967;  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  January  20,  1970;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  12,  1967,  as  amended  through  January  20,  1970,  only  as 
to  the  time  to  complete  the  work,  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  December  12,  1970.”  (N.B.  693-66) 


927-67-BZ 

APPLICANT — A.  J.  Mario  for  James  Miceli,  owner. 
SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  reopening  for  extension  of 
time  to  complete  which  expired  January  16,  1969  decision 
of  the  Borough  Superintendent ;  previously  granted  on 
condition,  under  Section  11-412  of  the  Zoning  Resolution, 
permitting  in  a  C8-2  and  R5  district,  the  rehabilitation  of 
an  existing  automotive  service  station  with  accessory 
uses  and  accessory  signs  previously  before  the  Board. 
PREMISES  AFFECTED— 2050-2062  Stillwell  Avenue, 
southwest  corner  of  86th  Street,  Block  6869,  Lot  41,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Albert  J.  Mario. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

N  egative :  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  16,  1968;  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  July  2,  1968; 
and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  January  16,  1968,  as  amended 
through  July  2,  1968,  only  as  to  the  time  to  comnlete  the 
work,  so  that  as  amended  this  portion  of  the  resolution  shall 
read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(Alt.  996-67) 
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78-68-BZ 

APPLICANT — A.  H.  Salkowitz  for  Manor  Associates, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  March  10, 
1971 — decision  of  the  Borough  Superintendent,  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  C4-2  district,  the  erection  of  a 
four  story  store  and  office  building  without  the  required 
accessory  parking  and  accessory  loading. 

PREMISES  AFFECTED— 136-52  to  136-62  39th  Avenue, 
south  side,  326.39  feet  west  of  Union  Street,  Block  4980, 
Lot  24,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Ira  S.  Salk. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  1,  1968;  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
1,  1968,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read  : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  March  10,  1971.”  (N.B.  1759-67) 


72-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Jack  Dorf,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  an  R4  dis¬ 
trict,  the  erection  of  a  one  story  building  for  use  as  a 
factory  and  warehouse. 

PREMISES  AFFECTED— 106-20  180th  Street,  177-49  to 
1 77-73  106th  Road,  northwest  corner,  Block  10334,  Lot  36, 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
Julv  7.  1970,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  7. 
1970.  by  adding  thereto : 

“that  a  mezzanine  office  area  shall  be  permitted  in  the 
building,  on  condition  that  the  premises  shall  substantially 
conform  to  revised  drawings  of  nronosed  conditions 
marked  ‘Received  January  8,  1971,’  three  sheets;  and 


that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects.”  (N.B. 
1562-69) 


301-70-BZ 

APPLICANT — Sol  Feinberg  for  C  &  J  Cirillo  Corporation, 
owner. 

SUBJECT — Application  May  19,  1970 — decision  of  the  De¬ 
partment  of  Ports  and  Terminals,  under  Section  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  M3-1  district, 
the  installation  of  gasoline  storage  tanks  that  encroaches 
on  the  minimum  distance  to  a  zoning  district  boundary. 

PREMISES  AFFECTED — 527-537  Smith  Street,  east  side, 
190  feet  south  of  West  Ninth  Street,  Block  480,  Lot  1, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Sol  Feinberg  and  Otto  J.  Sambach. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  9,  1971,  at 
10  A.M.,  for  hearing;  applicant  to  submit  additional  in¬ 
formation  ;  previously  inspected ;  hearing  closed. 

327-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Theodore  J.  Burke, 
owner. 

SUBJECT — Application  May  28,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  district,  the  installation 
of  an  advertising  sign  that  encroaches  on  the  minimum 
distance  to  a  park  and  arterial  highway. 

PREMISES  AFFECTED — 34-09  126th  Street,  southeast 
corner  of  34th  Avenue,  Block  1822,  Lot  1,  Flushing,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  Samuel  Bodian  for  Park  Department. 

ACTION  OF  BOARD — Laid  over  to  February  17,  1971, 
at  10  A.M.,  for  continued  hearing  at  the  request  of  the 
applicant. 

358-70-BZ 

APPLICANT — Buckley  and  Kisseloff  for  50  Broad  Street 
Inc.  and  42  New  Street,  Inc.,  owner. 

SUBJECT — Application  June  19,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-68  and  72-21  of 
The  Zoning  Resolution,  to  permit  in  a  C5-5  district,  the 
erection  of  a  twenty  story  enlargement  to  an  existing 
twenty  story  building  that  will  create  noncompliance  in 
floor  area  ratio  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 50  Broad  Street,  west  side,  169 
feet  south  of  Exchange  Place,  44  New  Street,  Block  24, 
Lots  19,  36,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff  and  Nevio  Maggiora. 
For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  2,  1971,  at 
10  A.M.,  for  decision;  previously  inspected;  hearing  closed. 

440-70-BZ 

APPLICANT — Philip  P.  Agusta  for  Rosati  Homes  Inc., 
owner. 

SUBJECT — Application  August  13,  1970— decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and  73-212 
of  the  Zoning  Resolution,  to  permit  in  a  C2-2  district, 
the  >  erection  and  maintenance  of  an  automotive  service 
station  with  accessory  uses, 
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PREMISES  AFFECTED— 90-11  Beach  Channel  Drive, 
north  side,  287.57  feet  east  of  Beach  92nd  Street,  Block 
16109,  Lot  38  (Tent.),  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino  and  Philip  P. 
Agusta. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  February  9,  1971,  at 
10  A.M.,  for  applicant  to  submit  additional  information. 
Hearing  continued.  Previously  inspected. 


495-70-BZ 

APPLICANT— Morton  S.  Cahn  for  Esquire  Realty  Corp., 
owner. 

SUBJECT— Application  August  26,  1970— decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R8  district,  the  maintenance  of  an 
existing  eleven  story  building  for  medical  offices. 

PREMISES  AFFECTED— 1882  Grand  Concourse,  east 
side,  56.9  feet  north  of  Mt.  Hope  Place,  Block  2801,  Lot 
31,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Morton  S.  Cahn. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  9,  1971,  at 
10  A.M.,  for  decision;  applicant  to  submit  letter;  previ¬ 
ously  inspected;  hearing  closed. 


496-70-A 

APPLICANT— Morton  S.  Cahn  for  Esquire  Realty  Corp., 
owner. 

SUBJECT— Application  August  26,  1970— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED — 1882  Grand  Concourse,  east 
side,  56.9  feet  north  of  Mt.  Hope  Place,  Block  2801,  Lot 
31,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Morton  S.  Cahn. 

ACTION  OF  BOARD — Laid  over  to  February  9,  1971,  at 
10  A.M.,  for  decision;  previously  inspected;  hearing  closed. 


510-70-BZ 

APPLICANT— Robert  Gottlieb  for  1180  Randall  Avenue 
Corporation,  owner. 

SUBJECT — Application  September  3,  1970 — decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  M3-1  district,  the  main¬ 
tenance  of  an  existing  factory  with  loading  berths  less  than 
the  required  size  and  within  50  feet  of  intersecting  streets. 

PREMISES  AFFECTED— 1180  Randall  Avenue,  southeast 
corner  of  Worthen  Street,  Block  2768,  Lot  97,  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant:  Gerald  Levy. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  9,  1971,  at 
10  A.M.,  for  decision.  Applicant  to  submit  information. 
Hearing  closed.  Previously  inspected. 


577-70-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Lowell  Enter¬ 
prises,  Inc.,  owner;  Larsen  Baking  Company.  Inc.,  lessee. 


SUBJECT— Application  September  1,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district  at  an  existing 
one  story  building  occupied  as  a  wholesale  bakery,  the 
maintenance  of  a  roof  mechanical  equipment  enclosure 
that  increases  the  degree  of  non-conformity. 

PREMISES  AFFECTED— 64  to  78  West  9th  Street,  south 
side,  53  feet  west  of  Henry  Street,  Block  539,  Lot  14, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frederick  A.  Ketcher. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  February  9,  1971,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit  finan¬ 
cial  statement;  previously  inspected. 


627-70-BZ 

APPLICANT- — Dominick  Salvati  and  Son  for  George 

Angelastro,  owner. 

SUBJECT— Application  October  16,  1970— decision  of  the 
Borough  Superintendent,  under  Section  73-241  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district,  in  an 
existing  one  story  building  occupied  as  a  restaurant  the 
addition  to  the  uses  to  include  cabaret. 

PREMISES  AFFECTED— 2148  to  2150  Flatbush  Avenue, 
west  side,  140  feet  south  of  Quentin  Road,  Block  7889,  Lot 
49,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harriet  Jacobs  and  George  Angelastro. 
For  Opposition :  Alice  E.  Melanson. 

ACTION  OF  BOARD — Laid  over  to  February  9,  1971  at 
10  A.M.  for  decision.  Hearing  closed.  Previously  in¬ 
spected. 


629-70-BZ 

APPLICANT — Lama  and  Vassalotti  for  Abraham  Lazarus 
and  Sam  Finkelman,  owners. 

SUBJECT — Application  October  9,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  11-413  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-2  and  R5  district,  on 
a  plot  nreviously  before  the  Board,  in  conjunction  with  the 
erection  of  a  one  story  tire  sales  service  and  installation 
establishment,  the  expansion  of  the  accessory  parking  into 
the  residence  district. 

PREMISES  AFFECTED— 878  to  888  Coney  Island  Ave¬ 
nue,  west  side,  158.105/8  feet  north  of  18th  Avenue,  Block 
5403,  Lot  21,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition :  Lillian  Pearlman,  Cecilia  Mannino  and 
Lillian  Quartana. 

ACTION  OF  BOARD— Laid  over  to  February  9,  1971  at 
10  A.M.  for  decision.  Hearing  closed.  Previously  in¬ 
spected. 


669-70-BZ 

APPLICANT — Buckley  &  Kisseloff  for  Romi  Cohen  and 
Leon  Traube,  owners. 

SUBJECT — Application  November  6,  1970 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  store  and  residential  building  that  encroaches  on  the 
required  front  yard  and  with  accessory  parking. 

PREMISES  AFFECTED— 3555  Hylan  Boulevard,  north¬ 
west  corner  of  Redgrave  Avenue,  Block  5108,  Lots  13,  18, 
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21,  23,  25,  27,  28,  29,  31-33,  38,  part  of  Lots  11  aH  40,  New 
Dorp,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Ivisseloff,  A.  Romi  Cohen  and 
Leon  Traube. 

For  Opposition:  Rosemary  Nattland,  Andrew  Tsarsis, 
Claire  Carried,  Veronica  Manti,  John  F.  Braniff,  T.  M. 
O’Neill,  Patricia  Campbell,  Edward  V.  Purfield,  Joseph 
C.  Chlebus,  Chester  Lindblad,  Joseph  A.  Sherry, 
Sebastian  J.  Romanzi  and  others. 

For  Administration :  Mark  A.  Levine,  David  Gruber  and 
Christopher  Chadburne,  City  Planning  Comm. 

ACTION  OF  BOARD — Laid  over  to  February  9,  1971,  at 
10  A.M.,  for  continued  hearing;  previously  inspected. 

672-70-BZ 

APPLICANT — Harry  Soled  for  Rabbi  Jonas  Forst,  (Cong. 
Beth  Medrash  Chemed),  owner. 

SUBJECT — Application  November  10,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  on  a  plot 
with  an  existing  dwelling,  the  enlargement  of  the  existing 
garage  for  use  as  a  synagogue  that  encroaches  on  the 
required  front  and  side  yards  and  has  less  than  the  mini¬ 
mum  distance  between  buildings. 

PREMISES  AFFECTED — 1749  51st  Street  (rear  build¬ 
ing),  northeast  corner  of  New  Utrecht  Road,  Block  5460, 
Lot  49,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  Soled. 

For  Opposition:  Vincent  P.  Padula,  Esta  and  Jack  Schaier, 
Mary  Celano  and  Josephine  Rothenberg. 

ACTION  OF  BOARD — Laid  over  to  February  9,  1971, 
at  10  A.M.,  for  decision;  previously  inspected;  hearing 
closed. 

676-70-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 
SUBJECT — Application  November  12,  1970 — decision  of 
the  Borough  Superintendent,  under  Section  73-65  of  the 
Zoning  Resolution,  to  permit  in  a  C8-2  district,  the  erection 
of  a  three  story  enlargement  to  an  existing  telephone 
exchange  that  increases  the  degree  of  non  compliance  in 
floor  area  ratio  and  encroaches  on  the  required  yard 
along  a  district  boundary. 

PREMISES  AFFECTED — 1101  Avenue  R,  northwest  cor¬ 
ner  of  Coney  Island  Avenue,  Block  6794,  Lot  53,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant  ;  Joseph  Chase,  Donald  O.  Pringle,  William 
A.  Rose,  William  G.  Muldowney  and  Joseph  S.  Augus- 
ciak. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  February  9,  1971,  at 
10  A.M.,  for  decision ;  applicant  to  submit  statement ;  previ¬ 
ously  inspected;  hearing  closed. 


688-70-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Tower  Heating 
and  Oil  Burner  Company  Incorporated,  owner. 

SUBJECT — Application  November  17,  1970 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl -2  and  R4  district, 
the  erection  of  a  structure  to  enclose  an  existing  storage 
yard  and  parking  lot. 

PREMISES  AFFECTED — 3148  East  Tremont  Avenue, 
west  side,  380.39  feet  north  of  Waterbury  Avenue,  Block 
5350,  Lot  54,  Borough  of  The  Bronx. 


APPEARANCES— 

For  Applicant:  Thomas  P.  Crinnion,  Salvatore  R.  Tor- 
regroson  and  Max  D.  Weiss. 

For  Opposition:  Thelma  Louvar. 

ACTION  OF  BOARD — Laid  over  to  February  9,  1971,  at 
10  A.M.,  for  applicant  to  submit  additional  information. 
Previously  inspected.  Hearing  continued. 

58-66-BZ — Vol.  II 

APPLICANT— Leonard  F.  Rothkrug  for  Perkas  Realty 
Corporation,  and  Diamond  Baking  Company,  owners. 

SUBJECT — Application  reopened  October  6,  1970  as  Vol¬ 
ume  _  II— decision  of  the  Borough  Superintendent ;  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R6  district,  the  erection  of  a  one  story  enlargement  to  an 
existing  bakery  and  store  structure. 

PREMISES  AFFECTED — 1463  to  1473  St.  Peters  Avenue, 
west  side,  95.01  feet  north  of  Tratman  Avenue,  Block  3976, 
Lot  31,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  Anna  E.  Peterson. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — In  favor  of  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  o 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  January  5,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  26,  1971;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  8,  1970,  acting  on  Alt.  Applic.  621/1969, 
reads : 

“1 — Enlargement  and  extension  of  a  non-conform¬ 
ing,  non-complying  building  (Bakery  located  in  a  R6 
district)  is  contrary  to  Sections  52-22,  52-41  and  54-31 
of  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an_R6  district,  the  erection  of  a  one-story  enlargement  to  an 
existing  bakery  and  store  structure,  on  condition  that  all 
work  shall  conform  to  drawings  filed  with  this  application 
marked  “Received  September  22,  1970,”  7  sheets,  and  “De¬ 
cember  29,  1970,”  2  sheets;  and  that  all  laws,  rules  and 
regulations  applicable  shall  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 

106-70-BZ 

APPLICANT — Albert  Melniker  for  Jerome  Campo,  owner. 
SUBJECT — Application  February  19,  1970 — decision  of  the 

Borough  Superintendent,  under  Sections  72-21  and  73-125 
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of  the  Zoning  Resolution,  to  permit  in  an  R2  district,  the 
erection  of  a  two  story  building  to  be  occupied  with  offices 
on  the  first  floor  and  medical  offices  on  the  second  floor 
with  accessory  parking  in  the  open  area. 

PREMISES  AFFECTED— 1497  Richmond  Road,  north¬ 
west  corner  of  Forest  Road,  Block  869,  Lot  377,  Dongan 
Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


-  -  / 

Commissioner  Nolan  .  5 

Negative :  .  0 


215-70-BZ 

APPLICANT — Ingram  S.  Carner  for  H.  D.  R.  Service 
Station,  Incorporated,  owner. 

SUBJECT — Application  April  7,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  construction 
and  maintenance  of  an  accessory  parking  facility  for  an 
auto  supply  and  installation  establishment. 

PREMISES  AFFECTED — 3443  Mickle  Avenue,  west  side, 
109.99  feet  north  of  Boston  Road,  Block  4723,  Lot  20, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Thomas  P.  Crinnion. 

For  Opposition:  Vincent  Di  Bari,  Otis  Harris,  Mack 
Williams  and  William  Calerr. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  12,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  26,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  24,  1970,  acting  on  Alt.  Applic.  94/1970,  reads: 

“6.  Creating  accessory  parking  in  an  R5  District 
for  a  building  located  in  adjacent  C8-1  District  is  con¬ 
trary  to  Z.R.  22-10.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  findings  a,  b  and  c,  under 
Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  March  24,  1970,  acting  on  Alt.  Applic.  94/1970,  Objec¬ 
tion  No.  6,  be  and  it  hereby  is  affirmed  and  that  the  applica¬ 
tion  be  and  it  hereby  is  denied. 


319-70-BZ 

APPLICANT — Harold  E.  Diamond  for  Jewish  Community 
Center,  owner. 

SUBJECT — Application  May  26,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-63  of 


the  Zoning  Resolution,  and  Section  666(7)  of  the  New 
York  City  Charter,  to  permit  in  an  R3-2  district,  the  con¬ 
struction  of  an  off-site  accessory  group  parking  facility 
for  a  community  facility  use  that  has  entrances  within  50 
feet  of  intersection  streets. 

PREMISES  AFFECTED— 460  Victory  Boulevard,  north¬ 
east  corner  of  Lewis  Street,  Block  580,  Lot  1,  Silver  Lake, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Harold  E.  Diamond. 

For  Opposition:  Joseph  Linane,  Hertha  Sugaar,  Irene 
Van  Wagenen  and  James  J.  Linane. 
RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
November  10,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  December  1,  1970;  then  to  January 
12,  1971 ;  then  to  January  26,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  21,  1970,  acting  on  N.  B.  Applic.  221/1970,  reads : 

“1.  Location  of  an  off-site  parking  space  for  a  per¬ 
mitted  non-residential  use  in  an  R3-2  District  is  contrary 
to  Sect.  25-53  (Z.  R.). 

2.  Access  to  an  accessory  group  parking  facility 
located  less  than  50  feet  from  street  intersection  is  con¬ 
trary  to  Sect.  25-63  (Z.  R.).  (Submit  reconsideration 
to  Comm,  of  Bldgs,  as  noted). 

3.  Off-site  space  located  more  than  200  ft.  from 
the  nearest  boundary  of  the  zoning  lot  to  which  it  is 
accessory  is  contrary  to  Sect.  25-53  (Z.  R.).” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R3-2  district,  the  construction  of  an  off-site  accessory  group 
parking  facility  for  a  community  facility  use  that  has  en¬ 
trances  within  50  feet  of  intersecting  streets,  on  condition 
that  all  work  shall  conform  to  drawings  marked  “Received 
Mav  20,  1970,”  2  sheets,  and  “August  24,  1970”  one  sheet; 
that  all  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with,  and  that  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 


586-70-BZ 

APPLICANT — H.  T.  Kilburn,  Jr.  for  Ray  Max  Associates, 
owner;  S.  T.  B.  Realty  Corporation,  lessee. 

SUBJECT — Application  September  25.  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R8  district,  in  an  existing 
five  story  and  cellar  building,  the  addition  of  basement 
for  residential  use  that  increases  the  degree  of  non-com- 
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pliance  in  floor  area  ratio,  open  space  ratio  and  minimum 
distance  to  a  lot  line. 

PREMISES  AFFECTED— 248,  250,  252,  254  West  16th 
Street,  south  side,  93.6  feet  east  of  8th  Avenue,  Block 
765,  Lots  68,  69,  70  and  71,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  H.  T.  Kilburn,  Jr.  and  Elliott  Glass, 
bor  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

AC  I  ION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  . !!!!!"!”!!"  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
December  8,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  5,  1971;  then  to  January  26, 
19/1;  and 

\\  hereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  20,  1970,  acting  on  Alt.  Applic.  665/1970,  reads  : 

A3  In  that  the  building  is  non-complying  as  to 
floor  area  ratio,  the  proposed  increase  of  floor  area  in¬ 
creases  the  degree  of  non-compliance  Sect.  23-142  of  the 
Zoning  Resolution. 

*A4  In  that  the  building  is  non-complying  as  to 
open  space  ratio,  the  proposed  increase  of  floor  area 
increases  the  degree  of  non-compliance — Sect.  23-142  of 
the  Zoning  Resolution.” 

and 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
die  record  supports  the  findings  required  to  be  made  under 
Section  /2-21  of  the  Zoning  Resolution,  and  that  the  appli- 
^vai  “iere^ore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted* 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
K8  district  in  an  existing  five-story  and  cellar  building,  the 
addition  of  basement  for  residential  use  that  increases’  the 
degree  of  non-compliance  in  floor  area  ratio,  open  space  ratio 
and  minimum  distance  to  a  lot  line,  on  condition  that  all 
work  shall  conform  to  drawings  filed  with  this  application 

rnarmdin?AC»,ved  SePtember  25,  1970,”  8  sheets,  and  “Octo- 
bei  19,  1970,  one  sheet;  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 


587-70-A 


APPLICANT— H.  Thomas  Kilburn,  Jr.  for  Ray  Max 
Associates,  owner;  S.  T.  B.  Realty  Corp.,  lessee. 

SUBJECT— Application  September  25,  1970— filed  pur¬ 
suant  to  Section  26  of  the  Multiple  Dwelling  Law  re¬ 
proposed  increase  in  number  of  stories  from  five  to  five 
and  basement. 


PREMISES  AFFECTED— 248,  250,  252,  254  West  16th 
Street  south  side,  93.6  feet  east  of  8th  Avenue,  Block  765, 
Lots  68,  69,  70  and  71,  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant :  H.  J.  Kilburn,  Jr.  and  Elliott  Glass. 


AC  I  ION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 


Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 

THE  RESOLUTION— 


.uuiuugn  superintendent, 

dated  August  26,  1970  on  Alt.  Applic.  665-70,  reads : 

nn1w?r°I)OSed  to  ’ncrease  the  number  of  stories  in 
an  Old  Bldg  Tenement  from  five  to  five  and  basement, 
the  yard  and  courts  do  not  comply  to  Sect.  26  M  D 
Law,  as  per  Sect.  211  sub.  M.D.  Law.” 


and 


Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 


Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  26,  1970,  acting  on  Alt.  Applic.  665-70,  Objec- 
lon  No.  Al,  be  and  it  hereby  is  modified  under  the  powers 
vested  m  the  Board  by  Section  310  of  the  Multiple  Dwelling 
aw,  and  that  the  appeal  be  and  it  is  hereby  granted,  on 
condition  that  the  resolution  adopted  this  day  under  Calendar 
Lumbei  586-70-BZ  shall  be  complied  with  in  all  respects. 


596-70-BZ  - — 

APPLICANT  Ingram  S.  Carner  for  Katherine  Reynolds, 
owner ;  93-02  Holding  Corporation,  Shell  Oil  Company, 
lessee. 

SUBJECT— Application  September  29,  1970— decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  on  a  plot 
with  an  automotive  repair  shop,  automobile  showroom  and 
automobile  service  station,  the  reconstruction  and  reduc- 
tion  in  area  of  the  building  and  the  maintenance  of  the 
automotive  service  station  with  accessory  uses. 

I  REMISES  AFFECTED — 93-04  Atlantic  Avenue,  south¬ 
west  corner  of  Woodhaven  Boulevard,  Block  9033,  Lot  1 
Woodhaven,  Borough  of  Queens. 

\PPEARANCES — 

For  Applicant:  Beatrice  B.  Carner,  Charles  J.  Stidolph 
and  Anna  Abbate. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  Oh"  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  . ' '  .  q 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  January  26,  1971,  after  due  notice  by  publication  in  the 
Bulletin  ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent 
dated  September  28,  1969,  acting  on  N.B.  Applic.  1738/1969,’ 
reads : 

“1.  Proposed  demolition  of  an  existing  Gasoline 
Service  Station,  auto  repairs  with  incidental  welding. 
Public  Garage,  Auto  Laundry,  test  wheel  alignment, 
State  Inspection,  removal  and  installing  of  mufflers, 
tailpipes  with  the  use  of  propane  and  acetylene  torches. 
Auto  Showroom  granted  by  the  B.  S.  A.  under  Cal. 
No.  811-26-BZ  and  rebuilding  of  a  New  Automotive 
Service  Station,  accessory  office,  sales,  storage,  minor 
repair,  lubrication,  State  Inspection,  car  washing,  all 
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within  completely  enclosed  building  Use  Group  16,  with 
accessory  parking  in  R5  zone  is  contrary  to  Sec. 
22-00  B.  S.  A.,  and  is  hereby  referred  to  the  Board.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-412  of  the  Zoning 
Resolution,  the  structural  alteration  and  reduction  of  the 
accessory  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Section  11-412  of  the  Zoning  Resolution, 
in  an  R5  district,  on  a  plot  with  an  automotive  repair  shop, 
automobile  showroom  and  automotive  service  station,  the 
reconstruction  and  reduction  in  area  of  the  building  and  the 
maintenance  of  the  automotive  service  station  with  accessory 
uses,  on  condition  that  all  work  shall  conform  to  drawings 
marked  “Received  September  29,  1970,”  7  sheets ;  on  further 
condition  that  the  sign  be  a  stationary  sign  rather  than  a 
rotating  sign ;  and  that  all  laws,  rules  and  regulations  ap¬ 
plicable  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 


677-70-BZ 

APPLICANT — Arthur  Levine  414  Georgia  Avenue  Realty 
Corporation,  owner.  Blue  Baby  Cocktail  Lounge,  Incor¬ 
porated,  lessee. 

SUBJECT- — Application  November  12,  1970 — decision  of 
the  Borough  Superintendent,  under  Section  73-241  of  the 
Zoning  Resolution,  to  permit  in  a  C2-3  district,  the  change 
in  occupancy  of  an  existing  one  story  and  mezzanine  struc¬ 
ture  from  automobile  showroom  to  restaurant  and  cabaret 
for  a  term  of  five  years. 

PREMISES  AFFECTED— 1470  Bedford  Avenue,  west 
side,  44  feet  north  of  Sterling  Place,  Block  1238,  Lot  43, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Arthur  Levine. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  12,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  January  26,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  10,  1970,  acting  on  Alt.  Applic.  69/1970, 

reads * 

“1.  Within  a  C2-3/R6  Zone,  the  proposed,  change 
of  use  from  auto  showroom  and  office  to  eating  and 
drinking  place  without  restrictions,  in  Use  Group  12,  is 
not  permitted  and  is  contrary  to  32-21,  Zoning  Resolu- 
tion.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-241  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-241  of  the  Zoning  Resolution,  to  permit 
for  a  term  of  five  years,  in  a  C2-3  district,  the  change  in 
occupancy  of  an  existing  one-story  and  mezzanine  structure 


from  an  automobile  showroom  to  restaurant  and  cabaret,  on 
condition  that  all  work  shall  conform  to  drawings  filed  with 
this  application  marked  “Received  November  12,  1970,  ’  3 
sheets ;  on  further  condition  that  musical  instruments  shall 
consist  of  an  organ  or  piano,  one  percussion  instrument  and 
three  string  instruments ;  that  all  laws,  rules  and  regulations 
applicable  shall  be  complied  with ;  and  that  substantial  con¬ 
struction  be  completed  within  one  year  from  the  date  of  this 
resolution. 

Adjourned:  2:40  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JANUARY  26,  1971,  2  P.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

307-63-SA 

APPLICANT— Ransburg  Electro- Coating  Corporation, 
owner. 

APPEARANCES— 

For  Applicant :  N.  J.  Calise. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
307-63-SA — Amendment  to  resolution  as  to  additional  model 
of  electro-static  spray  gun. 

Olvany,  Eisner  and  Donnelly,  New  York,  N.  Y.  for  Rans¬ 
burg  Electro-Coating  Corporation,  Indianapolis,  Indiana  re¬ 
quested  that  the  resolution  adopted  December  8,  1964  and  as 
amended  at  various  times  through  January  13,  1970  under 
Calendar  Number  307-63-SA  be  reopened  and  amended  so 
as  to  include  additional  electro-static  spray  guns. 
PROPOSED  USE:  Electro-static  paint  spray  gun. 
DESCRIPTION:  The  requested  Models  REA  301/14229 
is  basically  the  same  as  the  presently  approved  REA  models 
except  that  it  is  larger  in  size  thereby  giving  a  higher  paint 
spray  delivery  rated. 

The  Models  REA  317/13943  and  REA  317/13944  are 
basically  the  same  as  the  presently  approved  REA  except 
that  the  requested  models  are  large  in  size,  which  increases 
paint  delivery  and  differ  as  to  the  mounting  clamp  arrange¬ 
ment. 

INSPECTION  AND  TEST:  The  requested  models  have 
been  approved  by  Factory  Mutual  under  Serial  No.  19428. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  8,  1964  and  as 
amended  at  various  times  through  January  13,  1970  under 
Calendar  Number  307-63-SA  be  reopened  and  amended  so 
as  to  include  the  additional  models  of  electro-static  paint 
spray  guns  as  herein  described  on  condition  that  the  require¬ 
ments  of  the  resolution  adopted  December  8,  1964  and  as 
amended  through  January  13,  1970  under  Calendar  Number 
307-63  SA  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product,  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  same  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
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Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


974-63-SM 


APPLICANT — Ransburg  Electro-Coating  Corporation, 

owner. 

SUBJECT — Application  November  27,  1963 — Ransburg 

R-E-H  Gun  Model  130  C  (Gun)  and  229  G  (Power 
Supply)  ;  approval  of. 

APPEARANCES— 

For  Applicant:  N.  J.  Calise. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

974-63-SM — Amendment  to  resolution  as  to  additional  models 
of  electro-static  spray  gun. 

Olvany,  Eisner  and  Donnelly,  New  York,  N.  Y.  for  Rans¬ 
burg  Electro-Coating  Corporation  requested  that  the  resolu¬ 
tion  adopted  December  8,  1964  and  as  amended  November 
23,  1965  under  Calendar  Number  974-63-SM  be  reopened 
and  amended  so  as  to  include  additional  electro-static  spray 
gun. 

PROPOSED  USE:  Electro-static  paint  spray  gun. 

DESCRIPTION :  The  requested  Models  REH323/1386Z 
and  REH323/8296  are  essentially  the  same  as  the  presently 
approved  REH  Models,  the  main  difference  being  that  the 
requested  models  are  intended  to  be  held  by  a  mechanical 
support  and  not  by  hand. 

The  power  supply  sends  high  voltage  to  a  junction  box 
to  which  the  individual  gun  may  be  connected.  Each  gun  has 
its  own  support  resistor  in  the  junction  box  and  its  own 
high  voltage  cable  from  the  junction  box  so  that  the  electrical 
capacity  of  each  gun  and  cable  assembly  is  isolated  from 
all  others. 

INSPECTION  AND  TEST:  The  requested  models  have 
been  approved  by  Factory  Mutual  under  Serial  No.  17952. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  8,  1964  and  as 
amended  November  23,  1965  under  Calendar  Number  974- 
63-SM  be  reopened  and  amended  so  as  to  include  the  addi¬ 
tional  models  of  electro-static  plaint  spray  guns  as  herein 
described  on  condition  that  the  requirements  of  the  resolu¬ 
tion  adopted  December  8,  1964  and  as  amended  November 
23,  1965  under  Calendar  Number  974-63-SM  be  complied 
with.  A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of_  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 


557-65-SA  ~ 

APPLICANT — Lab-Line  Instruments,  Incorporated,  owner. 
SUBJECT  Application  May  17,  1965 — Lab-Line  Instru¬ 
ments  Explosion  Proof  Refrigerator  Frigid-Cab  13,  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant:  S.  M.  Sprafkin. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  . ’  *  ’  [ .  q 

THE  RESOLUTION— 

W HEREAS,  the  report  of  a  Committee  on  Test  reads : 

557-65-SA— Amendment  to  resolution  as  to  additional  model 
of  refrigerator. 

Lab-Line  Instruments,  Inc.,  Melrose  Park,  Illinois  re¬ 
quested  that  the  resolution  adopted  November  23,  1965  and 
as  amended  November  1,  1966  under  Calendar  Number  557- 
65-SA  be  reopened  and  amended  so  as  to  include  an  addi¬ 
tional  refrigerator. 

PROPOSED  USE:  Refrigerator-freezer  for  use  in  hazard¬ 
ous  locations. 

INSCRIPTION :  The  requested  refrigerator  known  as 
pgo  5551  is  basically  the  same  as  the  presently  approved  No. 
o559  except  as  to  cubic  capacity.  The  Model  No.  3559  has 
a  capacity  of  13  cu.  ft.  and  the  requested  Model  No.  3551 
has  a  capacity  of  14  cu.  ft. 

INSPECTION  AND  TEST:  The  requested  model  has 

apProved  ky  the  Underwriters’  Laboratories  under 
E38706. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  23,  1965  and 
as  amended  November  1,  1966  under  Calendar  Number 
557-65-SA  be  reopened  and  amended  so  as  to  include  the 
additional  model  of  refrigerator-freezer,  No.  3551  on  condi¬ 
tion  that  the  requirements  of  the  resolution  adopted  Novem¬ 
ber  23,  1965  and  as  amended  November  1,  1966  under  Cal¬ 
endar  Number  557-65-SA  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls 
of  the  product,  manufactured,  shall  be  filed  annually  with  this 
Board,,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  pervious  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E.. 

Director, 

John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


542-68-SM 

APPLICANT— United  States  Gypsum  Company,  owner; 

J.  R.  Dowling  and/or  E.  V.  Salvo,  agents. 

APPEARANCES— 

For  Applicant :  E.  V.  Salvo. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
542-68-SM— Amendment  to  resolution  as  to  alternate  con¬ 
struction  method. 

United  States  Gypsum  Company,  New  York,  requested 
that  the  resolution  adopted  November  19,  1968  under  Calen¬ 
dar  Number  542-68-SM  be  amended  to  include  an  alternate 
construction  method. 

PROPOSED  USE:  Incombustible  two-hour  fire  resistive 
non-load  bearing  drywall  partition  enclosure  for  shafts. 
DESCRIPTION :  In  the  original  construction  method,  a 
gypsum  plank  was  cut  to  length  and  inserted  into  the  head 
and  base  “J”  runners.  An  “H”  stud  was  cut  with  Y%  inch 
clearance  at  top  and  bottom,  placed  in  the  floor  and  ceiling 
“J”  ’s  and  slipped  over  the  first  plank  edge.  At  the  center 
width  of  each  plank  and  2  inches  from  the  top  wallboard 
protection,  a  2Y  inch  S-12  screw  was  driven  through  the 
plank  into  the  long  leg  of  the  “J”  section.  In  the  alternate 
construction  method,  the  gypsum  plank  is  cut  short  to  clear 
the  Ya  inch  leg  of  the  ceiling  “J”  runner  and  is  installed  in 
place.  The  “H”  stud  was  cut  to  fit  into  the  floor  and  ceiling 
“J”  runners  and  tilted  laterally  into  place  over  the  plank.  The 
“H”  stud  was  raised  to  fit  tightly  against  the  web  of  the 
ceiling  “J”  runner  and  the  2^4"-S-12  screw  is  deleted  from 
this  construction. 

INSPECTION  AND  TEST;  The  Ohio  State  University 
Engineering  Experiment  Station  originally  determined  the 
fire  endurance  and  hose  stream  characteristics,  providing  the 
basis  for  the  original  approval.  The  Experiment  Station 
stated  the  opinion  that  the  fire  endurance  and  hose  stream 
characteristics  of  the  wall  system  would  not  be  affected  in 
a  negative  manner  with  the  alternate  construction  method. 

Construction  of  the  partition  in  various  stages ;  from  instal¬ 
lation  of  the  floor  and  ceiling  runners  to  the  completion  was 
inspected  by  Assistant  Engineer  John  A.  Darts.  At  the  World 
Trade  Center  it  was  noted  than  no  undue  expertise  was  re¬ 
quired  to  install  the  partition. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  19,  1968  under 
Calendar  Number  542-68-SM  be  reopened  and  amended  to 
include  the  alternate  construction  method  herein  described, 
on  condition  that  the  requirements  of  the  resolution  adopted 
November  19,  1968  under  Calendar  Number  542-68-SM  be 
complied  with. 

It  is  further  recommended  that  the  limiting  height  of  the 
system  shall  be  in  accordance  with  the  manufacturer’s  rec¬ 
ommendation  but  not  to  exceed  14'-0"  when  plank  width  is 
l'-O",  12'-0"  when  plank  width  is  l'-4"  wide  and  lO'-O" 
when  plank  width  is  2'-0"  wide. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  constrols  of 
the  product  manufactured,  shall  be  filed  annually  with  this 


Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  of 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


788-68-SM 

APPLICANT— Trus  Joint  Corporation,  owner;  Ken  C. 
Urban,  agent. 

APPEARANCES— 

For  Applicant:  Laurence  A.  Chicchi  and  Ronald  J. 
Pitillo. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
788-68-SM— The  Trus  Joist  Corporation,  Boise,  Idaho,  filed 
for  approval  of  C26-501.1  and  C26-902  of  the  Building  Code 
of  the  City  of  New  York. 

PROPOSED  USE:  Combustible  45-minute  and  one-hour 
fire-resistance  rated  floor  and  roof  assemblies. 
DESCRIPTION :  The  joists  have  top  and  bottom  chords 
of  hemlock  lumber,  1 x  3%6"  in  cross-section.  Steel  tubing 
with  1"  outside  diameter  and  .039"  or  .062"  thick  are  the 
web  members.  The  joists  are  laterally  braced  with  2"  x  6" 
Douglas  fir  bridging.  The  TjH  assembly  has  two  layers  of 
YY'  thick  plywood  above  the  joist  and  two  layers  of  YY' 
thick  gypsum  wallboard,  separated  by  a  YY'  thick  furring 
strip,  below  the  joist.  The  TjL  assembly  has  a  YY  top 
layer  and  YY'  lower  layer  of  plywood  above  the  polywood 
and  a  layer  of  YY'  thick  gypsum  wallboard  below  the  joist. 
The  plywood  layers  are  separated  from  each  other  with 
resin  paper.  In  the  TjH  assembly,  the  wallboard  layers  are 
screwed  to  the  furring  strip.  All  other  contiguous  layers 
are  nailed  together.  The.  joists  end  in  glued  finger  joints 
using  a  waterproof  adhesive. 

INSPECTION  AND  TEST:  The  TjH  assembly  was 
tested  by  Underwriters’  Laboratories  (Files  R5492,  R3543, 
Assignments  67K151,  67K1050)  and  given  a  one-hour  fire 
rating.  The  TjL  assembly  was  tested  by  the  Ohio  State 
University  Engineering  Experiment  Station  (Project  4816) 
and  given  a  45-minute  fire  rating.  The  joists,  with  %"  and 
Ya"  planking  above  and  below,  were  load  tested  for  deflec¬ 
tions  to  loads  well  above  their  design  specifications  by  Gem 
State  Testing  Laboratories,  Inc.,  Boise,  Idaho  and  the  Pitts¬ 
burgh  Testing  Laboratory,  Portland,  Oregon  (No.  PO-2272) 
and  did  not  exceed  a  midpoint  deflection  of  1/360  of  the 
span  at  design  specification  loads. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Model  TjH  Truss  Joist  Floor  and 
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Roof  Truss  as  a  combustible  one-hour  fire  resistance  rated 
assembly  and  the  Model  TjL  Truss  Joist  Floor  and  Roof 
Truss  as  a  combustible  45-minute  fire  resistance  rated 
assembly  on  condition  that  they  only  be  used  in  Combustible 
— Group  II  buildings.  The  assemblies  shall  be  permanently 
labeled:  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number 
788-68-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  of  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

381-69-SA 

APPLICANT — Edwin  W.  Kleinert  for  Windsor  Machinery 
Corporation,  owner. 

APPEARANCES— 

For  Applicant:  Clifford  Gordon. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

381-69-SA — Amendment  to  resolution  so  as  to  make  typo¬ 
graphical  and  editorial  changes. 

E.  .  W.  Kleinert,  P.E.  for  Windsor  Machinery  Corp., 
Newington,  Conn.,  requested  that  the  resolution  adopted  under 
Cal.  No.  381-69-SA  be  reopened  and  amended  so  as  to  make 
typographical  and  editorial  changes. 

PROPOSED  USE:  A  non-destructive  test  method  for  de¬ 
termining  the  compressive  strength  of  concrete  in-place  by 
measuring  its  resistance  to  penetration  by  a  probe. 

DESCRIPTION :  An  explosive-powered  tool  drives  a  metal 
probe  (rod)  into  a  hardened  concrete  surface  by  means  of 
a  measured  charge  of  powder.  The  length  of  the  probe 
projecting  above  the  concrete  surface  is  measured.  Although 
a  single  probe  can  be  used  alone,  the  standard  procedure 
is  to  drive  three  probes  through  a  triangular  template  and 
measure  their  average  projection  over  a  plate  resting  on 
them.  The  compressive  strength  of  the  concrete  is  read 
from  a  table  or  chart  which  is  entered  with  the  measured 
projection  of  the  probe  and  the  Molds  Hardness  number 
of  the  coarse  aggregate  in  the  concrete.  The  amount  of 
penetration  made  by  a  probe  into  the  concrete  is  inversely 
proportional  to  the  strength  of  the  concrete.  Moh’s  No.  3 
is  used  fop  light-weight  aggregate  concrete. 

The  Windsor  Probe  Test  System  is  furnished  in  a  fitted 
carrying  case.  It  contains  a  triangular  probe-locating  tem¬ 


plate  and  top  and  bottom  gauge  plates  with  gauge  plate 
retainers.  A  separate  locating  template  gauge  plate  and 
measuring  cap  are  provided  for  a  single  probe.  A  probe 
withdrawal  tool,  calibrated  depth  gauge,  probe  driving  head 
instruction  manual,  cleaning  brush  and  barrel  clearing  tool 
are  also  included.  The  driver  tool  (Model  532  CF)  is  made 
to  specification  by  Winchester-Western,  for  whom  it  has 
been  approved  to  drive  Ramset  fasteners  (Calendar  Num¬ 
bers  432-51-SM,  1738-61-SM  and  250-64-SM).  This  model 
is  as  previously  approved  except  for  the  muzzle  fitting 
which  has  a  completely  enclosed  steel  nose  that  fits  tightly 
around  the  collar  on  the  probe-locating  template.  Thirty- 
five  pounds  of  force  are  required  on  the  muzzle  and  collar 
combination  before  the  trigger  can  be  activated. 

Each  Windsor  Model  532  CF  Probe  Driver  is  certified 
to  deliver  575  ft.  lbs.  of  energy  based  on  a  probe  weight  of 
720  grains  and  a  velocity  of  600  ft./sec.  measured  6.5  feet 
from  the  muzzle.  The  propelling  charge  is  a  32  calibre  blank 
cartridge  made  by  Winchester-Western  Company. 

Probes  are  packaged  in  clear  plastic  boxes.  Each  box  is 
a  kit  containing  three  WMC  Probes  and  three  cartridges. 
A  registry  number  is  assigned  to  each  kit.  The  manu¬ 
facturer  states  that  he  can  produce  inspection  and  test 
documents  to  show  that  each  matched  probe  and  cartridge 
will  deliver  a  constant  energy  level  of  575  ft.  lbs.  Probes 
p'-e  made  of  heat  treated  SAE  4140  or  SAE  1062  steel. 
They  are  3.125"  long  and  made  from  0.3125"  rod  threaded 
at  the  rear  end  with  a  120  degree  conical  penetrating  point. 
Probes  designated  PRS-03  are  for  use  in  lightweight  con¬ 
crete  and  have  brass  colored  plating.  Probes  designated 
PRS-01  are  for  use  in  stone  aggregate  concrete  and  have 
cadmium  or  zinc  plating.  The  end  of  this  probe  is  turned 
down  to  a  diameter  of  0.250"  for  a  length  of  0.562". 

In  field  application  a  reasonably  smooth  surface  is  chosen 
for  the  test  area.  Three  probes  are  driven  into  the  concrete 
using  the  locating  template  that  spaces  them  in  a  seven  inch 
triangular  pattern.  No  probe  should  be  closer  than  four 
inches  to  the  edge  of  concrete.  The  driver  tool  is  loaded 
separatelv  for  each  orobe.  A  triangular  bottom  gauge  Uate 
is  placed  over  the  probes.  Three  holes  are  provided  in  it 
through  which  the  probes  extend.  The  top  gauge  plate  is 
ffien  nlaced  over  the  three  probes  and  the  denth  gauge  is 
inserted  through  the  hole  provided  in  the  top  plate.  The 
average  projection  of  the  probes  is  then  recorded.  There  is 
a  circle  inscribed  on  the  base  gauge  plate  that  indicates 
accept/reject  limits.  If  the  pointer  on  the  gauge  is  out  of 
the  circle  then  the  measurement  must  be  rejected.  Probes 
that  have  been  deflected  by  steel  reinforcing  or  for  other 
reasons  show  up  in  this  manner.  One  or  more  additional 
probes  may  have  to  be  driven  to  form  a  new  triangle,  al¬ 
though  the  reading  of  a  single  good  probe  is  acceptable. 

When  the  concrete  to  be  tested  has  a  strength  less  than 
3.000  psi  the  brass  colored  probe  (PRS-03)  can  be  used  with 
half-power  propulsion  if  the  psi  compressive  strength  value 
indicated  by  the  measured  projection  of  the  probe  is  divided 
by  three-  and  the  silver  colored  probe  (PRS-01)  can  be 
used  with  half  power  propulsion  if  the  psi  compressive 
strength  value  indicated  bv  the  measured  projection  of  the 
nrobe  is  divided  by  two.  The  idea  is  to  create  a  void  or  air 
snace  of _  2.5"  between  the  power  charge  and  the  steel  probe 
which  will  reduce  the  pressure  in  the  barrel  and  the  speed  of 
the  probe. 

INSPECTION  AND  TEST :  The  Gulick-Henderson  Lab¬ 
oratories  were  engaged  to  compare  compressive  strengths  of 
specific  concrete  mixtures  by  using  the  Windsor  Probe  Sys¬ 
tem,  standard  cylinder  tests  anl  drilled  core  tests.  They  de¬ 
signed  several  4,000  psi  mixtures  estimated  strength  by  vary¬ 
ing-  the  type  and  quantity  of  aggregate  water  cement  ratios 
and  type  of  cement.  16"  x  16"  x  16"  cubes,  16"  x  16"  x  6" 
slabs  and  6"  x  12"  standard  cylinders  were  cast  for  each  mix¬ 
ture.  Cores  were  drilled  from  the  cubes  after  curing  periods 
of  1,  3,  7  and  28  days.  Cores  and  cylinders  were  subjected 
to  standard  compression  tests  while  the  remaining  cubes  were 
probe-tested.  The  results  of  probe  tests  correlated  to  the  7 
and  28  day  compression  tests. 
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The  Committee  on  Test  witnessed  demonstrations  of  the 
system.  Other  statements  favorable  to  the  system  have  been 
filed  with  the  application. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  Windsor  Probe  Test  System  (Model  532  CF) 
be  approved  for  use  in  New  York  City  as  a  device  for  test¬ 
ing  concrete  that  has  been  cured  in-place  not  less  than  two 
days  if  it  results  in  a  compressive  strength  greater  than  1,500 
psi,  only  for  the  purpose  of  determining  whether  concrete 
forms  and  shoring  may  be  removed  in  accordance  with 
C26-1904.3(3)  Building  Code  of  the  City  of  New  York.  The 
following  conditions  are  imposed  upon  this  recommendation: 
the  driver  tool  shall  be  built,  maintained  and  operated  in 
accordance  with  C26-1910.2,  1910.3  and  Reference  Standard 
RS  19-1;  each  user  of  this  Test  System  shall  be  trained  by 
the  owner-manufacturer  or  his  authorized  representative; 
application  of  the  system  shall  be  by  a  licensed  concrete  test¬ 
ing  laboratory  as  per  C26-1004  and  under  the  supervision  of 
a  New  York  State  Professional  Engineer  or  Registered 
Architect,  each  sealed  kit  of  probes  anl  charges  shall  be  cer¬ 
tified  by  the  owner-manufacturer;  concrete  less  than  four 
inches  thick  shall  not  be  probed;  each  probe  kit  and  driver 
tool  shall  bear  a  label  saying  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  381-69-SP”. 

The  Committee  on  Test  is  of  the  opinion  that  this  System 
should  not  be  considered  to  replace  28  day  cylinder  or  core 
tests  in  New  York  City  at  least  until  a  standard  for  deter¬ 
mining  compressive  strength  of  concrete  by  penetration  re¬ 
sistance  is  adopted  by  a  nationally  based  organization  such 
as  ASTM. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  address  or  to  submit  the  annual  affidavit  will  be 
cause  for  revocation  of  approval. 

(Sgd.)  William  A.  Nolan,  P.E., 
Commissioner, 

John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

139-70-SM 

APPLICANT — Frankel  Associates,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant:  David  Malkind. 

ACTION  OF  BOARD — Material  approved  in  accordance 

with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker. 

Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
139-70-SM — Frankel  Associates,  Inc.,  New  York,  N.  Y.  filed 
for  approval  of  flameproof  fabrics  known  as  Neva-Flame: 
Fantastic  Satin  and  Galaxy  Boucle  under  the  provisions  of 
the  Flameproofing  Rules  of  the  Board. 

PROPOSED  USE:  Flameproof  draperies  in  places  of 
public  assembly. 

DESCRIPTION :  The  fabrics  are  woven  of  rayon  and 
acetate  yarns.  They  are  treated  with  Fi-Retard,  made  by 


the  Arkansis  Company.  The  nature  of  this  treatment  is 
confidential  and  is  on  file  with  and  has  been  approved  by 
the  Board  under  Calendar  Number  127-70-SM. 
INSPECTION  AND  TEST :  The  treated  fabrics  were 
tested  by  the  Better  Fabrics  Testing  Bureau  and  met  all  the 
requirements  of  the  Flameproofing  Rules  of  the  Board. 
RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  flameproof  fabrics  known  as  Neva- 
Flame  :  Fantastic  Satin  and  Galaxy  Boucle  under  the  pro¬ 
visions  of  the  Flameproofing  Rules  of  the  Board.  The  fabrics 
shall  be  permanently  labeled :  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  139-70-SM.”  A  sworn  affidavit  by  a  re¬ 
sponsible  officer  of  the  manufacturer,  familiar  with  the  mate¬ 
rials,  processes  and  controls  of  the  product  manufactured, 
shall  be  filed  annually  with  this  Board,  certifying  that  such 
materials  processes  and  controls  are  being  maintained  under 
this  Calendar  Number.  Failure  to  notify  the  Board  of  change 
of  ownership,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 

report. 


185-70-SM 

APPLICANT — United  States  Gypsum  Company,  owner; 
J.  R.  Dowling  and/or  D.  G.  Kottlce,  agent. 

APPEARANCES— 

For  Applicant:  E.  V.  Salvo. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
185-70-SM — The  United  States  Gypsum  Company,  New 
York,  N.  Y.,  filed  for  approval  of  the  One-Hour  Trussteel 
Stud  RC-1  Imperial  Plaster  Partition  under  the  provisions 
of  C26-502.1  of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  One-hour  fire  rated  non-load  bearing 
partition. 

DESCRIPTION :  The  core  of  the  partition  is  made  of  2)4" 
deep  Trussteel  studs,  with  RC-1  resilient  horizontal  channel 
screwed  to  the  studs  16"  on  center.  The  studs  are  formed  of 
four  vertical  wires  and  a  web  wire,  all  .18"  in  diameter, 
spaced  6"  on  center.  The  channels  are  2J4"  wide  x  x/i"  deep 
and  are  formed  of  .021"  thick  electrogalvanized  steel.  The 
floor  and  ceiling  tracks  are  2  9/16"  wide  x  1"  deep  printed 
studs  are  secured  with  spring  loaded  stud  nuts  with  washers 
and  hex  nuts.  The  floor  track  is  secured  with  concrete  nails. 
A  layer  of  Vi"  thick  Type  “X”  plasterbase  wallboard  is 
secured  to  both  faces  of  the  resilient  channels.  A  layer  of 
plaster  with  an  average  thickness  of  .053"  and  11  to  13  quarts 
of  water  per  80  lb.  bag  is  applied  to  each  face. 
INSPECTION  AND  TEST:  The  partition  was  tested  by 
The  Ohio  State  University  Engineering  Experiment  Station 
(Report  No.  4831)  and  given  a  one-hour  fire  rating. 
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RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  One-Hour  Trussteel  Stud  RC-1 
Imperial  Plaster  Partition  under  the  provisions  of  C26-502.1 
of  the  Building  Code.  The  partitions  shall  be  permanently 
labeled :  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number 
185-70-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


206-70-SM 

APPLICANT — Kaiser  Gypsum  Company,  Inc.  owner ;  E.  A. 
Millis,  agent. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
206-70-SM — The  Kaiser  Gypsum  Company,  Inc.,  Oakland, 
California,  filed  for  approval  of  Kaiser  KW-500,  KW-501 
and  KW-502  Movable  Partition  Systems  under  the  provisions 
of  C26-501.1  and  C26-504.8  of  the  Building  Code  of  the  City 
of  New  York. 

PROPOSED  USE:  Non-rated  and  one-hour  fire  rated 
non-load  bearing  movable  partitions. 

DESCRIPTION :  The  KW-500  partition  consists  of  a  %" 
thick  Kaiser  Gypsum  Plain  Core  Wallboard,  to  which  a  24- 
guage  galvanized  steel  strip  with  precision  hooks  18  inches 
on  center  is  laminated  along  the  back  edge  of  each  panel. 
Every  other  hook  is  bent  90  degrees  and  engaged  in  slots 
in  studs  attached  to  floor  and  ceiling  tracks.  The  KW-501 
partition  consists  of  a  Y"  thick  gypsum  wallboard  con¬ 
taining  hooks  laminated  to  the  edge  and  a  layer  of  Y"  thick 
gypsum  wallboard.  The  layers  are  attached  to  each  other 
with  contact  adhesive.  The  Y"  layer  of  the  KW-501  parti¬ 
tion  is  attached  to  the  floor  and  ceiling  runners  in  the  same 
manner  as  the  KW-500  partition.  All  three  partitions  are 
framed  with  2Y"  deep  x  legs  steel  floor  and  ceiling 
channel  tracks  fastened  24"  on  center.  Slotted  channel  studs, 
2 Y,"  in  depth  with  2"  flanges  stiffened  by  a  Yt"  lip,  are 
set  into  the  tracks  at  24"  to  30"  on  center.  In  the  KW-502 
partition,  22"  to  28"  wide  One-Hour  Kaiser  Gypsum  Type 
x  Null-A-Fire  Cavity  Panels  are  placed  vertically  and 
without  fasteners  in  the  cavity  between  the  web  of  the  stud 
and  the  flange  spacer  of  the  next  stud.  The  KW-502  parti¬ 


tion  also  contains  Y"  thick  gypsum  wallboard  attached  to 
tne  runners  in  the  same  manner  as  the  other  two  partitions. 

INSPECTION  AND  TEST:  The  KW-500  partition  was 
transverse  and  impact  load  tested  by  the  Pittsburgn  Testing 
Laboratory,  Oakland,  California  (352-S )  to  determine  de¬ 
flections  tor  different  loading  conditions.  The  KW-501  and 
KW-502  partitions  were  fire  resistance  tested  by  G.  E. 
Troxell,  Consulting  Engineer,  Berkeley,  California  and 
both  were  given  a  one-hour  rating. 

RECOMMENDATIONS :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  KW-500  movable,  non-load  bear¬ 
ing,  non-combustible  partition  and  the  KW-501  and  KW- 
504  one-hour  fire  rated  partitions  under  the  provisions  of 
C26-504.8  and  C26-502.1  of  the  Building  Code.  The  parti¬ 
tions  shall  be  permanently  labeled :  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  206-70-SM.’’ 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


228-70-SM 

APPLICANT — Robert  F.  O’Neill  for  Process  Engineering, 
Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  Robert  F.  O’Neill. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
228-70-SM — Robert  F.  O’Neill,  for  Process  Engineering, 
Inc.,  Plaistow,  New  Hampshire,  filed  for  approval  of  liquid 
oxygen,  nitrogen,  or  argon  storage  tanks  (Models  3125-2 
3125-3,  6050-2  and  7700-2)  under  the  provisions  of  RS  14-4 
of  the  Building  Code  and  09-105  of  the  Administrative 
Code  of  the  City  of  New  York. 

PROPOSED  USE:  Storage  of  liquified  gases  under  pres¬ 
sure. 

DESCRIPTION :  The  vessels  are  of  double  wall  construc¬ 
tion.  The  annular  space  is  highly  evacuated  and  filled  with 
permite.  The  outer  vessels  are  designed  for  full  vacuum  in¬ 
ternal  and  15  psig  external  pressure.  The  piping  connected 
to  the  inner  vessel  from  the  exterior  is  of  type  304  stainless 
steel,  with  all  joints  welded  External  piping  is  stainless 
steel  or  type  K  copper  tubes  and  valves  are  bronze  or  brass. 
Joints  are  screwed  or  silver  soldered.  The  inner  vessel  is 
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protected  by  a  pop  valve  connected  to  the  tank  vent  line. 
Setting  of  the  safety  valve  is  250  psig  on  Models  3125-2  and 
3125-3,  and  is  245  psig  on  Models  6050-2  and  7700-2.  A  365 
psig  safety  disc  is  also  provided  on  the  inner  vessel.  The 
vessel  is  made  of  aluminum  S3-209  5083.0.  It  is  6'-6"  in 
diameter  and  2T-11J4"  in  height. 

INSPECTION  AND  TEST :  Process  Engineering,  Inc., 
has  submitted  a  sworn  affidavit  attesting  to  the  fact  that  the 
tanks  have  been  built  in  accordance  with  the  ASME  Code 
for  unfired  pressure  vessels,  as  stipulated  in  RS  14-4,  and 
have  been  tested  to  412  psi.  The  tanks  are  inspected  by 
Royal  Indemnity  Co. 

RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  oxygen,  nitrogen,  or  argon  storage 
tanks  (Models  3125-2,  3125-3,  6050-2  and  7700-2)  under  the 
provisions  of  RS  14-4  of  the  Building  Code  and  09-105  of 
the  Administrative  Code  on  condition  that  the  tanks  shall  be 
installed  in  accordance  with  the  provisions  of  Calendar  Num¬ 
ber  1180-65-GR  and  C26-1414  of  the  Building  Code  and  meet 
the  applicable  safety  device  requirements  of  09-105  of  the 
Administrative  Code.  The  tanks  shall  be  permanently  labeled: 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  228-70-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


238-70-SM 

APPLICANT— -Eclipse  Fuel  Engineering  Company,  owner. 

APPEARANCES— 

For  Applicant :  C.  Russell  McNamee. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
238-70-SM — The  Eclipse  Fuel  Engineering  Company,  Rock¬ 
ford,  Illinois,  filed  for  approval  of  the  P-12  Standard  Iron 
Body  Brass  Core  Gas  Service  Valve  under  the  provisions  of 
RS-16,  P115.6  of  the  Building  Code  of  the  City  of  New 
York. 

PROPOSED  USE:  Gas  stops  for  use  in  gas  service  piping. 
DESCRIPTION :  The  valve  uses  a  standard  plug.  It  is 
opened  and  closed  with  a  lockwing.  It  has  an  iron  body, 
brass  core,  and  black  finish.  The  valve  is  made  in  34”,  1”. 
V/4",  \y2"  and  2"  sizes. 


INSPECTION  AND  TEST:  The  valve  is  listed  in  the 
Approved  Gas  Service  Equipment  Booklet  of  the  Consoli¬ 
dated  Edison  Company  of  New  York  and  has  been  found  to 
be  satisfactory  by  the  Brooklyn  Union  Gas  Company. 
RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  P-12  Standard  Iron  Body  Brass 
Core  Gas  Service  Valve  under  the  provisions  of  RS-16, 
PI  15.6  of  the  Building  Code.  The  valves  shall  be  perma¬ 
nently  labeled :  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Number 
238-70-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


281-70-SA 

APPLICANT — Tempo  Products  Company,  owner. 
APPEARANCES— 

For  Applicant:  Joseph  A.  Marotta  and  Bert  Glucksman. 
ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
281-70-SA — Tempo  Products  Company,  Cleveland.  Ohio, 
filed  for  approval  of  a  portable  gasoline  tank  and  pump 
known  as  the  Tempo  Tanker  Model  FM-1009  under  the 
provisions  of  C26-107.2  of  the  Building  Code  of  the  City  of 
New  York. 

PROPOSED  USE:  Portable  refueler-defueler. 
DESCRIPTION  :  The  tanker  is  40"  long  x  30"  high  x  20" 
wide.  It  is  mounted  on  4  casters.  The  rear  half  of  the 
tanker  is  covered  with  a  hood.  The  pump  operating  handle 
and  fluid  direction  control  extend  through  the  hood.  At 
the  forward  end  of  the  tank  is  a  magnetic  level  indicator. 
A  screened  vent  fitting  is  fastened  to  the  top  center  of  the 
tank.  Ground  wires  are  connected  to  the  vehicle  from 
which  fuel  is  being  withdrawn  to  a  suitable  ground.  The 
hose  is  inserted  into  the  tank,  a  fluid  control  valve  is 
turned  to  the  “in”  or  “out”  position,  and  the  hand  pump 
is  put  into  operation.  The  tank  is  made  of  12  and  14  gauge 
steel.  The  fittings  are  made  of  cast  iron  and  have  internal 
protector  screens.  The  hand  pump  is  double-acting,  self- 
criming,  and  7  gallons  per  minute  capacity.  The  hose  is 
5/6"  inner  diameter  x  8"  long  and  is  made  of  Buna-n  Rubber. 
A  non-porous  cast  iron  filter  removes  water  and  foreign 
particles. 
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INSPECTION  AND  TEST :  The  tanker  was  tested  by  the 
Factory  Mutual  Engineering  Division,  Norwood,  Massa¬ 
chusetts.  It  was  tested  for  leakage  when  tilted  and  for  the 
ability  of  the  ventilator  to  arrest  flames  and  to  relieve  a 
buildup  of  pressure  within  the  tank.  The  tanker  was  found 
to  be  satisfactory. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Tempo  Tanker  Model  FM-1009 
under  the  provisions  of  C26-107.2  of  the  Building  Code.  The 
tanker  shall  be  permanently  labeled.  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
un^er  Calendar  Number  281-70-SA. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer.  familiar  with  the  materials,  processes  and  con¬ 
trols  of  the  product  manufactured,  shall  be  filed  annually 
with  this  Board,  certifying  that  such  materials,  processes 
and  controls  are  being  maintained  as  were  in  effect  at  the 
time  of  this  approval  or  previous  approvals  under  this 
Calendar  Number.  Failure  to  notify  the  Board  of  change 
of  ownership,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


284-70-SA 

APPLICANT — William  M.  Wilson’s  Sons,  Incorporated, 
owner. 

APPEARANCES— 

For  Applicant :  Charles  T.  Denny. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
284-70-SA — William  M.  Wilson’s  Sons,  Incorporated,  Lans- 
dale,  Pennsylvania,  filed  for  approval  of  a  portable  gasoline 
tank  and  pump  known  as  the  Gasboy  Serva-Tank  89  under 
the  provisions  of  C26-107.2  of  the  Building  Code  of  the  City 
of  New  York. 

PROPOSED  USE:  Drain  and  refuel  automobile  and  truck 
fuel  tanks. 

DESCRIPTION :  The  tank  is  made  of  3/16"  steel  and  has 
a  30  gallon  capacity.  It  is  mounted  on  wheels,  has  a  push-bar 
handle  and  will  not  tip  over  when  inclined  up  to  30°.  A 
previous  vent  fill  cap  contains  gasoline  vapors  within  the 
tank  when  the  pump  is  not  used.  A  liquid  level  gauge,  a 
utility  tray,  and  a  fire  extinguisher  are  mounted  on  the  tank. 
The  rotary  hand  pump  contains  a  filter  and  is  used  with  a 
V\"  hose,  a  nozzle,  and  a  J2"  hose  for  narrow  fillpipes.  A  16 
■auge  ground  wire  with  an  alligator  clip  is  used.  A  foot 
brake  fixes  the  position  of  the  tank.  The  unit  weighs  205 
,'r'’inds  and  measures  34"  long  x  22"  wide  x  52"  high. 
INSPECTION  AND  TEST:  The  tank  is  listed  bv  Under¬ 
writers’  Laboratories  (Guide  EFTZ,  October  27,  1969, 
MH8917). 


RECOMMENDATIONS :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Gasboy  Serva-Tank  89  under  the 
provisions  of  C26-107.2  of  the  Building  Code.  The  tank  shall 
be  permanently  labeled:  ‘‘Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  284-70-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


296-70-SA 

APPLICANT — Fisher  Controls  Company,  owner. 
APPEARANCES— 

For  Applicant :  Bob  Lindner,  Geo.  Peppier  and  J.  E. 
Cohoon. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
296-70-SA — The  Fisher  Controls  Company,  Marshalltown, 
Iowa,  filed  for  approval  of  Fisher  Regulators  (Fisher  Series: 
67,  66,  95,  98,  S100,  166,  S200,  289,  410,  Y600,  621,  630,  730. 
1301,  1805)  under  the  provisions  of  RS-16,  PI  1 5.6  of  the 
Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Gas  line  pressure  control  regulator. 
DESCRIPTION :  The  different  models  vary  in  configura¬ 
tion,  overall  size,  size  of  spring,  and  thickness,  tension,  and 
diameter  of  the  membrane.  All  models  have  heavy  metal 
bodies  and  fittings  and  flexible  membranes.  The  membrane 
is  sensitive  to  the  pressure  of  the  gas  flow.  A  relationship 
can  be  established  between  the  deflection  of  the  membrane 
and  gas  flow.  This  relationship  depends  upon  the  thickness, 
diameter,  tension  of  the  membrane  and  the  size  and  con¬ 
figuration  of  the  valve.  When  the  membrane  deflects  to  a 
certain  point,  the  spring  loaded  valve  stem  is  actuated.  The 
stem  can,  depending  upon  model  number,  shut  off  gas  flow 
of  one  line,  open  up  gas  flow  of  another  line,  switch  gas  flow 
from  one  line  to  another,  or  perform  a  combination  of  these 
functions.  Valve,  stem,  and  spring  configurations  determine 
which  functions  are  performed.  The  actuation  of  the  stem 
by  the  membrane  is  precisely  determined  in  terms  of  all  the 
other  variables. 

INSPECTION  AND  TEST :  The  regulators  have  been  in 
use  at  the  Long  Island  Lighting  Company,  Consolidated  Gas 
Company,  and  Brooklyn  Union  Gas  Company.  Representa¬ 
tives  of  Brooklyn  Union  Gas  stated  at  the  hearing  that  they 
have  used  the  controls. 
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RECOMMENDATIONS  :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Fisher  Regulators  (Fisher  Series:  67 
66,  95,  98,  S100,  166,  S200,  289,  410,  Y600,  621,  630,  730,  1301, 
1805)  under  the  provisions  of  RS-16,  P  115.6  of  the  Building 
Code.  The  regulators  shall  be  permanently  labeled:  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Calendar  Number  296-70-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


297-70-SA 

APPLICANT— Fisher  Controls  Company,  owner. 
APPEARANCES— 

For  Applicant :  Bob  Lindner,  Geo.  Peppier  and  J.  E. 
Cohoon. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
297-70-SA — The  Fisher  Controls  Company,  Marshalltown, 
Iowa,  filed  for  approval  of  pilot  operated  Fisher  Regulators 
(Fisher  Series:  29,  63F,  99,  282,  298,  310,  404,  880)  under 
the  provisions  of  RS-16,  P115.6  of  the  Building  Code  of  the 
City  of  New  York. 

PROPOSED  USE:  Gas  line  pressure  control  valve. 
DESCRIPTION :  The  different  models  vary  in  configura¬ 
tion,  overall  size,  size  of  the  spring,  and  thickness,  tension, 
and  diameter  of  the  membrane.  All  models  have  heavy  metal 
bodies  and  fittings  and  flexible  membranes.  A  downstream 
gas  flow  pressure  drop  deflects  a  membrane.  When  the  mem¬ 
brane  is  deflected  to  a  specific  setpoint,  a  loaded  spring  opens 
an  orifice  to  a  loaded  pressure  chamber.  This  allows  _  the 
loaded  pressure  to  bleed  downstream  faster  than  the  inlet 
pressure.  The  downstream  pressure  is  consequently  increased 
to  the  desired  setpoint.  The  downstream  pressure  is  pre¬ 
vented  from  increasing  above  the  setpoint  because  the  pres¬ 
sure  increase  deflects  the  membrane  in  the  opposite  direction, 
reloads  the  spring,  and  closes  the  orifice  to  the  loaded  pres¬ 
sure  chamber. 

INSPECTION  AND  TEST :  The  regulators  have  been  in 
use  at  the  Long  Island  Lighting  Company,  Consolidated  Gas 
Company,  and  Brooklyn  Union  Gas  Company.  Representa¬ 
tives  of  Brooklyn  Union  Gas  stated  at  the  hearing  that  they 
have  used  these  controls. 

RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  pilot  operated  Fisher  Regulators 
(Fisher  Series:  29,  63F,  99,  282,  298,  310,  404,  880)  under 


the  provisions  of  RS-16,  P 1 1 5.6  of  the  Building  Code.  The 
regulators  shall  be  permanently  labeled :  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  297-70-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


316-70-SM 

APPLICANT— United  States  Gypsum  Company,  owner; 
J.  R.  Dowling  and/or  D.  G.  Kottke,  agents. 

APPEARANCES— 

For  Applicant:  E.  V.  Salvo. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
316-70-SM — The  United  States  Gypsum  Company,  New 
York,  filed  for  approval  of  a  Two-Hour  Floor  and  Ceiling 
Assembly  (2)4"  concrete,  corrugated  metal  deck,  $4"  Sheet- 
rock)  under  the  provisions  of  C26-501.1  of  the  Building  Code 
of  the  City  of  New  York. 

PROPOSED  USE:  Two-Hour  Floor  and  Ceiling  Assem¬ 
bly. 

DESCRIPTION :  The  top  layer  of  the  assembly  is  2)4" 
thick  and  made  of  sand-gravel  concrete.  It  contains  No. 
10  SWG,  6x6  mesh,  wire  fabric  reinforcement.  The  next 
layer  is  made  of  J4"  rib,  expanded  metal  lath,  wire  tied  to 
the  joists.  An  alternate  to  this  layer  is  a  %q"  thick  cor¬ 
rugated  steel  deck  made  of  No.  28  gauge  galvanized  steel 
and  welded  to  the  supports.  The  next  layer  consists  of 
vertical,  type  12S4  or  12J4  steel  joists,  spaced  24"  on  center 
and  welded  to  supports;  and  1)4"  x  1)4"  x  %e"  bridging 
angles,  tack  welded  to  top  and  bottom  chords  of  the  joists. 
The  next  layer  is  a  No.  25  gauge  galvanized  steel  furring 
channel.  2^4"  wide  x  %”  deep  and  wire  tied  to  either  the 
joists  or  optional  1)4"  steel  channels,  located  at  the  joist 
and  furring  channel  intersections.  The  bottom  layer  is  $4" 
thick  gypsum  wallboard  or  lath. 

INSPECTION  AND  TEST:  The  assembly  was  tested  by 
Underwriters’  Laboratories  (File  R4024-12,  Assignment 
68NK1730)  and  was  given  a  two-hour  fire  rating. 
RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Two-Hour  Floor  and  Ceiling 
Assembly  (2)4"  concrete,  corrugated  metal  deck,  §4"  Sheet- 
rock)  under  the  provisions  of  C26-501.1  of  the  Building  Code. 
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The  assembly  shall  be  permanently  labeled:  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  316-70-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 

report. 

338-70-SM 

APPLICANT — Walworth  Company,  owner. 
APPEARANCES— 

For  Applicant:  Robert  O.  Hunt. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
338-70-SM — The  Walworth  Company,  Bala  Cynyd,  Penn¬ 
sylvania,  filed  for  approval  of  Lubricated  Plug  Valves  (1700, 
1700F,  1707F,  1727F,  1718F,  1749F.  1.754F,  i796)  under  the 
provisions  of  RS-16,  P115.6  of  the  Building  Code  of  the  City 
of  New  York. 

PROPOSED  USE:  Gas  line  plug  valve. 

DESCRIPTION:  Four-bolt  square  retainers  are  used  for 
the  plug  valves  3"  and  smaller.  Round  retainers  are  used 
for  the  plug  valves  4"  and  larger.  Hydraulically  exerted 
pressure  on  the  lubricant  frees  the  plug  from  its  seat,  coats 
the  finished  seating  surfaces  with  a  film  of  protective,  non¬ 
friction  lubricant,  and  seals  the  ports  against  leaking.  Details 
of  the  individual  models  are  as  follows : 


Model 

Material 

Method  of 
Operation 

Sizes 

1700 

cast  iron 

wrench 

^"-6" 

1700F 

cast  iron 

wrench 

l"-8" 

1707F 

cast  iron 

worm  gear 

6"-16' 

1718F 

cast  iron 

wrench 

6"-12' 

1727F 

cast  iron 

worm  gear 

6"— 12' 

1749F 

cast  steel 

wrench 

6"-8" 

1754F 

cast  steel 

wrench 

6"-8" 

1796 

cast  iron 

wrench 

l"-4" 

INSPECTION  AND  TEST :  The  valves  are  listed  in 
Consolidated  Edison’s  Approved  Gas  Service  Equipment 
Booklet. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Lubricated  Plug  Valves  (1700,  1700F, 
1707F,  1718F,  1727F,  1749F,  17S4F,  1796)  under  the  provi¬ 
sions  of  RS-16,  PI  15.6  of  the  Building  Code.  The  valves 
shall  be  permanently  labeled:  “Approved  by  the  Board  of 


Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  338-70-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval,  or  previous  approvals  under  this  Calendar  Num¬ 
ber.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  address  or  to  submit  the  annual  affidavit  will  be 
cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


362-70-SM 

APPLICANT — Erico  Products,  Incorporated. 
APPEARANCES— 

For  Applicant :  M.  C.  La  Barr  and  R.  H.  Miller-Jones. 
ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  . .  o 

THE  RESOLUTION— 


W hereas,  the  report  of  a  Committee  on  Test  reads : 
362-70-SM— Erico  Products,  Inc.,  Englewood  Cliffs,  New 
Jersey,,  applied  for  approval  of  a  steel  bar  splicer  known  as 
the  Erico  Speed-Sleeve  under  the  provisions  of  C26-906.2(c) 
of  the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Compression  splice  for  concrete  rein¬ 
forcing  steel. 

DESCRIPTION:  The  speed-sleeve  is  formed  from  A-415 
grade  steel  into  a  “U”  shaped  section,  with  a  projecting 
flange  on  one  side.  The  “U”  shaped  portion  of  the  sleeve  is 
clamped  to  the  reinforcing  bar  by  three  or  four  clamps 
formed  from  M-1020  steel.  The  clamps  are  inserted  through 
slots  in  the  ‘  U”  shaped  portion  of  the  sleeve  and  secured 
by  a  Y%"  diameter  bolt  to  the  projecting  flange.  The  inde¬ 
pendent  tightening  of  the  different  clamps  and  the  presence 
of  sheet  metal  adaptors  which  may  be  used  as  fillers  make 
possible  splicing  of  bars  of  unequal  sizes. 

INSPECTION  AND  TEST :  The  speed-sleeve  meets  the 
requirements  of^ACI  Code  318-68,  Section  805 (c)2,  which 
states  in  part :  “In  bars  required  for  compression  only,  the 
compression  stress  may  be  transmitted  by  bearing  of  square 
cut  ends  held  in  concentric  contact  by  a  suitable  welded 
sleeve  or  mechanical  device.”  The  Pittsburgh  Testing  Lab¬ 
oratory  conducted  bending  and  tensile  tests  upon  the  con¬ 
nections  made  by  the  speed-sleeve  with  steel  bars  of  different 
ciameters.  Failure  points  in  the  bending  tests  compared 
favorably  with  theoretical  loads  that  would  exist  with  60 
m.p.h.  winds.  Failure  points  in  the  tensile  tests  of  spliced 
bars  were  compared  with  failure  points  of  the  larger  of  the 
two  bars  by  itself.  The  present  decrease  in  strength  with  the 
spliced  connection  varied  from  —28%  'to  +30%. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Erico  Speed-Sleeve,  on  the  con- 
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dition  that  it  be  used  for  tested  combinations  of  bars  and 
that  the  design  criteria  be  based  upon  the  results  of  the  tests 
with  a  safety  factor  of  1.5.  The  speed-sleeve  containers  shall 
be  labeled :  “Approved  by  the  Board  of  Standards  and  Ap¬ 
peals  for  use  in  New  York  City  under  Calendar  Number 
362-70-SM”. 

The  Committee  further  recommends  that  the  use  of  the 
splice  be  limited  to  columns  which  have  an  unsupported 
height  of  not  more  than  10  times  the  least  column  dimen¬ 
sion,  that  the  bars  shall  have  their  ends  squared  and  normal 
to  the  perpendicular  axis  of  the  bar  and  that  the  splice  be 
used  only  in  conjunction  with  Nos.  11,  14  and  18  bars.  The 
clamps  shall  be  spaced  and  alternately  staggered  in  order  to 
insure  proper  distribution  of  the  concrete  around  the  bars. 
Steel  drawings  filed  with  the  Department  of  Buildings  shall 
contain  a  detailed  schedule  of  steel  bars  and  clamps  being 
used  and  all  inspection  shall  be  under  the  supervision  of  a 
licensed  professional  engineer. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  of  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


730-70-SA 

APPLICANT — Tecnifax  Division,  The  Plastic  Coating  Cor¬ 
poration,  owner. 

APPEARANCES— 

For  Applicant:  Chris  Barton  and  Jack  Donovan. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
730-70-SA — Tecnifax  Division  Plastic  Coating  Corp.,  Hol¬ 
yoke,  Mass.,  filed  for  approval  of  the  appliance  known  as 
Diazo  Duplicator  Models  303,  400,  601,  Hi-R,  700  and  705 
under  the  provisions  of  Cl 9-91.0  Administrative  Code. 
PROPOSED  USE:  The  appliance  is  used  to  duplicate 
microfilm. 

DESCRIPTION  :  The  Models  303  and  400 — These  machines 
operate  from  an  anhydrous  ammonia  supply.  The  cylinder 
is  an  I.  C.  C.  cylinder  containing  50  lbs.  of  liquified  ammonia. 

The  ammonia  gas  flows  from  the  bottle  through  a  stain¬ 
less  steel  flexible  hose  to  a  tee.  One  side  of  the  tee  connects 
to  a  pressure  relief  valve  which  is  set  to  discharge  am¬ 
monia  to  the  atmosphere  when  the  pressure  exceeds  312 
p.s.i.  The  other  side  of  the  tee  connects  to  a  pressure  regu¬ 
lator  which  can  hold  the  gas  pressure  discharging  from  it 
between  0-28  p.s.i.  The  discharge  side  of  the  regulator  con¬ 
nects  to  a  solenoid  valve.  This  valve,  in  its  de-energized 
condition  is  closed.  However,  when  the  main  switch  is 


turned  ON,  the  valve  is  energized  permitting  gas  to  flow 
to  a  ball  valve.  This  valve  is  adjusted  by  a  knob  to  main¬ 
tain  the  desired  rate  of  flow.  From  this  valve,  the  gas  flows 
to  the  developing  chamber. 

The  main  difference  between  these  two  models  is  the  speed ; 
the  Model  303  has  a  speed  up  to  50  ft./min.  and  the  Model 
400  17  ft./min. 

Model  601 — This  model  is  so  designed  that  the  50  lb. 
cylinder  of  anhydrous  ammonia  is  installed  horizontally  in 
a  rack  at  the  bottom  rear  of  the  machine.  In  all  other  re¬ 
spects,  this  ammonia  system  is  similar  to  the  Models  303 
and  400  except  that  the  pressure  regulator  holds  the  gas 
pressure  discharging  from  it  from  0  to  8  p.s.i. 

Models  700  and  705 — These  models  operate  off  of  either 
100  or  150  lb.  capacity  cylinders  of  anhydrous  ammonia  and 
the  pressure  relief  valve  is  set  to  discharge  ammonia  to  the 
atmosphere  when  the  pressure  exceeds  250  p.s.i.  and  the 
pressure  regulator  controls  the  discharge  rate  between  0-50 
p.s.i. 

Model  Hi-R — In  this  model,  the  anhydrous  ammonia  flows 
from  the  100  lb.  container  to  the  high  pressure  relief  valve. 
This  valve  is  connected  by  black  iron  pipe  to  a  low  pressure 
regulator  which  maintains  a  constant  pressure  from  this 
point  throughout  the  system.  The  flow  of  the  ammonia  con¬ 
tinues  through  a  shut-off  valve  which  is  interconnected  with 
the  main  switch  of  the  machine.  This  stops  the  ammonia 
flow  automatically  when  the  machine  is  not  in  use. 

When  in  operation,  the  ammonia  flows  through  a  pressure 
gauge  to  the  flow  control  valve  which  is  capable  of  metering 
down  to  1/100  p.s.i.  This  metered  ammonia  gas  is  then 
distributed  throughout  the  developing  tank  by  two  perforated 
stainless  steel  discharge  tubes.  In  addition  to  the  anhydrous 
ammonia,  a  small  .amount  of  water  has  to  be  metered  into 
the  developing  tank.  This  water  is  moved  by  a  pump,  from 
the  supply  bottle  to  the  water  feed  bottles  which  is  metered 
by  solenoid  operating  valves  and  the  amount  of  water  released 
depends  on  the  speed  at  which  the  machine  is  operating. 
INSPECTION  AND  TEST :  Details  of  construction  were 
examined  by  Asst.  Engineer  John  A.  Darts. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  duplicators  as  herein  described 
when  installed  in  accordance  with  this  report  to  the  satisfac¬ 
tion  of  the  Fire  Commissioner  provided : 

1.  That  only  one  cylinder,  per  machine  is  used  and 
is  secured  by  chain  or  other  suitable  means  to  prevent 
accidental  toppling. 

2.  That  the  relief  valve  used  is  set  as  described 
and  is  not  less  than  inch  size  with  outlet  piped  out¬ 
doors  in  acceptable  manner. 

3.  That  there  is  an  excess  flow  valve  installed  in 
the  line  at  the  cylinder  outlet. 

4.  That  the  room  in  which  the  cylinder (s)  of  am¬ 
monia  is  (are)  used  is  independently  ventilated  either 
by  mechanical  ventilation  of  not  less  than  500  sq.  ft.  of 
window  or  door  area  opening  to  outdoors.  These  ventila¬ 
tion  requirements  are  minimum  and  under  certain  cir¬ 
cumstances  may  have  to  be  increased  to  meet  other 
legal  requirements. 

5.  The  storage  of  any  reserve  ammonia  cylinder 
shall  be  in  such  number  and  in  such  manner  as  pre¬ 
scribed  by  the  Fire  Commissioner. 

The  Committee  further  recommends  that  each  installation 
shall  bear  a  label,  permanently  affixed,  reading  “Approved 
bv  the  Board  of  Standards  and  Appeals  for  use  in  New  York- 
City  under  Calendar  Number  730-70-SA. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
anproval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
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of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


80-60-SA 

APPLICANT — Gilbarco  for  Gilbert  &  Barker  Co.,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  7/19/60.  Product:  Gilbarco  44  Series  Single 
Gasoline  Dispensers,  various  models. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— A pproval  revoked. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


216-60-SA 

APPLICANT — Gilbarco  for  Gilbert  &  Barker  Co.,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  7/19/60.  Product:  Gilbarco  and/or  Esso 
WD-01,  fully  automatic  pressure  atomizing  oil  burner 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


119-61-SA 

APPLICANT — Gilbarco  for  Gilbert  &  Barker  Co.,  owner. 
SUBJECT — Application  for  consideration  revoke  approval, 
10/10/61.  Product :  Gilbarco  and/or  Esso  Oil  Fired  Forced 
Warm  Air  Suspended  Furnaces,  various  models. 

appearances— 

For  Applicant :  None. 


ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  o 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved ,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


152-61-SA 


APPLICANT — Gilbarco  for  Gilbert  &  Barker  Co.,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  7/18/61.  Product:  Gilbarco  “1000”  Series 
Ticket  Printing  Gasoline  Dispensers,  various  models. 

APPEARANCES— 

For  Applicant:  None. 

AC  I  ION  OF  BOARD — Approval  revoked. 

THE  VOTE— 


Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


1600-61-SA 

APPLICANT — Gilbarco  for  Gilbert  &  Barker  Co.,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  5/8/62.  Product:  Gilbarco  and/or  Esso  Oil 
Burners  Models  BD30-11,  BD30-31,  BD30-12  and  BD30-32. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  q 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

76-62-SA 

APPLICANT — Gilbarco  for  Gilbert  &  Barker  Co.,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  10/19/62.  Product:  Gilbarco  “Marine”  Gas/ 
Oil  Mixing  Dispenser,  various  models. 
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APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

233-62-SA 

APPLICANT — Gilbarco  for  Gilbert  &  Barker  Co.,  owner. 
SUBJECT- — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  10/9/62.  Product:  Gilbarco  Gasoline  Dis¬ 
pensers  Series  615. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

573-62-SA 

APPLICANT — Gilbarco  for  Gilbert  &  Barker  Co.,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  3/5/63.  Product:  Gasoline  dispensers  gallon 
ticket  printers,  various  models. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

816-62-SA 

APPLICANT — Gilbarco  for  Gilbert  &  Barker  Co.,  owner. 


SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  6/25/63.  Product :  High  Pressure  Atom¬ 
izing  Oil  Burners,  Models  BD-30-31,  and  CD-3033. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


1142-62-SA 

APPLICANT — Gilbarco  for  Gilbert  &  Barker  Co.,  owner. 
SUBJECT — Applicant  for  consideration  to  revoke  ap¬ 
proval,  dated  7/9/63.  Product:  Gilbarco  Oil  Burner  Model 
73. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


1151-62-SA 

APPLICANT — Gilbarco  for  Gilbert  &  Barker  Co.,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  7/9/63.  Product:  Gilbert  and  Barker  Single 
and  Dual  Blender  Gasoline  Dispensers,  various  models. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  abovie  cited  and  all  subsequent  amend¬ 
ments  thereof. 
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579-63-SA 

APPLICANT — Gilbarco  for  Gilbert  &  Barker  Co.,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  4/21/64.  Product:  Dual  Blender  Dispensers 
Series  113.  Models  412-110,  412-010,  442-110  and  442-010. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

408-64-SA 

APPLICANT — Gilbarco  for  Gilbert  &  Barker  Co.,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  12/8/64.  Product:  Gilbarco  and/or  Esso  Oil 
Burner  Model  WD11. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

881-64-SA 

APPLICANT — Gilbarco  for  Gilbert  &  Barker  Co.,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  9/25/65.  Product:  Gilbarco  and/or  Esso 
Model  14  Series  Oil  Burner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


143-68-SA 

APPLICANT — H.  S.  Weaver  for  Sedgwick  Machine 
Works,  Incorporated,  owner. 

SUBJECT — Application  February  23,  1968 — Sedgwick  Stair 
Chair,  Approval  of. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


81-70-SM 

APPLICANT — Kerotest  Manufacturing  Corporation,  owner. 

SUBJECT — Application  February  5,  1970 — Kerotest  Valve 
Model  1,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  without  date. 

94-70-SM 

APPLICANT — Arbern  Const.,  Corporation  agent  for  Cul- 
tique  Marble  Products,  Ltd.,  owner. 

SUBJECT — Application  February  13,  1970 — Royal  Shell 
Vanity  Top  #RSS-30,  approval  of. 

APPEARANCES— 

For  Applicant :  Gene  Rook. 

ACTION  OF  BOARD — Laid  over  without  date. 

176-70-SM 

APPLICANT — United  States  Gypsum  Company,  owner  ; 
J.  R.  Dowling  and/or  D.  G.  Kottke,  agent. 

SUBJECT— Application  March  26,  1970— United  States 
Gypsum  1  Hour  Gypsum  Wallboard  Chasewall  “3  Hour 
Staggered  Truss”. 

APPEARANCES— 

For  Applicant :  E.  V.  Salvo. 

ACTION  OF  BOARD — Laid  over  to  February  9,  1971,  at 
2  P.M.,  for  applicant  to  submit  additional  information. 


342-70-SM 

APPLICANT — United  States  Gypsum  Company,  owner; 

J.  R.  Dowling  and/or  D.  G.  Kottke,  agent. 

SUBJECT — Application  June  9,  1970 — United  States  Gypsum 
3  Hour  Column  Protection — J4"  Sheetrock  F/C  “C” — 
14WF228  Column. 

APPEARANCES— 

For  Applicant :  E.  V.  Salvo. 

ACTION  OF  BOARD — Laid  over  to  February  9,  1971,  at 
2  P.M.,  for  continued  hearing. 


4204-BZY — Vols.  II  through  VIII 

ACTION  OF  BOARD — Time  to  complete  construction 
extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


101 


MINUTES 


THE  RESOLUTION— 

Whereas,  the  Board  finds  that  in  each  of  these  cases  the 
applicant  has  met  the  requirements  of  Section  11-324  of  the 
Zoning  Resolution  for  an  additional  extension  of  time  to 
complete  construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Resolu¬ 
tion,  the  additional  extension  of  time  to  complete  construc¬ 
tion  to  December  15,  1971  on  condition  that  this  constitutes 
a  terminal  grant  and  all  work  should  be  completed  by  the 
expiration  date. 


1687-BZY — Vol.  VII 

ACTION  OF  BOARD — Time  to  complete  construction  ex¬ 
tended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  Board  finds  that  in  each  of  these  cases  the 
applicant  has  met  the  requirements  of  Section  11-324  of  the 
Zoning  Resolution  for  an  additional  extension  of  time  to 
complete  construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Resolu¬ 
tion,  the  additional  extension  of  time  to  complete  construc¬ 
tion  to  December  15,  1971. 


1688-BZY— Vol.  VII 

ACTION  OF  BOARD — Time  to  complete  construction  ex¬ 
tended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker. 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  Board  finds  that  in  each  of  these  cases  the 
applicant  has  met  the  requirements  of  Section  11-324  of  the 
Zoning  Resolution  for  an  additional  extension  of  time  to 
complete  construction. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Resolu¬ 
tion,  the  additional  extension  of  time  to  complete  construc¬ 
tion  to  December  15,  1971. 


1556-BZY— Vol.  VII 

ACTION  OF  BOARD — Time  to  complete  construction  ex¬ 
tended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  Board  finds  that  in  each  of  these  cases  the 
applicant  has  met  the  requirements  of  Section  11-324  of  the 
Zoning  Resolution  for  an  additional  extension  of  time  to 
complete  construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Resolu¬ 
tion,  the  additional  extension  of  time  to  complete  construc¬ 
tion  to  December  15,  1971. 


4439-BZY— Vol.  VII 

ACTION  OF  BOARD — Time  to  complete  construction  ex¬ 
tended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  Board  finds  that  in  each  of  these  cases  the 
applicant  has  met  the  requirements  of  Section  11-324  of  the 
Zoning  Resolution  for  an  additional  extension  of  time  to 
complete  construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Resolu¬ 
tion,  the  additional  extension  of  time  to  complete  construc¬ 
tion  to  December  15,  1971. 


4059-BZY— Vol.  VIII 

ACTION  OF  BOARD — Time  to  complete  construction  ex¬ 
tended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  Board  finds  that  in  each  of  these  cases  the 
applicant  has  met  the  requirements  of  Section  11-324  of  the 
Zoning  Resolution  for  an  additional  extension  of  time  to 
complete  construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Resolu¬ 
tion,  the  additional  extension  of  time  to  complete  construc¬ 
tion  to  December  15,  1971. 


388-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Jobrun  Realty  Corporation  c/o 
Peacock  Roll  Leaf  Company. 

SUBJECT — Application  July  9,  1970 — for  modification  of 
Certificate  of  Occupancy,  re-  sprinkler  system. 

PREMISES  AFFECTED— 85-09  57th  Avenue,  west  side, 
78  feet  north  of  Haspel  Street,  Block  2881,  Lot  30,  Elm¬ 
hurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia,  F.  D. 

For  Opposition :  Walter  Schlegel,  B.  D.  and  M.  Birnbaum. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  application  of  the  Fire  Commissioner,  dated 
July  9,  1970,  reads  : 

“Application  is  hereby  respectfully  made  to  the  Board  of 
Standards  and  Appeals,  in  accordance  with  the  provi¬ 
sions  of  1804.4.C.6  of  the  City  Charter,  to  modify  Cer¬ 
tificate  of  Occupancy  in  relation  to  the  following  build¬ 
ing: 

85-09  57th  Avenue,  Queens — Certificate  No.  169290. 
1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building,  arranged  and  equipped  as  per 
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Chapter  26,  Article  17,  Administrative  Code.” 

Note :  Plans  to  be  filed  with  and  approved  by  the  De¬ 
partment  of  Buildings  before  work  is  commenced. 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  modification  of  the  Certificate  of  Occupancy  be  and  it 
hereby  is  granted ,  and  that  the  Certificate  of  Occupancy  be 
modified  to  require  the  installation  of  an  approved  automatic 
sprinkler  system  throughout  the  building,  and  that  all  other 
laws,  rules  and  regulations  applicable  shall  be  complied  with. 

620-70- A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Leon  Slavny. 

SUBJECT— Application  October  15,  1970— for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 346  to  348  Grand  Street,  south 
side,  100  feet  west  of  Marcy  Avenue,  Block  2396,  Lot  14, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia,  F.  D. 

For  Opposition :  Walter  Schlegel,  B.  D.  and  Philip  Agusta. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  application  of  the  Fire  Commissioner,  dated 
October  15,  1970,  reads : 

“Application  is  hereby  respectfully  made  to  the  Board 
of  Standards  and  Appeals,  in  accordance  with  the  pro¬ 
visions  of  1804.4.C.6  of  the  City  Charter,  to  modify  Cer¬ 
tificate  of  Occupancy  in  relation  to  the  following  build¬ 
ing  : 

346-348  Grand  Street,  Brooklyn,  N.  Y. — Certificate 
No.  169919,  Certificate  No.  169920. 

L  Install  an  approved  automatic  sprinkler  system 
throughout  the  building,  arranged  and  equipped  as  per 
C’  apter  26,  Article  17,  Administrative  Code.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
tue  Board  which  recommended  that  the  application  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  modification  of  the  Certificate  of  Occupancy  be  and  it 
hereby  is  granted,  and  that  the  Certificate  of  Occupancy 
be  modified  to  require  an  approved  sprinkler  system  be 
installed  throughout  the  first  floor ;  and  that  all  other  laws, 
rules  and  regulations  applicable  shall  be  complied  with. 


660-70-A 

APPLICANT — Albert  Melniker  for  Joseph  Tedesco,  owner. 

SUBJECT — Application  November  4,  1970 — filed  pursuant 
to  Section  36.  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 285  Douglas  Road,  southwest 
corner  of  Seven  Gables  Road,  Block  831,  Lot  60,  Emerson 
Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  q 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent 
dated  November  2,  1970  on  N.B.  Applic.  222-70,  reads: 

“The  street  giving  access  to  the  structure  is  not  duly 
placed  on  the  official  map.  Therefore,  no  Certificate  of 
Occupancy  can  be  issued,  as  per  Article  3,  Section  36 
of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  2,  1970,  acting  on  N.B.  Applic.  222-70,  be 
and  it  hereby  is  modified  under  the  powers  vested  in  the 
Board  by  Section  36  of  the  General  City  Law,  and  that  the 
appeal  be  and  it  hereby  is  granted,  on  condition  that  the 
pavement  be  to  the  middle  of  the  street  in  accordance  with 
me  standards  of  the  Department  of  Highways,  and  that  the 
building  shall  substantially  comply  with  drawings  marked 
"Received,  November  4,  1970,”  two  sheets,  and  that  all  laws, 
rules  and  regulations  applicable  shall  be  complied  with. 


658-70-A 

APPLICANT — Albert  Melniker  for  Development  Flair  Cor¬ 
poration,  owner. 

SUBJECT  Application  November  4,  1970 — filed  pursuant 
to  Section  36.  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 70  Benedict  Road,  west  side, 
241.92  feet  south  of  Willowpond  Road,  Block  876,  Lot  31, 
Emerson  Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

W hereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  8,  1970  on  N.B.  Applic.  1799-69,  reads: 

“1.  The  street  giving  access  to  the  structure  is  not 
duly  placed  on  the  official  map.  Therefore,  no  Certificate 
of  Occupancy  can  be  issued,  as  per  Article  3,  Section  36 
of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
tie  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  8,  1970,  acting  on  N.B.  Applic.  1799-69,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  pavement  be  to  the  middle  of  the  street  in  accordance 
with  the  standards  of  the  Department  of  Highways,  and  ffiat 
the  building  shall  substantially  comply  with  drawings  marked 
“Received,  November  4,  1970,”  two  sheets,  and  that  all  laws, 
rules  and  regulations  applicable  shall  be  complied  with. 
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659-70-A 

APPLICANT — Albert  Melniker  for  Henry  Mayerhoff, 
owner. 

SUBJECT — Application  November  4,  1970 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 281  Douglas  Road,  south  side, 
92.9  feet  west  of  Seven  Gables  Road,  Block  831,  Lot  55, 
Emerson  Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  2,  1970  on  N.B.  Applic.  538-70,  reads : 

“1.  The  street  giving  access  to  the  structure  is  not 
duly  placed  on  the  official  map.  Therefore,  no  certificate 
of  occupancy  can  be  issued,  as  per  Article  3,  Section  36, 
of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  November  2,  1970,  acting  on  N.B.  Applic.  538-70, 
Objection  No.  1,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  pavement  be  to  the  middle  of  the  street 
in  accordance  with  the  standards  of  the  Department  of  High¬ 
ways,  and  that  the  building  shall  substantially  comply  with 
drawings  marked  “Received,  November  4,  1970,”  two  sheets, 
and  that  all  laws,  rules  and  regulations  applicable  shall  be 
complied  with. 

666-70-A 

APPLICANT — Charles  M.  Shapiro  &  Sons  for  22  Graham 
Avenue  Realty  Corporation,  owner. 

SUBJECT — Application  November  6,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Egress — unen¬ 
closed  ornamental  stairs. 

PREMISES  AFFECTED — 22  Graham  Avenue,  east  side, 
25  feet  south  of  Debevoise  Street,  Block  3127,  Lot  10,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Elliot  J.  Shapiro. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1970  on  N.B.  Applic.  286-69,  reads : 

“1.  Provide  2  remote  means  of  egress  from  cellar 
properly  enclosed  and  leading  directly  to  the  street  as 
per  Sec.  6.1. 2.2.3,  6.1. 2.3,  6.4.1. 8.1  and  6.4.1.11. 

2.  The  occupancy  of  the  first  floor  exceeds  75  per¬ 
sons  based  on  1  person  per  25  sq.  ft.  of  net  floor  area. 
Therefore,  provide  2  remote  means  of  egress  from  first 
floor  as  per  Sec.  6.1.2.2.2  and  6.I.2.3. 


3.  Proposed  mezzanine  exceeding  50%  of  the  floor 
area  of  the  first  floor  shall  be  treated  as  a  separate  floor. 
Provide  one  means  of  egress  from  mezzanine  properly 
enclosed  and  leading  directly  to  the  street  as  per  Sec. 
6.1.2.2.3,  6.1. 2.2.4,  6.4.1.8.1  and  6.4.1.11. 

4.  Proposed  unenclosed  ornamental  stair  serving 
more  than  2  adjoining  stories  is  contrary  to  Sec.  6.4.1. 9 
and  must  be  enclosed  as  a  shaft  as  per  Sec.  C26-638.0.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1970,  acting  on  N.B.  Applic.  286-69,  Ob¬ 
jection  Nos.  1,  2,  3  and  4,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  conform  to  drawings  marked  “Received 
December  22,  1970,”  5  sheets ;  on  further  condition  that  the 
entire  building  shall  be  sprinklered;  and  that  all  laws,  rules 
and  regulations  applicable  shall  be  complied  with. 


7Q7-70-A 

APPLICANT — S.  and  D.  Jewelry  Manufacturing  Com¬ 
pany,  Incorporated,  for  The  Rector,  Churchwardens  and 
Vestrymen  of  Trinity  Church  in  the  City  of  New  York, 
owner. 

SUBJECT — Application  November  25,  1970 — Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  Exit  doors. 
PREMISES  AFFECTED — 155  Avenue  of  the  Americas, 
southwest  corner  of  Spring  Street,  Block  491,  Lots  42,  43, 
44,  46,  47,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Max  Berey. 

For  Administration :  Capt.  J.  F.  Petraglia,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
October  27,  1970  on  Violation  Order  B  690099,  reads: 

“1.  Maintain  Exit  Doors  openable  from  both  sides 
during  working  hours.  Sec.  272,  Sub.  3  of  Labor  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  October  27,  1970,  acting  on  Violation  Order 
B  690099  Objection  No.  1  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  conform  to  drawings  marked  “Received, 
November  25,  1970,”  three  sheets,  and  on  further  condition 
that  the  present  locks  be  replaced  with  approved  type  panic 
bolts  as  approved  by  the  Board  of  Standards  and  Appeals 
under  Cal.  No.  907-42-SM,  and  that  all  laws,  rules  and  regu¬ 
lations  applicable  shall  be  complied  with. 


710-70-A 

APPLICANT — Hector  Ferreras,  for  Costa  N.  Tesnakis, 
representing,  The  Estate  of  C.  Ernest  Smith,  owner. 

SUBJECT — Application  November  27,  1970 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection 
of  building  not  fronting  on  a  legal  street. 
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PREMISES  AFFECTED — 260  Benedict  Road,  west  side, 
473.17  feet  north  of  Four  Corners  Road,  Block  872,  Lot 
114,  Todt  Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  2,  1970  on  N.  B.  Aoplic.  394-59,  reads : 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  official  map  of  the  City  of  New  York 
and  is  contrary  to  Art.  Ill,  Paragraph  36,  of  the  General 
City  Law  as  amended.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  November  2,  1970  acting  on  N.  B.  Applic.  394-59, 
Objection  No.  1  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General  City 
Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  pavement  be  to  the  middle  of  the  street 
in  accordance  with  the  standards  of  the  Department  of 
Highways,  and  that  the  building  shall  substantially  comply 
with  drawings  marked  “Received,  November  27,  1970,”  two 
sheets,  and  that  all  other  laws,  rules  and  regulations  appli¬ 
cable  be  complied  with. 

736-70-A 

APPLICANT — Alfonso  Duarte  for  William  H.  Switzer 
and  Associates  for  One  Forty  Seven  and  86th  Street  Cor¬ 
poration,  owner;  Irving  Trust  Company,  lessee. 

SUBJECT — Application  December  15,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Marquee  and 
Sign. 

PREMISES  AFFECTED — 147  East  86th  Street,  1287  Lex¬ 
ington  Avenue,  northeast  corner,  Block  1515,  Lot  20,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Alfonso  Duarte,  William  H.  Switzer  and 
J.  L.  Cataletto. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative :  Chairman  Galvin  and  Vice  Chairman  Becker  2 
Negative:  Commissioner  Klein,  Commissioner  Madigan 
and  Commissioner  Nolan  .  3 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  14,  1970,  on  Alt.  Applic.  1157-70,  reads: 

“C7 — Proposed  marquee  is  not  a  permitted  projec¬ 
tion  beyond  building  line  as  per  C26-408.1  A.C.  (New 
Code). 

C8 — Illuminated  sign  under  marquee  to  be  10  feet 
clear  above  sidewalk  as  per  C26-716.8  A.C.  (New 
Code).” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied. 


Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  December  14,  1970,  acting  on  Alt.  Applic.  1157-70. 
Objection  Nos.  C 7  and  C8,  be  and  it  hereby  is  affirmed  and 
that  the  appeal  be  and  it  hereby  is  denied. 

669-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Pierre  Associates  Incorporated, 
c/o  B.  Harrison  Frankel. 

SUBJECT— Application  November  13,  1969 — Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 29-33  Maiden  Lane,  56  Nassau 
Street,  northeast  corner,  Block  67,  Lot  23,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Capt.  J.  F.  Petraglia,  F.  D. 

For  Opposition:  Walter  Schlegel,  B.  D.  and  David  E 
Barry. 

ACTION  OF  BOARD — Laid  over  to  February  17,  1971,  at 
2  P.M.,  for  continued  hearing.  Previously  inspected. 


384-70-A  ‘  — 

APPLICANT  Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Albert  A.  Hochman,  Et  al. 

SUBJECT— Application  July  9,  1970 — Application  for  modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system 

PREMISES  AFFECTED — 91-14 — 91-16  144th  Place  west 
side,  100  feet  north  of  Archer  Avenue,  Block  9984,  Lot  11 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia,  F.  D. 

For  Opposition:  Walter  Schlegel,  B.  D.  and  Joel  L 
Cohen. 

®OARD — Laid  over  to  February  2,  1971,  at 
2  P.M.,  for  continued  hearing  and  decision.  Previously 
inspected. 

361-70-A  — - 

APPLICANT— John  T.  O’Neill,  Qommissioner,  Depart¬ 
ment  of  Buildings. 

OWNER  OF  PREMISES— David  Zavinsky. 

SUBJECT  Application  June  22,  1970 — Revocation  of  Cer¬ 
tificate  of  Occupancy  #201,576. 

PREMISES  AFFECTED — 142  to  156  33rd  Street,  south 
side,  100  feet  west  of  4th  Avenue,  Block  684,  Lot  25 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Karl  Plofker,  B.  D. 

For  Opposition:  Larry  Meltzer. 

ACTION  OF  BOARD — Laid  over  to  February  9,  1971,  at 
2  P.M.,  for  decision;  previously  inspected;  hearing  closed. 

602-70-A  “ 

APPLi:CANT— Charles  Spindler  for  Fur  Craft,  c/o  Sidney 
J .  Bernstein,  owner. 

SUBJECT  Application  October  1,  1970 — decision  of  the 
Borough  Superintendent  re-  Exitolite. 

PREMISES  AFFECTED — 242  West  30th  Street,  south 
side,  275  feet  east  of  8th  Avenue,  Block  779,  Lot  66  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

ACTION  OF  BOARD — Laid  over  without  date. 
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621-70-A 

APPLICANT — Robert  0.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Grand  Paradise  Company,  Inc. 
SUBJECT — Application  October  15,  1970 — for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 318  to  330  Grand  Street,  119 
to  131  Havemeyer  Street,  southeast  corner,  265  to  271 
South  1st  Street,  Block  2396,  Lot  1,  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Capt.  J.  F.  Petraglia,  F.  D. 

For  Opposition:  Walter  Schlegel,  B.  D.  and  Kenneth 
Singer. 

ACTION  OF  BOARD — Laid  over  to  February  2,  1971,  at 
2  P.M.,  for  a  hearing.  Previously  inspected. 


622-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — 96-01  Jamaica  Realty  Corpora¬ 
tion,  c/o  Le  Cordon  Bleu. 

SUBJECT — Application  October  15,  1970 — for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 96-01  Jamaica  Avenue,  north¬ 
east  corner  of  96th  Street,  Block  8893,  Lot  1,  Richmond 
Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Capt.  J.  F.  Petraglia,  F.  D. 

For  Opposition:  Walter  Schlegel,  B.  D.  and  Ralph  J. 
Chiaro. 

ACTION  OF  BOARD — Laid  over  to  February  9,  1971,  at 
2  P.M.,  for  continued  hearing ;  previously  inspected. 


623-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Howard  Stores  Corporation. 
SUBJECT — Application  October  15,  1970 — for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 


PREMISES  AFFECTED— 82  and  84  Stanton  Street,  north¬ 
east  corner  of  Allen  Street,  Block  417,  Lots  70  and  71, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Capt.  J.  F.  Petraglia,  F.  D. 

For  Opposition :  Walter  Schlegel,  B.  D.  and  Herbert 
Newman. 

ACTION  OF  BOARD — Laid  over  to  February  23,  1971,  at 
2  P.M.,  for  the  applicant  to  submit  additional  information. 
Hearing  continued.  Previously  inspected. 

637-70-A 

APPLICANT— John  J.  Macchia  for  National  Cylinder 
Gas,  Division  of  Chemetron  Corporation,  owner. 
SUBJECT — Application  October  21,  1970 — Appeal  from 
an  order  of  the  Fire  Commissioner  re-  transportation  of 
liquid  oxygen  nitrogen  in  open  vented  trucks. 

APPEARANCES— 

For  Applicant :  Anson  M.  Keller  and  Gerald  F.  Cain. 

For  Administration :  Capt.  J.  F.  Petraglia,  F.  D. 
ACTION  OF  BOARD — Laid  over  to  March  23,  1971,  at 
2  P.M.,  for  continued  hearing. 


686-70-A 

APPLICANT — Krajack  Tank  Lines,  Incorporated,  owner. 
SUBJECT — Application  November  13,  1970 — Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  Gear  ratio  to  limit 
speed  of  trucks. 

APPEARANCES— 

For  Applicant :  Morton  E.  Kiel,  Michael  Kobryn  and 
Joseph  G.  Krajack,  Jr. 

For  Administration :  Capt.  J.  F.  Petraglia,  F.  D. 
ACTION  OF  BOARD — Laid  over  to  February  23,  1971,  at 
2  P.M.,  for  a  continued  hearing. 


Adjourned:  5:15  P.M. 

James  P.  Mulroy,  Secretary 
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NOTiCE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  repre¬ 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  hearing 
can  be  entertained  in  view  of  this  publication  and  of  the 
posting  of  the  calendars  on  the  bulletin  board  in  the  offices 
of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will  be 
held  in  abeyance  by  reason  of  failure  of  the  appellant  or 
applicant  to  file  necessary  data,  or  by  any  other  method  of 
delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 
in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  80 
Lafayette  Street,  9th  floor,  Manhattan,  at  five  cents  each — 
add  postage  payment  if  the  forms  are  forwarded  by  mail. 
Purchase  payment  by  postage  stamps  NOT  ACCEPTABLE. 
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DIRECTORY 

BOARD  OF  STANDARDS  AND  APPEALS 


NOTICE  AND  PETITION  SERVED  ON 
boa£d  OF  STANDARDS  AND  APPEALS 

On  Januai|y  5,  1971,  Notice  and  Petition  was  served  on  the  Board 
by  attorney,  aCharles  Sutton,  for  petitioner,  Maria  Latorraca,  owner, 
seeking  a  rejhew  of  the  Board’s  determination  on  December  1,  1970 
which  £rr£nt»  tte*  TTir^  rommlcdonor 


THOMAS  F.  GALVIN,  Chairman 


V  ,  V  wiui  a  ceuiicu  umce  connection;  ana  tnat  all 

other  laws,  rutes  and  regulations  applicable  be  complied  with;  Calendar 
Number  235-70-A;  Premises  194  Elizabeth  Street,  east  side,  139  feet 
north  of  Spring  Street,  Block  492,  Lot  3,  Borough  of  Manhattan. 


Samuel  L.  Becker,  Vice  Chairman 
Joseph  B.  Klein 
Francis  V.  Madigan 
William  A.  Nolan 

Commissioners. 


CONTENTS 


Notice  of  Petition  Served  on  The  Board  of  Standards 
and  Appeals. 


Docket. 

Notice  of  Hearing  of  Calendar. 


Solomon  Sheer,  P.  E.,  Director 


James  P.  Mulroy,  Secretary 


John  B.  Cincotta,  Chief  Clerk 


Office — 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
York,  N.  Y.  10013. 


Minutes  of  Regular  Meeting,  Tuesday  Morning,  Febru¬ 
ary  2,  1971,  Affecting  Calendar  Numbers — 


1069-27-BZ— Vol.  Ill 

434-70-BZ 

725-70-BZ 

997-54-BZ 

435-70-BZ 

358-70-BZ 

954-55-BZ 

509-70-BZ 

420-70-BZ 

385-60-BZ 

552-70-BZ 

583-70-BZ 

672-65-BZ 

595-70-BZ 

607-70-BZ 

1093-65-BZ 

612-70-BZ 

631-70-BZ 

427-70-BZ 

647-70-BZ 

673-70-BZ 

430-70-BZ 

651-70-BZ 

684-70-BZ 

431-70-BZ 

662-70-BZ 

685-70-A 

432-70-BZ 

682-70-BZ 

697-70-BZ 

433-70-BZ 

706-70-BZ 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  Febru- 

ary  2,  1971,  Affecting 

Calendar  Numbers — 

2768-BZY— Vol.  VII 

1905-BZY- 

-Vol.  VII  665-70-A 

385-BZY— Vol.  VII 

123-54-BZ- 

-Vol.  II  718-70-A 

4277-BZY— Vol.  VIII 

664-70-A 

719-70-A 

3997-BZY — Vol.  VIII 

233-70-A 

729-70-A 

3609-BZY— Vol.  VIII 

384-70-A 

732-70-A 

4381-BZY— Vol.  VIII 

386-70-A 

328-70-A 

61-BZY— Vol.  VII 

505-70-A 

621-70-A 

63-BZY— Vol.  VII 

508-70-A 

713-70-A 

64-BZY— Vol.  VII 

650-70-A 

727-70-A 

Telephone — 566-5174, 


Warning  Notice. 
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DOCKET 

New  Cases  Filed  Up  to  February  2,  1971 

Cal.  No.  Dept.  Premises  Affected 

63-71-BZ — B.M. — 1261  to  1281  2nd  Avenue,  251  East  66th 
Street,  northwest  corner,  and  222  to  250  East  67th  Street, 
Block  1421,  Lot  21,  Borough  of  Manhattan,  N.  B.  No.  13- 
69,  re-  Proposed  theater,  Cl-9  and  R8  district. 


64-71-A — B.Q. — 19-39  20th  Avenue,  east  side,  2,300  feet 
north  of  East  River,  Block  850,  Lot  1,  Long  Island  City, 
Borough  of  Queens,  Department  of  Ports  and  Terminals, 
F.  D.  No.  700392,  re-  Installation  L.  N.  G.  Tank,  M3-1 
district. 


65-71-BZ — B.Bx. — 2939  Edson  Avenue,  west  side,  122.25 
feet  north  of  Arnow  Avenue,  Block  4797,  Lot  23,  Bor¬ 
ough  of  The  Bronx,  Alt.  No.  196-70,  re-  Proposed  en¬ 
largement  of  an  automotive  repair  shop,  R-4  district. 


66-71-A — B.M. — 944  Third  Avenue,  156  to  158  East  57th 
Street,  southwest  corner  and  155  to  163  East  56th  Street, 
Block  1311,  Lots  29,  38,  40,  41,  Borough  of  Manhattan, 
N.  B.  No.  58-68,  re-  Proposed  opening  from  unsprinklered 
bank  to  exit  passageway,  C5-2  and  C6-6  district. 


67-71-SM — Zeston  Incorporated,  Zeston’s  Pre-Molded 
Hi-Lo  Temp  Insulated  P.  V.  C.  Finish  Fitting  Covers, 
manufactured  by  Zeston  Incorporated,  Material. 


68-71-BZ — B.M. — 232-242  Broome  Street  and  75-81  Essex 
Street,  northwest  corner,  Block  409,  Lots  35,  37,  38,  41, 
43,  57,  58,  60,  62  thru  66.  Borough  of  Manhattan,  N.  B. 
98-70,  re-  Proposed  extension  of  public  school,  C6-1  dis¬ 
trict. 


69-71-BZ — B.Q. — 89-00  23rd  Avenue,  southeast  corner  of 
89th  Street,  Block  1084,  Lot  1,  Jackson  Heights,  Borough 
of  Queens,  Alt.  1282-70,  re-  Additional  use  to  private  club, 
R3-2  district. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q.— Department  of  Buildings.  Queens;  B.R. — ^Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department:  F.D. — Fire  Department. 


FEBRUARY  23,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  23,  1971,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 


240-55-BZ 

APPLICANT — Lama,  Proskauer,  Prober  &  Vassalotti  for 
Stanley  S.  Kilburn,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  November  3,  1970 — 
decision  of  the  Borough  Superintendent,  previously  granted 
on  condition,  under  Section  7e  of  the  Zoning  Resolution, 
permitting  in  a  business  and  residence  use  district,  the 
erection  and  maintenance  of  a  structure  in  the  business  use 
district  portion  of  the  lot,  to  be  used  as  body  and  fender 
repair  shop,  auto  repair  shop,  car  and  motor  washing,  weld¬ 
ing,  painting  and  spraying  and  office  and  gasoline  pump 
within  building,  owners  use  only,  and  parking  of  cars 
awaiting  service  and  the  storage  of  kerosene  and  gasoline 
in  buried  tanks,  owners  use  only,  in  the  residence  use  dis¬ 
trict  portion  of  the  plot. 


PREMISES  AFFECTED— 207-22  to  207-24  (207-22  offi¬ 
cial)  Northern  Boulevard,  south  side,  250  feet  west  of 
Oceania  Avenue,  and  206-35  to  206-37  45th  Road,  Block 
7305,  Lot  19,  Bayside,  Borough  of  Queens. 

394-60-BZ 

APPLICANT — De  Rose  and  Cavalieri  O.  B.  Associates, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  18, 
1971 — decision  of  the  Borough  Superintendent,  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  residence  use  district,  the  maintenance 
of  a  parking  lot  for  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 2903-2907  Valentine  Avenue, 
west  side,  81.15  feet  south  of  East  199th  Street,  Block  3305, 
Lots  45  and  47,  Borough  of  The  Bronx. 


1910-61-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Hold  Rite  No¬ 
tions  Company,  owner;  Strauss  Stores,  lessee. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  March  29,  1971 
— decision  of  the  Borough  Superintendent,  previously 
granted  on  condition  under  Sections  7e  and  7 A  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  business  use  district  the 
addition  of  accessory  minor  auto  repairs  and  welding  to 
existing  use  of  sales  and  service  of  auto  accessories  with 
entrances  within  75  feet  of  a  residential  district. 

PREMISES  AFFECTED— 1756-1766  86th  Street,  south¬ 
east  corner  of  Bay  17th  Street,  Block  6368,  Lot  29,  Bor¬ 
ough  of  Brooklyn. 


327-63-BZ 

APPLICANT — Reavis  and  McGrath  for  Pilot  Associates, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  18, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tions  11-412  and  72-01  of  the  Zoning  Resolution,  to  permit 
in  a  R7-1  district,  the  change  in  occupancy  of  an  existing 
one  story  building  previously  granted  by  the  Board  from 
warehouse,  packing  and  storage  to  the  assembly  of  mirrors 
into  frames,  the  storage  and  cutting  of  sheet  glass,  the 
manufacturing  of  plastic  and  wood  frames  and  novelties, 
with  an  off-street  loading  berth. 

PREMISES  AFFECTED— 564-592  St.  John’s  Place,  south 
side,  333  feet  8  inches  east  of  Classon  Avenue,  Block  1178, 
Lot  26,  Borough  of  Brooklyn. 


1035-65-BZ 

APPLICANT — Carmine  Tulino,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  February  1, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  a  R6  dis¬ 
trict.  the  change  in  occupancy  on  an  existing  accessory 
parking  lot  to  a  public  parking  lot. 

PREMISES  AFFECTED— 1549-1551  Dean  Street,  north 
side,  99  feet  654  inches  west  of  Troy  Avenue,  Block  1340, 
Lots  49  and  50,  Borough  of  Brooklyn. 

507-66-BZ — Vol.  II 

APPLICANT — Albert  Melniker  for  301  Nelson  Avenue 
Restaurant  Incorporated,  owner. 
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SUBJECT — Application  reopened  December  21,  1970  as 
Volume  II — Decision  of  the  Borough  Superintendent,  un¬ 
der  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  Cl-1  district,  in  an  existing  two  story  building  the  addi¬ 
tion  to  the  use  of  the  first  floor  restaurant  to  include 
cabaret. 

PREMISES  AFFECTED — 301  Nelson  Avenue,  southeast 
corner  of  Hylan  Boulevard,  Block  5208,  Lot  1,  Great 
Kills,  Borough  of  Richmond. 


554-70-BZ 

APPLICANT — Lichtner  Associates  for  Michaelson  Realty 
Corporation,  owner. 

SUBJECT— Application  September  17,  1970— decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  store  and  resi¬ 
dence  building  and  the  change  in  occupancy  to  toy  store 
with  accessory  storage. 

PREMISES  AFFECTED— 289  to  295  Beach  14th  Street, 
west  side,  52.21  feet  south  of  New  Haven  Avenue,  Block 
15625,  Lot  46,  Far  Rockaway,  Borough  of  Queens. 


555-70-A 

APPLICANT— Lichtner  Associates  for  Michaelson  Realty 
Corporation,  owner. 

SUBJECT — Appeal  from  an  Administrative  decision  re- 
Class  4  construction,  tabular  limits. 

PREMISES  AFFECTED — 289  to  295  Beach  14th  Street, 
west  side,  52.21  feet  south  of  New  Haven  Avenue,  Block 
15625,  Lot  46,  Far  Rockaway,  Borough  of  Queens. 


632-70-BZ 

APPLICANT — Thomas  P.  Crinnion  for  James  V.  Mattera 
owner. 

SUBJECT  Application  October  19,  1970 — Appeal  from  a 
decision  of  the  _  Borough  Superintendent,  under  Section 
'2-21  of  the  Zoning  Resolution,  to  permit  in  an  R2  district, 
the  erection  of  a  one  family  dwelling  on  a  plot  with  less 
than  the  required  lot  area. 

AFFECTED — 208-11  58th  Avenue,  north  side 
56  feet  west  of  Oceania  Street,  Block  7437,  Lot  32,  Bay- 
side,  Borough  of  Queens. 


633-70-BZ 


APPLICANT — Thomas  P.  Crinnion  for  James  V.  Mattera, 
owner. 


SUBJECT— Application  October  19,  1970— Appeal  from 

79CoSi10Ir  the  BorouSh  Superintendent,  under  Sectioi 
'2-21  of  the  Zoning  Resolution,  to  permit  in  an  R2  districl 
the  erection  of  a  one  family  dwelling  on  a  plot  with  les 
than  the  required  lot  area. 

PREMISES  AFFECTED — 56-52  Oceania  Street,  northwes 
corner  of  58th  Avenue,  Block  7437,  Lot  29,  Bayside,  Bor 
ough  of  Queens. 


638-70-BZ 

APPLICANT  Aaron  Halpern  for  Helen  Scaringe,  owner. 

SUBJECT— Application  October  21,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
ot  a  one  story  retail  store  that  encroaches  on  the  required 
side  yard. 

PREMISES  AFFECTED — 166-09  Baisley  Boulevard, 


north  side,  56.84  feet  east  of  166th  Street,  Block  12382,  Lot 
36,  Springfield  Gardens,  Borough  of  Queens. 

644-70-BZ 

APPLICANT — Atkin  and  Bassolino  for  Sanford  and 
Paulene  Aptecker,  owners. 

SUBJECT— Application  October  23,  1970— decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-62 
of  the  Zoning  Resolution,  to  permit  in  an  R5  district,  the 
maintenance  of  an  enlargement  to  the  first  floor  of  a  one 
family  dwelling  that  encroaches  on  the  required  outer  court, 
rear  yard  and  side  yard. 

PREMISES  AFFECTED — 2562  Fish  Avenue,  east  side, 
125.15  feet  south  of  Allerton  Avenue,  Block  4474,  Lot  34, 
Borough  of  The  Bronx. 


760-70-BZ  ' 

APPLICANT — Stanley  H.  Klein  for  Louis  and  Lucy 
Iacucci,  owners. 

SUBJECT  Application  December  29,  1970 — Decision  of 
the  Borough  Superintendent,  under  Sections  72-21  and  73- 
62  of  the  Zoning  Resolution,  to  permit  in  an  R2  and  Cl -2 
district,  the  erection  of  a  one  story  enlargement  to  a  one 
family  dwelling  that  creates  non-compliance  in  open  space 
ratio,  floor  area  ratio  and  encroachment  into  the  rear  yard. 

PREMISES  AFFECTED — 75-73  179th  Street,  east  side, 
130.89  feet  north  of  Union  Turnpike,  Block  7192,  Lot  52, 
Flushing,  Borough  of  Queens. 

430-70-BZ  ’ 

APPLICANT — Arthur  J.  McGee  for  Estate  of  Miriam 
Tietjen,  owner. 

SUBJECT  Application  August  10,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  penetrates  the  sky  ex¬ 
posure  plane  and  encroaches  on  the -required  front  yard. 

PREMISES  AFFECTED — 39-58  55th  Street,  northwest 
corner  of  Woodside  Avenue,  Block  1225,  Lot  71,  Wood- 
side,  Borough  of  Queens. 

Hearing  closed. 


431- 70-BZ 

APPLICANT— Arthur  J.  McGee  for  Estate  of  Miriam 
Tietjen,  owner. 

SUBJECT— Application  August  10,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  penetrates  the  sky  ex¬ 
posure  plane  and  encroaches  on  the  required  front  yard 

P?^IrSES  AFFECTED — 39-56  55th  Street,  west  side, 
56.30  feet  north  of  Woodside  Avenue,  Block  1225,  Lot  70, 
Woodside,  Borough  of  Queens. 

Hearing  closed. 

432- 70-BZ 

APPLICANT — Arthur  J.  McGee  for  Estate  of  Miriam 
Tietjen,  owner. 

SUBJECT — Application  August  10,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon- 

.  ing  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  three  story,  two  family  dwelling  that  exceeds  the  per- 
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mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  penetrates  the  sky  ex¬ 
posure  plane  and  encroaches  on  the  required  front  yard. 

PREMISES  AFFECTED— 39-54  55th  Street,  west  side, 

76.30  feet  north  of  Woodside  Avenue,  Block  1225,  Lot  69, 
Woodside,  Borough  of  Queens. 

Hearing  closed. 


433-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Estate  of  Miriam 
Tietjen,  owner. 

SUBJECT — Application  August  10,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  penetrates  the  sky  ex¬ 
posure  plane  and  encroaches  on  the  required  front  yard. 

PREMISES  AFFECTED — 39-52  55th  Street,  west  side, 

96.30  feet  north  of  Woodside  Avenue,  Block  1225,  Lot  68, 
Woodside,  Borough  of  Queens. 

Hearing  closed. 


434-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Estate  of  Miriam 
Tietjen,  owner. 

SUBJECT- — Application  August  10,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  penetrates  the  sky  ex¬ 
posure  plane  and  encroaches  on  the  required  front  yard. 

PREMISES  AFFECTED — 39-50  55th  Street,  west  side, 

116.30  feet  north  of  Woodside  Avenue,  Block  1225,  Lot  67, 
Woodside,  Borough  of  Queens. 

Hearing  closed. 


435-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Estate  of  Miriam 
Tietjen,  owner. 

SUBJECT — Application  August  10,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  penetrates  the  sky  ex¬ 
posure  plane  and  encroaches  on  the  required  front  yard. 

PREMISES  AFFECTED — 39-48  55th  Street,  west  side, 

136.30  feet  north  of  Woodside  Avenue,  Block  1225,  Lot  66, 
Woodside,  Borough  of  Queens. 

Hearing  closed. 

THOMAS  F.  GALVIN,  Chairman 


FEBRUARY  23,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  February  23,  1971,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters. 

476-68-SA 

APPLICANT — In-Sink-Erator  Mfg.  Co. — Domestic  food 
waste  disposer. 


382-70-SM 

APPLICANT— Canron  Limited— Joint  for  cast  iron  pipes. 


605-70-SA 

APPLICANT — Josam  Manufacturing  Company — Gasket. 
635-70-SM 

APPLICANT— The  Molly  Company,  Division  of  USM 
Corp. — Concrete  anchors. 


696-70-SM 

APPLICANT — Superior  Switchboard  and  Devices,  a  Di¬ 
vision  of  the  Union  Metal  Manufacturing  Company — Turn- 
buckle. 


698-70-SA 

APPLICANT — Rolock,  Inc. — Ammonia  dissociator. 

705-70-SA 

APPLICANT — Rutzler  Machine — Filter. 

709-70-SM 

APPLICANT — Sheffield  Poly-Glaz,  Inc. — Window  glazing. 


726-70-SM 

APPLICANT — Stricon  Products  Limited — Compression 
splice. 


741-70-SM 

APPLICANT — Rockaway  Metal  Products  Corp. — Movable 
Steel  Partition. 


743-70-SA 

APPLICANT — Majestic  Company — Factory  built  fireplaces 
and  chimneys. 


748-70-SM 

APPLICANT — The  National  Gypsum  Company — 3  hour 
partition. 

441-70-A 

APPLICANT — Paul,  Weiss,  Goldberg,  Rifkind,  Wharton 
and  Garrison  for  Amway  Corporation,  owner. 

SUBJECT — Application  August  17,  1970 — Appeal  from  Fire 
Department  regulations  re-  Pressurized  Products. 


623-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Howard  Stores  Corporation. 
SUBJECT — Application  October  15,  1970 — for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 82  and  84  Stanton  Street,  north¬ 
east  corner  of  Allen  Street,  Block  417,  Lots  70  and  71, 
Borough  of  Manhattan. 


686-70-A 

APPLICANT — Krajack  Tank  Lines,  Incorporated,  owner. 
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SUBJECT  Application  November  13,  19/0 — Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  gear  ratio  to  limit 
speed  of  trucks. 

667-70-A 

APPLICANT — Sol  Feinberg  for  P.  L.  Kollette  Corpora¬ 
tion,  owner;  Collette  Toy  and  Novelty  Corporation, 
lessee. 

SUBJECT— Application  November  6,  1970— Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  elevator  in  readi¬ 
ness. 

PREMISES  AFFECTED — 36-09  to  36-19  36th  Avenue 
northeast  corner  of  37th  Street,  Block  640,  Lot  48,  Long 
Island  City,  Borough  of  Queens. 


746-49-BZ — Vol.  II 

APPLICANT— II.  Thomas  Kilburn,  Jr.  for  4423  Broadway 
Realty  Corp.,  owner. 

SUBJECT — Application  for  consideration— request  to  Waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  June  14,  1970— decision  of 
the  Borough  Superintendent;  previously  granted  on  condi¬ 
tion,  under  Sections  7i  and  21  of  the  Zoning  Resolution 
permitting  in  a  business  use  district  a  motor  vehicle  repair 
shop  and  the  storage  of  more  than  five  (5)  cars. 

PREMISES AFFECTED — 4423-4429  Broadway,  west  side, 

r  8  ™  inches  south  of  West  190th  Street,  Block  2180 
Lot  488,  Borough  of  Manhattan. 


88-55-BZ 


737-70-A 

APPLICANT— Lama  and  Vassalotti  for  The  Brookdale 
Hospital  Center,  Hegeman  Avenue  Housing  Company  In¬ 
corporated,  owner. 

SUBJECT  Application  December  14,  1970 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Floor  ceiling 
construction. 

PREMISES  AFFECTED — 7  to  9  Hegeman  Avenue,  north¬ 
west  of  Amboy  Street,  Block  3621,  Lot  1,  Borough  of 
Brooklyn. 


752-70-A 


APPUCANT— Henneth  H.  Koons  and  Alfred  Fantino  for 
Gerard  Di  Girolamo,  owner. 

SUBJECT— Application  for  consideration— request  to  Waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  December  7,  1970— decision  of 
the  Borough  Superintendent ;  previously  granted  on  condi¬ 
tion,  under  Section  7e  of  the  Zoning  Resolution,  permitting 
in  a  residence  and  retail  use  district,  the  use  of  existing 
structure  at  rear  of  site  as  a  garage  and  motor  vehicle  re¬ 
pair  shop. 


PREMISES  AFFECTED — 3327  White  Plains  Road,  west 
side  246.77  feet  north  of  Rosewood  Street,  Block  4624,  Lot 
49,  Borough  of  The  Bronx. 


APPLICANT— Robert  H.  McKay,  of  Office  of  Alfred 
Easton  Poor  for  140  Broadway  Company,  owner;  Dewey, 
Ballantine,  Bushby,  Palmer  and  Wood,  lessee. 

SUBJECT— Application  December  18,  1970— Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Spiral  Stairs. 

PREMISES  AFFECTED — 126  to  146  Broadway,  entire 
block  bounded  by  Cedar  Street.  Nassau  Street,  and  Liberty 
Street,  77-83  Cedar,  31  to  37  Nassau  Street,  56  to  70 
Liberty  Street,  Block  48,  Lot  1,  Borough  of  Manhattan 


757-70-A  ~ 

APPLICANT — Sol  Feinberg  for  Burns  Brothers  Preferred 
Incorporated,  owner. 

SUBJECT  Application  December  29,  1970 — Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  Transportation  of 
fuel  oil  in  tanks  through  city  streets  not  in  conformity  with 
the  requirements  of  Administrative  Code  of  City  of  New 
York. 


762-70-A  ~ 

APPLICANT— Reavis  and  McGrath  for  Sol  G.  Atlas  and 
John  P.  McGrath,  owner. 

SUBJECT— Application  December  30,  1970— Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Metal  and 
glass  partition. 

PREMISES  AFFECTED — 2  New  York  Plaza  (117  Broad 
Street),  northeast  corner  of  South  Street,  Block  5,  Lot  1 
Borough  of  Manhattan.  ’ 

THOMAS  F.  GALVIN,  Chairman 


MARCH  2,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Iwsday  morning,  March  2,  1971,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 


146-23-BZ 

APF ^JC^NTY;Larry  Meltzer  f°r  Gabriel  Haber  and  Estate 
oi  Abraham  Marcus,  owners. 

SUBJECT  Application  for  consideration — reopening  for 
pension .  of  term  of  variance  which  expires  March  14, 
19/1— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7,  Subdivision  e  of  the 
omng  Resolution,  permitting  in  a  residence  use  district, 
le  change  in  occupancy  of  an  existing  public  garage  build¬ 
ing,  to  the  sales,  display  and  warehousing  of  furniture 
manufacturing  of  draperies  and  bedspreads  and  office. 

PI^ide  riR)Q  70  EFFECTED— 1976  Crotona  Parkway,  east 
®,de’  }09;79  Uet  north  of  East  Tremont  Avenue,  Block 
3121,  Lot  10,  Borough  of  The  Bronx. 


538-67-BZ— Vol.  II 

APPLICANT — Lama  &  Vassaoltti  for  Caldo  Realty  Cor¬ 
poration,  owner ;  The  Greenpoint  Savings  Bank,  lessee. 

SUBJECT— Application  reopened  October  6,  1970  as  Vol¬ 
ume  II— decision  of  the  Borough  Superintendent,  under 
Sections  72-01  (b)  and  72-21  of  the  Zoning*  Resolution,  to 
permit  in  a  Cl-2  district,  the  maintenance  of  an  illumi¬ 
nated  sign  that  exceeds  the  permitted  surface  area. 

AFFECTED — 41-60  to  41-80  Main  Street  and 
133-30  to  133-50  Sanford  Avenue,  Block  5121,  Lot  23 
Flushing,  Borough  of  Queens. 

1066-67-BZ 


APPLICANT  Leonard  F.  Rothkrug  for  Harold  Sussman, 
owner;  Campus  Book  Stores,  Incorporated,  lessee. 

SUBJECT — Application  December  IS,  1967— decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  in  an  existing 
one  story  structure  occupied  as  automotive  service  station, 
repair  shop  and  bookstore  previously  before  the  Board,  the 
erection  of  an  enlargement  to  the  book  store. 

PREMISES  AFFECTED — 65-01  Kissena  Boulevard,  south¬ 
east  corner  of  65th  Avenue,  Block  6742,  Lot  10,  Flushing 
Borough  of  Queens.  S’ 
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18-69-BZ — Vol.  Ill 

APPLICANT— Buckley  and  Kisseloff  for  Emalie  Heckard 
and  Chemical  Bank,  New  York  Trust  Company,  owner. 

SUBJECT— Application  reopened  December  IS,  1970  as 
Volume  III— decision  of  the  Borough  Superintendent, 
under  Section  72-21  of  the  Zoning  Resolution,  and  Section 
666  of  the  New  York  City  Charter  to  permit  in  a  C5-3 
district,  at  an  existing  office  building  presently  under  con¬ 
struction,  the  conversion  of  mechanical  space  to  rented 
floor  area  that  increases  the  degree  of  non-compliance. 

PREMISES  AFFECTED — 489  Fifth  Avenue,  eastside,  73 
feet  south  of  East  42nd  Street,  12  East  42nd  Street,  Block 
1276,  Lots  4  and  68,  Borough  of  Manhattan. 


545-70-BZ 

APPLICANT— Edwin  Storch  for  Queens  Stewart  Con¬ 
struction  Corporation,  owner. 

SUBJECT— Application  September  15,  1970— decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R5  district,  the  erection  of  a  three 
story, ’two  family  dwelling  that  encroaches  on  the  required 
side  yard  and  has  less  than  the  required  open  space  ratio. 

PREMISES  AFFECTED— 34-37  59th  Street,  east  side, 
178.80  feet  south  of  Broadway,  Block  1198,  Lot  23,  Wood- 
side,  Borough  of  Queens. 


625-70-BZ 

APPLICANT — Murray  Rudman  and  David  Pell  for 
Nicholas  G.  Nadola,  owner;  L.  Glashow  Inc.,  lessee. 

SUBJECT— Application  October  16,  1970— decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  0-3  district,  in  an  existing  two  story 
building,  the  change  in  occupancy  of  the  first  floor  store 
to  a  limited  contractors  establishment. 

PREMISES  AFFECTED — 2921  Heath  Avenue,  southwest 
corner  of  West  230th  Street,  Block  3260,  Lot  31,  Borough 
of  The  Bronx. 


708-70-BZ 

APPLICANT — Larry  Meltzer  for  Nettie  Bressner,  owner. 

SUBJECT — Application  November  23,  1970 — Decision  of 
the  Borough  Superintendent,  under  Sections  72-21  and  11- 
412  of  the  Zoning  Resolution,  to  permit  in  an  R2  district, 
the  erection  of  a  one  story  enlargement  to  an  existing  two 
family  dwelling  previously  before  the  Board,  that  increases 
the  degree  of  non-compliance  in  floor  area  ratio  and  open 
space  ratio. 

PREMISES  AFFECTED— 131  Beach  135th  Street,  west 
side,  671.21  feet  south  of  Rockaway  Beach  Boulevard,  Block 
16280,  Lot  41,  Belle  Harbor,  Borough  of  Queens. 


761-70-BZ 

APPLICANT — George  Fuchs  for  Oak-Dene  Realty  Corpo¬ 
ration,  owner;  Charles  Friedman,  lessee. 

SUBJECT — Application  December  30,  1970 — decision  of 
the  Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Sections  72-21  and  73-50  of  the 
Zoning  Resolution,  to  permit  in  a  C4-5  district,  in  an  exist¬ 
ing  8  story  building,  the  use  of  a  portion  of  the  first  floor 
as  a  store  with  show  windows,  entrances  and  signs  within 
20  feet  of  a  residence  district. 


PREMISES  AFFECTED— 3  to  5  West  8th  Street,  north 
side,  100  feet  west  of  5th  Avenue,  Block  572,  Lot  45,  Bor¬ 
ough  of  Brooklyn. 

THOMAS  F.  GALVIN,  Chairman 


MARCH  2,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  2,  1971,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 

686-69-A 

APPLICANT— Allen  A.  Sylvane  for  Bess  Kane,  owner; 
Rubin  Engelson,  lessee. 

SUBJECT — Application  November  20,  1969 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 137  Hudson  Street,  west  side, 
28  feet  north  of  Beach  Street,  Block  214,  Lot  24,  Borough 
of  Manhattan. 


621-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Grand  Paradise  Company,  Inc. 
SUBJECT — Application  October  15,  1970 — for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 318  to  330  Grand  Street,  119  to 
131  Havemeyer  Street,  southeast  corner,  265  to  271  South 
1st  Street,  Block  2396,  Lot  1,  Borough  of  Brooklyn. 


15-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Corporation,  owner. 

SUBJECT— Application  January  13,  1971 — Filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 22  Ovis  Place,  south  side,  166.50 
feet  west  of  Hylan  Boulevard,  Block  5026,  Lot  123,  Bay 
Terrace,  Borough  of  Richmond. 


16- 71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT— Application  January  13,  1971 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 23  Thayer  Place,  north  side, 
165.91  feet  west  of  Hylan  Boulevard,  Block  5027,  Lot  41, 
Bay  Terrace,  Borough  of  Richmond. 

17- 71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 27  Thayer  Place,  north  side, 
140.63  feet  west  of  Hylan  Boulevard,  Block  5027,  Lot  40, 
Bay  Terrace,  Borough  of  Richmond. 

18- 71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 
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SUBJECT — Application  January  13,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 29  Thayer  Place,  north  side, 
118.90  feet  west  of  Hylan  Boulevard,  Block,  5027,  Lot  38, 
Bay  Terrace,  Borough  of  Richmond. 


19-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT— Application  January  13,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 33  Thayer  Place,  north  side, 
97.27  feet  west  of  Hylan  Boulevard,  Block  5027,  Lot  37, 
Bay  Terrace,  Borough  of  Richmond. 


20-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT— Application  January  13,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 35  Thayer  Place,  north  side, 
75.62  feet  west  of  Hylan  Boulevard,  Block  5027,  Lot  35, 
Bay  Terrace,  Borough  of  Richmond. 


21-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 37  Thayer  Place,  north  side. 
53.95  feet  west  of  Hylan  Boulevard,  Block  5027,  Lot  34, 
Bay  Terrace,  Borough  of  Richmond. 


22-71- A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 41  Thayer  Place,  north  side, 
32.28  feet  west  of  Hylan  Boulevard,  Block  5027,  Lot  32, 
Bay  Terrace,  Borough  of  Richmond. 


23-71- A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 40  Ovis  Place,  south  side  24 
feet  west  of  Hylan  Boulevard,  Block  5026,  Lot  131,  Bay 
Terrace,  Borough  of  Richmond. 


24-71- A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT  Application  January  13,  1971 — filed  pursuant  to 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a.  legal  street. 


PREMISES  AFFECTED — 36  Ovis  Place,  south  side,  47.75 
feet  west  of  Hyland  Boulevard,  Block  5026,  Lot  129,  Bay 
Terrace,  Borough  of  Richmond. 

25-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Corporation,  owner. 

SUBJECT— Application  January  13,  1971— filed  pursuant  to 
Section  36.  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 34  Ovis  Place,  south  side,  71.50 
feet  west  of  Hylan  Boulevard,  Block  5026,  Lot  128,  Bay 
Terrace,  Borough  of  Richmond. 


26-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Corporation,  owner. 

SUBJECT — Application  January  13,  1971 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 30  Ovis  Place,  south  side,  95.25 
feet  west  of  Hylan  Boulevard,  Block  5026,  Lot  127,  Bay 
Terrace,  Borough  of  Richmond. 


27- 71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Corporation,  owner. 

SUBJECT— Application  January  13,  1971— Filed  pursuant 
to  Section  36.  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 28  Ovis  Place,  south  side,  119 
feet  west  of  Hylan  Boulevard,  Block  5026,  Lot  125,  Bay 
Terrace,  Borough  of  Richmond. 

28- 71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Corporation,  owner. 

SUBJECT — Application  January  13,  1971 — Filed  pursuant 
to  Section  36.  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 24  Ovis  Place,  south  side,  142.75 
feet  west  of  Hylan  Boulevard,  Block  5026,  Lot  124,  Bay 
Terrace,  Borough  of  Richmond. 

29- 71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT— Application  January  13,  1971— Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 35  Ovis  Place,  north  side,  48 
feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  5,  Bay 
Terrace,  Borough  of  Richmond. 


30-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971 — Filed  pursuant 
to  Section  36.  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 39  Ovis  Place,  north  side,  24 
feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  4,  Bay 
Terrace,  Borough  of  Richmond. 
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31-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection 
of  building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 21  Ovis  Place,  north  side,  147.55 
feet  west  of  Thollen  Street,  Block  5028,  Lot  14,  Bay  Ter¬ 
race,  Borough  of  Richmond. 


32-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 33  Ovis  Place,  north  side,  72 
feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  6,  Bay  Ter¬ 
race,  Borough  of  Richmond. 


33-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 29  Ovis  Place,  north  side,  96 
feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  7,  Bay  Ter¬ 
race,  Borough  of  Richmond. 


34-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 27  Ovis  Place,  north  side,  120 
feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  9,  Bay  Ter¬ 
race,  Borough  of  Richmond. 


35-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 23  Ovis  Place,  north  side,  144 
feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  12,  Bay  Ter¬ 
race,  Borough  of  Richmond. 


SUBJECT — Application  January  13,  1971 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 38  Thayer  Place,  south  side, 
63.75  feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  40, 
Bay  Terrace,  Borough  of  Richmond. 


38-71- A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 36  Thayer  Place,  south  side, 
87.50  feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  39, 
Bay  Terrace,  Borough  of  Richmond. 


39-71-A 

APPLICANT— Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT— Application  January  13,  1971— Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 32  Thayer  Place,  south  side, 
111.25  feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  37, 
Bay  Terrace,  Borough  of  Richmond. 


40-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT— Application  January  13,  1971— Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 30  Thayer  Place,  south  side, 
135  feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  35, 
Bay  Terrace,  Borough  of  Richmond. 


41-71-A 

APPLICANT— Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUB  TECT— Application  January  13,  1971— Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 26  Thayer  Place,  south  side, 
158.75  feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  34, 
Bay  Terrace,  Borough  of  Richmond. 

THOMAS  F.  GALVIN,  Chairman 


36- 71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 42  Thayer  Place,  south  side,  40 
feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  42,  Bay 
Terrace,  Borough  of  Richmond. 

37- 71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 


MARCH  9,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning  March  9,  1971,  at  10  o’clock  at  80  Lafayette 
Street,  '9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

579-70-BZ 

APPLICANT— George  Fuchs  for  Fred  Schroeter,  owner. 
SUBJECT— Application  September  17,  1970— decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  C2-2  and  R4  dis¬ 
trict,  the  enlargement  in  lot  area  and  floor  area  of  an 
existing  showroom  and  warehouse  structure  previously 
before  the  Board  by  constructing  a  second  floor  that  creates 
non-compliance  in  floor  area  ratio. 
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PREMISES  AFFECTED — 64-04  to  64-10  Queens  Boule¬ 
vard,  southeast  corner  of  64th  Street,  Block  2325,  Lots  26, 
30,  32,  Woodside,  Borough  of  Queens. 


678-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Dormar  Service, 
Incorporated,  owner. 

SUBJECT — Application  November  10,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  11-413 
of  the  Zoning  Resolution,  to  permit  in  a  C2-3  district,  on  a 
plot  previously  before  the  Board,  the  change  in  use  from 
garage,  gasoline  service  station  and  automobile  repair  shop 
to  an  automobile  laundry. 

PREMISES  AFFECTED — 2419  to  2425  Church  Avenue, 
north  side,  146.7l/8  feet,  east  of  Bedford  Avenue,  Block 
5090,  Lot  86,  Borough  of  Brooklyn. 

683-70-BZ 

APPLICANT — Lama  and  Vassalotti  for  Albert  and  Marie 
Sabini  and  Gerald  and  Eleanor  Rodelli,  owners. 

SUBJECT — Application  November  16,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  the  enlarge¬ 
ment  in  area  and  reconstruction  of  an  automotive  service 
station  with  accessory  uses  previously  before  the  Board 

PREMISES  AFFECTED— 68-09  to  68-19  Queens  Boule¬ 
vard  and  43-28  to  44-10  69th  Street,  northwest  corner, 
Block  1348,  Lots  37,  40,  Woodside,  Borough  of  Queens. 

668-70-BZ  " 

APPLICANT — Leonard  F.  Rothkrug  for  Nappi  Furniture, 
Incorporated. 

SUBJECT — Application  November  6,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  one  story  enlargement  to  an  existing  furniture  products 
manufacturing  establishment  previously  before  the  Board. 

PREMISES  AFFECTED — 1838  Adee  Avenue,  southwest 
corner  of  Ely  Avenue,  Block  4791,  Lot  6,  Borough  of  The 
Bronx. 


12-71-BZ 

APPLICANT — Daniel  Schwartzman  for  New  York  City 
Board  of  Education,  owner. 

SUBJECT  Application  January  13,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-2  district,  the  installa¬ 
tion  of  an  accessory  sewage  treatment  plant  for  a  public 
school  that  encroaches  on  the  required  front  yard. 

PREMISES  AFFECTED — 100  Luten  Avenue,  northwest 
corner  of  Eylandt  Street,  Block  6613,  Lot  1,  Tottenville 
Borough  of  Richmond. 


53-71-BZ 

APPLICANT  Joseph  C.  Schmitt  for  New  York  Board  of 
Education,  Office  of  School  Buildings,  owner. 

S^t)^J^CT  Application  January  21,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-19  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml-1  district,  the  erection 
of  a  three  story  and  basement  public  school. 

PREMISES  AFFECTED — 510  Clermont  Avenue,  north¬ 


west  corner  of  Atlantic  Avenue,  Block  2008,  Lot  1,  Bor¬ 
ough  of  Brooklyn. 

THOMAS  F.  GALVIN,  Chairman 


MARCH  9,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  9,  1971,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 


573-69-A 

APPLICANT  Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES-Yashica,  Incorporated. 

SUBJECT— -Application  October  7,  1969 — Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 50-11  to  50-17  Queens  Boule- 
vard,  northwest  corner  of  51st  Street,  Block  1319,  Lot  21, 
Woodside,  Borough  of  Queens. 


728-70-A 


APPLICANT  Buckley  &  Kisseloff  for  Bank  Street  College 
of  Education,  owner. 

SUBJECT— Application  December  8,  1970-Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  omission  of  a 
suction  tank  for  the  Fire  Stand  Pipe  System,  Building 


PREMISES  AFFECTED— 604  to  612  West  112th  Street, 
south  side,  /5  feet  west  of  Broadway,  Block  1894,  Lots  56 
and  58,  Borough  of  Manhattan. 


749-70-A 

APPLICANT— Philip  P.  Agusta  for  Margaret  Sohl,  owner. 

SUBJECT— Application  December  21,  1970— Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  Sprinkler  Systems. 

PREMISES  AFFECTED — 59-01  Catalapa  Avenue,  north¬ 
east  corner  of  Forest  Avenue,  Block  3505,  Lot  45  Ridge¬ 
wood,  Borough  of  Queens. 

819-68-A — Vol.  II 

APPLICANT  Sol  Feinberg  for  David  F.  Bolger,  owner ) 
National  Can  Corporation,  lessee. 

SUBJECT— Application  December  29,  1971  reopened  as 
Volume  II — Appeal  from  a  decision  of  the  Fire  Commis¬ 
sioner  re-  Install  additional  automatic  spray  units. 

PREMISES  AFFECTED — 4-40  44th  Drive,  south  side  39 
feet  south  of  5th  Street,  Block  25,  Lot  15,  Long  Island  City, 
borough  of  Queens. 

51-71-A 

APPLICANT — Kenneth  H.  Koons  for  Gram  Holding  Cor¬ 
poration,  owner. 

SUBJECT — Application  January  6,  1971 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Sprinkler  System. 

PREMISES  AFFECTED— 1842  to  1846A  Westchester 
Avenue,  south  side,  25.45  feet  east  of  Theriot  Avenue, 
Block  3766,  Lot  39,  Borough  of  The  Bronx. 

THOMAS  F.  GALVIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  FEBRUARY  2,  1971,  10  A.M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon,  January  19,  1971,  were 
approved  as  printed  in  the  Bulletin  of  January  28,  1971,  Vol. 
56,  No.  4. 

1069-27-BZ— Vol.  Ill 

APPLICANT— Andrew  Di  Camillo  for  Anna  Pellitteri, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  March  6,  1971 — 
decision  of  the  Borough  Superintendent,  previously  granted 
on  condition,  under  Section  7e  of  the  Zoning  Resolution, 
permitting  in  a  business  use  district,  the  erection  _  and 
maintenance  of  an  automatic  auto  laundry,  simonizing 
room  and  offices. 

PREMISES  AFFECTED— 6702-6724  New  Utrecht  Avenue 
and  1501-1511  Ovington  Avenue  (68th  Street)  northwest 
corner,  and  6703-6725  15th  Avenue,  Block  5565,  Lot  1, 
Borough  of  Brooklyn. 

APPEARANCES — 

For  Applicant:  Frank  Sellitto. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
March  6,  1956 ;  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  February  2,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
6,  1956,  only  as  to  the  term  of  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  March  6,  1971,  to 
permit  ...  ;  on  condition  that  the  barrels  shall  be  re¬ 
moved  from  the  unbuilt  upon  portion  of  the  premises ; 
that  the  fences  shall  be  repaired  and  maintained  in  com¬ 
pliance  with  the  requirements  of  the  resolution  adopted 
by  the  Board  on  March  6,  1956;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (N.B.  1646-54) 


997-54-BZ 

APPLICANT — Larry  Meltzer  for  Humble  Oil  &  Refining 
Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expired  June  7,  1970 — decision  of 
the  Borough  Superintendent;  previously  granted  on  condi¬ 
tion,  under  Sections  7f  and  7i  of  the  Zoning  Resolution, 
permitting  in  a  retail  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  lubritorium,  auto 
laundry  (non-automatic),  motor  vehicle  repairs  and  per¬ 


mitting  the  parking  of  motor  vehicles  awaiting  service  for 
a  term  of  fifteen  years. 

PREMISES  AFFECTED — 24  Nelson  Avenue,  southwest 
corner  of  Giffords  Glen,  Block  5429,  Lot  31,  Great  Kills, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  7,  1955;  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
February  2,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  June  7,  1955,  as  amended  through 
July  24,  1956,  only  as  to  the  term  of  the  variance,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  . ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (N.  B.  1019-54) 


954-55-BZ 

APPLICANT — Charles  M.  Spindler  for  2112  Knapp  Realty 
Corp.,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  November  30, 
1970 — decision  of  the  Borough  Superintendent,  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the  park¬ 
ing  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 2133-2145  Brigham  Street,  east 
side,  113.11  feet  south  of  Avenue  U,  Block  7370,  Lot  58, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  10,  1956,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  February  2,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  10, 
1956,  as  amended  through  November  30,  1965,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  five  years  from  November  30, 
1970,  to  permit  ...  ;  on  condition  that  trucks  shall  not 
be  parked  on  the  premises ;  that  other  than  as  herein 
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amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects ;  and  that  a  new  Certificate  of  Occu¬ 
pancy  shall  be  obtained.”  (Alt.  4093-55) 


385-60-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Louis  Fayne, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  January  4,  1971 
— decision  of  the  Borough  Superintendent,  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning  Reso¬ 
lution  permitting  in  a  residence  use  district,  parking  and 
storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 65  Audubon  Avenue,  east  side, 
30  feet  south  of  West  169th  Street,  Block  2125,  Lots  30 
and  31,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Frederick  A.  Ketcher. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  22,  1960,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
February  2,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  22,  1960,  as  amended  through  January  4,  1966,  only  as  to 
the  term  of  the  variance,  so  that  as  amended  this  portion  of 
the  resolution  shall  read: 

“granted  for  a  term  of  five  years  from  January  4,  1971, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects  ;  and  that  a  new  Certificate  of  Occupancy  shall  be 
obtained.”  (Alt.  1657-65) 


672-65-BZ 

APPLICANT — Stroock  &  Stroock  &  Lavan  for  James  V. 
Spadea  and  Jean  M.  Spadea,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  March  22,  1971 
— decision  of  the  Borough  Superintendent,  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R7-2  district,  the  change  in 
use  of  an  existing  five  story  building  from  one  family 
dwelling  and  office  to  offices  throughout. 

PREMISES  AFFECTED — 122  East  38th  Street,  south  side, 
139  feet  west  of  Lexington  Avenue,  Block  893,  Lot  78, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Richard  Siegler. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
March  22,  1966,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
February  2,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
22,  1966,  as  amended  through  June  13,  1967,  only  as  to  the 
term  of  the  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  five  years  from  March  22,  1971, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  99-65) 


1093-65-BZ 

APPLICANT — Dominick  Salvati  &  Son  for  Charles  Mauro, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  February  20, 
1971— decision  of  the  Borough  Superintendent  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  a  R3-1 
and  R3-2  district,  the  maintenance  of  an  enlargement  to  a 
Riding  Academy  that  increases  the  degree  of  non-con¬ 
formity  and  non-compliance. 

PREMISES  AFFECTED — 2161-2163  East  69th  Street,  east 
side,  100  feet  north  of  Avenue  V,  Block  8429,  Lot  14, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Dominick  Salvati  and  Charles  Mauro. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  20,  1968,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  February  2.  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
20,  1968,  only  as  to  the  term  of  the  variance,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“granted  for  a  term  of  three  years  from  February  20, 
1971,  to  permit  .  .  .  ;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  262-65) 


427-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Leemilt’s  Petroleum, 
Inc.,  owner. 

SUBJECT — Application  August  7,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412,  11-413  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R4  district, 
the  enlargement  in  lot  area  and  reconstruction  of  an  auto¬ 
motive  service  station  with  accessory  uses  previously  before 
the  Board. 

PREMISES  AFFECTED — 38-05  Beach  Channel  Drive, 
southwest  corner  of  Beach  38th  Street,  Block  15828,  Lots 
24,  25,  30,  Far  Rockaway,  Borough  of  Queens. 
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APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino  and  Leo  Liebowitz. 
For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  17,  1971, 
at  10  A.M.,  for  continued  hearing  and  possible  decision. 
Hearing  continued.  Previously  inspected. 


430-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Estate  of  Miriam 
Tietjen,  owner. 

SUBJECT — Application  August  10,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  penetrates  the  sky  ex¬ 
posure  plane  and  encroaches  on  the  required  front  yard. 

PREMISES  AFFECTED— 39-58  55th  Street,  northwest 
corner  of  Woodside  Avenue,  Block  1225,  Lot  71,  Wood- 
side,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  23,  1971,  at 
10  A.M.,  for  decision.  Hearing  closed.  Previously  in¬ 
spected. 


431-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Estate  of  Miriam 
Tietjen,  owner. 

SUBJECT — Application  August  10,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  penetrates  the  sky  ex¬ 
posure  plane  and  encroaches  on  the  required  front  yard. 

PREMISES  AFFECTED — 39-56  55th  Street,  west  side, 

56.30  feet  north  of  Woodside  Avenue,  Block  1225,  Lot  70, 
Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  February  23,  1971,  at 
10  A.M.,  for  decision.  Hearing  closed.  Previously  in¬ 
spected. 


432-70-BZ 

APPLICANT- — Arthur  J.  McGee  for  Estate  of  Miriam 
Tietjen,  owner. 

SUBJECT — Application  August  10,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  penetrates  the  sky  ex¬ 
posure  plane  and  encroaches  on  the  required  front  yard. 

PREMISES  AFFECTED — 39-54  55th  Street,  west  side, 

76.30  feet  north  of  Woodside  Avenue,  Block  1225,  Lot  69, 
Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  February  23,  1971, 
at  10  A.M.,  for  decision.  Hearing  closed.  Previously  in¬ 
spected. 


433-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Estate  of  Miriam 
Tietjen,  owner. 

SUBJECT — Application  August  10,  1970- — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  penetrates  the  sky  ex¬ 
posure  plane  and  encroaches  on  the  required  front  yard. 

PREMISES  AFFECTED — 39-52  55th  Street,  west  side, 

96.30  feet  north  of  Woodside  Avenue,  Block  1225,  Lot  68, 
Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  February  23,  1971,  at 
10  A.M.,  for  decision.  Hearing  closed.  Previously  in¬ 
spected. 


434-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Estate  of  Miriam 
Tietjen,  owner. 

SUBJECT — Application  August  10,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  penetrates  the  sky  ex¬ 
posure  plane  and  encroaches  on  the  required  front  yard. 

PREMISES  AFFECTED — 39-50  55th  Street,  west  side, 

116.30  feet  north  of  Woodside  Avenue,  Block  1225,  Lot  67, 
Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  February  23,  1971,  at 
10  A.M.,  for  decision.  Hearing  closed.  Previously  in¬ 
spected. 


435-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Estate  of  Miriam 
Tietjen,  owner. 

SUBJECT — Application  August  10,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  penetrates  the  sky  ex¬ 
posure  plane  and  encroaches  on  the  required  front  yard. 

PREMISES  AFFECTED— 39-48  55th  Street,  west  side. 

136.30  feet  north  of  Woodside  Avenue,  Block  1225,  Lot  66, 
Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  None. 

ACTION  OF  BOARD — -Laid  over  to  February  23,  1971,  at 
10  A.M.,  for  decision.  Hearing  closed.  Previously  in¬ 
spected. 


509-70-BZ 

APPLICANT — Joseph  Nirenberg  for  Mary  DiNicola, 
owner:  Abetter  Processing  Corporation,  lessee. 

SUBJECT — Application  Augcst  26,  1970 — decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the  Zon- 
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ing  Resolution,  to  permit  in  an  R6  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  metal  products 
factory  that  encroaches  on  the  required  rear  yard. 

PREMISES  AFFECTED — 984-988  East  35th  Street,  west 
side,  297.6  feet  north  of  Avenue  I,  Block  7580,  Lot  63, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  J.  Nirenberg  and  V.  DiNicola. 

For  Opposition :  Carrie  Cortez,  Lucy  Dourvetakis,  Mary 
Cardello,  Florence  and  William  1.  McNamara,  Julinn 
M.  DeLaRosa,  John  P.  Donnelly,  Councilman  Ted 
Silverman,  Weston  T.  MacLean.  Betty  L.  Ruhl,  Jose  H. 
Delfaus,  Evelyn  Driega,  Annette  Benton,  Juan  Cortez, 
Norma  Caro,  Richard  John  Cortez  and  Sandy  Richman. 
ACTION  OF  BOARD — Laid  over  to  February  17,  1971, 
at  10  A.M.,  for  continued  hearing.  Previously  inspected.’ 

552-70-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Chevron  Oil 
Company,  owner. 

SUBJECT  Application  September  1,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-1  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  automotive 
service  station  with  accessory  uses  previously  before  the 
Board. 

PREMISES  AFFECTED — 2121  Hylan  Boulevard,  north 
west  corner  of  Lincoln  Avenue,  and  292  Lincoln  Avenue 
Block  3614,  Lots  1,  5,  Grant  City,  Borough  of  Richmond! 

APPEARANCES— 

For  Applicant :  Frederick  A.  Ketcher. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  February  17,  1971, 
at  10  A.M.,  for  continued  hearing.  Applicant  to  ’submit 
additional  information.  Previously  inspected. 


595-70-BZ 


■APPLICANT  Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Madison  Holding  Corporation,  owner. 

SUBJECT  Application  September  30,  1 970 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R8  and  R10  district,  the  erection 
of  a  31  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio  and  has  less  than  the  required  lot  area 
per  room. 


PREMIES  AFFECTED — 1673  to  1685  York  Avenue 
corner  of  East  88th  Street,  Block  1565,  Lots 
19,  21-27,  29,  30,  120,  128,  Borough  of  Manhattan. 

APPEARANCES— 


Eor  Applicant :  Samuel  H.  Lindenbaum,  Leonard  Litwin 
Martin  Sevarzman  and  Philip  Birnbaum. 

For  Opposition :  David  Bradshaw  and  George  Barlow. 
ACTION  OF  BOARD — Laid  over  to  February  17,  1971 
at  10  AM  for  continued  hearing;  applicant  to  ’submit 
additional  information;  previously  inspected 


612-70-BZ 

APPLICANT— Lama  and  Vassalotti  for  Charles  Wallach 
owner. 

SUBJECT— Application  October  9,  1970— decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  Cl -2  and  R3-2 
district,  the  enlargement  in  area  of  the  accessory  parking 
space  for  an  automobile  rental  and  service  establishment 
previously  before  the  Board. 


PREMISES  AFFECTED — 164-17  Union  Turnpike,  78-26 
to  78-34  165th  Street,  Block  6972,  Lot  21,  Flushing,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  February  17,  1971, 
at  10  A.M.,  for  decision.  Hearing  closed.  Previously 
inspected. 


647-70-BZ 

APPLICANT— Larry  Meltzer  for  Louis  Cappell  and  Jack 
Jaffe,  owners;  Channel  Drive  Service  Station  Inc.,  lessee. 

SUBJECT— Application  October  16,  1970— decision  of  the 
Borough  Superintendent,  under  Sections  11-412,  11-413,  73- 
211  and  73-212  of  the  Zoning  Resolution,  to  permit  in  a 
C2-2  district,  on  a  plot  previously  before  the  Board,  the 
reconstruction  of  the  existing  automotive  service  station 
with  accessory  uses  and  the  addition  to  the  uses  to 
include  automotive  laundry. 

PREMISES  AFFECTED — 59-02  to  59-20  Beach  Channel 
Drive,  339-343  Beach  59th  Street,  northwest  corner,  Block 
16011,  Lot  105,  Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Opposition :  None. 

AC1ION  OF  BOARD — Laid  over  to  February  17,  1971, 
at  10  A.M.,  for  continued  hearing;  applicant  to  file  re¬ 
vised  drawings;  previously  inspected. 


651-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Trustees  of 
Central  States,  Southeast  and  Southwest  Area  Pension 
Fund,  owner,  Mobil  Oil  Corporation,  lessee. 

SUBJECT  Application  October  30,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C7  district,  the  recon¬ 
struction  and  maintenance  of  an  automotive  service  sta¬ 
tion  with  accessory  uses. 

PREMISES  AFFECTED — 500  Baychester  Avenue,  north¬ 
east  corner  of  Bartow  Avenue,  Block  5141,  Lot  101,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

Applicant:  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

AC  I  ION  OF  BOARD — Laid  over  to  February  17,  1971,  at 
10  A.M.,  for  decision.  Hearing  closed.  Previously  in¬ 
spected. 


662-70-BZ 

APPLICANT — Albert  Melniker  for  Aaron  Levine,  owner ; 
NuCastle  Motors,  Inc.,  lessee. 

SUBJECT— Application  November  5,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-1  district,  the  construc¬ 
tion  of  an  open  automobile  sales  establishment  with  acces¬ 
sory  office. 

PREMISES  AFFECTED— 2175  Hylan  Boulevard,  north 
side,  45.23  feet  west  of  Midland  Avenue,  Block  3591,  Lot 
57,  Grant  City,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

For  Opposition:  None. 

For.  Administration:  Mark  A.  Levine  and  David  Gruber, 
City  Planning  Commission. 
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ACTION  OF  BOARD — Laid  over  to  February  17,  1971, 
at  10  A.M.,  for  continued  hearing;  previously  inspected. 


682-70-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  November  12,  1970- — Decision  of 
the  Borough  Superintendent,  under  Sections  73-1 1(g)  and 
73-14  of  the  Zoning  Resolution,  to  permit  in  an  R6  dis¬ 
trict,  the  erection  of  a  two  story  enlargement  to  an 
existing  telephone  exchange  that  increases  the  degree  of 
non-conformity. 

PREMISES  AFFECTED— 71-40  164th  Street,  west  side, 
131  feet  north  of  72nd  Avenue,  Block  6802,  Lot  16,  Flush¬ 
ing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  Chase,  William  A.  Rose,  Donald 
O.  Pringle,  Joseph  S.  Augusciak. 

For  Opposition :  Charles  Shamoon,  William  Feinstein  and 
Manny  Sitko. 

ACTION  OF  BOARD — Laid  over  to  February  17,  1971,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit  addi¬ 
tional  information;  previously  inspected. 


706-70-BZ 

APPLICANT — Pedro  F.  Lopez  for  City  of  New  York 
Housing  and  Development  Administration,  owner. 

SUBJECT — Application  November  25,  1970 — Decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  four  story  multiple  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  penetrates  the  sky  ex¬ 
posure  plane  and  with  less  than  the  required  accessory 
parking. 

PREMISES  AFFECTED — 539  Macon  Street,  north  side, 
200  feet  west  of  Reid  Street,  Block  1666,  Lots  56  and  57, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Pedro  F.  Lopez,  Don  Stull,  Ames 
Gailliard  and  Robert  Karp. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  February  9,  1971, 
at  10  A.M.,  for  continued  hearing.  Applicant  to  submit 
additional  information.  Previously  inspected. 


725-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Xheudet  Mustafa, 
owner. 

SUBJECT — Application  December  4,  1970 — Decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  0-2  district,  the  enlarge¬ 
ment  in  area  of  an  existing  one  story  building  that  en¬ 
croaches  on  the  required  side  yard  and  the  maintenance 
of  the  automobile  repair  establishment. 

PREMISES  AFFECTED — 11  Slater  Boulevard,  north  side, 
108.09  feet  east  of  Hylan  Boulevard,  Block  3656,  Lot  69, 
Dongan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug  and  Xheudet 
Mustafa. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  17,  1971, 
at  10  A.M.,  for  decision.  Hearing  closed.  Previously  in¬ 
spected. 


358-70-BZ 

APPLICANT — Buckley  and  KisselofT  for  50  Broad  Street 
Inc.  and  42  New  Street,  Inc.,  owner. 

SUBJECT — Application  June  19,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-68  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  C5-5  district,  the 
erection  of  a  twenty  story  enlargement  to  an  existing 
twenty  story  building  that  will  create  noncompliance  in 
floor  area  ratio  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 50  Broad  Street,  west  side,  169 
feet  south  of  Exchange  Place,  44  New  Street,  Block  24, 
Lots  19,  36,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Kisseloff  and  Nevio  Maggeard. 
For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  September  22,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  October  6,  1970;  then  to  October  27, 
1970;  then  to  November  17,  1970;  then  to  December  1, 
1970;  then  to  January  5,  1971;  then  to  January  26,  1971; 
then  to  February  2,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  18,  1970,  acting  on  Alt.  1095/1969,  reads: 

“C8.  Existing  and  proposed  enlarged  building,  ex¬ 
ceeds  permitted  Floor  Area  Ratio,  and  alteration  is 
therefore  not  permitted  per  Section  33-122  Zoning  Reso¬ 
lution. 

C9.  Existing  building,  facing  New  Street  and  pro¬ 
posed  construction  on  New  Street,  penetrate  Sky  Ex¬ 
posure  Plane,  contrary  to  Sec.  33-432  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecesary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  a  C5-5  district,  the  erection  of  a  twenty-story 
enlargement  to  an  existing  twenty-story  building,  that  will 
create  non-compliance  in  floor  area  ratio  and  penetrates 
the  sky  exposure  plane,  on  condition  that  all  work  shall 
substantialy  conform  to  drawings  filed  with  this  application 
and  marked  “Received,  June  19,  1970,”  15  sheets,  “September 
25,  1970,”  two  sheets,  and  “January  26,  1971,”  two  sheets; 
that  all  laws,  rules  and  regulations  applicable  be  complied 
with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


420-70-BZ 

APPLICANT — Salvator  A.  Caradonna,  Jr.  for  Ladder 
Hill,  Ltd.,  owner. 

SUBJECT — Application  August  4,  1970 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
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York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  RIO  district,  in  an  existing  four 
story  and  basement  residential  building,  the  change  in 
occupancy  of  the  basement  to  commercial  art  gallery  and 
the  first  floor  to  professional  offices. 

PREMISES  AFFECTED — 60  East  79th  Street,  south  side, 
174.5  feet  east  of  Madison  Avenue,  Block  1393,  Lot  45, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposes  application. 

ACTION  OF  BOARD — Application  withdrawn  at  the 
request  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


583-70-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Henry  Paulson 
and  Harold  Genevese,  owner,  Harold  Genovese  d/b/a 
Goldy’s  Diner,  lessee. 

SUBJECT — Application  September  22,  1970 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the  en¬ 
largement  in  lot  area  to  an  existing  diner  previously  be¬ 
fore  the  Board  for  accessory  parking. 

PREMISES  AFFECTED — 130-11  North  Conduit  Avenue, 
north  side,  Block  front  between  130th  Street  and  130th 
Place,  Block  11864,  Lots  13  and  16,  South  Ozone  Park, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Frederick  A.  Ketcher. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOx4RD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  January.  19,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  2,  1971  ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  8,  1970,  acting  on  Alt.  Applic.  1639/1968, 
reads : 

“1;  Proposed  increase  in  zoning  lot,  by  addition  of 
adjoining  lot  #1 6  for  accessory  parking,  to  the  variance 
granted  by  BSA  Cal.  No.  128-69-BZ  adopted  April 
7/70,  is  referred  back  to  the  Board  for  its  determina¬ 
tion  ;  and  is  contrary  to  Sec.  52-41  of  the  Zoning  Res.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 


hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted '  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R3-2  district,  the  enlargement  in  lot  area  to 
an  existing  diner  previously  before  the  Board  for  accessory 
parking,  on  condition  that  all  work  shall  conform  to  draw¬ 
ings  filed  with  the  application  and  marked  “Received, 
September  22,  1970,”  nine  sheets,  and  “January  28,  1971,” 
two  sheets ;  that  all  laws,  rules  and  regulations  applicable 
be  complied  with  and  substantial  construction  completed 
within  one  year  from  the  date  of  this  resolution. 


607-70-BZ 

APPLICANT — Charles  M.  Spindler  for  Getty  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  September  25,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  automotive  serv¬ 
ice  station  structure  previously  before  the  Board. 

PREMISES  AFFECTED — 1982  Bronxdale  Avenue,  north¬ 
west  corner  of  Barnes  Avenue,  Block  4261,  Lot  60,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — In  favor  of  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  o 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
January  19,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  February  2,  1971;  and 
W hereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  23,  1970,  acting  on  Alt.  Applic.  140/1970, 
reads : 

“2.  Proposed  enlargement  of  a  non-conforming 
gasoline  service  station  located  in  a  R3-2  district  and 
previously  granted  by  the  Board  of  Standard  &  Appeals 
under  Cal.  No.  825-28-BZ  is  contrary  to  Section  22-00, 
52-41  of  Z.  R.  &  Cal.  No.  825-25-BZ  and  is  hereby  denied. 

3.  Portion  of  gasoline  service  station  located  in  a 
R3-2  district  does  not  comply  with  Section  23-45  of 
Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  “to  permit  under  Section  11-412  of  the  Zoning  Reso¬ 
lution,  the  extension  of  the  present  use,  the  enlargement  of 
the  present  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Section  11-412  of  the  Zoning  Resolution, 
in  an  R3-2  district,  the  erection  of  a  one-story  enlargement 
to  an  existing  automotive  service  station  structure  previously 
before  the  Board  on  condition  that  all  work  shall  conform 
to  drawings  filed  with  this  application  and  marked  “Received, 
September  25,  1970,”  four  sheets;  that  all  laws,  rules  and 
regulations  applicable  be  complied  with,  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 
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631-70-BZ 

APPLICANT — Ronald  J.  Meiselman  for  Sol  Silton,  owner; 
Egberts,  lessee. 

SUBJECT — Application  October  19,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent,  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  dis¬ 
trict,  in  an  existing  two  story  commercial  building  the 
addition  to  the  uses  of  the  first  floor  restaurant  to  include 
cabaret. 

PREMISES  AFFECTED— 89-22— 89-24  Queens  Boule¬ 
vard,  southwest  corner  of  57th  Avenue,  Block  2855,  Lot 
19,  Elmhurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Ronald  J.  Meiselman  and  Thomas  P. 
Crinnion. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

'  ‘ '  1TON  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  January  19,  1971,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  February  2,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  23,  1970,  acting  on  Alt.  Applic.  308/1970, 
reads : 

“1.  The  proposed  change  in  use  of  an  existing 
Eating  and  Drinking  Establishment  (Use  Group  6)  to 
an  Eating  and  Drinking  Establishment  without  Restric¬ 
tions  (Use  Group  12),  in  a  Cl-2  district,  is  contrary 
to  Section  32-00  of  the  amended  Zoning  Resolution  and 
is  therefore  denied.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Anpeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a  Cl-2 
district,  in  an  existing  two-story  commercial  building,  the 
addition  to  the  uses  of  the  first  floor  restaurant  to  include 
cabaret,  on  condition  that  the  instruments  be  limited  to  in¬ 
clude  percussion,  woodwind  and/or  brass  as  well  as  string, 
on  further  condition  that  all  work  shall  conform  to  drawings 
filed  with  this  application  and  marked  “Received,  October  19, 
1970,”  two  sheets,  and  “January  29.  1971,”  one  sheet;  that  all 
laws,  rules  and  regulations  applicable  be  complied  with  and 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 

673-70-BZ 

APPLICANT — Harold  Weinberg  for  Abe  Zeigerman, 
owner. 

SUBJECT — Application  November  12.  1970 — Decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  Ml-1  district,  the  erec¬ 
tion  of  a  one  story  enlargement  to  a  wholesale  establish¬ 


ment  that  increases  the  degree  of  non-compliance  in  floor 
area  ratio  and  encroaches  on  the  rear  yard  along  a  district 
boundary. 

PREMISES  AFFECTED — 1193  to  1195  McDonald  Avenue, 
east  side,  140  feet  north  of  Avenue  J,  Block  6514,  Lot  62, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  A.  Zeigerman  and  H.  Weinberg. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  19,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  2,  1971;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  9,  1970,  acting  on  Alt.  Applic.  1476/1970, 
reads : 

“1.  Proposed  enlargement  of  an  existing  class  3 
building  in  a  Ml-1  district  with  a  total  floor  area  ex¬ 
ceeding  1  is  contrary  to  43-12  of  the  Z.  R. 

2.  Proposed  1st  story  enlargement  23  ft.  max.  in  the 
required  30  ft.  open  area  along  the  rear  lot  line  is  con¬ 
trary  to  43-302  of  the  Z.  R.  and  also  increases  the  degree 
of  non-compliance  which  is  contrary  to  54-31  of  the 
Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-50  of  the  Zoning  Resolution,  and  72-21  of  the 
Zoning  Resolution,  and  that  the  apnlicant  is  therefore  entitled 
to  relief  on  the  grounds  of  practical  difficulty  and/or  un¬ 
necessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-50  of  the  Zoning  Resolution,  and  grants 
a  variation  in  the  application  of  the  Zoning  Resolution,  under 
Section  72-21,  to  permit  in  an  Ml-1  district,  the  erection 
of  a  one-story  enlargement  to  a  wholesale  establishment  that 
increases  the  degree  of  non-compliance  in  floor  area  ratio 
and  encroaches  on  the  rear  yard  along  a  district  boundary, 
on  condition  that  all  work  shall  conform  to  drawings  filed 
with  this  application  and  marked  “Received,  November  12, 
1970,”  6  sheets;  that  all  laws,  rules  and  regulations  applicable 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


684-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Louis  De  Luca 
and  Domenica  De  Luca,  owners. 

SUBJECT — Application  November  13,  1970 — Decision  of 
the  Borough  Superintendent,  under  Sections  11-412  and 
73-27  of  the  Zoning  Resolution,  to  permit  in  a  Cl -3  dis¬ 
trict,  at  an  existing  funeral  establishment  previously  before 
the  Board,  the  enlargement  in  area  of  the  first  floor  into 
the  adjoining  store  and  the  enlargement  in  area  of  the 
caretaker’s  apartment  on  the  second  floor. 

PREMISES  AFFECTED — 6022  Bay  Parkway,  northwest 
corner  of  61st  Street,  Block  5522,  Lot  42,  Borough  of 
Brooklyn. 
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APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  January  19,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  2,  1971;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  12,  1970,  acting  on  Alt.  Applic.  1552/1970, 
reads : 

“1.  Proposed  extension  of  funeral  establishment, 
Use  Group  7,  a  non-conforming  use  in  a  0-3  in  R6 
District,  is  contrary  to  Sect.  32-16  and  52-41  of  the 
Z.  R. 

2.  Proposed  structual  alterations  of  a  non-conform¬ 
ing  use  are  contrary  to  Sect.  52-22  of  the  Z.R. 

3.  Proposed  extension  of  funeral  establishment  of 
which  a  variance  has  been  granted  by  Board  of  Stand¬ 
ards  and  Appeals  under  Cal.  #721-66-BZ  shall  be  re¬ 
ferred  to  the  Board  for  reconsideration. 

4.  There  are  no  applicable  regulations  governing 
the  parking  and  loading  requirements,  therefore  these 
are  referred  to  Board  for  consideration.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in- 
pected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-27  of  the  Zoning  Resolution,  and  in  which  to 
permit  under  Section  11-412  of  the  Zoning  Resolution  the 
extension  of  the  present  use; 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Section  11-412  of  the  Zoning  Resolution 
and  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-27  of  the  Zoning  Resolution,  to  permit  in  a 
Cl -3  district  at  an  existing  funeral  establishment  previously 
before  the  Board  the  enlargement  in  area  of  the  first  floor 
into  the  adjoining  stores  and  the  enlargement  in  area  of  the 
caretaker’s  apartment  on  the  second  floor,  on  condition  that 
all  work  shall  substantially  conform  to  drawings  filed  with 
this  application  marked  “Received  November  13,  1970,” 
seven  sheets,  and  “January  12,  1971,”  two  sheets,  and  “Jan¬ 
uary  29,  1971”  two  sheets,  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construc¬ 
tion  be  completed  within  one  year  from  the  date  of  this  reso¬ 
lution. 


685-70-A 

APPLICANT — Leonard  F.  Rothkrug  for  Louis  De  Luca 
and  Domenica  De  Luca,  owners. 

SUBJECT — Application  November  13,  1970 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Class  3 
building  exceeding  3,000  sq.  feet  without  fire  wall. 

PREMISES  AFFECTED — 6022  Bay  Parkway,  northwest 
corner  of  61st  Street,  Block  5522,  Lot  42,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  q 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent 
dated  November  12,  1970  on  Alt.  Applic.  1552-70,  reads: 

“5.  Proposed  extension  of  the  funeral  parlor  on  the 
first  floor  and  enlargement  of  residence  on  the  second 
floor,  in  a  Class  3  building  exceeding  3,000  sq.  ft.  w/o 
fire  wall,  is  contrary  to  Sect.  C26-254  of  Admin.  Code 
(Old  Code).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  November  12,  1970,  acting  on  Alt.  Applic. 
1552/1970,  Objection  No.  5  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  resolution  adopted  this  date  under  Cal.  684-70-BZ  be 
complied  with,  and  that  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 


697-70-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  The  Conde  Nast  Publications  Incorporated, 
owner. 

SUBJECT — Application  November  20,  1970 — Decision  of 
the  Borough  Superintendent  under  Section  666  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  C5-3  district,  in  an  existing  23  story 
office  building,  the  enlargement  in  area  of  the  3rd  to  15th 
floors  that  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 348  to  356  Madison  Avenue, 
10-26  East  45th  Street,  southwest  corner,  Block  1279,  Lots 
57,  63,  117,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  o 

THE  RESOLUTION— 


W hereas,  a  public  hearing  was  held  on  this  application  on 
January  19,  1971,  after  due  notice  by  publication  in  the  Bulle¬ 
tin  ;  laid  over  to  February  2,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  23,  1970,  acting  on  Alt.  Applic.  1198/1970, 
reads : 

“1.  Proposed  enlargement  encroaches  on  the  sky 
exposure  plane,  contrary  to  Sect.  33-432  of  the  Amended 
Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
C5-3  district,  in  an  existing  23-story  office  building,  the 
enlargement  in  area  of  the  3rd  to  15th  floors  that  penetrates 
the  sky  exposure  plane,  on  condition  that  all  work  shall  sub¬ 
stantially  conform  to  drawings  filed  with  this  application 
and  marked  “Received,  November  20,  1970,”  31  sheets,  that 
all  laws,  rules  and  regulations  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


THE  RESOLUTION— 

Whereas,  the  Board  finds  that  in  this  case  the  applicant 
has  met  the  requirements  of  Section  11-324  of  the  Zoning 
Resolution  for  an  additional  extension  of  time  to  complete 
construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Resolu¬ 
tion,  the  additional  extension  of  time  to  complete  construction 
to  December  15,  1971,  on  condition  that  within  a  six  month 
period  from  this  date  that  the  applicant  submit  to  the  Board 
of  Standards  and  Appeals  a  signed  and  executed  mortgage 
commitment,  a  signed  and  executed  construction  contract  and 
that  construction  be  commenced ;  and  on  further  condition 
that  this  is  a  terminal  extension. 


Adjourned:  2:55  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  FEBRUARY  2,  1971,  2  P.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


2768-BZY — Vol.  VII,  385-BZY— Vol.  VII,  4277-BZY— 
Vol.  VIII,  3997-BZY— Vol.  VIII,  3609-BZY— Vol. 
VIII  and  4381-BZY— Vol.  VIII. 

ACTION  OF  BOARD — Time  to  complete  construction 
extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  Board  finds  that  in  each  of  these  cases  the 
applicant  has  met  the  requirements  of  Section  11-324  of  the 
Zoning  Resolution  for  an  additional  extension  of  time  to 
complete  construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Resolu¬ 
tion,  the  additional  extension  of  time  to  complete  construction 
to  December  15,  1971. 


61-BZY— Vol.  VII 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


63-BZY— Vol.  VII 

ACTION  OF  BOARD — Time  to  complete  construction 
extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


64-BZY— Vol.  VII 

ACTION  OF  BOARD — Time  to  complete  construction  de¬ 
nied. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  Board  finds  in  this  case  the  applicant  has 
filed  to  meet  the  requirements  of  Section  11-324  of  the  Zon¬ 
ing  Resolution  to  justify  an  additional  extension  of  time  to 
complete  construction. 

Resolved,  that  the  additional  extension  of  time  to  complete 
construction  be  denied. 


1905-BZY— Vol.  VII 

ACTION  OF  BOARD — Time  to  complete  construction  ex¬ 
tended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  Board  finds  that  in  this  case  the  applicant 
has  met  the  requirements  of  Section  11-324  of  the  Zoning 
Resolution  for  an  additional  extension  of  time  to  complete 
construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Reso¬ 
lution,  the  additional  extension  of  time  to  complete  construc¬ 
tion  to  December  15,  1971,  on  condition  that  within  six 
months  from  this  date  there  be  submitted  to  the  Board  of 
Standards  and  Appeals  one  proof  of  approval  by  the  De¬ 
partment  of  Buildings  of  the  plans  for  a  single  30-story 
building  on  the  site  in  question ;  on  further  condition  that 
a  signed  and  executed  mortgage  commitment  be  submitted  to 
the  Board,  that  a  signed  and  executed  construction  contract 
be  submitted  to  the  Board  and  construction  be  commenced 
within  the  six  month  period ;  and  on  further  condition  that 
this  be  a  terminal  extension. 


123-54-BZ— Vol.  II 

APPLICANT— Charles  M.  Spindler  for  Russell  Hogsett, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution  and  extension  of  term  of  variance 
which  expires  February  28,  1971 — decision  of  the  Borough 
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Superintendent,  under  Section  7e  of  the  Zoning  Resolution, 
to  permit  in  a  local  retail  use  district,  the  construction  of 
a  one  story  extension  to  the  present  building,  continue 
the  legal  use  of  office,  auto  showrooms  for  sales  and  dis¬ 
play  of  more  than  five  new  and  used  cars  and  off  street 
parking  for  employees  and  customers  to  increase  the  area 
of  the  site  by  the  addition  of  an  adjoining  lot,  and  extend 
the  uses  to  include  minor  adjustments  with  hand  tools 
only;  light  touch-up  of  cars  in  conjunction  with  sales  and 
the  installation  of  one  gasoline  pump  and  tank  for  private 
use  only. 

PREMISES  AFFECTED — 144-74  Northern  Boulevard, 
south  side,  209.03  feet  west  of  147th  Street,  Block  5014, 
Lots  32  and  39,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

ACTION  OF  BOARD — Request  to  reopen  and  amend  the 


resolution  denied. 

THE  VOTE  TO  REOPEN  AND  AMEND— 

Affirmative :  .  0 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  28,  1961,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution  and  an  extension  of  the  term  of  variance ;  and 
Whereas,  the  Board  considers  that  the  terms  and  condi¬ 
tions  of  the  resolution  should  be  complied  with. 

Resolved,  that  the  request  to  reopen  and  amend  the  resolu¬ 
tion  be  and  it  hereby  is  denied. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND 
VARIANCE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Febru¬ 
ary  28,  1961,  only  as  to  the  term  of  the  variance,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  February  28,  1971, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects;  and  that  a  new  Certificate  of  Occupancy  shall  be 
obtained.”  (Alt.  1487-60) 


664-70-A 

APPLICANT — Charles  M.  Spindler  for  Russell  Hogsett, 
owner. 

SUBJECT — Application  November  5,  1970 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed 
trailer,  location  and  size. 

PREMISES  AFFECTED— 144-74  Northern  Boulevard, 
south  side,  209.13  feet  west  of  147th  Street,  Block  5401, 
Lots  32-39,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  .  0 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 


W hereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  6,  1970  on  Alt.  Applic.  1487-60,  reads: 

“2.  Proposed  trailer  does  not  comply  with  the  re¬ 
quirements  of  a  Class  I  E  Bldg. 

3.  Proposed  trailer  in  excess  of  150  square  feet  and 
less  than  6'-0"  from  lot  lines  is  contrary  to  C26-403.2(d) 
Bldg.  Code.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended  that 
the  appeal  be  denied. 

Resolved,  that  decision  of  the  Borough  Superintendent, 
dated  October  6,  1970,  acting  on  Alt.  Applic.  1487-60,  Objec¬ 
tions  Nos.  2  and  3,  be  and  it  hereby  is  affirmed  and  that  the 
appeal  be  and  it  hereby  is  denied. 

233-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Homat  Corporation. 

SUBJECT — Application  April  20,  1970 — for  modification 
of  Certificate  of  Occupancy — sprinkler  system. 

PREMISES  AFFECTED — 2162  to  2168  Broadway,  east 
side,  25  feet  north  of  West  76th  Street,  213  West  76th 
Street,  Block  1168,  Lot  22,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia,  F.  D. 

For  Opposition:  Walter  Schlegel,  B.  D.  and  Joseph  Beruh. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  application  of  the  Fire  Commissioner,  dated 
April  20,  1970,  reads : 

“Application  is  hereby  respectfully  made  to  the  Board 
of  Standards  and  Appeals,  in  accordance  with  the  pro¬ 
visions  of  1804.4.C.6  of  the  City  Charter,  to  modify 
Certificate  of  Occupancy  in  relation  to  the  following 
building : 

2162-2168  Broadway,  Manhattan — Certificate  No. 
67523. 

1.  Install  an  approved  automatic  sprinkler  system 
throughout  all  dressing  rooms  and  dressing  areas,  all 
storage,  rooms  and  areas,  including  rooms  under  tiers  of 
seats,  li^ht  and  projection  room,  and  area  over  stage  of 
Promenade  Theatre,  1st  and  2nd  floors,  arranged  and 
equipped  as  per  Chapter  26,  Article  17,  Administrative 
Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  modification  of  the  Certificate  of  Occupancy  be  and  it 
hereby  is  granted,  and  that  the  Certificate  of  Occupancy  be 
modified  to  require  the  installations  of  sprinklers  in  the  cor¬ 
ridor  adjoining  the  dressing  rooms  and  in  the  area  under 
the  seating  section,  in  addition  to  the  existing  sprinklers  in 
the  dressing  rooms ;  and  that  all  other  laws,  rules  and  regu¬ 
lations  shall  be  complied  with. 


384-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
SUBJECT— Application  July  9,  1970— Application  for  mod¬ 
ification  of  Certificate  of  Occupancy  re-  sprinkler  system. 
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PREMISES  AFFECTED— 91-14— 91-16  144th  Place,  west 
side,  100  feet  north  of  Archer  Avenue,  Block  9984,  Lot  11, 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia,  F.  D.,  Walter  Schle- 
gel,  B.  D.  and  Robert  Field. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  application  of  the  Fire  Commissioner,  dated 
July  9,  1970,  reads : 

“Application  is  hereby  respectfully  made  to  the  Board 
of  Standards  and  Appeals,  in  accordance  with  the  provi¬ 
sions  of  1804.4.C.6  of  the  City  Charter,  to  modify  Certifi¬ 
cate  of  Occupancy  in  relation  to  the  following  building : 

91-14/16  144th  Place,  Queens — Certificate  No. 

176,732. 

1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building,  arranged  and  equipped  as  per 
Chapter  26,  Article  17,  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner  for 
modification  of  the  Certificate  of  Occupancy  be  and  it  hereby 
is  granted,  and  that  the  Certificate  of  Occupancy  be  modified 
to  require  an  approved  automatic  sprinkler  system  through¬ 
out  the  building ;  and  that  all  other  laws,  rules  and  regulations 
shall  be  complied  with. 


386-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
SUBJECT — Application  July  9,  1970 — for  modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 720-728  Chester  Street,  south¬ 
west  corner  of  Linden  Boulevard,  Block  3642,  Lot  22,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia,  F.  D. 

For  Opposition:  Walter  Schlegel,  B.  D.  and  Allen  Reeps. 
ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  application  of  the  Fire  Commissioner,  dated 
July  9,  1970,  reads : 

“Application  is  hereby  respectfully  made  to  the  Board 
of  Standards  and  Appeals,  in  accordance  with  the  provi¬ 
sions  of  1804.4.C.6  of  the  City  Charter,  to  modify  Certifi¬ 
cate  of  Occupancy  in  relation  to  the  following  building : 

720-728  Chester  Street,  Brooklyn — Certificate  No. 
194845. 

1.  Install  an  approved  automatic  sprinkler  system, 
throughout  the  building,  arranged  and  equipped  as  per 
Chapter  26,  Article  17,  Adminstrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 


the  Board  which  recommended  that  the  application  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  modification  of  the  Certificate  of  Occupancy  be  and  it 
hereby  is  granted,  and  that  the  Certificate  of  Occupancy  be 
modified  to  require  an  approved  second  means  of  egress  from 
the  area  occupied  by  the  tenant,  720  Chester  Street ;  and  that 
all  other  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with. 


505-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Galaxy  Four  Realty  Incor¬ 
porated. 

SUBJECT — Application  September  8,  1970  for  Modification 
of  Certificate  of  Occupancy,  re-  sprinkler  system. 
PREMISES  AFFECTED — 276-280  Broadway,  south  side, 
117  feet  east  of  Havemeyer  Street,  Block  2141,  Lot  8, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia,  F.  D. 

For  Opposition:  Walter  Schlegel,  B.  D.  and  Gerard 
Donovan. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  application  of  the  Fire  Commissioner,  dated 
August  24,  1970,  reads : 

“Application  is  hereby  respectfully  made  to  the  Board 
of  Standards  and  Appeals,  in  accordance  with  the  pro¬ 
visions  of  1804.4.C.6  of  the  City  Charter,  to  modify 
Certificate  of  Occupancy  in  relation  to  the  following 
buildings : 

276-280  Broadway,  Brooklyn — Certificate  No. 

177406. 

1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building,  arranged  and  equipped  as  per 
Chapter  26,  Article  17,  Administrative  Code. 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner  for 
modification  of  the  Certificate  of  Occupancy  be  and  it  hereby 
is  granted,  and  that  the  Certificate  of  Occupancy  be  modified 
to  require  the  installation  of  an  approved  automatic  sprinkler 
system  throughout  the  building ;  and  that  all  other  laws,  rules 
and  regulations  shall  be  complied  with. 


508-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Galaxy  Four  Realty  Incor¬ 
porated. 

SUBJECT— Application  September  8,  1970  for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 282-286  Broadway,  south  side, 
140  feet  west  of  Marcy  Avenue,  Block  2141,  Lot  10,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia,  F.  D. 

For  Opposition:  Walter  Schlegel,  B.  D.  and  Gerard  Don¬ 
ovan. 
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ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  application  of  the  Fire  Commissioner,  dated 
August  24,  1970,  reads : 

“Application  is  hereby  respectfully  made  to  the  Board 
of  Standards  and  Appeals,  in  accordance  with  the  pro¬ 
visions  of  1804.4.C.6  of  the  City  Charter,  to  modify 
Certificate  of  Occupancy  in  relation  to  the  following 
building : 

282-286  Broadway,  Brooklyn — Certificate  No.  7176. 

1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building,  arranged  and  equipped  as  per 
Chapter  26,  Article  17,  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  modification  of  the  Certificate  of  Occupancy  be  and  it 
hereby  is  granted,  and  that  the  Certificate  of  Occupancy  be 
modified  to  require  the  installation  of  an  approved  automatic 
sprinkler  system  throughout  the  building;  on  further  con¬ 
dition  that  there  be  one  main  connection  since  the  buildings 
are  adjoining;  and  that  all  laws,  rules  and  regulations  appli¬ 
cable  shall  be  complied  with. 


650-70-A 

APPLICANT — LaMoyne  D.  Bearden  for  Eastman  Kodak 
Company,  owner. 

SUBTECT — Application  October  29,  1970 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  Kodak  Recordak  Electrostatic 
10  Toner  in  one  pint  plastic  bottle,  container  not  in  com¬ 
pliance  with  regulations  of  the  Administrative  Code  of 
New  York  City. 

APPEARANCES— 

For  Applicant :  LaMoyne  D.  Bearden. 

For  Administration :  Capt.  J.  F.  Petraglia,  F.  D. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Wherea:,  the  decision  of  the  Fire  Commissioner,  dated 
October  IS,  1970  on  Folder  #122-1116A,  reads: 

“We  regret  to  inform  you  that  your  application  to 
register  your  product,  ‘Eastman  Kodak  Recordak  Elec¬ 
trostatic  10  Toner’,  a  combustible  mixture  having  a  flash 
point  (T.  O.  C.)  of  157°F.  in  containers  as  follows:  one 
(1)  pint  plastic  bottle  is  disapproved.  Such  containers 
are  not  in  compliance  with  regulations  to  wit :  Sec. 
C-19-62.0.b  NYC  Adm.  Code  which  requires  that  com¬ 
bustible  mixtures  be  packaged  in  glass  or  metal  con¬ 
tainers.” 

and 

Whereas,  the  drawing  and  the  sample  of  the  container 
were  reviewed  by  the  Board  and  it  was  determined  that  the 
appeal  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
October  IS,  1970,  on  Folder  ff  122-1 116A  be  and  it  hereby 


is  granted,  on  condition  that  the  container  comply  with  draw¬ 
ing  filed  with  this  application  and  marked  “Received,  Octo¬ 
ber  29,  1970,”  one  sheet,  and  on  further  condition  that  the 
label  in  the  container  be  in  such  style  and  wording  as  is 
satisfactory  to  the  Fire  Commissioner,  and  that  in  all  other 
respects,  all  other  laws,  rules  and  regulations  applicable  be 
complied  with. 

665-70-A 

APPLICANT — Lloyd  A.  Hunziker  for  The  Brooklyn  Union 
Gas  Company,  owner. 

SUBJECT — Application  November  6,  1970 — Appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  Relocation  of  LPG 
Tanks. 

PREMISES  AFFECTED — 438  Varick  Avenue,  northwest 
corner  of  Maspeth  Avenue,  Block  2837,  Lot  1,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lloyd  A.  Hunziker,  Francis  X.  Brickfield, 
John  E.  Cohoon  and  Anthony  J.  O’Brita. 

For  Administration:  Capt.  J.  F.  Petraglia,  F.  D. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
October  8,  1970,  reads : 

“In  reply  to  your  request  to  re-locate  28  L.  P.  G.  tanks 
across  the  street  from  the  present  location  and  to  test 
them  at  300  P.  S.  I.  please  be  advised  that  these  re¬ 
quests  must  be  denied. 

Please  note  that  the  frequency  of  the  testing  of  these 
tanks  was  considered  by  the  Board  of  Standards  and 
Appeals  under  Calendar  729-57-A.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  October  8,  1970,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  location  of  the  tanks  shall  conform  to  drawings  filed 
with  this  application  and  marked  “Received,  December  14, 
1970,”  two  sheets,  and  that  all  laws,  rules-  and  regulations 
applicable  shall  be  complied  with. 


718-70-A 

APPLICANT — Frank  A.  Vaccaro  for  Donald  Birnbaum, 
owner. 

SUBJECT — Application  December  2,  1970— filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 111  Benedict  Road,  northeast 
corner  of  Circle  Road,  Block  867,  Lot  2,  Todt  Hill,  Bor¬ 
ough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Frank  Vaccaro. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 
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THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  25,  1970  on  N.  B.  Applic.  1114-67,  reads: 
“The  street  giving  access  to  the  structure  is  not  duly 
placed  on  the  official  map,  therefore,  no  Certificate  of 
Occupancy  can  be  issued  as  per  Article  3,  Section  36 
of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  25,  1970,  acting  on  N.  B.  Applic.  1114-67, 
be  and  it  hereby  is  modified  under  the  powers  vested  in  the 
Board  by  Section  36  of  the  General  City  Law,  and  that  the 
appeal  be  and  it  hereby  is  granted,  on  condition  that  the 
pavement  be  to  the  middle  of  the  street  in  accordance  with 
the  standards  of  the  Department  of  Highways ;  that  the 
building  shall  substantially  comply  with  drawings  marked 
“Received,  December  2,  1970,”  three  sheets,  and  that  all  laws, 
rules  and  regulations  applicable  shall  be  complied  with. 


719-70-A 

APPLICANT — Frank  A.  Vaccaro  for  Carl  S.  Altomare, 
owner. 

SUBJECT — Application  December  2,  1970— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  2  family  frame 
dwelling. 

PREMISES  AFFECTED — 15  Northern  Boulevard,  north 
side,  67.72  feet  east  of  Labau  Avenue,  Block  672,  Lot  22, 
Sunnyside,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Frank  Vaccaro. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  23,  1970  on  N.B.  Applic.  1521-65,  reads : 
“Building  constructed  1.03'  higher  than  approved  creat¬ 
ing  a  3  story,  2  family  frame  dwelling  contrary  to  C26- 
254  A.C.  (old  code).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  23,  1970,  acting  on  N.B. 
Applic.  1521-65  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  conform  to  drawings  filed  with  this  applica¬ 
tion  and  marked  “Received,  December  2,  1970,”  six  sheets, 
and  that  all  laws,  rules  and  regulations  applicable  shall  be 
complied  with. 


729-70-A 

APPLICANT — Joseph  H.  Lombardi  for  Bankers  Trust 
Company,  owner. 

SUBJECT — Application  December  10,  1970 — Filed  pursuant 
to  Section  35,  Article  3,  General  City  Law  re-  erection 
of  building  in  bed  of  a  mapped  street. 


PREMISES  AFFECTED— 41-22  Bell  Boulevard,  north¬ 
west  corner  of  42nd  Avenue,  Block  6227,  Lots  309  and  311, 
Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  Lombardi  and  Raymond  S.  Bless¬ 
ing. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  19,  1970  on  Alt.  Applic.  904-70,  reads: 

“1.  Survey  submitted  with  application  indicates  pro¬ 
posed  installation  is  inside  of  bed  of  mapped  street,  con¬ 
trary  to  Gen.  City  Law  35,  Art.  3.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  19,  1970,  acting  on  Alt.  Applic.  904-70, 
Objection  No.  1  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  35  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  portion  encroaching  on  the  mapped 
street  shall  be  constructed  so  that  it  may  be  removed  with¬ 
out  any  affect  to  the  existing  structure  when  so  ordered; 
that  the  construction  shall  conform  to  drawings  marked 
“Received,  December  10,  1970,  6  sheets,  and  that  all  laws, 
rules  and  regulations  applicable  shall  be  complied  with. 


732-70-A 

APPLICANT — Stanley  J.  Shaftel  for  United  Parcel  Serv¬ 
ice,  owner. 

SUBJECT — Application  December  11,  1970 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 521  Travis  Avenue,  north  side, 
406.60  feet  west  of  Victory  Boulevard,  Block  2162,  Lot  139, 
Bullshead,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Michael  A.  Linn. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative ;  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  20,  1970,  on  N.  B.  Applic.  146-65,  reads: 

“1)  As  per  Sec.  36  of  the  General  City  Law,  no 
certificate  of  occupancy  may  be  issued  since  the  street 
giving  access  is  not  included  on  the  official  map  of  the 
City  of  New  York.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  20,  1970,  acting  on  N.  B.  Applic.  146-65, 
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Objection  No.  1  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  pavement  be  to  the  middle  of  the  street 
in  accordance  with  the  standards  of  the  Department  of  High¬ 
ways  ;  that  the  building  shall  substantially  conform  to  draw¬ 
ings  filed  in  this  application  and  marked  “Received,  Decem¬ 
ber  11,  1970,”  two  sheets,  and  that  all  laws,  rules  and  regu¬ 
lations  applicable  shall  be  complied  with. 

328-70-A 

APPLICANT — Robert  Gottlieb  for  Adhesive  Products  Cor¬ 
poration,  owner. 

SUBJECT— Application  May  28,  1970— Appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Discontinue  storage 
of  inflammable  mixtures  or  combustibles  or  inflammable 
liquid  in  the  6  unapproved  1500  Gal.  buried  storage  tanks. 
Such  tanks  to  be  purged  and  filled  with  water.  Seal  with 
concrete  or  cement  all  accessible  openings  such  as  fill  lines, 
gauge  lines  excepting  vents  of  each  tank. 

PREMISES  AFFECTED— 1664  to  1680  Boone  Avenue 
east  side,  115.15  feet  north  of  East  173rd  Street,  Block 
3015,  Lots  4  and  45,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Capt.  J.  F.  Petraglia,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  February  17,  1971, 
at  2  P.M.,  for  continued  hearing ;  previously  inspected. 

62 1-70- A  ‘ 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Grand  Paradise  Company,  Inc. 
SUBJECT  Application  October  15,  1970 — for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 318  to  330  Grand  Street,  119  to 
131  Havemeyer  Street,  southeast  corner,  265  to  271  South 
1st  Street,  Block  2396,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia,  F.  D.  and  Walter 
Schlegel,  B.  D. 


For  Opposition :  Kenneth  Singer,  Ruben  Sulsky  and  Nich¬ 
olas  Chiarchiaro. 

ACTION  OF  BOARD — Laid  over  to  March  2,  1971,  at  2 
P.M.,  for  owner  to  submit  additional  information.  Hearing 
continued.  Previously  inspected. 


713-70-A 

APPLICANT — Stephen  B.  Jacobs  for  Alvin  C.  Hudgins, 
owner. 

SUBJECT — Application  November  30,  1970 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED — 27-29  West  94th  Street,  north 
side,  243  feet  west  of  Central  Park  West,  Block  1203,  Lots 
22,  22^2,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  February  9,  1971,  at 
2  P.  M.,  for  continued  hearing  at  the  request  of  the  appli¬ 
cant;  previously  inspected. 


727-70-A 

APPLICANT — Lama  and  Vassalotti  for  Robert  Berne, 
owner. 

SUBJECT — Application  December  8,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Vanitory  unit. 

PREMISES  AFFECTED — 6  to  14  West  66th  Street,  south 
side,  125  feet  west  of  Central  Park  West,  Block  1118,  Lots 
22,  23,  24,  25,  26,  27,  38,  39,  40,  41,  and  42,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

ACTION  OF  BOARD — Laid  over  to  February  9,  1971,  at 
2  P.M.,  for  continued  hearing.  Previously  inspected. 


Adjourned:  4:45  P.M. 

James  P.  Mulroy,  Secretary 
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NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  repre¬ 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  hearing 
can  be  entertained  in  view  of  this  publication  and  of  the 
posting  of  the  calendars  on  the  bulletin  board  in  the  offices 
of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will  be 
held  in  abeyance  by  reason  of  failure  of  the  appellant  or 
applicant  to  file  necessary  data,  or  by  any  other  method  of 
delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 
in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  80 
Lafayette  Street,  9th  floor,  Manhattan,  at  five  cents  each — 
add  postage  payment  if  the  forms  are  forwarded  by  mail. 
Purchase  payment  by  postage  stamps  NOT  ACCEPTABLE. 
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Samuel  L.  Becker,  Vice  Chairman 
Joseph  B.  Klein 
Francis  V.  Madigan 


William  A.  Nolan 


Notice  of  Hearing  of  Calendar. 

Minutes  of  Regular  Meeting,  Tuesday  Morning,  Febru¬ 
ary  9,  1971,  Affecting  Calendar  Numbers — 


Commissioners. 


Solomon  Sheer,  P.  E.,  Director 


Herman  M.  Karson,  R.  A.,  Deputy  Director 


413-39-BZ— Vol.  Ill 

711-53-BZ— Vol.  Ill 

197-54-BZ— Vol.  Ill 

349-61-BZ 

451-69-BZ 

483-69-BZ 

503-69-BZ 

505-69-BZ 

507-69-BZ 

509-69-BZ 

590-69-BZ 

210-70-BZ 


485-70-BZ 

523-70-BZ 

542-70-BZ 

546- 70-BZ 

547- 70-A 

590- 70-BZ 

591- 70-A 
627-70-BZ 
630-70-BZ 
669-70-BZ 
681-70-BZ 
688-70-BZ 


693-70-BZ 

301-70-BZ 

440-70-BZ 

495- 70-BZ 

496- 70-A 
510-70-BZ 
577-70-BZ 
629-70-BZ 
672-70-BZ 
676-70-BZ 
706-70-BZ 


Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  Febru¬ 
ary  9,  1971,  Affecting  Calendar  Numbers — 


James  P.  Mulroy.  Secretary 


John  B.  Cincotta,  Chief  Clerk 


Office— 80  Lafayette 
York.  N.  Y.  10013. 

Telephone — 566-51 74. 


Street.  9th  Floor,  Manhattan,  New 
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708-69-SA 

797-60-SA 

—Vol.  VIII  and 

175-70-SA 

42-61-SM 

2471-BZY — 

176-70-SM 

212-61-SM 

Vol.  VIII 

268-70-SM 

424-61-SM 

2575-BZY— Vol.  VIII 

342-70-SM 

43-62-SM 

and  2576-BZY — 

359-70-SM 

1126-62-SM 

Vol.  VIII 

371-70-SM 

80-63-SA 

2577-BZY— Vol.  VIII 

372-70-SM 

1012-63-SM 

4429-BZY— Vol.  VIII 

380-70-SM 

439-70-SM 

4233-BZY— Vol.  VIII 

398-70-SA 

488-70-SA 

593-70-A 

405-70-SA 

576-70-SM 

609-70-A 

410-70-SA 

347-68-SA 

622-70-A 

438-70-SM 

588-70-SM 

727-70-A 

483-70-SM 

3541  through  3560- 

739-70-A 

597-70-SA 

BZY— Vol.  VII 

746-70-A 

1275-66-SM 

and  1246-BZY — 

747-70-A 

540-68-SM 

Vol.  VIII 

321-70-A 

503-58-SM 

1163-BZY— Vol.  VII 

361-70-A 

18-59-SM 

1176-BZY— Vol.  VII 

414-70-A 

438-59-SA 

2468-BZ  Y— Vol.  VIII, 

713-70-A 

905-59-SA 

2469-BZY — 

583-68-SM 

500-60-SM 

Vol.  VIII,  2470-BZY 

THE  LIBRARY  OF  rM, 

Warning  Notice. 

APR  -  8  1971 

Ul\'iV£RS/Tv  ,  ■ 

CALENDAR 


DOCKET 

Neiv  Cases  Filed  up  to  February  9,  1971 

Cal.  No.  Dept.  Premises  Affected 

70-71-A — B.Q. — 167-10  120th  Avenue,  north  side,  80  feet 
east  of  167th  Street,  Block  12385,  Lot  56,  Baisley  Park, 
Borough  of  Queens,  N.B.  No.  130-70,  re-  Building  in  bed 
of  a  mapped  street,  Ml-1  district. 


71-71-BZ — B.M.— 120  East  38th  Street,  south  side,  153.6 
feet  west  of  Lexington  Avenue,  Block  893,  Lot  79,  Bor¬ 
ough  of  Manhattan,  Alt.  No.  1328-70,  re-  Proposed  office, 
use  group  6,  R-7-2  district. 


72-71-A — F.D. — 515  to  543  East  116th  Street,  north  side, 
entire  block,  536  to  560  East  117th  Street  and  East  River 
Drive,  Block  1716,  Lot  19,  Borough  of  Manhattan,  F.D. 
Order  No.  5323-7,  re-  Standpipe  Lines,  Administrative 
Code. 


73-71-BZ — B.M. — 299  to  333  Pearl  Street,  north  side, 
entire  block  80  to  90  Gold  Street,  80  to  100  Beekman 
Street,  77  Fulton  Street,  and  66  Frankfort  Street,  Block 
94,  part  of  Lot  1,  Borough  of  Manhattan,  N.B.  No.  85-67, 
re-  Multiple  dwelling,  stores,  accessory  garage  with 
transient  parking,  R8  and  C6-4  district. 


74- 71-A — B.M. — 299  to  333  Pearl  Street,  north  side,  en¬ 
tire  block,  80  to  90  Gold  Street,  80  to  100  Beekman 
Street,  77  Fulton  Street,  and  66  Frankfort  Street,  Block 
94,  part  of  Lot  1,  Borough  of  Manhattan,  N.B.  No.  85- 
6 7„  re-  Transient  parking,  R8  and  C6-4  district. 

75- 7 1-A — F.D. — Review  and  reverse  the  decision  of  Fire 
Commissioner,  re-  Use  Linde  Oxygen  Walker  System, 
Administrative  Code. 


76-7 1-A — F.D. — Packaging  of  Flammbale  mixtures 
known  as  “Keystone  Panel  Adhesive  and  Keystone 
Panel  and  Construction”,  11  Fluid  ounces  fibre  cartridge 
containers  not  in  accordance  with  the  Administrative 
Code.  , 


77-71-A — F.D. — Packing  of  combustible  mixtures  known 
as  Keystome  Butyl  Caulk,  11  inch  fluid  ounces  fibre 
cartridges  not  in  compliance  with  regulations  of  the  Ad¬ 
ministrative  Code. 


78-71-A — F.D. — 320  West  201st  Street,  from  Academy 
Street  to  West  202nd  Street  (including  Dock  property), 
Block  2183,  Lot  1,  Harlem  River,  Borough  of  Manhattan, 
F.D.  Order  No.  B769481,  re-  Barge  tied  up  at  pier,  Ad¬ 
ministrative  Code. 


79-71-BZ — B.Q. — 87-04  162nd  Street,  southwest  corner 
of  Highland  Avenue,  Block  9770,  Lot  30,  Jamaica,  Bor¬ 
ough  of  Queens,  Alt.  No.  42-71,  re-  Proposed  Church,  R5 
district. 


80-71-A — F.D. — P.B.  Mutrie  Motor  Transportation  In- 
croporated,  Fire  Department  Letter,  re-  Transportation 
of  Lubricating  Oils  in  tank  trucks  not  in  conformity  with 
the  requirements  of  Administrative  Code. 


81-71-BZ — B.B. — 2124  Bragg  Street,  west  side,  180  feet 
south  of  Avenue  U.  Block  7368.  Lots  15,  16,  Borough  of 
Brooklyn,  N.B.  No.  393-70,  re-  Proposed  day  camp  with 
outdoor  swimming  pool,  Cl-2  in  R4  district. 


APPLICATION  FOR  EXTENSION  OF  TIME 
TO  COMPLETE  CONSTRUCTION 

(Filed  pursuant  to  Section  11-324) 

1246-BZY — Vol.  Ill— B.B.— 65  Court  Street,  N.B. 
907-61. 


DESIGNATIONS:  D— Department  of  Buildings;  B.B.— Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings.  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — ^Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D.— Fire  Department. 


MARCH  2,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  2,  1971,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 

746-49-BZ— Vol.  II 

APPLICANT— H.  Thomas  Kilburn,  Jr.  for  4423  Broadway 
Realty  Corp.,  owner. 

SUBJECT — Application  for  consideration— request  to  Waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  June  14,  1970 — decision  of 
the  Borough  Superintendent ;  previously  granted  on  condi¬ 
tion,  under  Sections  7i  and  21  of  the  Zoning  Resolution, 
permitting  in  a  business  use  district  a  motor  vehicle  repair 
shop  and  the  storage  of  more  than  five  (5)  cars. 
PREMISES  AFFECTED — 4423-4429  Broadway,  west  side, 
158  feet  9)4  inches  south  of  West  190th  Street,  Block  2180, 
Lot  488,  Borough  of  Manhattan. 


88-55-BZ 

APPLICANT — Kenneth  H.  Koons  and  Alfred  Fantino  for 
Gerard  Di  Girolamo,  owner. 

SUBJECT — Application  for  consideration — request  to  Waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  December  7,  1970 — decision  of 
the  Borough  Superintendent ;  previously  granted  on  condi¬ 
tion,  under  Section  7e  of  the  Zoning  Resolution,  permitting 
in  a  residence  and  retail  use  district,  the  use  of  existing 
structure  at  rear  of  site  as  a  garage  and  motor  vehicle  re¬ 
pair  shop. 

PREMISES  AFFECTED— 3327  White  Plains  Road,  west 
side,  246.77  feet  north  of  Rosewood  Street,  Block  4624,  Lot 
49,  Borough  of  The  Bronx. 


146-23-BZ 

APPLICANT — Larry  Meltzer  for  Gabriel  Haber  and  Estate 
of  Abraham  Marcus,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  March  14, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7,  Subdivision  e  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  change  in  occupancy  of  an  existing  public  garage  build¬ 
ing,  to  the  sales,  display  and  warehousing  of  furniture, 
manufacturing  of  draperies  and  bedspreads  and  office. 

PREMISES  AFFECTED — 1976  Crotona  Parkway,  east 
side,  109.79  feet  north  of  East  Tremont  Avenue,  Block 
3121,  Lot  10,  Borough  of  The  Bronx. 


630-70-BZ 

APPLICANT — Buckley  and  Kisseloff  for  St.  Andrew  As¬ 
sociates,  owner;  Capitol  Industries,  Inc.,  lessee. 

SUBJECT — Application  October  16,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  666  of  the  New 
York  City  Charter  and  Section  72-01  (b)  of  the  Zoning 
Resolution,  to  permit  in  a  C6-6  district,  on  an  office  build¬ 
ing  the  installation  of  illuminated  signs  that  exceeds  the 
permitted  surface  area,  exceeds  the  permitted  height  above 
curb  level  and  an  advertising  sign  that  encroaches  on  the 
adjoining  lot.  u 
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PREMISES  AFFECTED — 1368  to  1374  Avenue  of  the 
Americas,  64  to  68  West  56  Street,  southeast  corner,  71 
West  55th  Street,  Block  1271,  Lots  6,  70,  71  and  73,  Bor¬ 
ough  of  Manhattan. 

Laid  over  from  February  9,  1971,  for  hearing. 


538-67-BZ — Vol.  II 

APPLICANT — Lama  &  Vassaoltti  for  Caldo  Realty  Cor¬ 
poration,  owner;  The  Greenpoint  Savings  Bank,  lessee. 

SUBJECT — Application  reopened  October  6,  1970  as  Vol¬ 
ume  II — decision  of  the  Borough  Superintendent,  under 
Sections  72-01  (b)  and  72-21  of  the  Zoning  Resolution,  to 
permit  in  a  Cl-2  district,  the  maintenance  of  an  illumi¬ 
nated  sign  that  exceeds  the  permitted  surface  area. 

PREMISES  AFFECTED — 41-60  to  41-80  Main  Street  and 
133-30  to  133-50  Sanford  Avenue,  Block  5121,  Lot  23, 
Flushing,  Borough  of  Queens. 


1066-67-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Harold  Sussman, 
owner;  Campus  Book  Stores,  Incorporated,  lessee. 

SUBJECT — Application  December  15,  1967 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  in  an  existing 
one  story  structure  occupied  as  automotive  service  station, 
repair  shop  and  bookstore  previously  before  the  Board,  the 
erection  of  an  enlargement  to  the  book  store. 

PREMISES  AFFECTED — 65-01  Kissena  Boulevard,  south¬ 
east  corner  of  65th  Avenue,  Block  6742,  Lot  10,  Flushing, 
Borough  of  Queens. 


18-69-BZ— Vol.  Ill 

APPLICANT — Buckley  and  Kisseloff  for  Emalie  Heckard 
and  Chemical  Bank,  New  York  Trust  Company,  owner. 

SUBJECT — Application  reopened  December  15,  1970  as 
Volume  III — decision  of  the  Borough  Superintendent, 
under  Section  72-21  of  the  Zoning  Resolution,  and  Section 
666  of  the  New  York  City  Charter  to  permit  in  a  C5-3 
district,  at  an  existing  office  building  presently  under  con¬ 
struction,  the  conversion  of  mechanical  space  to  rented 
floor  area  that  increases  the  degree  of  non-compliance. 

PREMISES  AFFECTED — 489  Fifth  Avenue,  eastside,  73 
feet  south  of  East  42nd  Street,  12  East  42nd  Street,  Block 
1276,  Lots  4  and  68,  Borough  of  Manhattan. 


545-70-BZ 

APPLICANT — Edwin  Storch  for  Queens  Stewart  Con¬ 
struction  Corporation,  owner. 

SUBJECT — Application  September  15,  1970 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R5  district,  the  erection  of  a  three 
story,  two  family  dwelling  that  encroaches  on  the  required 
side  yard  and  has  less  than  the  required  open  space  ratio. 

PREMISES  AFFECTED — 34-37  59th  Street,  east  side, 
178.80  feet  south  of  Broadway,  Block  1198,  Lot  23,  Wood- 
side,  Borough  of  Queens. 

625-70-BZ 

APPLICANT — Murray  Rudman  and  David  Pell  for 
Nicholas  G.  Nadola,  owner ;  L.  Glashow  Inc.,  lessee. 

SUBJECT — Application  October  16,  1970 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  Cl-3  district,  in  an  existing  two  story 


building,  the  change  in  occupancy  of  the  first  floor  store 
to  a  limited  contractors  establishment. 

PREMISES  AFFECTED — 2921  Heath  Avenue,  southwest 
corner  of  West  230th  Street,  Block  3260,  Lot  31,  Borough 
of  The  Bronx. 


708-70-BZ 

APPLICANT — Larry  Meltzer  for  Nettie  Bressner,  owner. 

SUBJECT — Application  November  23,  1970 — Decision  of 
the  Borough  Superintendent,  under  Sections  72-21  and  11- 
412  of  the  Zoning  Resolution,  to  permit  in  an  R2  district, 
the  erection  of  a  one  story  enlargement  to  an  existing  two 
family  dwelling  previously  before  the  Board,  that  increases 
the  degree  of  non-compliance  in  floor  area  ratio  and  open 
space  ratio. 

PREMISES  AFFECTED — 131  Beach  135th  Street,  west 
side,  671.21  feet  south  of  Rockaway  Beach  Boulevard,  Block 
16280,  Lot  41,  Belle  Harbor,  Borough  of  Queens. 

761-70-BZ 

APPLICANT — George  Fuchs  for  Oak-Dene  Realty  Corpo¬ 
ration,  owner;  Charles  Friedman,  lessee. 

SUBJECT  Application  December  30,  1970 — decision  of 
the  Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Sections  72-21  and  73-50  of  the 
Zoning  Resolution,  to  permit  in  a  C4-5  district,  in  an  exist¬ 
ing  8  story  building,  the  use  of  a  portion  of  the  first  floor 
as  a  store  with  show  windows,  entrances  and  signs  within 
20  feet  of  a  residence  district. 

PREMISES  AFFECTED — 3  to  5  West  8th  Street,  north 
side,  100  feet  west  of  5th  Avenue,  Block  572,  Lot  45,  Bor¬ 
ough  of  Brooklyn. 


669-70-BZ 

APPLICANT — Buckley  &  Kisseloff  for  Romi  Cohen  & 
Leon  Traube,  owner. 

SUBJECT— Application  November  6,  1970 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  store  and  residential  building  that  encroaches  on  the 
required  front  yard  and  with  accessory  parking. 

PREMISES  AFFECTED— 3555  Hylan  Boulevard,  north¬ 
west  corner  of  Redgrave  Avenue,  Block  5108,  Lots  13,  18, 
21,  23,  25,  27,  28,  29,  31-33,  38,  part  of  Lots  11  and  40, 
New  Dorp,  Borough  of  Richmond. 

Laid  over  from  January  26,  1971,  for  continued  hearing. 

THOMAS  F.  GALVIN,  Chairman 


MARCH  2,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  2,  1971,  at  2  o’clock  at  80  Lafay¬ 
ette  Street'.  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters: 

686-69-A 

APPLICANT — Allen  A.  Sylvane  for  Bess  Kane,  owner; 
Rubin  Engelson,  lessee. 

SUBJECT — Application  November  20,  1969 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 137  Hudson  Street,  west  side, 
28  feet  north  of  Beach  Street,  Block  214,  Lot  24,  Borough 
of  Manhattan. 
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621-70-A 

APPLICANT — Robert  0.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Grand  Paradise  Company,  Inc. 
SUBJECT — Application  October  15,  1970 — for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 318  to  330  Grand  Street,  119  to 
131  Havemeyer  Street,  southeast  corner,  265  to  271  South 
1st  Street,  Block  2396,  Lot  1,  Borough  of  Brooklyn. 


15- 71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Corporation,  owner. 

SUBJECT — Application  January  13,  1971— Filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 22  Ovis  Place,  south  side,  166.50 
feet  west  of  Hylan  Boulevard,  Block  5026,  Lot  123,  Bay 
Terrace,  Borough  of  Richmond. 

16- 71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 23  Thayer  Place,  north  side, 
165.91  feet  west  of  Hylan  Boulevard,  Block  5027,  Lot  41, 
Bay  Terrace,  Borough  of  Richmond. 


17-71- A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 27  Thayer  Place,  north  side, 
140.63  feet  west  of  Hylan  Boulevard,  Block  5027,  Lot  40, 
Bay  Terrace,  Borough  of  Richmond. 


18-7 1-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 29  Thayer  Place,  north  side, 
118.90  feet  west  of  Hylan  Boulevard,  Block,  5027,  Lot  38, 
Bay  Terrace,  Borough  of  Richmond. 


19-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 33  Thayer  Place,  north  side. 
97.27  feet  west  of  Hylan  Boulevard,  Block  5027,  Lot  37, 
Bay  Terrace,  Borough  of  Richmond. 


20-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 


SUBJECT — Application  January  13,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 35  Thayer  Place,  north  side, 
75.62  feet  west  of  Hylan  Boulevard,  Block  5027,  Lot  35, 
Bay  Terrace,  Borough  of  Richmond. 


21-71-A 

APPLICANT— Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 37  Thayer  Place,  north  side, 
53.95  feet  west  of  Hylan  Boulevard,  Block  5027,  Lot  34, 
Bay  Terrace,  Borough  of  Richmond. 


22-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT— Application  January  13,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 41  Thayer  Place,  north  side, 
32.28  feet  west  of  Hylan  Boulevard,  Block  5027,  Lot  32, 
Bay  Terrace,  Borough  of  Richmond. 


23-71-A 

APPLICANT— Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 40  Ovis  Place,  south  side,  24 
feet  west  of  Hylan  Boulevard,  Block  5026,  Lot  131,  Bay 
Terrace,  Borough  of  Richmond. 


24-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971 — filed  pursuant  to 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 36  Ovis  Place,  south  side,  47.75 
feet  west  of  Hyland  Boulevard,  Block  5026,  Lot  129,  Bay 
Terrace,  Borough  of  Richmond. 


25-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Corporation,  owner. 

SUBJECT — Application  January  13,  1971 — filed  pursuant  to 
Section  36.  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 34  Ovis  Place,  south  side,  71.50 
feet  west  of  Hylan  Boulevard,  Block  5026,  Lot  128,  Bay 
Terrace,  Borough  of  Richmond. 


26-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Corporation,  owner. 

SUBJECT — Application  January  13,  1971 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-erection  of 
building  not  fronting  on  a  legal  street. 
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PREMISES  AFFECTED— 30  Ovis  Place,  south  side,  95.25 
feet  west  of  Hylan  Boulevard,  Block  5026,  Lot  127,  Bay 
Terrace,  Borough  of  Richmond. 


27- 71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Corporation,  owner. 

SUBJECT  Application  January  13,  1971 — Filed  pursuant 
to  Section  36.  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 28  Ovis  Place,  south  side  119 
feet  west  of  Hylan  Boulevard,  Block  5026,  Lot  125,’  Bay 
Terrace,  Borough  of  Richmond. 

28- 71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Corporation,  owner. 

SUBJECT  Application  January  13,  1971 — Filed  pursuant 
to  Section  36.  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 24  Ovis  Place,  south  side.  142.75 
feet  west  of  Hylan  Boulevard,  Block  5026,  Lot  124,  Bay 
Terrace,  Borough  of  Richmond. 

29- 71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT  Application  January  13,  1971 — Filed  pursuant 
t°  •l\e.c^on  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 35  Ovis  Place,  north  side  48 
feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  5,  Bay 
Terrace,  Borough  of  Richmond. 


30-71- A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971 — Filed  pursuant 
to  Section  36.  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 39  Ovis  Place,  north  side,  24 
feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  4,  Bay 
Terrace,  Borough  of  Richmond. 


31-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection 
of  building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 21  Ovis  Place,  north  side,  147.55 
feet  west  of  Thollen  Street,  Block  5028,  Lot  14,  Bay  Ter¬ 
race,  Borough  of  Richmond. 


32-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971— Filed  pursuant 
to  Section  36.  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 33  Ovis  Place,  north  side.  72 
feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  6,  Bay  Ter¬ 
race,  Borough  of  Richmond. 


33-71-A 

APPLICANT  Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT  Application  January  13,  1971 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  build- 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 29  Ovis  Place,  north  side  96 
feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  7,  Bay  Ter¬ 
race,  Borough  of  Richmond. 


34-71-A  " — 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT  Application  January  13,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 27  Ovis  Place,  north  side  120 
feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  9,  Bay  Ter¬ 
race,  Borough  of  Richmond. 


35-71-A  " — 

APPLICANT— Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT  Application  January  13,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 23  Ovis  Place,  north  side  144 
feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  12,  Bay  Ter¬ 
race,  Borough  of  Richmond. 


36-71-A  - - 

APPLICANT  Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT  Application  January  13,  1971 — Filed  pursuant 
l°  ..  j^ctlon  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 42  Thayer  Place,  south  side  40 
feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  42,  Bay 
Terrace,  Borough  of  Richmond. 


37-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT  Application  January  13,  1971 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 38  Thayer  Place,  south  side, 
63.75  feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  40, 
Bay  Terrace,  Borough  of  Richmond. 


38-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT  Application  January  13,  1971 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 36  Thayer  Place,  south  side, 
87.50  feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  39,’ 
Bay  Terrace,  Borough  of  Richmond. 


39-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 
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SUBJECT — Application  January  13,  1971— Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 32  Thayer  Place,  south  side, 
111.25  feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  37, 
Bay  Terrace,  Borough  of  Richmond. 


40-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 30  Thayer  Place,  south  side, 
135  feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  35, 
Bay  Terrace,  Borough  of  Richmond. 


41-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 26  Thayer  Place,  south  side, 
158.75  feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  34, 
Bay  Terrace,  Borough  of  Richmond. 

THOMAS  F.  GALVIN,  Chairman 


MARCH  9,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning  March  9,  1971,  at  10  o’clock  at  80  Lafayette 
Street,  ’9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

523-38-BZ 

APPLICANT — IHNAT  Holding  Corporation,  owner. 
SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  4, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7c  and  7h  of  the 
Zoning  Resolution,  permitting  in  a  residence  and  business 
use  district,  the  parking  and  storage  of  motor  vehicles. 
PREMISES  AFFECTED — 23-24  31st  Street,  north  side, 
100  feet  east  of  23rd  Road,  Block  842,  Lot  80,  Astoria, 
Borough  of  Queens. 


410-31-BZ — Vol.  Ill 

APPLICANT — Michael  Levine  for  Louise  E.  DeVito, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  April  10, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7f  and  7i  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  retail  use  district,  the 
extension  of  the  present  gasoline  service  station,  auto 
laundry,  lubritorium  and  office  to  include  minor  repairs 
with  hand  tools  only,  the  maintenance  of  another  gasoline 
pump  and  the  erection  of  a  post  standard  sign. 

PREMISES  AFFECTED— 175-14  Horace  Harding  Ex¬ 
pressway,  south  side,  117.71  feet  west  of  Uptopia  Parkway, 
Block  6891,  Lot  10  (formerly  Lot  26),  Flushing,  Borough 
of  Queens.  * 


384-50-BZ— Vol.  I 

APPLICANT — Edward  W.  Wilson  and  Catherine  Kennedy, 
owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  July  26, 
1965 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the  erec¬ 
tion  and  maintenance  of  a  business  building  (stores). 

PREMISES  AFFECTED — 9  Hillside  Avenue,  south  side, 
102  feet  2  inches  east  of  Broadway,  Block  2170,  Lot  104, 
Borough  of  Manhattan. 


469-55-BZ 

APPLICANT — Lama  &  Vassalotti  for  43  Street  Estates, 
Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  31, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7f,  7i  and  7h  of  the 
Zoning  Resolution,  permitting  in  a  business  and  residence 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  auto  repairs,  car  washing, 
storage,  office  and  sales,  parking  and  storage  of  motor 
vehicles. 

PREMISES  AFFECTED — 4320-4338  Broadway,  east  side, 
from  West  184th  to  West  185th  Streets,  659-665  West 
184th  Street  and  654-660  West  185th  Street,  Block  2167, 
(formerly  Lots  1-6),  Borough  of  Manhattan. 


67-56-BZ 

APPLICANT— A.  L.  Seiden  for  ABP  Roofing  &  Contract¬ 
ing  Corp.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance,  which  expires  April  19, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  parking 
and  storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 102  Madison  Street,  south  side, 
262  feet  west  of  Market  Street,  Block  276,  Lot  38,  Bor¬ 
ough  of  Manhattan. 


674-52-BZ 

APPLICANT — Charles  M.  Spindler  for  Shell  Oil  Com¬ 
pany,  Inc.  (long  term  lessee),  Morgan  Guaranty  Trust 
Company,  (owner). 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  term 
of  variance  which  expired  December  13,  1970 — decision  of 
the  Borough  Superintendent ;  previously  granted  on  con¬ 
dition,  under  Sections  7f,  7i,  7 A  and  7h  of  the  Zoning 
Resolution  permitting  in  a  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station,  lubri¬ 
torium,  motor  vehicle  repairs,  sale  and  storage  of  motor 
vehicles  on  unbuilt  portion  of  lot,  with  a  curb  cut  more 
than  the  permitted  distance  from  the  intersection;  all  for 
a  term  of  fifteen  years. 

PREMISES  AFFECTED — 21-04  21st  Avenue  and  21-01  to 
21-09  21st  Street,  southeast  corner,  Block  880,  Lot  46, 
Astoria,  Borough  of  Queens. 


122-58-BZ 

APPLICANT — Alfonso  Duarte  for  New  York  City  De¬ 
partment  of  Real  Estate,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  term 
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of  variance  which  expired  September  10,  1968— decision  of 
the  Borough  Superintendent;  previously  granted  on  condi¬ 
tion,.  under  Section  7 h  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  residence  use  district,  the  use  of  vacant  land 
for  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles  of  the  pleasure  car  type  only. 

PREMISES  AFFECTED — 434-444  West  25th  Street,  south 
side,  230  feet  east  of  10th  Avenue,  Block  722,  Lots  59-64 
inclusive,  Borough  of  Manhattan. 

122-31-BZ — Vol.  II 

APPLICANT— Hein,  Bradie,  Waters  &  Klein  for  Cecilia 
and  Arthur  Saracino,  owners. 

SUBJECT — Application  for  consideration — Reopening  for 
extension  of  term  of  variance  which  expires  February  23, 
1971 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7f  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  use  district  (now  local 
retail),  the  erection  and  maintenance  of  a  gasoline  service 
station. 

PREMISES  AFFECTED — 141-03  Lakewood  Avenue  (for- 
merely  141-09  Lincoln  Avenue),  northwest  corner  of 
142nd  Street,  Block  10069,  Lot  134  (formerly  Block  1122, 
Lot  134),  South  Jamaica,  Borough  of  Queens. 

579-70-BZ 

APPLICANT — George  Fuchs  for  Fred  Schroeter,  owner. 

SUBJECT — Application  September  17,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  C2-2  and  R4  dis¬ 
trict,.  the  enlargement  in  lot  area  and  floor  area  of  an 
existing  showroom  and  warehouse  structure  previously 
before  the  Board  by  constructing  a  second  floor  that  creates 
non-compliance  in  floor  area  ratio. 

PREMISES  AFFECTED— 64-04  to  64-10  Queens  Boule¬ 
vard.  southeast  corner  of  64th  Street,  Block  2325,  Lots  26, 
30,  32,  Woodside,  Borough  of  Queens. 

678-70-BZ  “ 

APPLICANT — Leonard  F.  Rothkrug  for  Dormar  Service, 
Incorporated,  owner. 

SUBJECT — Application  November  10,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  11-413 
of  the  Zoning  Resolution,  to  permit  in  a  C2-3  district,  on  a 
plot  previously  before  the  Board,  the  change  in  use  from 
garage,  gasoline  service  station  and  automobile  repair  shop 
to  an  automobile  laundry. 

PREMISES  AFFECTED — 2419  to  2425  Church  Avenue, 
north  side,  146.7^5  feet,  east  of  Bedford  Avenue,  Block 
5090,  Lot  86,  Borough  of  Brooklyn. 


683-70-BZ 

APPLICANT — Lama  and  Vassalotti  for  Albert  and  Marie 
Sabini  and  Gerald  and  Eleanor  Rodelli,  owners. 

SUBJECT — Application  November  16,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  the  enlarge¬ 
ment  in  area  and  reconstruction  of  an  automotive  service 
station  with  accessory  uses  previously  before  the  Board. 

PREMISES  AFFECTED — 68-09  to  68-19  Queens  Boule¬ 
vard  and  43-28  to  44-10  69th  Street,  northwest  corner, 
Block  1348,  Lots  37,  40,  Woodside,  Borough  of  Queens. 


668-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Nappi  Furniture, 
Incorporated. 


SUBJECT — Application  November  6,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  one  story  enlargement  to  an  existing  furniture  products 
manufacturing  establishment  previously  before  the  Board. 

I  REMISES  AFFECTED — 1838  Adee  Avenue,  southwest 
corner  of  Ely  Avenue,  Block  4791,  Lot  6,  Borough  of  The 
Bronx. 


12-71-BZ 

APPLICANT — Daniel  Schwartzman  for  New  York  City 
Board  of  Education,  owner. 

SUBJECT  Application  January  13,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-2  district,  the  installa¬ 
tion  of  an  accessory  sewage  treatment  plant  for  a  public 
school  that  encroaches  on  the  required  front  yard. 

PREMISES  AFFECTED — 100  Luten  Avenue,  northwest 
corner  of  Eylandt  Street,  Block  6613,  Lot  1,  Tottenville 
Borough  of  Richmond. 


53-71-BZ 

APPLICANT  Joseph  C.  Schmitt  for  New  York  Board  of 
Education,  Office  of  School  Buildings,  owner. 

SUBJECT— Application  January  21,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-19  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml-1  district,  the  erection 
of  a  three  story  and  basement  public  school. 

PREMISES  AFFECTED — 510  Clermont  Avenue,  north¬ 
west  corner  of  Atlantic  Avenue,  Block  2008,  Lot  1  Bor¬ 
ough  of  Brooklyn. 


590-70-BZ  - - 

APPLICANT— Max  Siegel  Associates  for  Cambridge  Hold- 
ing  Company,  owner ;  Cambridge  Garage  Corporation 
lessee. 

SUBJECT— Application  September  28.  1970— decision  of 
the  Borough  Superintendent,  under  Section  60(3)  of  the 
Multiple  Dwelling  Law,  to  permit  in  an  R10  district,  in 
an  existing  22  story  multiple  dwelling,  the  addition  to  the 
uses  to  include  transient  parking  for  the  unused  and  sur- 
plus  tenants  spaces  for  a  term  of  fifteen  years. 

I"  REMISES  AFFECTED — 1596  to  1608  York  Avenue  and 
508  East  85th  Street,  southeast  corner.  Block  1581  Lot  49 
Borough  of  Manhattan. 

Laid  over  from  February  9,  1971  at  the  request  of  the 

applicant.  Hearing  continued. 


591-70-A 

APPLICANT — Max  Siegel  Associates  for  Cambridge  Hold¬ 
ing  Company,  owner ;  Cambridge  Garage  Corporation, 
lessee. 

SUBJECT — Application  September  28,  1970 — filed  pursuant 
to  Section  60  of  the  Multiple  Dwelling  Law  re-  use  of 
accessory  garage  to  a  Multiple  Dwelling  for  transient 
parking. 

PREMISES  AFFECTED— 1596  to  1608  York  Avenue  and 
508  East  85th  Street,  southeast  corner,  Block  1581,  Lot  49, 
Borough  of  Manhattan. 


546-70-BZ 

APPLICANT — Max  Siegel  Associates  for  Stratford  Hold¬ 
ing  Company,  owner;  York  73rd  Garage  Corporation, 
lessee. 

SUBJECT — Application  September  16,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  60(3)  of  the  Mul- 
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tiple  Dwelling  Law  to  permit  in  an  R8  and  RIO  district, 
in  an  existing  34  story  multiple  dwelling  the  addition  to 
the  uses  to  include  transient  parking  for  the  unused  or 
surplus  tenant  spaces  for  a  term  of  15  years. 

PREMISES  AFFECTED— 1377  to  1391  York  Avenue  and 
433  to  437  East  73rd  Street,  northwest  corner,  and  492  to 
496  East  74th  Street,  Block  1468,  Lot  21,  Borough  of 
Manhattan. 

Laid  over  from  February  9,  1971,  for  continued  hearing. 

547-70-A 

APPLICANT — Max  Siegel  Associates  for  Stratford  Hold¬ 
ing  Company,  owner ;  York  73rd  Garage  Corporation, 
lessee. 

SUBJECT — Application  September  16,  1970 — filed  pursuant 
to  Section  60  of  the  Multiple  Dwelling  Law  re-  use  of 
accessory  garage  to  a  Multiple  Dwelling  for  transient 
parking. 

PREMISES  AFFECTED— 1377  to  1391  York  Avenue  and 
433  to  437  East  73rd  Street,  northwest  corner,  and  492  to 
496  East  74th  Street,  Block  1468,  Lot  21,  Borough  of 
Manhattan. 

THOMAS  F.  GALVIN,  Chairman 


PREMISES  AFFECTED — 59-01  Catalapa  Avenue,  north¬ 
east  corner  of  Forest  Avenue,  Block  3505,  Lot  45,  Ridge¬ 
wood,  Borough  of  Queens. 


819-68-A — Vol.  II 

APPLICANT — Sol  Feinberg  for  David  F.  Bolger,  owner; 
National  Can  Corporation,  lessee. 

SUBJECT — Application  December  29,  1971  reopened  as 
Volume  II — Appeal  from  a  decision  of  the  Fire  Commis¬ 
sioner  re-  Install  additional  automatic  spray  units. 

PREMISES  AFFECTED— 4-40  44th  Drive,  south  side,  39 
feet  south  of  5th  Street,  Block  25,  Lot  15,  Long  Island  City, 
Borough  of  Queens. 


51-71-A 

APPLICANT — Kenneth  H.  Koons  for  Gram  Holding  Cor¬ 
poration,  owner. 

SUBJECT — Application  January  6,  1971 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Sprinkler  System. 

PREMISES  AFFECTED — 1842  to  1846A  Westchester 
Avenue,  south  side,  25.45  feet  east  of  Theriot  Avenue, 
Block  3766,  Lot  39,  Borough  of  The  Bronx. 


MARCH  9,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  9,  1971,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 


573-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Yashica,  Incorporated. 

SUBJECT — Application  October  7,  1969 — Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED— 50-11  to  50-17  Queens  Boule¬ 
vard,  northwest  corner  of  51st  Street,  Block  1319,  Lot  21, 
Woodside,  Borough  of  Queens. 

361-70-A 

APPLICANT — John  T.  O’Neill,  Commissioner,  Depart¬ 
ment  of  Buildings. 

OWNER  OF  PREMISES— David  Zavinsky. 

SUBJECT — Application  June  22,  1970 — Revocation  of  Cer¬ 
tificate  of  Occupancy  #201,5 76. 

PREMISES  AFFECTED— 142  to  156  33rd  Street,  south 
side,  100  feet  west  of  4th  Avenue,  Block  684,  Lot  25, 
Borough  of  Brooklyn. 

728-70-A 

APPLICANT — Buckley  &  Kisseloff  for  Bank  Street  College 
of  Education,  owner. 

SUBJECT — Application  December  8,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  omission  of  a 
suction  tank  for  the  Fire  Stand  Pipe  System,  Building 
Code. 

PREMISES  AFFECTED — 604  to  612  West  112th  Street, 
south  side,  75  feet  west  of  Broadway,  Block  1894,  Lots  56 
and  58,  Borough  of  Manhattan. 

749-70-A 

APPLICANT — Philip  P.  Agusta  for  Margaret  Sohl,  owner. 

SUBJECT — Application  December  21,  1970 — Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  Sprinkler  Systems. 


76-71-A 

APPLICANT — Charles  Levine  for  Keystone  Chemical 
Corporation,  owner. 

SUBJECT— Application  February  4,  1971 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  flam¬ 
mable  mixtures  known  as  Keystone  Panel  Adhesive  and 
Keystone  Panel  and  Construction  Adhesive  in  11  fl.  oz. 
Fibre  Cartridges  not  in  compliance  with  _  regulations  of 
the  Administrative  Code  of  New  York  City. 


77-71-A 

APPLICANT — Charles  Levine  for  Keystone  Chemical 
Corporation,  owner. 

SUB  IECT— Application  February  4,  1971— Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  com¬ 
bustible  mixture  known  as  Keystone  Butyl  Caulk  in  11 
fl.  oz.  Fibre  Cartridges  not  in  compliance  with  regulations 
of  the  Administrative  Code  of  New  York  City. 

THOMAS  F.  GALVIN,  Chairman 


MARCH  16,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  16,  1971,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

689-70-BZ 

APPLICANT — Thomas  P.  Crinnion,  for  A.  &  D.  Halpert, 
owner. 

SUBJECT — Application  November  17,  1970 — Decision  of 
the  Borough  Superintendent,  under  Section  72-2 1  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district  the  con¬ 
version  of  an  existing  two  family  dwelling  to  a  three 
family  dwelling  that  increases  the  degree  of  non-compli¬ 
ance  in  floor  area  ratio,  open  space  ratio  and  lot  are  per 
room  and  creates  non-compliance  on  the  outer  court. 
PREMISES  AFFECTED— 2026  Paulding  Avenue,  east 
side,  150  feet  south  of  Lydig  Avenue,  Block  4302,  Lot  37, 
Borough  of  The  Bronx. 
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690- 70-BZ 

APPLICANT— Thomas  P.  Crinnion  for  Berardelli  and 
Reda,  owners. 

SUBJECT  Application  November  17,  1970 — Decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the  con¬ 
version  of  an  existing  two  family  dwelling  to  a  three 
family  dwelling  that  increases  the  degree  of  non-compli¬ 
ance  in  floor  area  ratio,  open  space  ratio  and  lot  area  per 
room  and  creates  non-compliance  on  the  outer  court. 

PREMISES  AFFECTED — 2022  Paulding  Avenue,  east 
side,  216.67  feet  south  of  Lydig  Avenue,  Block  4302  Lot 
34,  Borough  of  The  Bronx. 

691- 70-BZ 

APPLICAN  f — Thomas  P.  Crinnion  for  Celia  Fuchs, 
owner. 

SUBJECT — Application  November  17,  1970— Decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R3-2  district,  the  con¬ 
version  of  an  existing  two  family  dwelling  to  a  three 
family  dwelling  that  increases  the  degree  of  non-compli¬ 
ance  in  floor  area  ratio,  open  space  ratio  and  lot  area 
per  room  and  creates  non-compliance  on  the  outer  court. 

PREMISES  AFFECTED — 2024  Paulding  Avenue,  east 
side  183.33  feet  south  of  Lydig  Avenue,  Block  4302,  Lot 
36,  Borough  of  The  Bronx. 

695-70-BZ 

APPLICANT — M.  Martin  Elkind  for  Vincent  Gianelli, 
owner. 

SUBJECT  Application  November  20,  1970 — Decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R2  district,  the  con¬ 
version  of  three  retail  stores  to  apartments  that  creates 
non-compliance  in  floor  area  ratio,  open  space  ratio  and 
lot  area  per  room. 

PREMISES  AFFECTED— 209-15  to  209-19  91st  Avenue 
90-56  210th  Street,  northwest  corner,  Block  10558,  Lot 
68,  Hollis,  Borough  of  Queens. 

723-70-BZ 

APPLICANT— Shea,  Gallop  Climenko  and  Gould  for  C.  B. 
and  B.  Associates,  owner. 

SUBJECT— Application  December  4,  1970— Decision  of  the 
Borough  Superintendent,  under  Section  72-01  (b)  of  the 
Zoning  Resolution,  to  permit  in  a  C4-2  district,  the  in¬ 
stallation  of  business  signs  that  exceed  the  permitted  sur¬ 
face  area  and  the  permitted  height  above  curb  level 
PREMISES  AFFECTED— 135-30  140th  Street,  southwest 
corner  of  135th  Avenue,  Block  12093,  Lot  34,  South  Ozone 
Park,  Borough  of  Queens. 

742-70-BZ 

APPLICANT — Hector  Ferreras  for  Pat  Fusco,  owner. 

SUBJECT — Application  December  14,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-1  district,  the 


erection  and  maintenance  of  an  automotive  service  station 
with  accessory  uses. 

PREMISES  AFFECTED — 830  Bay  Street,  southwest  cor¬ 
ner  of  Vanderbilt  Avenue,  Block  2836,  Lot  16,  Clifton, 
Borough  of  Richmond. 


751-70-BZ 


PLICAN  r  Andrew  Di  Camillo  for  Endy  Anderson, 
owner;  New  York  Telephone  Company,  lessee. 

SUBJECT — Application  December  21,  1970— Decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C4-2  and  C8-1  district, 
the  erection  of  a  five  story  garage  and  office  building  that 
exceeds  the  permitted  floor  area  ratio  and  has  less  than 
the  required  accessory  parking. 


PREMISES  AFFECTED— 409  to  425  89th  Street,  north 
side,  53.3  feet  East  of  4th  Avenue,  Block  6065,  Lots  43,  46 
47,  49,  50,  Borough  of  Brooklyn. 


61-71-BZ  ~ 

APPLICANT — Alfonso  Duarte  for  Health  Services  Ad¬ 
ministration,  owner. 

SUBJECT  Application  January  26,  1971 — Decision  of  the 
Borough^  Superintendent,  under  Sections  72-21,  73-481,  73- 
482  and  73-49  of  the  Zoning  Resolution,  to  permit  in  a  C4-3 
and  R6  district,  the  erection  of  a  nine  story  and  cellar  hos¬ 
pital.  that  penetrates  the  sky  exposure  plane,  exceeds  the 
maximum  number  of  accessory  parking  spaces  without  the 
required  screening  and  with  roof  parking. 

PREMISES  AFFECTED — 760  Brodway,  southwest  corner 
of  Flushing  Avenue,  Block  1723,  Lot  1,  Borough  of 
Brooklyn. 


62-71-A  ~ 

APPLICANT  Alfonso  Duarte  for  Health  Services  Ad¬ 
ministration,  owner. 

SUBJECT  Application  January  26,  1971 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Corridors, 
Magnetic  door  devices. 

PREMISES  AFFECTED — 760  Broadway,  southwest 
corner  of  Flushing  Avenue,  Block  1723,  Lot  1,  Borough 
of  Brooklyn. 

700-70-BZ 

APPLICANT  Abram  Shlefstein  for  Esther  Sheinbaum. 
owner;  Joseph  Sheinbaum,  lessee. 

SUBJECT  Application  November  20,  1970— decision  of  the 
Borough  Superintendent,  under  Sections  73-211,  73-212 
and  11-412  of  the  Zoning  Resolution,  to  permit  in  a  C2-2 
district,  the  enlargement,  in  lot  area  and  the  reconstruction 
of  an  automotive  service  station  with  accessory  uses  pre¬ 
viously  before  the  Board. 

PREMISES  AFFECTED— 205-33  to  205-43  Hollis  Avenue 
and  109-42  Francis  Lewis  Boulevard,  northwest  corner, 
Block  10912,  Lots  30  and  32,  Hollis,  Borough  of  Queens. 

THOMAS  F.  GALVIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  FEBRUARY  9,  1971,  10  A.M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

413-39-BZ — Vol.  Ill 

APPLICANT — Lama  &  Vassalotti  for  Gulf  Oil  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition,  under  Section 
7c,  7i  and  7h  of  the  Zoning  Resolution,  permitting  in  a 
residence  and  business  use  district,  the  reconstruction  of 
existing  gasoline  service  station,  part  of  which  is  to  be 
discontinued  and  extension  of  existing  uses  to  include 
motor  vehicles  waiting  to  be  serviced. 

PREMISES  AFFECTED— 9-33  Ocean  Avenue,  east  side, 
38  feet  11^  inches  south  of  P.  C.  of  Flatbush  Avenue, 
Block  5024,  Lot  29,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  Ill,  on  July  7,  1953,  on  certain  conditions;  and 

Whereas,  the  resolution  was  last  amended  on  January 
27,  1970;  and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July 
7,  1953,  as  amended  through  January  27,  1970,  by  adding 
thereto : 

“that  this  automotive  service  station  may  be  altered 
substantially  as  shown  on  revised  drawings  of  proposed 
conditions  marked  ‘Received  January  14,  1971’,  two 
sheets,  on  condition  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in 
all  respects.”  (B.N.  3148-69) 


711-53-BZ— Vol.  Ill 

APPLICANT — Lama  and  Vassalotti  for  Getty  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  July  24,  1971 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7f  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  retail  use  district, 
the  increase  in  area  of  the  gasoline  service  station,  pre¬ 
viously  granted  by  the  Board,  by  adding  the  adjoining 
lot  for  use  of  parking  and  storage  of  motor  vehicles  and 
a  ground  sign. 

PREMISES  AFFECTED— 114-01  to  114-19  (114-05  offi¬ 
cial)  Farmers  Boulevard,  east  side,  from  114th  Road  to 
Murdock  Avenue,  191-02  to  191-08  Murdock  Avenue  and 
191-01  to  191-07  114th  Road,  Block  11007,  Lot  5,  (for¬ 
merly  Lots  1  and  5),  St.  Albans,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 


ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  Ill,  on  April  11,  1961,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  9,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April 
11,  1961,  as  amended  through  April  2,  1963,  only  as  to  the 
term  of  the  variance,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  July  24,  1971,  to 
permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  1910-60) 


197-54-BZ— Vol.  Ill 

APPLICANT — Lama  and  Vassalotti  for  Bartley  Holding 
Corp.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  17, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  7e  of  the  Zoning  Resolution,  to  permit  in  a  residence 
use  district,  the  change  in  use  of  the  premises  constructed 
and  maintained  in  part  as  a  gasoline  service  station  with 
conjunctive  uses  and  in  part  as  a  doctors’  office  building  by 
converting  the  doctors’  office  building  to  an  office  build¬ 
ing  and  maintenance  of  a  business  sign. 

PREMISES  AFFECTED— 58-12  to  58-30,  (58-12  to  58- 
20,  official)  Francis  Lewis  Boulevard  and  58-15  to  58-37 
Hollis  Court  Boulevard,  northwest  corner,  Block  7450, 
Lot  11,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  to  reopen  withdrawn 
at  the  request  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative  :  . .  0 


349-61-BZ 

APPLICANT— Robert  Gottlieb  for  James  Petrillo,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  July  18,  1971 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  retail  and  residence  use  dis¬ 
tricts,  the  parking  and  storage  of  pleasure  type  automo¬ 
biles  in  assigned  spaces  on  a  monthly  rental  basis. 

PREMISES  AFFECTED — 1221  Morrison  Avenue,  west 
side,  99.89  feet  north  of  Westchester  Avenue,  Block  3777, 
Lot  58,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 
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THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  18,  1961,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  February  9,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July 
18,  1961,  only  as  to  the  term  of  the  variance,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  five  years  from  July  18,  1971, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  202-61) 


451-69-BZ 


APPLICANT— Ingram  S.  Carner  for  Shell  Oil  Company 
(long  term  lease)  Stafac,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November 
25,  1970 —  decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Section  11-412  of  the 
Zoning  Resolution,  permitting  in  a  C2-2  district,  the 
enlargement  in  area  of  the  accessory  building  of  an 
existing  automotive  service  station  previously  before  the 
Board. 

PREMISES  AFFECTED— 90-01  to  90-11  Myrtle  Avenue 
northeast  corner  of  Woodhaven  Boulevard,  Block  3883, 
Lot  29,  Glendale,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Charles  J.  Stidolph. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  ap¬ 
plication  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board 
on  November  25,  1969,  on  certain  conditions ;  and 

Whereas,  the  resolution  was  amended  on  Tuly  14,  1970' 
and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  November  25,  1969,  as  amended 
through  July  14,  1970,  only  as  to  the  time  to  complete  the 
work,  so  that  as  amended  this  portion  of  the  resolution  shall 
read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.”  (Alt. 


483-69-BZ 

APPLICANT — Ingram  S.  Carner  for  Shell  Oil  Company 
(long  term  lease). 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November 
25,  1970 — decision  of  the  Borough  Superintendent;  pre¬ 


viously  granted  on  condition,  under  Section  11-412  of  the 
Zoning  Resolution,  permitting  in  an  R5  district,  the 
enlargement  in  lot  area  and  rehabilitation  of  an  automo¬ 
tive  service  establishment  previously  before  the  Board. 

PREMISES  AFFECTED — 8401  to  8419  Flatbush  Avenue, 
northeast  corner  of  East  84th  Street,  Block  8005,  Lots 
2  and  6,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  J.  Stidolph. 

ACTION  OF  BOARD — Rules  of  Procedure  waive,  ap¬ 
plication  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  o 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board 
on  November  25,  1969,  on  certain  conditions ;  and 

Whereas,  the  resolution  was  amended  on  July  21,  1970; 
and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  work. 

Resolved,,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  November  25.  1969,  as  amended 
through  July  21,  1970  only  as  to  the  time  to  complete  the 
work,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(Alt.  1439-69) 


503-69-BZ 

APPLICANT — Belson,  Connolly  &  Belson  for  Housing 
&  Development  Administration  of  The  City  of  New  York. 
Sponsor  (Contractual  Owner),  International  Brotherhood 
of  Pulp,  Sulphite  and  Paper  Mill  Workers. 

SUBJECT — Application  for  consideration — request  to  waive 
Rules  of  Procedure  and  reopening  for  extension  of  time 
which  expired  December  2,  1970— decision  of  the  Borough 
Superintendent;  under  Section  72-21  of  the  Zoning  Reso¬ 
lution,  permitting  in  an  Ml-5  district,  the  erection  of  a 
housing  development  building  that  will  have  windows 
that  will  encroach  on  the  minimum  distance  to  a  lot  line. 

PREMISES  AFFECTED — 326-328  Greenwich  Street,  west 
side,  Entire  Block  bounded  bv  Greenwich  Street,  Duane 
Street,  Franklin  Street  and  North  Moore  Street,  Block 
142,  Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Jerrold  I.  Hirschien. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  ap¬ 
plication  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  o 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  2,  1969;  on  certain  conditions;  and 

Whereas,.  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved.,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  December  2,  1969,  only  as  to  the 
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time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.”  (N.B. 
41-69) 


505-69-BZ 

APPLICANT — Belson,  Connolly  &  Belson  for  Housing 
&  Development  Administration  of  The  City  of  New  York. 
Sponsor  (Contractual  Owner),  International  Brotherhood 
of  Pulp,  Sulphite  &  Paper  Mill  Workers. 

SUBJECT — Application  for  consideration — request  to  waive 
Rules  of  Procedure  and  reopening  for  extension  of  time 
which  expired  December  2,  1970 — decision  of  the  Borough 
Superintendent;  under  Section  72-21  of  the  Zoning  Reso¬ 
lution,  permitting  in  an  Ml-5  district,  the  erection  of  a 
housing  development  building  that  will  have  windows  that 
will  encroach  on  the  minimum  distance  to  a  lot  line. 

PREMISES  AFFECTED — 340-342  Greenwich  Street,  west 
side,  Entire  Block  bounded  by  Greenwich  Street,  Duane 
Street,  Franklin  Street  and  North  Moore  Street,  Block 
182,  Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Jerrold  I.  Hirchien. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  ap¬ 
plication  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  2,  1969,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  December  2,  1969,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  42-69) 


507-69-BZ 

APPLICANT — Belson,  Connolly  &  Belson  for  Housing  & 
Development  Administration  of  The  City  of  New  York, 
Sponsor  (Contractual  Owner),  International  Brother¬ 
hood  of  Pulp,  Sulphite  and  Paper  Mill  Workers. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
time  to  complete  which  expired  December  2,  1970 — de¬ 
cision  of  the  Borough  Superintendent ;  under  Section  72- 
21  of  the  Zoning  Resolution,  permitting  in  an  Ml-5 
district,  the  erection  of  a  housing  development  building 
that  will  have  windows  that  will  encroach  on  the  minimum 
distance  to  a  lot  line. 

PREMISES  AFFECTED — 356-358  Greenwich  Street,  west 
side,  Entire  Block  bounded  by  Greenwich  Street,  Duane 
Street,  Franklin  Street  and  North  Moore  Street,  Block 
183,  Part  of  Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Jerrold  I.  Hirschien. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  ap¬ 
plication  reopened  and  time  to  complete  work  extended. 


THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative  :  . .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board 
on  December  2,  1969,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  December  2,  1969,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  43-69) 

509-69-BZ 

APPLICANT — Belson,  Connolly  &  Belson  for  Housing  & 
Development  Administration  of  The  City  of  New  York, 
Sponsor  (Contractual  Owner),  International  Brotherhood 
of  Pulp,  Sulphite  &  Paper  Mill  Workers. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
time  to  complete  which  expired  December  2,  1970 — deci¬ 
sion  of  the  Borough  Superintendent ;  under  Section  72-21 
of  the  Zoning  Resolution,  permitting  in  an  Ml-5  district, 
the  erection  of  a  housing  development  building  that  will 
have  windows  that  will  encroach  on  the  minimum  lot  line. 
PREMISES  AFFECTED— 372-374  Greenwich  Street,  west 
side,  Entire  Block  bounded  by  Greenwich  Street,  Duane 
Street,  Franklin  Street  and  North  Moore  Street,  Block 
183,  Part  of  Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Jerrold  I.  Hirschien. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  2,  1969,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  December  2,  1969,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution” 
(N.  B.  44-69). 


590-69-BZ 

APPLICANT — Charles  F.  Murphy  for  Sol  Bilgrei,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  February  10, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district  the  erection  of  a 
one  story  building  for  use  as  a  contractor’s  establishment. 

PREMISES  AFFECTED — -50-06  38th  Street,  southwest 
corner  of  Greenpoint  Avenue,  Block  234,  Lot  13,  Long 
Island  City,  Borough  of  Queens. 
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APPEARANCES— 

For  Applicant:  Hugh  P.  Fox. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  10,  1970;  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Feb¬ 
ruary  10,  1970,  only  as  to  the  time  to  complete  the  work, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“that  substantial  construction  shall  be  completed  within 
one  year  from  February  10,  1971.”  (N.B.  1146-69) 


210-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Morris  J.  Goldberg, 
owner. 

SUBJECT — Application  April  3,  1970 — decision  of  tbe  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  building  for  use  as  a  factory  with  accessory 
loading  and  parking  in  the  open  area. 

PREMISES  AFFECTED— 111-02  Astoria  Boulevard, 
southeast  corner  of  111th  Street,  Block  1705,  Lots  1  and 
5,  Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  None. 

For  Administration:  Mark  A.  Levine,  City  Planning 
Commission. 

ACTION  OF  BOARD — Laid  over  to  March  30,  1971,  at 
10  A.M.,  for  continued  hearing  at  the  request  of  tbe 
City  Planning  Commission;  previously  inspected. 


485-70-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Hershey  Asso¬ 
ciates,  Inc.,  owner. 

SUBJECT — Application  August  20,  1970 — decision  of  the 
Borough  Superintendent  under  Section  666  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  one 
story  and  mezzanine  building  for  use  as  a  warehouse  with 
accessory  parking  in  the  open  area. 

PREMISES  AFFECTED — Compton  and  Newman  Avenue, 
northwest  corner  of  Pugsley  Avenue,  Block  3502,  Lots  1 
and  2,  Borough  of  The  Bronx  (no  street  or  house  num¬ 
ber). 

APPEARANCES— 

For  Applicant :  Samuel  J.  Kisseloff. 

For  Onnosition :  Samuel  Bodian  for  Park  Dept.,  Mrs. 
H.  Nilians,  Phyllis  Monoghan,  Peter  A.  Pflum,  Thomas 
J.  Heater,  Vincent  Diorio  and  Carmine  Sessa. 

ACTION  OF  BOARD — Laid  over  to  February  23,  1971, 
at  10  A.M.,  for  continued  hearing.  Previously  inspected. 


523-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Hunter  Associates, 
owner. 


SUBJECT — Application  August  27,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R6  district,  the  erection 
of  a  one  story  and  cellar  building  for  use  as  a  metal  and 
plastic  manufacturing  establishment. 

PREMISES  AFFECTED — 37-05  108th  Street,  southeast 
corner  of  37th  Avenue,  Block  1777,  Lots  1  and  4,  Corona, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  Charles  W.  Prince,  Jose  Paul  Pueda 
and  Mirian  Pueda. 

ACTION  OF  BOARD — Laid  over  to  February  23,  1971, 
at  10  A.M.,  for  decision.  Hearing  closed.  Previously 
inspected. 


542-70-BZ 

APPLICANT — Ludwig  P.  Bono  for  Charles  Goldberg, 
owner. 

SUBJECT — Application  August  17,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  con¬ 
version  of  a  two  family  dwelling  to  a  three  family  dwelling 
that  increases  the  degree  of  non-compliance  in  floor  area 
ratio,  open  space  ratio  and  encroachment  in  the  side  yard 
and  creates  non-compliance  in  lot  area  per  room. 

PREMISES  AFFECTED — 2005  Hone  Avenue,  northwest 
corner  of  Neill  Avenue,  Block  4302,  Lot  21,  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant:  Ludwig  P.  Bono,  Charles  Goldberg  and 
Luke  Goldberg. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  February  23,  1971, 
at  10  A.M.,  for  continued  hearing.  Previously  inspected! 


546-70-BZ 

APPLICANT — Max  Siegel  Associates  for  Stratford  Hold¬ 
ing  Company,  owner,  York  73rd  Garage  Corporation, 
lessee. 

SUBJECT— Application  September  16,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  60(3)  of  the  Mul¬ 
tiple  Dwelling  Law  to  permit  in  an  R8  and  R10  district, 
in  an  existing  34  story  multiple  dwelling,  the  addition  to 
the  uses  to  include  transient  parking  for  the  unused  or 
surplus  tenant  spaces  for  a  term  of  15  years. 

PREMISES  AFFECTED — 1377  to  1391  York  Avenue  and 
433  to  437  East  73rd  Street,  northwest  corner,  and  492  to 
496  East  74th  Street,  Block  1468,  Lot  21,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  None. 

ACTION  OF  BOARD — Uaid  over  to  March  9,  1971,  at 
10  A.M.,  for  continued  hearing  at  the  request  of  the 
applicant;  previously  inspected. 


547-70-A 

APPLICANT — Max  Siegel  Associates  for  Stratford  Hold¬ 
ing  Company,  owner,  York  73rd  Garage  Corporation, 
lessee. 

SUBJECT — Application  September  16,  1970 — filed  pursuant 
to  Section  60  of  the  Multiple  Dwelling  law  re-  use  of 
accessory  garage  to  a  Multiple  Dwelling  for  transient 
parking. 
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PREMISES  AFFECTED— 1377  to  1391  York  Avenue  and 
433  to  437  East  73rd  Street,  northwest  corner,  and  492  to 
496  East  74th  Street,  Block  1468,  Lot  21,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  March  9,  1971,  at 
10  A.M.,  for  a  continued  hearing  in  conjunction  with  Cal. 
No.  546-70-BZ. 


590-70-BZ 

APPLICANT — Max  Siegel  Associates  for  Cambridge 
Holding  Company,  owner;  Cambridge  Garage  Corpora¬ 
tion,  lessee. 

SUBJECT — Application  September  28,  1970 — decision  of 
the  Borough  Superintendent,  under  Section  60(3)  of  the 
Multiple  Dwelling  Law  of  the  Zoning  Resolution,  to  per¬ 
mit  in  an  RIO  district,  in  an  existing  22  story  multiple 
dwelling,  the  addition  to  the  uses  to  include  transient  park¬ 
ing  for  the  unused  and  surplus  tenants  spaces  for  a  term 
of  fifteen  years. 

PREMISES  AFFECTED— 1596  to  1608  York  Avenue  and 
508  East  85th  Street,  southeast  corner,  Block  1581,  Lot 
49,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  March  9,  1971,  at 
10  A.M.,  at  the  request  of  the  applicant.  Hearing  con¬ 
tinued.  Previously  inspected. 


591-70-A 

APPLICANT — Max  Siegel  Associates  for  Cambridge 
Holding  Company,  owner;  Cambridge  Garage  Corpora¬ 
tion,  lessee. 

SUBJECT — Application  September  28,  1970 — filed  pursuant 
to  Section  60  of  the  Multiple  Dwelling  Law  re-  use  of 
accessory  garage  to  a  Multiple  Dwelling  for  transient 
parking. 

PREMISES  AFFECTED— 1596  to  1608  York  Avenue  and 
508  East  85th  Street,  southeast  corner,  Block  1581,  Lot 
49,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  March  9,  1971,  at  10 
A.M.,  at  the  request  of  the  applicant.  Hearing  continued. 
Previously  inspected. 


627-70-B  Z 

APPLICANT— Dominick  Salvati  and  Son  for  George 
Angelastro,  owner. 

SUBJECT — Application  October  16,  1970— decision  of  the 
Borough  Superintendent,  under  Section  73-241  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district,  in  an 
existing  one  story  building  occupied  as  a  restaurant  the 
addition  to  the  uses  to  include  cabaret. 

PREMISES  AFFECTED— 2148  to  2150  Flatbush  Avenue, 
west  side,  140  feet  south  of  Quentin  Road,  Block  7889, 
Lot  49,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harriet  R.  Jacobs. 

For  Opposition:  James  F.  May  and  Annette  J.  May. 

ACTION  OF  BOARD — Laid  over  to  February  23,  1971,  at 
10  A.M.,  for  decision  at  the  request  of  the  applicant;  ob¬ 
jectors  concur;  applicant  and  civic  association  to  confer; 
hearing  previously  closed. 


630-70-BZ 

APPLICANT — Buckley  and  Kisseloff  for  St.  Andrew  As¬ 
sociates,  owner,  Capitol  Industries,  Inc.,  lessee. 

SUBJECT— Application  October  16,  1970 — decision  of  the 
Borougli  Superintendent,  under  Section  666  of  the  New 
York  City  Charter  and  Section  72-01  (b)  of  the  Zoning 
Resolution,  to  permit  in  a  C6-6  district,  on  an  office  build¬ 
ing  the  installation  of  illuminated  signs  that  exceeds  the 
permitted  surface  area,  exceeds  the  permitted  height  above 
curb  level  and  an  advertising  sign  that  encroaches  on  the 
adjoining  lot. 

PREMISES  AFFECTED— 1368  to  1374  Avenue  of  the 
Americas,  64  to  68  West  56th  Street,  southeast  corner,  71 
West  55th  Street,  Block  1271,  Lots  6,  70,  71  and  73,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  March  2,  1971,  at 
10  A.M.,  for  hearing  at  the  request  of  the  applicant. 

669-70-BZ 

APPLICANT — Buckley  &  Kisseloff  for  Romi  Cohen  & 
Leon  Traube,  owners. 

SUBJECT — Application  November  6,  1970 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  store  and  residential  building  that  encroaches  on  the 
required  front  yard  and  with  accessory  parking. 

PREMISES  AFFECTED — 3555  Hylan  Boulevard,  north¬ 
west  corner  of  Redgrave  Avenue,  Block  5108,  Lots  13,  18, 
21,  23,  25,  27,  28,  29,  31-33,  38  part  of  Lots  11  and  40, 
New  Dorp,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff. 

For  Opposition :  Rosemary  Nattland,  Patricia  Sherry 
and  Harry  Crawford. 

For  Administration:  Mark  A.  Levine,  City  Planning 
Commission. 

ACTION  OF  BOARD — Laid  over  to  March  2,  1971,  at 
10  A.M.,  for  continued  hearing  at  the  request  of  the 
applicant ;  previously  inspected. 

681-70-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  November  12,  1970 — decision  of 
the  Borough  Superintendent,  under  Sections  73-14  and 
73-65  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district,  the  erection  of  a  fourth  floor  to  an  existing  tele¬ 
phone  exchange  that  increases  the  degree  of  non-com¬ 
pliance  in  floor  area  ratio,  open  space  ratio,  front  yard, 
side  yard  and  sky  exposure  plane. 

PREMISES  AFFECTED— 140-02  to  140-10  183rd  Street. 
182-08  to  182-26  140th  Avenue,  southwest  corner  and 
182nd  Street,  Block  13040,  Lot  1,  Springfield  Gardens, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  Chase,  Donald  Pringle,  Anthony 
Guaseo,  Alvin  Squire  and  Stanley  H.  Singer. 

For  Opposition :  Albert  Osborne. 

ACTION  OF  BOARD — Laid  over  without  date,  for  appli¬ 
cant  to  submit  additional  information.  Hearing  closed. 
Previously  inspected. 

688-70-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Tower  Heating 
and  Oil  Burner  Company  Incorporated,  owner. 
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SUBJECT — Application  November  17,  1970 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-2  and  R4  district, 
the  erection  of  a  structure  to  enclose  an  existing  storage 
yard  and  parking  lot. 

PREMISES  AFFECTED — 3148  East  Tremont  Avenue, 
west  side,  380.39  feet  north  of  Waterbury  Avenue,  Block 
5350,  Lot  54,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Thomas  P.  Crinnion. 

For  Opposition :  Thelma  Louvar. 

ACTION  OF  BOARD — Laid  over  to  February  23,  1971, 
at  10  A.M.  for  re-inspection  and  continued  hearing. 


693-70-BZ 

APPLICANT — David  Weinberg  for  New  York  Bank  for 
Savings,  owner. 

SUBJECT — Application  November  18,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-42  of 
the  Zoning  Resolution,  to  permit  in  a  C6-2,  C2-5  and  R8  dis¬ 
trict,  the  construction,  and  maintenance  of  a  public  parking 
lot  extending  into  the  residence  portion  of  the  site. 

PREMISES  AFFECTED — 307  West  14th  Street,  north  side, 
125  feet  west  of  8th  Avenue,  89  to  95  8th  Avenue  and  308  to 
310  West  15th  Street,  Block  738,  Lots  30,  37,  38,  40  and  46, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition  :  Dorothy  Kenyon. 

ACTION  OF  BOARD — Laid  over  to  February  23,  1971,  at 
10  A.M.,  for  continued  hearing  at  the  request  of  an  ob¬ 
jector;  applicant  to  be  notified;  previously  inspected. 


301-70-BZ 


APPLICANT — Sol  Feinberg  for  C  &  J  Cirillo  Corporation, 
owner. 


SUBJECT— Application  May  19,  1970 — decision  of  the  De¬ 
partment  of  Ports  and  Terminals,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  M3-1  district,  the 
installation  of  gasoline  storage  tanks  that  encroaches  on 
the  minimum  distance  to  a  zoning  district  boundary. 
PREMISES  AFFECTED — 527-537  Smith  Street,  east  side, 
190  feet  south  of  West  Ninth  Street,  Block  480,  Lot  1, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Sol  Feinberg  and  Otto  Sambach. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 


Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative :  . 


5 

0 


THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  November  10,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  December  8,  1970;  then  to  January  12, 
1971 ;  then  to  January  26,  1971 ;  then  to  February  9,  1971  ; 
and 


Whereas,  the  decision  of  the  Department  of  Ports  and 
Terminals,  dated  April  17,  1970,  acting  on  Applic.  700054, 
reads : 


“L  Application  is  contrary  to  42-275  (c) — (1)  of 
the  zoning  resolution  re-  distance  from  M-l  and  M-2 
districts  and  limit  of  storage.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  /he  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  M3-1  district,  the  installation  of  gasoline  storage  tanks 
that  encroaches  on  the  minimum  distance  to  a  zoning  district 
boundary,  on  condition  that  all  work  shall  conform  to  draw¬ 
ings  filed  with  this  application  marked  “Received  May  15 
1970,”  3  sheets,  “September  29,  1970,”  one  sheet,  “January 
7,  1971,”  one  sheet,  and  “February  1,  1971,”  one  sheet;  that 
all  laws,  rules  and  regulations  applicable  be  complied  with; 
and  that  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 


440-70-BZ 

APPLICANT — Philip  P.  Agusta  for  Rosati  Homes  Inc., 
owner. 

SUBJECT — Application  August  13,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and  73-212 
of  the  Zoning  Resolution,  to  permit  in  a  C2-2  district,  the 
erection  and  maintenance  of  an  automotive  service  station 
with  accessory  uses. 

PREMISES  AFFECTED — 90-11  Beach  Channel  Drive, 
north  side,  287.57  feet  east  of  Beach  92nd  Street,  Block 
16109,  Lot  38  (Tent.),  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino  and  Philip  P. 
Agusta. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD— No  recommendation  received. 

ACTION  Ob  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative :  .  o 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
December  1,  1970,  after  due  notice  by  publication  in  the 
Bulletin:  laid  over  to  January  5,  1971;  then  to  January  26, 
1971 ;  then  to  February  9,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  4,  1970,  acting  on  N.  B.  Applic.  226/1970, 
reads : 

“1.  Proposed  automobile  service  station,  accessory 
5  car  storage,  2  pumps  in  open  area,  Use  Group  16  B; 
located  in  a  C2-2  in  R4  zoning  district ;  is  contrary  to 
Sec.  32-00  Z.  R.  &  Sec.  32-31  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  the  hazards  or  disadvantages  to  the  community 
at  large  through  the  location  of  the  proposed  use  at  the 
particular  site  outweigh  the  advantages  to  be  derived  by  the 
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community  and,  it  is  unable  to  make  the  required  findings 
under  Section  73-11  of  the  Zoning  Resolution  under  the  gen¬ 
eral  provisions  for  Special  Permit  uses. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  4,  1970,  acting  on  N.  B.  Applic.  226/1970, 
Objection  No.  1,  be  and  it  hereby  is  affirmed  and  that  the 
application  be  and  it  hereby  is  denied. 

495-70-BZ 

APPLICANT— Morton  S.  Cahn  for  Esquire  Realty  Corp., 
owner. 

SUBJECT — Application  August  26,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  666  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R8  district,  the  maintenance  of  an 
existing  eleven  story  building  for  medical  offices. 
PREMISES  AFFECTED — 1882  Grand  Concourse,  east 
side,  56.9  feet  north  of  Mt.  Hope  Place,  Block  2801,  Lot  31, 
Borough  of  The  Bronx. 

APPEARANCES— 
for  Applicant:  Morton  S.  Cahn. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
January  12,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  26,  1971;  then  to  February  9, 
1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  20,  1970,  acting  on  Alt.  Applic.  59/1969,  reads : 

“6.  Location  of  offices  above  the  level  of  the  1st 
sty.  ceiling  located  in  a  R8  district  is  contrary  to  Sec¬ 
tion  22-10  of  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted  un¬ 
der  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R8  district,  the  maintenance  of  an  existing  11-story  building 
for  medical  offices,  on  condition  that  all  work  shall  conform 
to  drawings  filed  with  this  application  marked  “Received 
August  26,  1970,”  one  sheet,  and  “November  20,  1970,”  9 
sheets ;  that  all  laws,  rules  and  regulations  applicable  be 
complied  with,  and  that  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 


496-70-A 

APPLICANT — Morton  S.  Cahn  for  Esquire  Realty  Corp., 
owner. 

SUBJECT — Application  August  26,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Egress. 

PREMISES  AFFECTED — 1882  Grand  Concourse,  east  side, 
56.9  feet  north  of  Mt.  Hope  Place,  Block  2801,  Lot  31, 
Borough  of  The  Bronx. 


APPEARANCES— 

For  Applicant :  Morton  S.  Cahn. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  20,  1970  on  Alt.  Applic.  59-69,  reads : 

“3.  Provide  adequate  egress  from  all  floor  levels  as 
per  Section  304.1  A.  C.  &  26-293  A.  C.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  20,  1970,  acting  on  Alt.  Applic.  59-69,  Objection 
No.  3,  be  and  it  hereby  is  modified  and  that  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  the  resolution  adopted 
this  day  under  Calendar  Number  495-70-BZ  shall  be  complied 
with. 


510-70-BZ 

APPLICANT — Robert  Gottlieb  for  1180  Randall  Avenue 
Corporation,  owner. 

SUBJECT — Application  September  3,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  M3-1  district,  the  main¬ 
tenance  of  an  existing  factory  with  loading  berths  less  than 
the  required  size  and  within  50  feet  of  intersecting  streets. 
PREMISES  AFFECTED — 1180  Randall  Avenue,  southeast 
corner  of  Worthen  Street,  Block  2768,  Lot  97,  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant :  Robert  Gottlieb. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  January _  5,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  26,  1971 ;  then  to  February  9, 
1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  14,  1970,  acting  on  Alt.  Applic.  793/1966, 
reads : 

“C-3  Provide  required  off-street  loading  berth 
(44-52  Z.R.)  showing  size  (44-581  Z.R.)  and  location 
(44-582  Z.R.).” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  M3-1  district,  the  maintenance  of  an  existing  factory 
with  loading  berths  less  than  the  required  size  and  within 
50  feet  of  intersecting  streets,  on  condition  that  all  work  shall 
conform  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  September  3,  1970,”  3  sheets;  that  all  laws,  rules  and 
regulations  applicable  be  complied  with,  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


577-70-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Lowell  Enter¬ 
prises,  Inc.,  owner;  Larsen  Baking  Company,  Inc.,  lessee. 
SUBJECT — Application  September  1,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -2  district  at  an  existing 
one  story  building  occupied  as  a  wholesale  bakery,  the 
niaintenance  of  a  roof  mechanical  equipment  enclosure  that 
increases  the  degree  of  non-conformity. 

PREMISES  AFFECTED — 64  to  78  West  9th  Street,  south 
side,  53  feet  west  of  Henry  Street,  Block  539,  Lot  14, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frederick  A.  Ketcher. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  January  26,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  9,  1971;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  24,  1970,  acting  on  Alt.  Applic.  555/1970, 
reads : 

“1.  Structural  alterations  to  a  bldg,  used  for  a  non- 
conforming  use  is  contrary  to  52-22  Z.R. 

2.  Proposed  enlargement  of  a  non-conforming  use 
is  contrary  to  52-40  Z.R.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  Cl-2  district,  at  an  existing  one-story  building  occupied 
as  a  wholesale  bakery,  the  maintenance  of  a  roof  mechanical 
equipment  enclosure  that  increases  the  degree  of  non-con¬ 
formity,  on  condition  that  all  work  shall  conform  to  draw¬ 
ings  filed  with  this  application  marked  “Received  September 
1,  1970,”  5  sheets ;  that  all  laws,  rules  and  regulations  be 
complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


629-70-BZ 

APPLICANT — Lama  and  Vassalotti  for  Abraham  Lazarus 
and  Sam  Finkelman,  owners. 

SUBJECT— Application  October  9,  1970— decision  of  the 
Borough  Superintendent,  under  Section  11-413  of  the 
Zoning  Resolution,  to  permit  in  a  C8-2  and  R5  district, 
on  a  plot  previously  before  the  Board,  in  conjunction 
with  the  erection  of  a  one  story  tire  sales  service  and 
installation  establishment,  the  expansion  of  the  accessory 
parking  into  the  residence  district. 

PREMISES  AFFECTED— 878  to  888  Coney  Island  Ave¬ 
nue,  west  side,  158.105/8  feet  north  of  18th  Avenue,  Block 
5403,  Lot  21,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  Cecila  Mannond. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  January  26,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  9,  1971;  and 

W  hereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  5,  1970,  acting  on  N.B.  Applic.  278/1970, 
reads : 

“1.  On  a  lot  located  partly  in  a  C8-2  and  partly  in 
an  R5  Zone,  the  proposed  use  of  the  R5  portion  for  re¬ 
quired  and  lion-required  accessory  open  parking  spaces 
for  a  tire  sales  and  auto  repair  establishment  to  be  built 
on  the  C8-2  portion  of  the  lot,  is  contrary  to  22-00  of 
the  Zoning  Resolution. 

(Note)  The  lot  was  formerly  used  for  open  auto  sales 
granted  by  the  B.S.A.  under  Cal.  #584-57-BZ.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-413  of  the  Zoning  Reso¬ 
lution,  the  change  in  use  of  the  present  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Section  11-1413  of  the  Zoning  Resolution, 
in  an  C8-2  and  R5  district,  on  a  plot  previously  before  the 
Board,  in  conjunction  with  the  erection  of  a  one-story  tire 
sales  service  and  installation  establishment,  the  expansion  of 
the  accessory  parking  into  the  residence  district,  on  condition 
that  all  work  shall  conform  to  drawings  filed  with  this  applica¬ 
tion  marked  “Received  October  9,  1970,”  3  sheets;  that  all 
laws,  rules  and  regulations  applicable  be  complied  with,  and 
that  substantial  construction  be  completed  within  one  year 
from  the  date  of  this  resolution. 


672-70-BZ 

APPLICANT — Harry  Soled  for  Rabbi  Jonas  Frost  (Cong. 
Beth  Medrash  Chemed),  owner. 

SUBJECT — Application  November  10,  1970 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  on  a  plot 
with  an  existing  dwelling,  the  enlargement  of  the  existing 
garage  for  use  as  a  synagogue  that  encroaches  on  the 
required  front  and  side  yards  and  has  less  than  the  mini¬ 
mum  distance  between  buildings. 
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PREMISES  AFFECTED— 1749  Slst  Street  (rear  build¬ 
ing),  northeast  corner  of  New  Utrecht  Road,  Block  5460, 
Lot  49,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Harry  Soled. 

For  Opposition:  Sidney  Rothenberg,  Josephine  Rothen- 
berg,  Mary  Celano  and  Ruth  Starr. 
RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
January  26,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  9,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  26,  1970,  acting  on  Alt.  Applic.  1278/1970, 
reads : 

“1.  The  proposed  reconstruction  and  enlargement 
of  an  existing  private  garage,  to  be  used  for  a  Synagogue 
in  Use  Group  4,  located  in  an  R5  Zone,  within  30  feet 
of  an  existing  dwelling  on  the  same  lot,  is  contrary  to 
23-711  of  the  Zoning  Resolution. 

2.  Provide  two  8-foot  side  yards  as  per  24-35  Z.  R. 

3.  Provide  10-foot  front  yards  as  per  24-34  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R5  district,  on  a  plot  with  an  existing  dwelling,  the  en¬ 
largement  of  the  existing  garage  for  use  as  a  synagogue 
that  encroaches  on  the  required  front  and  side  yards  and 
has  less  than  the  minimum  distance  between  buildings,  on 
condition  that  all  work  shall  conform  to  drawings  filed  with 
this  application  marked  “Received  November  10,  1970,”  5 
sheets ;  that  all  laws,  rules  and  regulations  applicable  be 
complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


676-70-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 
SUBJECT — Application  November  12,  1970 — decision  of 
the  Borough  Superintendent,  under  Section  73-65  of  the 
Zoning  Resolution,  to  permit  in  a  C8-2  district,  the  erec¬ 
tion  of  a  three  story  enlargement  to  an  existing  telephone 
exchange  that  increases  the  degree  of  non  compliance  in 
floor  area  ratio  and  encroaches  on  the  required  yard  along 
a  district  boundary. 

PREMISES  AFFECTED — 1101  Avenue  R,  northeast  cor¬ 
ner  of  Coney  Island  Avenue,  Block  6794,  Lot  53,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  Chase,  Donald  Pringle  and  Joseph 
Augusciak. 

For  Opposition :  None. 


RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  . .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  January  26,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  9,  1971;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  6,  1970,  acting  on  Alt.  Applic.  1007/1970, 
reads : 

“1.  Maximum  floor  area  ratio  has  been  exceeded 
(Z.R.  33-11  and  Z.R.  33-122). 

2.  Minimum  required  rear  yard  along  boundary  of 
residential  zone  is  not  provided.  Provide  30'  yard  (Z.R. 
33-292  and  Z.R.  33-26  and  Z.R.  33-301).” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-65  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-65  of  the  Zoning  Resolution,  to  permit 
in  a  C8-2  district,  the  erection  of  a  three-story  enlargement 
to  an  existing  telephone  exchange  that  increases  the  degree 
of  non-compliance  in  floor  area  ratio  and  encroaches  on  the 
required  yard  along  a  district  boundary,  on  condition  that 
all  work  shall  conform  to  drawings  filed  with  this  applica¬ 
tion  marked  “Received  November  12,  1970,”  16  sheets ;  that 
all  laws,  rules  and  regulations  applicable  be  complied  with, 
and  that  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 

706-70-BZ 

APPLICANT — Pedro  F.  Lopez  for  City  of  New  York 
Housing  and  Development  Administration,  owner. 
SUBJECT — Application  November  25,  1970 — Decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  four  story  multiple  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  penetrates  the  sky  ex¬ 
posure  plane  and  with  less  than  the  required  accessory 
parking. 

PREMISES  AFFECTED — 539  Macon  Street,  north  side, 
200  feet  west  of  Reid  Street,  Block  1666,  Lots  56  and  57, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Robert  Karp,  Amos  Gaillard  and  William 
Gibby. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan . 4 

Negative:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


W hereas,  a  public  hearing  was  held  on  this  application  on 
January  19,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  2,  1971;  then  to  February 
9,  1971 ;  and 
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Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  5,  1970,  acting  on  N.  B.  Applic.  69/1970, 
reads : 

“1.  The  proposed  building  does  not  meet  the  re¬ 
quirements  for  minimum  open  space  ratio  as  required 
under  Sec.  23-142  of  Z.  R. 

2.  The  proposed  building  exceeds  the  maximum 
floor  area  ratio  and  is  contrary  to  the  requirements  of 
Sec.  23-142  of  Z.  R. 

3.  The  proposed  building  does  not  comply  with  the 
provisions  of  Sec.  23-223  of  Zoning  Resolution  for  re¬ 
quired  lot  area  per  room. 

4.  Group  parking  facilities  are  not  provided,  there¬ 
fore  one  accessory  off-street  parking  space  must  be  pro¬ 
vided  for  each  dwelling  unit  as  per  Sec.  25-22  of  Z.  R. 

5.  Proposed  building  penetrates  the  sky  exposure 
plane  and  does  not  comply  with  Sec.  23-631  of  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R5 
district,  the  erection  of  a  four-story  multiple  dwelling  that 
exceeds  the  permitted  floor  area  ratio,  has  less  than  the  re¬ 
quired  open  space  ratio  and  lot  area  per  room,  penetrates  the 
sky  exposure  plane,  and  with  less  than  the  required  accessory 
parking,  on  condition  that  all  work  shall  conform  to  drawings 
filed  with  this  application  marked  “Received  November  25, 
1970,  8  sheets  *  and  that  all  laws,  rules  and  regulations 

applicable  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 


Adjourned:  12:35  P.M. 


James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  FEBRUARY  9,  1971,  2  P.M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

708-69-SA 

APPLICANT — Patterson  Pump,  owner;  Quimby  Equip¬ 
ment  Company,  Inc.,  agent. 

APPEARANCES— 

For  Applicant:  Wallace  L.  Quimby. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  . .  0 

THE  RESOLUTION— 

W hereas,  the  report  of  a  Committee  on  Test  reads : 
708-69-SA — The  Patterson  Pump  Division  of  Patterson 
Industries,  Inc.,  Erie,  Pennsylvania,  filed  for  approval  of 
Patterson  Fire  Pumps  (4x3  ME,  6X5  MAA,  6X5  M  [500 


GPM],  5X4  M,  6X5  M  [1000  GPM],  and  8X6  MI)  under 
the  provisions  of  C26-1703.ll  and  C26-1702.15  of  the  Build¬ 
ing  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Horizontal  centrifugal  fire  pumps  for 
standpipe  and  sprinkler  service. 

DESCRIPTION :  The  cast  iron  centrifugal  pump  is  split 
on  a  horizontal  center  line.  The  lower  half  contains  opposed 
suction  and  discharge  nozzles.  The  top  half  contains  the 
bronze  impeller.  The  largest  shaft  diameter  size  is  8".  Shafts 
3"  or  less  in  diameter  are  made  of  stainless  steel.  Larger 
shafts  are  made  of  alloy  steel.  Data  for  the  individual  models 
are  as  follows : 


Rated 

Capacity 

—GPM 

Size-In. 

Type 

Designa¬ 

tion 

Rated 
Net 
Head 
Pressure 
Range 
— PSI 

Approxi¬ 
mate 
Speed 
— RPM 

500 

4X3 

ME 

100 

1750 

500 

6X5 

MAA 

100-182 

3550 

750 

6X5 

M 

100-125 

1750 

750 

5X4 

M 

100 

2500 

1000 

6x5 

M 

100-125 

1750 

1500 

8X6 

MI 

100 

1750 

INSPECTION  AND 

TEST: 

The  pumps 

are  listed  bv 

Underwriters’ 

Laboratories  as 

approved  centrifugal  fire 

pumps — horizontal  shaft  (2194  U3.8). 
RECOMMENDATIONS:  The  Committee 

on  Test  rec- 

ommends  the  approval  of  Patterson  Fire  Pumps  (4X3  ME, 
6x5  MAA,  6X5  M  [500  GPM],  5X4  M,  6X5  M  [1000 
GPM],  and  8X6  MI)  under  the  provisions  of  C26-1703.ll 
and  C26-1702.15  of  the  Building  Code  on  condition  that  the 
pumps  shall  be  installed  in  accordance  with  the  appropriate 
provisions  of  C26-1703.ll  and  C26-1702.15  and  that  only 
electric  motor  drivers  shall  be  used  for  the  pumps.  The 
pumps  shall  be  permanently  labeled:  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  708-69-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  of  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

175-70-SA 


APPLICANT — Alpine-Western,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 


Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative :  . 


5 

0 
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THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
17S-70-SA — Alpine-Western,  Inc.,  Lakewood,  Colorado, 
filed  for  approval  of  the  Alpine  High  Speed  Oven  (AHSO 
1031)  under  the  provisions  of  C26-702  of  the  Building  Code 
of  the  City  of  New  York. 

PROPOSED  USE:  Drying  of  coatings  on  inside  of  cans 
by  using  high  velocity  heated  air.  (oven) 

DESCRIPTION :  The  oven  contains  a  conveyor  and  con¬ 
veyor  drive,  retainer  cages,  fans  and  motors,  burner  equip¬ 
ment  with  safety  devices,  temperature  controller,  and  con¬ 
trol  panel  with  pushbuttons  and  pilot  lights.  The  complete 
unit  measures  31'-0"  long  X  6'-8"  wide  X  10'-0"  high. 
Details  are  as  follows : 

Curing  enclosure 

Walls  are  4"  thick.  Outer  panels  are  20  gauge  outer  paint 
bond  steel.  Inner  panels  are  16  gauge  aluminized  steel  sheets. 
Filling  is  six  pound  density  Rockwood  insulation.  Oven 
air  temperature  is  650°F.  Outside  skin  temperature  does  not 
exceed  125°F.  Two  2'X4'  insulated  access  door  with  safety 
release  catches  and  a  Pyrex  observation  window  are  pro¬ 
vided. 

Preventilation  and  cooling  enclosure 

The  construction  is  16  gauge  painted  bond  steel  supported 
by  structural  steel.  Side  panels  are  removable.  Each  en¬ 
closure  is  furnished  with  a  4500  cubic  feet  per  minute  ca¬ 
pacity  centrifugal  fan,  driven  by  a  5  horsepower,  1800  RPM, 
3-phase,  60-cycle,  drip-proof  motor.  Supply  ductwork  is 
fabricated  of  16  and  18  gauge  painted  bond  and  aluminized 
steel  with  adjustable  and  slide  dampers. 

Heating  equipment 

The  burner  is  an  airflow,  direct  gas-fired  Maxon,  rated  at 
2,500,000  BTU  per  hour.  Supply  ductwork  is  similar  to 
that  of  the  preventilation  and  cooling  enclosure.  The  supply 
fan  is  double  width,  double  inlet,  operating  at  19,500  cubic 
feet  per  minute  and  400°F.,  and  driven  by  a  50  horsepower, 
1800  RPM,  3-phase,  60  cycle  drip-proof  motor.  The  exhaust  fan 
is  single  width,  single  inlet,  operating  at  5,600  cubic  feet  per 
minute  and  400°F.,  and  driven  by  5  horsepower,  1800  RPM, 
3-phase,  60  cycle,  drip-proof  motor.  Other  features  include 
a  motorized  airflow  mixer,  a  modulating  air  operated  valve 
motor,  main  and  pilot  gas  regulators  and  shutoff  cocks,  auto¬ 
matic  spark  ignition,  gas  pilots,  solenoid  valves,  and  required 
assembly  piping. 

Safety  controls 

The  following  safety  devices  are  included  to  protect  against 
power  failure,  air  failure,  gas  failure,  fan  failure,  burner  mal¬ 
function,  and  loss  of  purging  time  in  the  curing  section. 

1.  One  electronic  flame  safety  unit  (Honeywell  or  equiva¬ 
lent). 

2.  Two  air  flow  switches  (Honeywell  or  equivalent). 

3.  One  ignition  transformer  (Honeywell  or  equivalent). 

4.  One  hi-limit  temperature  safety  unit  (Burling  or 
equivalent). 

5.  Two  gas  pressure  switches  (Honeywell  or  equivalent). 

6.  One  air  pressure  switch  (Honeywell  or  equivalent). 

7.  One  pilot  solenoid  valve  (Honeywell  or  equivalent). 

8.  One  main  gas  safety  shutoff  valve  (Maxon  or  equiva¬ 
lent). 

9.  One  purge  timer  (Eagle  Signal  1-5  Minute). 

10.  Two  gas  pressure  regulators,  main  and  pilot. 

11.  One  Taylor  121  RG  120  temperature  recording  con¬ 
troller. 

12.  One  PhotoCell  Guard  System  to  prevent  loading  of  a 
malfunctioning  conveyor. 

INSPECTION  AND  TEST :  The  plans  for  the  oven  have 
been  approved  by  the  Factory  Mutual  Engineering  Associa¬ 
tion,  Chicago  (143,  2-20-70). 


RECOMMENDATIONS:  The  Committee  on  Test  rec¬ 
ommends  the  approval  of  the  Alpine  High  Speed  Oven 
(AHSO  1031)  under  the  provisions  of  C26-702  of  the  Build¬ 
ing  Code  on  condition  that  the  oven  is  installed  in  accordance 
with  the  appropriate  provisions  of  C26-702.  The  oven  shall 
be  permanently  labeled:  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  175-70-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  of 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


176-70-SM 

APPLICANT — United  States  Gypsum  Company,  owner; 
J.  R.  Dowling  and/or  D.  G.  Kottke,  agent. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
176-70-SM — The  United  States  Gypsum  Company,  New 
York,  N.  Y.,  filed  for  approval  of  a  Three-Hour  Staggered 
Truss  with  a  One-Hour  Gypsum  Wallboard  Chasewall  par¬ 
tition  under  the  provisions  of  C26-501.1  of  the  Building  Code 
of  the  City  of  New  York. 

PROPOSED  USE:  Three-hour  fire  rated  truss  within  a 
one-hour  fire  rated  non-load  bearing  partition  (Chasewall) 
DESCRIPTION :  The  truss  has  a  top  horizontal  10WF 
25.4  structural  steel  beam  with  cross-sectional  dimensions  of 
10"  x  4$4",  a  x%6"  thick  flange,  and  a  cross-sectional 
area  of  7.38  square  inches.  It  is  anchored  to  the  concrete 
18"  on  center.  The  bottom  horizontal  is  a  4Yz"  x  1"  thick 
rectangular  steel  plate.  The  vertical  members  are  double 
3"xlfs"  steel  channels  with  a  thick  web,  flanges  with 
an  average  thickness  of  and  a  cross-sectional  area  of 
1.19  square  inches.  The  two  channels  are  connected  at  their 
third  points  by  Yz"  x  4"  x  Yz"  steel  inserts.  The  overall 
vertical  member  dimensions  are  3"x3j£".  The  diagonal 
members  are  similar  to  the  vertical  members.  They  vary 
in  that  the  two  channels  are  connected  by  being  welded  to 
y2"  thick  steel  plates  at  both  ends.  All  members  are  con¬ 
nected  to  each  other  by  means  of  welding  to  Y2"  x  14"  x  16" 
steel  connecting  plates.  All  members  are  covered  on  all 
sides  with  a  IVs"  thick  layer  of  a  cementitious  mixture 
(sprayed  plaster),  which  has  a  mimimum  average  density  of 
23  lbs. /cubic  foot. 
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The  partition  assembly  consists  of  the  truss  protected  on 
both  sides  by  a  $4"  thick  layer  of  gypsum  or  lath  wallboard. 
The  wallboard  is  screwed  to  steel  studs  and  floor  and  ceiling 
runners.  The  runners  are  channel-shaped,  1"  deep  x  2/" 
wide,  No.  25  gauge  galvanized  steel,  attached  to  the  floor 
and  ceiling  with  powder  driven  concrete  fasteners.  The  steel 
studs  are  channel-shaped,  2 $4"  wide  x  1  $4"  legs,  have  /" 
folded  flanges  in  legs,  and  are  made  of  No.  23  gauge  gal¬ 
vanized  steel. 

INSPECTION  AND  TEST :  The  truss  and  partition  were 
tested  by  Underwriters’  Laboratories  (File  R1319-125-126, 
R4142,  Assignment  68CH7035-6).  The  truss  was  given  a 
three-hour  fire  rating  and  the  partition  was  given  a  one- 
hour  fire  rating. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  a  Three-Hour  Staggered-Truss  with 
the  One-Hour  Gypsum  Wallboard  Chasewall  partition  as 
herein  described  under  the  provisions  of  C26-501.1  of  the 
Building  Code.  The  truss  and  partition  shall  be  permanently 
labeled :  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number  176-70- 
SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


268-70-SM 

APPLICANT — Universal  Builders  Supply  Company,  In¬ 
corporated  for  SGB-EPIC. 

APPEARANCES— 

For  Applicant:  Kalmon  R.  Yudkowsky. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker. 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
268-70-SM — The  Universal  Builders  Supply  Company,  Inc., 
representing  SGB-EPIC,  Mount  Vernon,  New  York,  filed 
for  approval  of  SGB-EPIC  Ten  Ton  Steel  Shoring  under 
the  provisions  of  C26-1904.3  of  the  Building  Code  of  the 
City  of  New  York. 

PROPOSED  USE:  Temporary  support  in  the  shoring  of 
concrete  beams  and  floors. 

DESCRIPTION :  The  major  components  of  the  shoring  are 
the  shoreframes.  They  consist  of  two  vertical  posts  and  three 
horizontal  cross-members.  They  vary  in  width  between  2' 


and  5'  and  in  height  between  4'  and  6'.  Cross  braces  con¬ 
nect  the  bottom  of  a  post  of  one  shoreframe  to  the  top  of  a 
post  of  another  shoreframe.  Members  are  welded  together. 
Brace  locks  lock  the  cross  braces  to  the  shoreframes.  The 
shore  heads  are  channel-shaped  and  are  4"  or  8"  wide.  They 
are  supported  by  up  to  5'  of  shore  staff.  Screw  connections 
between  the  shoreframes  with  the  shore  staffs  and  the  shore- 
frames  with  the  base-plates  allow  the  total  height  of  the 
shoring  to  be  adjusted.  The  shoring  is  designated  as  having 
a  ten  ton  capacity. 

INSPECTION  AND  TEST :  The  shoring  was  load  tested 
to  destruction  by  the  Jersey  Testing  Laboratories  Company, 
Newark,  New  Jersey.  The  test  variables  included  dimen¬ 
sions  of  the  shoreframes  and  cross  braces,  adjustment  of  the 
screw  connections,  and  number  of  tiers  of  shoring.  Failure 
points  varied  from  80,392  to  117,617  lbs.  (20,098  to  29,404 
lbs.  per  leg). 

RECOMMENDATIONS :  The  Committee  on  Test  rec¬ 
ommends  the  approval  of  SGB-EPIC  Ten  Ton  Steel  Shoring 
under  the  provisions  of  C26-1904.3  of  the  Building  Code  on 
condition  that  at  least  two  legs  shall  be  used  as  support  of 
any  beam  or  floor  and  with  loading  not  to  exceed  10,000  lbs./ 
leg.  The  shoring  shall  be  permanently  labeled:  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City,  under  Calendar  Number  268-70-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


342-70-SM 

APPLICANT — United  States  Gypsum  Company,  owner ; 
J.  R.  Dowling  and/or  D.  G.  Kottke,  agent. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  o 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
342-70-SM — The  United  States  Gypsum  Company,  New 
York,  filed  for  approval  of  /2"  Sheetrock  Three-Hour  Column 
Protection  under  the  provisions  of  C26-501.1  of  the  Building 
Code  of  the  City  of  New  York. 

PROPOSED  USE:  Three-hour  column  protection. 
DESCRIPTION:  The  core  of  the  assembly  is  a  14WF228 
minimum  size  steel  building  column,  with  outside  dimensions 
of  16"  x  15 7/&",  a  flange  thickness  of  HJie",  a  web  thickness 
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of  ljle",  and  a  cross-sectional  area  of  67.06  square  inches.  A 
No.  25  gauge  galvanized  steel  stud,  134"  wide  x  \5Aq"  and 
l%e"  leg  x  )4"  folded  flange,  is  located  on  each  corner  of  the 
column.  The  column  and  studs  are  surrounded  by  gypsum 
wallboard  or  lath,  both  screwed  to  the  studs.  One  J4"  thick 
layer  is  put  over  the  flanges  and  two  )4"  thick  layers  are  put 
over  the  webs.  Gypsum  plaster  %e"  thick  is  applied  over  the 
lath.  No.  26  gauge  galvanized  steel  corner  beads,  with  1)4" 
legs,  are  nailed  to  the  corners  of  the  wallboard. 
INSPECTION  AND  TEST :  The  assembly  was  tested  by 
Underwriters’  Laboratories  (File  R1319,  Asignmcnt  69CH- 
6274)  and  was  given  a  three-hour  fire  rating. 
RECOMMENDATIONS:  The  Committee  on  Test  rec¬ 
ommends  the  approval  of  )4"  Sheetrock  Three-Hour  Column 
Protection  under  the  provisions  of  C26-501.1  of  the  Building 
Code.  The  assemblies  shall  be  permanently  labeled:  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Calendar  Number  342-70-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Num¬ 
ber.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  address  or  to  submit  the  annual  affidavit  will  be 
cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


359-70-SM 

APPLICANT — Kaiser  Gypsum  Company,  Inc.,  owner;  E. 
A.  Millis,  agent. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
359-70-SM — The  Kaiser  Gypsum  Company,  Inc.,  Oakland, 
Califorina,  filed  for  approval  of  Kaiser  KW-602  2-Hour 
Drywall  Shaft  Partition  under  the  provisions  of  C26-501.1 
of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Two-hour  non-load  bearing  non-com¬ 
bustible  drywall  shaft  partition. 

DESCRIPTION :  The  partition  consists  of  four  layers  of 
34"  thick  Kaiser  Null-A-Fire  Type  X  Gypsum  Wallboard 
attached  to  25  gauge  Kaiser  Speed  Studs.  Channel  tracks 
are  fastenel  to  the  floor  and  ceiling  24"  on  center.  Studs 
of  the  same  depth,  134”  or  2)4",  are  set  into  the  channel 
tracks  24"  apart.  The  first  three  layers  of  wallboard  are 
screwed  attached  to  the  studs.  They  are  arranged  so  that 
their  seams  are  staggered.  Vertical,  1 J4"  thick,  26  gauge 
galvanized  steel  strips  are  screw  attached  at  the  stud 


lines  to  the  third  layer  of  wallboard.  The  fourth  layer  of 
wallboard  is  screw  attached  to  the  steel  strips.  The  parti¬ 
tion  height  limits  are  12'-0"  for  134"  studs  and  14' -6"  for 
2)4"  studs. 

INSPECTION  AND  TEST:  The  Pittsburgh  Testing 
Laboratory,  Oakland,  California,  conducted  transverse  load 
tests  upon  the  partition.  Both  stud  sizes  were  tested.  Deflec¬ 
tions  for  various  loads  were  determined.  G.  E.  Troxell, 
Consulting  Engineer,  Berkeley,  California,  conducted  a  fire- 
resistance  test  upon  the  partitions  and  confirmed  a  2-hour 
rating. 

RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Kaiser  KW-602  2-Hour  Drywall 
Shaft  Partition  under  the  provisions  of  C26-501.1  of  the 
Building  Code.  The  partitions  shall  be  permanently  labeled: 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  359-70-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Num¬ 
ber.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  address  or  to  submit  the  annual  affidavit  will  be 
cause  of  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


371-70-SM 

APPLICANT — United  States  Gypsum  Company,  owner ; 

J.  R.  Dowling  and/or  D.  G.  Kottke,  agents. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Material  approved  in  acordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTIONS— 

Whereas,  the  report  of  a  Committee  on  Test  reads 
371-70-SM— The  United  States  Gypsum  Company,  New 
York,  filed  for  approval  of  two-hour  beam  fire-proofing 
known  as  34"  Sheetrock  Fire  code  under  the  provisions  of 
C26-501.1  of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Two-hour  caged  beam  floor  and  ceiling 
assembly  fireproofing. 

DESCRIPTION :  The  top  layer  of  the  assembly  consists 
of  2)4"  of  sand-gravel  concrete.  The  next  layer  is  a  1)4" 
thick  fluted  steel  floor  unit  welded  to  the  beam.  The  beam 
is  designated  as  8-WF-24  and  is  made  of  ASTM  A36  steel. 
The  sides  (web)  and  bottom  (flange)  of  the  beam  are  sur¬ 
rounded  by  two  layers  of  34'  thick  gypsum  wallboard.  Steel 
runner  channels,  1  11/16"  deep  x  1"  legs,  or  steel  runner 
agles,  1"  x  2",  are  located  at  the  four  interior  corners  of 
the  wallboard.  The  gaps  between  the  beam  and  the  wallboard 
are  2  3/16"  on  the  sides  and  1)4"  on  the  bottom.  Three 
1"  x  8"  steel  runner  channels  are  located  against  the  two  sides 
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and  one  bottom  interior  surfaces  of  the  wallboard  opposite 
the  two  webs  and  the  bottom  flange  of  the  beam. 
INSPECTION  AND  TEST :  The  assembly  was  tested  by 
Underwriters’  Laboratories  (File  R4024-5,  Assignment 
6LK5040)  and  was  given  a  two  hour  fire  rating  (beam  only). 
RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  two-hour  beam  fireprofing  only  known 
as  Y%"  Sheetrock  Firecode  under  the  provisions  of  C26-501.1 
of  the  Building  Code.  All  plans  submitted  to  the  Department 
of  Buildings  showing  the  proposed  use  of  this  construction 
shall  be  labeled  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Cal.  371-70-SM. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  of 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


372-70-SM 

APPLICANT — United  States  Gypsum  Company,  owner; 
J.  R.  Dowling  and/or  D.  G.  Kottke,  agents. 

APPEARANCES- 
For  Applicant :  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

N  egative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
372-70-SM — The  United  States  Gypsum  Company,  New 
York,  filed  for  approval  of  three-hour  caged  beam  floor  and 
ceiling  assembly  fireproofing  known  as  )4"  Sheetrock  Fire- 
code  under  the  provisions  of  C26-501.1  of  the  Building  Code 
of  the  City  of  New  York. 

PROPOSED  USE:  Three-hour  caged  beam  fireproofing. 
DESCRIPTION :  The  top  layer  of  the  assembly  consists  of 
2y2"  of  sand-gravel  concrete.  The  next  layer  is  a  1)4"  thick 
fluted  steel  floor  unit  welded  to  the  beam.  The  beam  is  of 
the  type  designated  8-WF-24  and  is  made  of  ASTM  A36 
steel.  The  sides  (web)  and  bottom  of  the  beam  are  sur¬ 
rounded  by  three  layers  of  )4"  thick  gypsum  wallboard.  The 
two  top  interior  corners  of  the  wallboard  contain  1  11/16" 
deep  x  1"  legs,  galvanized  steel  runner  channels.  The  two 
bottom  corners  contain  1"  x  2"  galvanized  steel  corner 
angles.  A  galvanized  steel  runner  channel,  with  1"  and  2" 
legs,  covers  the  entire  interior  surface  of  the  wallboard.  The 
beam  clears  the  runner  channel  by  1  3/16"  on  the  sides 
(web)  and  1"  on  the  bottom  (flange). 

INSPECTION  AND  TEST :  The  assembly  was  tested  by 
Underwriters’  Laboratories  (File  R4024-11,  Assignment 
66K6459)  and  the  beam  was  given  a  three-hour  fire  rating. 


RECOMMENDATIONS  :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  three-hour  caged  beam  fireproofing 
known  as  )4"  Sheetrock  Firecode  under  the  provisions  of 
C26-501.1  of  the  Building  Code. 

All  plans  submitted  to  the  Department  of  Buildings  show¬ 
ing  the  proposed  use  of  this  construction  shall  be  labeled 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Cal.  372-70-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer.  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  inaccordance  with  the  above 
report. 


380-70-SM 

APPLICANT — The  Carsi  Company,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant:  Carl  J.  Giordano. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
380-70-SM — The  Carsi  Company,  Incorporated  Pheonixville, 
Pennsylvania,  filed  for  approval  of  l%",  214",  4)4"  Carsi 
Studs  and  Tracks  under  the  provisions  of  RS  10-13  of  the 
Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Dry  wall  construction  (studs  and 
track). 

DESCRIPTION :  The  studs  and  tracks  are  made  of  25 
gaugle  galvanized  steel.  The  studs  have  l5Ae"  x  Y"  and  1 
x  J4"  flanges  to  allow  for  nesting.  The  track  is  1"  x  1)4" 
high.  The  bottom  of  the  track  is  the  same  width  as  the 
stud.  The  sides  converge  at  a  4°  angle  to  perpendicular. 
This  allows  the  stud  to  fit  snugly  in  the  track  and  remain 
erect  without  the  use  of  screws  until  the  dry  wall  can  be 
screwed  to  the  stud. 

INSPECTION  AND  TEST :  The  studs  and  track  meet  the 
requirement  of  RS  10-13  in  that  they  are  made  of  galvanized 
steel  and  .are  25  gauge. 

RECOMMENDATIONS :  The  Committee  on  Test  recom¬ 
mends  the  approval  of_  1?4",  2)4",  4)4"  Carsi  Studs  and 
Tracks  under  the  provisions  of  RS-10-13  of  the  Building 
Code.  The  studs  and  tracks  shall  be  permanently  labeled : 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  380-70-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of.  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
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Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  of  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


398-70-SA 

APPLICANT — Aurora  Pump,  Unit  of  General  Signal  Cor¬ 
poration,  owner. 

APPEARANCES— 

For  Applicant :  Philip  S.  Hamilton. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

N  egative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
398-70-SA — Aurora  Pump,  a  unit  of  General  Signal  Corp., 
North  Aurora,  Illinois,  filed  for  approval  of  Aurora  Cen¬ 
trifugal  Fire  Pumps  (481-1  Stage  Horizontal,  485-2  Stage 
Horizontal,  and  483-1  Stage  Vertical)  under  the  provisions 
of  C26-1702-15  and  C26-1703.ll  of  the  Building  Code  of  the 
City  of  New  York. 

PROPOSED  USE:  Standard  fire  pumps  and  fire  booster 
pumps  for  sprinkler  systems,  standpipes,  and  hose  systems. 
DESCRIPTION :  The  pumps  have  vertically  or  hori¬ 
zontally  split  casings.  The  vertically  split  casings  allow  in¬ 
line  piping  arrangements  in  any  direction  and  the  elevation 
of  the  motors,  which  provides  protection  against  flooding. 
Multistage  pumps  are  used  when  dictated  by  discharge  pres¬ 
sure  requirements.  The  body  and  shaft  sleeves  are  made  of 
bronze.  The  shaft  is  made  of  carbon  steel.  The  impeller  is 
made  of  stainless  steel.  The  pumps  range  from  250  GPM 
to  2500  GPM  in  rated  capacity,  3"  to  8"  in  shaft  size,  40  psi 
to  210  psi  in  rated  net  head  pressure  range,  and  1770  RPM 
to  3600  RPM  in  motor  speed.  The  data  for  each  model  are 
enumerated  on  Underwriters’  Laboratories  approval  cards, 
Guide  2194  U3.8  and  QXJY,  E  x  2638A-D,  on  file  with  the 
Board. 

INSPECTION  AND  TEST :  The  pumps  have  been  ap¬ 
proved  by  Underwriters’  Laboratories  and  are  listed  on  the 
cards  mentioned  above. 

RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Aurora  Centrifugal  Fire  Pumps 
(481-1  Stage  Horizontal,  485-2  Stage  Horizontal,  483-1 
Stage  Vertical)  under  the  provisions  of  C26-1702.15  and 
C26-1703.ll  of  the  Building  Code  on  condition  that  the 
pumps  shall  be  installed  in  accordance  with  the  appropriate 
conditions  of  C26-1702.15  and  C26-l703.il  and  that  an  elec¬ 
tric  motor  shall  be  used  as  the  driver.  The  pumps  shall  be 
permanently  labeled :  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  398-70-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 


Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  of 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


405-70-SA 

APPLICANT — The  Majestic  Company,  owner;  David 
Whelan,  agent. 

APPEARANCES— 

For  Applicant :  David  J.  Whelan. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
405-70-SA— The  Majestic  Company,  Huntington,  Indiana, 
filed  for  approval  WG-28  and  GF-28  Gasilator  Fireplaces 
under  provisions  of  RS  14  of  the  Building  Code  of  the  City 
of  New  York. 

PROPOSED  USE:  Vented  decorative  gas  appliance. 
DESCRIPTION:  The  GF-28  Model  is  built  into  the  wall. 
The  WG-28  Model  is  mounted  on  the  wall  or  floor.  A 
drilled  port  burner  is  employed.  A  pilot  safety  and  on-off 
control  valve  are  operated  by  a  millivolt  electric  current  to 
keep  gas  line  pressure  at  a  constant  setpoint.  The  valve  is 
completely  shut  when  the  pilot  flame  is  out.  A  safety  switch 
shuts  the  burner  in  case  of  high  temperature  caused  by  high 
gas  line  pressure  or  blocked  flue.  The  logs  are  made  of  high 
temperature  fire  clay  and  are  bolted  to  the  basket  frame.  The 
front  of  the  frame  is  cast  iron.  The  combustion  chamber 
has  a  built-in  front  baffle  and  a  draft  diverter  in  the  outlet. 
The  space  between  the  combustion  chamber  and  the  outside 
casing  is  filled  with  2  inch  thick  mineral  wood  black  insula¬ 
tion.  The  outer  casing  of  the  GF-28  is  galvanized  steel.  The 
outer  casing  of  the  WG-28  is  pattern  design  steel  finished 
with  baked  enamel.  The  units  are  designed  to  be  vented  with 
a  5  inch  Class  B,  double  wall  gas  vent  pipe  or  vented  into  an 
existing  flue.  The  vent  pipe  may  be  verticle  or  elbowed  out 
the  back.  The  depth  of  the  fireplace  is  13".  Width  may  be 
28",  38",  or  54".  The  burner  provides  an  output  of  21,000 
BTU. 

INSPECTION  AND  TEST:  The  fireplaces  were  tested 
by  the  American  Gas  Association  Laboratories  (18-108.001) 
and  were  found  to  be  satisfactory. 

RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Models  WG-28  and  GF-28  Gasilator 
Fireplaces  under  the  provisions  of  RS  14  of  the  Building 
Code  on  condition  that  the  fireplaces  shall  be  ventilated  with 
aoproved  Class  B  ventilators  and  clearances  between  the  fire¬ 
places  and  combustible  construction  shall  be  as  follows: 
ceiling — 2"  ;  flue — 1"  ;  back,  sides,  floor — 0",  as  specified  by 
the  AGA.  The  fireplaces  shall  be  permanently  labeled :  “Ap- 
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proved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Calendar  Number  405-70-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  of 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


410-70-SA 

APPLICANT — Ball  Manufacturing,  Inc.,  owner :  Joseph  T. 
Drumm  and  Associates,  agent. 

APPEARANCES— 

For  Applicant:  J.  T.  Drumm. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
410-70-SA — Ball  Manufacturing,  Inc.,  North  Salt  Lake, 
Utah,  filed  for  approval  of  Flow  Switches,  Series  A,  B,  C, 
and  D,  and  Level  Alarms,  Series  F  and  S,  under  the  provi¬ 
sions  of  C26-106.2  of  the  Building  Code  of  the  City  of  New 
York. 

PROPOSED  USE:  Control  and  sensing  of  flows  and  levels. 
DESCRIPTION  :  The  Series  S  and  F  Level  Alarm  con¬ 
sists  of  a  stainless  steel  float  connected  to  a  stainless  steel 
plunger,  which  encloses  a  permanent  magnet.  The  upward 
movement  of  the  fluid  causes  the  plunger  to  actuate  an  elec¬ 
trical  microswitch  or  pneumatic  control,  which  in  turn  can 
start  a  pump,  sound  an  alarm,  or  operate  other  control  equip¬ 
ment.  The  level  at  which  the  float  will  actuate  the  micro¬ 
switch  or  pneumatic  control  may  be  varied  by  adjusting  the 
set  screw,  which  in  turn  compressess  a  stainless  steel  spring 
above  the  plunger.  Depending  on  the  specific  gravity  of  the 
fluid,  the  level  of  actuation  may  be  varied  two  to  six  inches 
by  the  compression  of  the  spring.  The  alarms  may  be  hori¬ 
zontally  or  vertically  mounted,  range  in  size  from  2"  to  4", 
and  range  in  pressure  from  275  psi  to  3000  psi. 

The  Series  A,  B,  C,  and  D  Flow  Switches  consist  of  an 
actuating  vane  or  flow  plunger  in  the  fluid  flow  line  that  is 
mechanically  linked  to  a  magnetic  plunger.  The  plunger 
operates  a  magnetically  operated  microswitch,  external  to 
the  fluid  flow.  The  fluid  flow  acts  on  the  actuating  vane  or 
flow  plunger,  thus  causing  the  magnetic  plunger  to  move 
vertically  in  the  plunger  housing  and  actuating  the  mag¬ 
netically  operated  microswitch.  Depending  upon  the  action 
desired,  this  can  either  open  or  close  the  microswitch.  The 
switch’s  actuating  point  may  be  varied  during  operation  by 
compressing  the  stainless  steel  spring  by  means  of  the  adjust¬ 
ing  screw.  The  bodies  of  the  equipment  are  made  bronze, 
steel,  stainless  steel,  brass,  Monel,  and  Hastelloy.  The 


switches  are  pressure  rated  from  150  psi  to  3500  psi.  They 
can  be  used  for  pipe  sizes  from  %"  through  30"  and  flow 
rates  from  .1  feet  per  second  and  up. 

INSPECTION  AND  TEST:  The  switches  and  alarms 
were  tested  by  CSA  Testing  Laboratories  (LR  23165).  They 
successfully  withstood  explosion  pressure  of  85  psi,  hydro¬ 
static  pressure  of  340  psi,  and  the  application  of  10,000  psi 
for  one  minute. 

RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Flow  Switches,  Series  A,  B,  C,  and  D, 
and  Level  Alarms,  Series  F.  and  S,  under  the  provisions  of 
C26-106-2  of  the  Building  Code.  The  switches  and  alarms 
shall  be  permanently  labeled :  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  410-70-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
aooroval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  of 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer.  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


438-70-SM 

APPLICANT — Stanley  Halpern  for  Metal-Fab,  Inc.,  owner, 
Hal  Goodwin,  agent. 

APPEARANCES— 

For  Applicant:  Stanley  M.  Halpern. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
438-70-SM — Stanley  Halpern,  representing  Metal-Fab,  Inc., 
Wichita,  Kansas,  filed  for  approval  of  Metal-Fab  Type  “B”, 
double  wall,  gas  ventilator  pipes  and  fittings  under  the  pro¬ 
visions  of  C26-1 500.7  of  the  Building  Code  of  the  City  of 
New  York. 

PROPOSED  USE  :  Ventilation  of  gas  fire  appliances. 
DESCRIPTION :  The  outer  wall  of  the  pipe  is  made  of 
galvanized  steel.  The  inner  wall  is  made  of  aluminum.  The 
sections  of  the  small  diameter  pipe,  3"  through  8",  are 
fastened  together  with  locking  grooves  and  indentations. 
Oval  pipe  sections,  4"  x  5"  or  4"  x  6",  are  similarly  fastened. 
The  inner  and  outer  walls  are  separated  by  a  curled  metal 
spacer  and  an  insulating  air  space.  The  sections  of  the 
pipes  vary  in  length  from  6"  to  60".  Windproof  and  bird- 
proof  domed  ventilator  terminations  are  used  in  conjunction 
with  the  pipes.  Upper  and  lower  domes  are  separated  by  a 
circumferencial  grid.  The  terminations  vary  in  height  above 
the  roofline  from  1'  for  a  flat  roof  to  8'  for  a  roof  with  a 
21/12  pitch.  Pipe  bends  are  accommodated  with  45°  and 


157 


MINUTES 


90°  angle  elbows.  The  elbows  contain  five  joints,  self¬ 
tightening  rotary  locks,  and  recessed  inner  liners. 
INSPECTION  AND  TEST:  The  pipes  and  fittings  are 
listed  by  Underwriters’  Laboratories  on  Card  MH  7860A, 
Guide  No.  60  H7. 

RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Metal-Fab  Type  “B”,  double  wall, 
gas  ventilator  pipes  and  fittings  under  the  provisions  of 
C26-1 500.7  of  the  Building  Code.  The  pipes  and  fittings 
shall  be  permanently  labeled :  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  438-70-SM.’’ 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
of  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


483-70-SM 

APPLICANT — Hilti,  Inc.,  owner. 

APPEARANCES— 

For  Applicant:  William  J.  Guido. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
483-70-SM — Hilti,  Inc.,  Stamford,  Connecticut,  filed  for  ap¬ 
proval  of  powder  actuated  tools  known  as  DX  350,  DX 
400  B,  DX  400  E,  and  DX  600  under  the  provisions  of  RS 
19-1  of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Powder  actuated  tool  to  drive  a  fas¬ 
tener  into  a  work  surface. 

DESCRIPTION  :  All  models  are  classified  as  low  velocity 
piston  tools  in  that  they  fire  a  fastener  with  a  free-flight 
velocity  of  less  than  300  feet  per  second  when  measured  6.5 
feet  from  the  muzzle  end.  The  DX  350  uses  a  magazine  of 
ten  power  loads.  The  other  models  use  individual  color 
coded  power  loads.  The  load  actuates  a  captive  piston,  which 
drives  the  fastener  into  a  work  surface.  The  tool  cannot  be 
fired  unless  the  muzzle  is  pushed  against  the  work  surface 
and  the  trigger  is  pulled  simultaneously.  The  muzzle  end  is 
equipped  with  a  protective  guard  4  inches  in  diameter  which 
is  mounted  perpendicular  to  the  barrel.  The  loaded  tool  will 
not  fire  when  dropped  from  a  height  of  10  feet.  Variation 
of  the  power  load  effectively  varies  the  power  of  the  tool. 
INSPECTION  AND  TEST :  The  four  models  of  the  tool 
were  tested  by  the  H.  P.  White  Laboratory,  Bel  Air,  Mary¬ 
land.  They  were  found  to  meet  all  the  requirements  for  a 
low  velocity  power  driver  tool  of  USASI  A10.3-1966,  the 


specification  of  RS  19-1  of  the  Building  Code.  In  addi¬ 
tion,  Model  DX  600  was  found  to  meet  the  requirements  of 
a  high  velocity  power  driven  tool  of  USASI  A10.3-1966. 
RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  power  actuated  tools  known  as  DX 
350,  DX  400  B,  DX  400  E,  and  DX  600  under  the  provi¬ 
sions  of  RS  19-1  of  the  Building  Code  on  condition  that 
the  tools  shall  be  used  in  accordance  with  the  provisions 
of  RS  19-1.  The  tools  shall  be  permanently  labeled:  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Calendar  Number  483-70-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  of  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


597-70-SA 

APPLICANT — Westinghouse  Elevator  Corporation,  Eleva¬ 
tor  Division,  owner. 

APPEARANCES— 

For  Applicant:  James  T.  Rhodes. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

N egative :  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
597-70-SA — The  Westinghouse  Electric  Corporation, 
Clifton,  New  Jersey,  filed  for  approval  of  the  Westinghouse 
Hoistway  Door  Interlock  (Model  ES)  under  the  provisions 
of  RS  18  of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Combination  electric  mechanical  device 
for  elevator  doors. 

DESCRIPTION :  The  steel  switch  assembly  of  the  lock 
is  mounted  in  a  fixed  position  in  the  hoistway  at  each  door. 
The  steel  drive  block  and  latch  assembly  is  mounted  on  the 
hatch  door  so  that  the  latch  engages  the  strike  on  the  switch 
assembly  when  the  door  is  closed.  The  contact  fingers  are 
bent  30  degrees  to  minimize  the  contact  force  and  increase 
wiping  action  for  longer  contact  life.  When  the  car  stops 
at  the  landing,  a  vane  on  the  car  door  engages  the  drive 
block  and  latch  assembly.  The  car  door  is  opened  by  the 
door  operator,  the  vane  pivots  and  drive  block,  and  the 
shoulder  of  the  drive  block  pivots  the  actuator  arm  of  the 
latch,  lifts  up  and  disengages  the  latch  from  the  strike,  and 
unlocks  the  hoistway  door.  The  action  of  the  car  door 
vane  releases  the  lock.  When  the  car  door  is  closed  by  the 
door  operator,  the  vane  engages  the  other  drive  block  to  close 
the  hoistway  door.  When  the  hoistway  door  is  completely 
closed,  the  latch  drops  over  the  strike  and  locks  the  door. 
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When  the  hoistway  door  is  opened,  the  contact  bridge 
mounted  to  the  latch  is  lifted,  breaking  the  electrical  con¬ 
tact  to  prevent  the  elevator  from  running. 

INSPECTION  AND  TEST :  The  interlock  was  tested 
by  Underwriters’  Laboratories  (File  SA  35,  Assignment 
70NK3892).  The  switch  and  latch  were  engaged  and  dis¬ 
engaged  100,000  times  without  failure  or  sign  of  wear. 
RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Westinghouse  Hoistway  Door 
Interlock  (Model  E5)  under  the  provisions  of  RS  18  of  the 
Building  Code.  The  interlocks  shall  be  permanently  labeled  : 
“Approved  for  use  in  New  York  City  under  Calendar 
Number  597-70-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  of 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
r^nort. 


1275-66-SM 

APPLICANT — Roll  Form  Products  Incorporated,  owner; 

Oxhandler  Structural  Enterprises,  agent. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1275-66-SM — Amendment  to  resolution  as  to  additional  guage 
of  metal  deck. 

Roll  Form  Products  Inc.,  Elmhurst,  Illinois,  requested 
that  the  resolution  adopted  September  19,  1967  and  as 
amended  through  May  6,  1969  under  Cal.  No.  1275-66-SM 
be  reopened  and  amended  so  as  to  include  an  additional 
gauge  of  metal  deck. 

PROPOSED  USE:  Incombustible  roof  deck. 
DESCRIPTION :  The  requested  deck  “Type  B — 18  gauge 
has  the  same  configuration  as  the  presently  approved  Type 
B  deck  and  has  a  coverage  of  either  2'-0"  or  2'-6"  and  a 
depth  of  1 14".  The  section  properties  are  as  follows:  Sec¬ 
tion  Modulus — 0.376;  Moment  of  Inertia — 0.335  and  the 
maximum  fiber  stress  of  20,000  p.s.i. 

INSPECTION  AND  TEST :  The.  deck  is  designed  in  ac¬ 
cordance  with  RS  10-6  of  the  Building  Code  of  the  City  of 
New  York. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  September  19,  1967  and 


as  amended  through  May  6,  1969  under  Cal.  No.  1275-66- 
SM  be  reopened  and  amended  so  as  to  include  Type  B — 18 
gauge  with  loads  as  set  forth  in  the  applicant’s  catalogue 

dated  January  1970  on  condition  that  the  requirements 

of  RS  10-6  Building  Code  of  the  City  of  New  York  are 
complied  with  and  all  other  requirements  of  the  resolution 
adopted  September  19,  1967  and  as  amended  through  May  6, 
1969  under  Cal.  No.  1275-66-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


540-68-SM 

APPLICANT — U.  S.  Plywood  Champion,  owner;  James  A. 
Fitzpatrick,  agent. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
540-68-SM— Amendment  to  resolution  as  to  modification  of 
door  construction. 

U.  S.  Plywood-Champion  Papers  Inc.,  New  York,  re¬ 
quested  that  the  resolution  adopted  November  18,  1968  and 
as  amended  October  27,  1970  under  Cal.  No.  540-68-SM  be 
reopened  and  amended  so  as  to  show  a  modification  in  the 
construction  of  the  approved  door. 

PROPOSED  USE:  Three-quarter  hour  fire  resistive  open¬ 
ing  protection  assembly. 

DESCRIPTION :  The  presently  approved  door  is  4'-0" 
wide  by  8'-0"  high  and  1  23/24"  thick,  the  requested  modi¬ 
fications  are  to  reduce  the  thickness  to  1J4"  to  reduce  the 
density  of  the  core  material  from  46  lbs./cu.ft.  to  44  lbs./ 
cu.ft.  and  to  allow  the  use  of  untreated  hardwoods  in  lieu  of 
treated  soft  maple  for  the  edge  banding. 

INSPECTION  AND  TEST :  Two  doors,  incorporating  the 
modifications  as  herein  described,  were  tested  at  the  Under¬ 
writers  Laboratories  in  accordance  with  the  requirements  of 
RS  5-6.  One  door  incorporated  a  mortise  type  single  point 
latch  with  a  5/fc"  throw  and  the  other  door,  a  cylindrical  type 
latch  with  a  J4”  throw.  The  construction  is  in  accordance 
with  ILLS.  8  and  9  as  contained  in  Underwriters  Labora¬ 
tories  Report  R  2876-42. 

The  doors  successfully  met  the  fire  and  hose  stream  re- 


159 


MINUTES 


quirements  of  a  %  hour  fire  resistive  opening  protective 
assembly.  The  complete  report,  Underwriters  Laboratory 
R2876-42  is  on  file  with  the  record. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  18,  1968  and 
as  amended  October  27,  1970  under  Cal.  No.  540-68-SM  be 
reopened  and  amended  so  as  to  include  the  modifications  as 
herein  described  on  condition  that  the  requirements  of  the 
resolution  adopted  November  18,  1968  and  as  amended  Octo¬ 
ber  27,  1970  under  Cal.  No.  540-68-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annuallly  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  of 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


503-58-SM 

APPLICANT— The  E.  J.  Deegan  Mfg.  Co.  Inc.,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  6/23/59.  Product:  Deegan  Toilet  Bowl  Set¬ 
ting  Wax  Gasket. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

18-59-SM 

APPLICANT — Kelly  Associates  for  Leavitt  Bleacher  Co., 
owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  6/23/59.  Product:  Telescoping  Bleacher 
Model  #3. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE — 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  appli¬ 
cant  in  order  to  verify  that  the  material  was  being  manu¬ 
factured  in  accordance  with  the  resolution  above  cited;  and 

Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  ad¬ 
dress”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  approval  no  longer  exists  and  does  therefore  revoke 
the  resolution  above  cited  and  all  subsequent  amendments 
thereof. 


438-59-SA 

APPLICANT- — Rowe  International  Inc.,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  6/27/61.  Product:  Rowe  Coffee  Vendor, 
RV-750  and  AK-7. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

905-59-SA 

APPLICANT — National  Cylinder  Gas,  Div.  of  Chemetron 
Corporation,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  4/5/60.  Product:  National  Cylinder  Gas  Li¬ 
quid  Notrogen  Converter,  Model  500. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


500-60-SM 

APPLICANT — Electro-Sonic  Lab.  Inc.,  Ole  Remfeldt  A/S 
Electronica,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  6/12/62.  Product:  Kulihat,  Cone-shaped 
perforated  aluminum  sound  absorber. 
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APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited ;  and 

Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  ad¬ 
dress”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


797-60-SA 

APPLICANT — Peerless  Pump,  Div.  of  Hydrodynamics, 
Food  Mach.  &  Chemical  Corp.,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  6/27/61.  Product:  Peerless  Pump  Model 
5TUTF-16. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited ;  and 

Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  ad¬ 
dress”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


42-61-SM 

APPLICANT — Mastic  Tile  Div.  of  Ruberoid  Co.,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  6/6/61.  Product:  Matico  Polymerite  Floor 
Tile. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited;  and 


Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  address”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

212-61-SM 

APPLICANT — Steelsmith  Metal  Products  Corporation, 
owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  6/6/61.  Product:  Steel  fire  door,  hollow 
metal  construction. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited ;  and 

Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  address”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereto. 


424-61-SM 

APPLICANT — Glowing  Ceiling  Company,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  6/12/62.  Product:  Plastic  light  diffusing 
ceiling. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  appli¬ 
cant  in  order  to  verify  that  the  material  was  being  manu¬ 
factured  in  accordance  with  the  resolution  above  cited ;  and 

Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  ad¬ 
dress”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


43-62-SM 

APPLICANT — American  Elumin  Company,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  6/11/63.  Product:  Amelco  Dual  Glazed 
Aluminum  Window  System. 
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APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  appli¬ 
cant  in  order  to  verify  that  the  material  was  being  manu¬ 
factured  in  accordance  with  the  resolution  above  cited;  and 
Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  ad¬ 
dress”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

1126-62-SM 

APPLICANT — Ply-O-Glass  Co.  of  America,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  6/11/63.  Product:  Roof  Coating  System,  1 
ply  and  2  Ply  Deck  Traffic  Bearing  Roof  Deck. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited ;  and 

Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  ad¬ 
dress”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


80-63-SA 

APPLICANT — Glover  Industries  Inc.,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  6/11/63.  Product:  Dry  Cleaning  Machine, 
Models— 20CDS,  20DS,  20DE,  etc. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited;  and 


Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  ad¬ 
dress”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


1012-63-SM 

APPLICANT — Glen-Gery  Corporation,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  6/30/64.  Product:  A/C  Acousti-Glaze. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


439-70-SM 

APPLICANT — United  States  Gypsum  Company,  owner : 

J.  R.  Dowling  and/or  D.  G.  Kottke,  agent. 

SUBJECT — Application  August  11,  1970 — United  States 
Gypsum  Exterior  Curtain  Wall — 2  Hour  Assembly  with 
Stucco  Exterior,  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  without  date,  at 
2  P.M. 


488-70-SA 

APPLICANT — Sheila  Hardy  and  The  DeVilbiss  Company, 
owner;  William  H.  White,  Jr.,  agent. 

SUBJECT — Application  August  25,  1970 — Dispo  Spray 
Booths,  approval  of. 

APPEARANCES— 

For  Applicant:  W.  H.  White,  Jr. 

ACTION  OF  BOARD — Laid  over  to  February  23,  1971, 
at  2  P.M.,  for  continued  hearing. 

576-70-SM 

APPLICANT — E.  I.  du  Pont  de  Nemours  and  Company, 

owner. 

SUBJECT — Application  September  18,  1970 — Corian  one 
piece  vanity  top  and  bowl — Model  numbers  319  and  322, 
approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  without  date,  at 

2  P.M. 
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347-68-SA 

APPLICANT — National  Cylinder  Gas  Div.,  Chemetron 
Corporation  for  Alloy  Rods  Div.,  Chemetron  Corporation, 
owner;  T.  F.  Fallon,  agent. 

SUBJECT — Application  April  30,  1968 — Alloy  Rods  Atomic 
7018  Welding  Electrode,  approval  of. 

APPEARANCES— 

For  Applicant:  John  N.  Roma. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


588-70-SM 

APPLICANT — Hico  Corporation  of  America  for  Fab- 
brica  Attrezzature  Prefabricate,  owner. 

SUBJECT — Application  September  25,  1970 — Tubular  Steel 
Scaffolding  and  Accessories,  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Withdrawn  at  the  request  of  the 
applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


3541  through  3560-BZY — Vol.  VII  and 
1246-BZY — Vol.  VIII 

ACTION  OF  BOARD — Time  to  complete  construction  ex¬ 
tended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  Board  finds  that  in  each  of  these  cases  the 
applicant  has  met  the  requirements  of  Section  11-324  of  the 
Zoning  Resolution  for  an  additional  extension  of  time  to 
complete  construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Reso¬ 
lution,  the  additional  extension  of  time  to  complete  construc¬ 
tion  to  December  15,  1970. 


1163-BZY— Vol.  VII 

ACTION  OF  BOARD — Time  to  complete  construction  ex¬ 
tended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  Board  finds  that  in  this  case  the  applicant 
has  met  the  requirements  of  Section  11-324  of  the  Zoning 


Resolution  for  an  additional  extension  of  time  to  complete 
construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Reso¬ 
lution,  the  additional  extension  of  time  to  complete  con¬ 
struction,  on  condition  that  this  approval  constitutes  a  ter¬ 
minal  grant,  and  all  work  shall  be  completed  by  December 
15,  1971. 


1176-BZY— Vol.  VII 

ACTION  OF  BOARD — Time  to  complete  construction  ex¬ 
tended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  Board  finds  that  in  this  case  the  applicant 
has  met  the  requirements  of  Section  11-324  of  the  Zoning 
Resolution  for  an  additional  extension  of  time  to  complete 
construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Resolu¬ 
tion,  the  additional  extension  of  time  to  complete  construc¬ 
tion,  on  condition  that  this  approval  constitutes  a  terminal 
grant,  and  that  all  work  shall  be  completed  by  December 
15,  1971. 


2468-BZY— Vol.  VIII,  2469-BZY— Vol.  VIII, 
2470-BZY— Vol.  VIII  and  2471-BZY— Vol.  VIII 

ACTION  OF  BOARD — Time  to  complete  construction  ex¬ 
tended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  Board  finds  that  in  each  of  these  cases  the 
applicant  has  met  the  requirements  of  Section  11-324  of  the 
Zoning  Resolution  for  an  additional  extension  of  time  to 
complete  construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Resolu¬ 
tion,  the  additional  extension  of  time  to  complete  construc¬ 
tion,  on  condition  that  this  approval  constitutes  a  terminal 
grant,  and  that  all  work  shall  be  completed  by  December 
15,  1971. 


2575-BZY— Vol.  VIII  and  2576-BZY— Vol.  VIII 

ACTION  OF  BOARD — Time  to  complete  construction  ex¬ 
tended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  Board  finds  that  in  each  of  these  cases  the 
applicant  has  met  the  requirements  of  Section  11-324  of  the 
Zoning  Resolution  for  an  additional  extension  of  time  to 
complete  construction. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Resolu¬ 
tion,  the  additional  extension  of  time  to  complete  construc¬ 
tion,  on  condition  that  this  approval  constitutes  a  terminal 
grant,  and  that  all  work  shall  be  completed  by  December 
15,  1971. 


2577-BZY — Vol.  VIII 

ACTION  OF  BOARD — Time  to  complete  construction  ex¬ 
tended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  Board  finds  that  in  this  case  the  applicant 
has  met  the  requirements  of  Section  11-324  of  the  Zoning 
Resolution  for  an  additional  extension  of  time  to  complete 
construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Resolu¬ 
tion,  the  additional  extension  of  time  to  complete  construc¬ 
tion  to  December  15,  1971. 

4429-BZY— Vol.  VIII 

ACTION  OF  BOARD— Laid  over  to  March  9,  1971,  at 
2  P.M.,  for  decision.  Applicant  to  submit  additional  in¬ 
formation.  Hearing  closed. 

4233-BZY— Vol.  VIII 

ACTION  OF  BOARD — Laid  over  to  February  23,  1971, 
at  2  P.M.,  for  continued  hearing;  applicant  to  submit  ad¬ 
ditional  information. 


593-70-A 

APPLICANT— Charles  M.  Shapiro  for  Kard  Operating 
Company,  Inc.,  owner;  Asco  Ring  Company,  lessee. 
SUBJECT— Application  September  29,  1970— decision  of 
the  Borough  Superintendent  re-  flues  and  ventilation  ducts 
in  fire  tower. 

PREMISES  AFFECTED— 64  to  66  West  48th  Street,  south 
side,  183  feet  east  of  Avenue  of  the  Americas,  Block 
1263,  Lot  67,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Elliot  J.  Shapiro. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

N  egative :  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  3,  1970  on  B.N.  Applic.  4786-69,  reads : 

“1.  Flues  and  ventilation  ducts  in  fire  tower  court 
contrary  to  C26-294.0  Admin.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  September  3,  1970,  acting  on  B.N. 
Applic.  4786-69  Objection  No.  1  be  and  it  hereby  is  modified 


and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
shall  conform  to  drawings  marked  ‘‘Received,  February  1, 
1971,”  five  sheets,  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with. 


609-70-A 

APPLICANT — Perma-Line  Corporation  of  America,  owner. 
SUBJECT — Application  October  8,  1970 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  heating  kettles. 

APPEARANCES— 

For  Applicant:  James  Kalchbrenner. 

For  Administration :  Capt.  J.  F.  Petraglia,  F.D.  and  Lt. 
J.  P.  Manfredi,  F.D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
September  17,  1970  on  Violation  Order  No.  B  769236,  reads : 

“6.  Submit  evidence  from  Board  of  Standards  and 
Appeals  that  heating  kettles  are  approved.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  September  17,  1970,  acting  on  Violation 
Order  No.  B  769236  Objection  No.  6  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  equipment  shall  conform  to  drawings 
marked  “Received,  January  5,  1971,”  two  sheets,  and  that 
all  laws,  rules  and  regulations  applicable  shall  be  complied 
with. 


622-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — 96-01  Jamaica  Realty  Corpo¬ 
ration,  c/o  Le  Cordon  Bleu. 

SUBJECT — Application  October  15,  1970 — for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 96-01  Jamaica  Avenue,  north¬ 
east  corner  of  96th  Street,  Block  8893,  Lot  1,  Richmond 
Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia,  F.D.  and  Lt.  J.  P. 
Manfredi,  F.D. 

For  Opposition:  Walter  Schlegel,  B.D.;  and  Ralph  J. 
Chiaro. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  application  of  the  Fire  Commissioner,  dated 
October  15,  1970,  reads: 

“Application  is  hereby  respectfully  made  to  the  Board  of 
Standards  and  Appeals,  in  accordance  with  the  provi¬ 
sions  of  1804.4.C.6  of  the  City  Charter,  to  modify  Cer¬ 
tificate  of  Occupancy  in  relation  to  the  following  build¬ 
ing: 
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96-01  Jamaica  Avenue,  Queens,  N.  Y. — C.O.  #163911. 

1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building,  arranged  and  equipped  as  per 
Chapter  26,  Article  17,  Administrative  Code. 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be 
granted  under  certain  conditions. 

Resolved ,  that  the  application  of  the  Fire  Commissioner 
for  modification  of  the  Certificate  of  Occupancy  be  and  it 
hereby  is  granted,  and  that  the  Certificate  of  Occupancy  be 
modified  to  require  an  automatic  fire  alarm  system  through¬ 
out  with  central  office  connection,  and  an  approved  auto¬ 
matic  sprinkler  system  in  the  cellar  and  in  the  kitchen,  on 
condition  that  all  laws,  rules,  and  regulations  applicable  be 
complied  with. 


727-70-A 

APPLICANT — Lama  and  Vassalotti,  for  Robert  Berne, 
owner. 

SUBJECT — Application  December  8,  1970— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Vanitory  unit. 
PREMISES  AFFECTED — 6  to  14  West  66th  Street,  south 
side,  125  feet  west  of  Central  Park  West,  Block  1118,  Lots 
22,  23,  24,  25,  26,  27,  38,  39,  40,  41,  and  42,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  6,  1970  on  N.  B.  Applic.  58-67,  reads: 

“Request — Propose  to  use  as  a  lavatory  in  every 
apartment  bathroom  throughout  the  entire  building  a 
vanitory  unit  consisting  of  a  vanity  top  and  integral 
bowl. 

This  unit  is  made  of  mineral  filled  polyester  and  is 
known  as  Royal  Shell  Vanity  Top  No.  RSS-30,  as 
manufactured  by  the  Cultique  Marble  Products  Limited, 
29  Shaft  Road,  Rexdale,  Ontario,  Canada.  This  unit 
has  been  approved  for  this  use  by  the  Canadian  Stand¬ 
ards  Association  Testing  Laboratory. 

11/6/70 — Disapproved — No  B.  S.  &  A.  approval  for 
fixtures  described  herein.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  6,  1970,  acting  on  N.  B. 
Applic.  58-67  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  building 
shall  conform  to  drawings  marked  “December  8,  1970,”  one 
sheet,  and  “January  1,  1971,”  one  sheet,  and  that  all  laws, 
rules  and  regulations  applicable  shall  be  complied  with. 


739-70-A 

APPLICANT — Andrew  Di  Camillo  for  Congregation 
Rnesseth  Mordechay,  owner. 

SUBJECT — Application  December  15,  1970 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Proposed  oc¬ 


cupancy  of  accessory  offices,  in  conjunction  with  the  exist¬ 
ing  “Day  School”. 

PREMISES  AFFECTED — 771  Crown  Street,  north  side, 
91  feet  west  of  Utica  Avenue,  Block  1414,  Lot  51,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Frank  Sellitto. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  q 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  10,  1970  on  Alt.  Applic.  1905-69,  reads: 

“1.  The  proposed  second  floor  occupancy  of  acces¬ 
sory  offices,  in  conjunction  with  the  existing  ‘Day 
School’  on  first  floor  and  basement  floor,  in  a  Class  3 
structure  more  than  two  stories  in  height  is  contrary 
to  Sec.  4.2.1  of  the  Administrative  Code,  and  therefore 
is  referred  to  the  Board  of  Standards  and  Appeals  for 
approval.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  December  10,  1970,  acting  on  Alt. 
Applic.  1905-69  Objection  No.  1  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  conform  to  drawings  marked  “Re¬ 
ceived,  December  15,  1970,”  four  sheets,  and  that  all  laws, 
rules  and  regulations  applicable  shall  be  complied  with. 


746-70-A 

APPLICANT — Lichtner  Associates  for  Robert  C.  Gunther, 
owner. 

SUBJECT — Application  December  21,  1970 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
Building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Bertha  Place,  westside,  588.90 
feet  south  of  P.  C.  Grymes  Hill  Road,  Block  593,  Lot  550, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Wm.  B.  Lichtner  and  Robert  Gunther. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  18,  1970  on  N.B.  Applic.  476-70,  reads : 

“1.  A  Certificate  of  Occupancy  may  not  be  granted 
for  a  building  erected  on  a  street  which  does  not  appear 
on  the  official  map  of  the  City  of  New  York,  according 
to  Article  3,  Section  36  of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resoh’cd,  that  the  decision  of  the  Borough  Superintendent, 
dated,  November  18,  1970  acting  on  N.B.  Applic.  476-70, 
Objection  No.  1  be  and  it  hereby  is  modified  under  the 
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powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  the  appeal  be  and  it  hereby  is  granted ,  on 
condition  that  the  pavement  be  to  the  middle  of  the  street 
in  accordance  with  the  standards  of  the  Department  of 
Highways,  and  that  the  building  shall  substantially  comply 
with  drawings  marked  “Received,  December  2,  1970,  ’  seven 
sheets,  and  that  all  laws,  rules  and  regulations  applicable 
shall  be  complied  with. 


747-70-A 

APPLICANT — Lichtner  Associates  for  Robert  C.  Gunther, 
owner. 

SUBJECT— Application  December  21,  1970— Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— Bertha  Place,  westside,  588.90 
feet  south  of  P.  C.  Grymes  Hill  Road,  Block  593,  Lot  555, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Wm.  B.  Lichtner  and  Robert  Gunther. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  u 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  ^Superintendent, 
dated  November  19,  1970  on  N.B.  Applic.  475-70,  reads: 

“1.  A  Certificate  of  Occupancy  may  not  be  granted 
for  a  building  erected  on  a  street  which  does  not  appear 
on  the  official  map  of  the  City  of  New  York  according 
to  Article  3,  Section  36  of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  November  19,  1970  acting  on  _N.  B.  Applic.  475-70, 
Objection  No.  1  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  pavement  be  to  the  middle  of  the  street 
in  accordance  with  the  standards  of  the  Department  of  High¬ 
ways,  and  that  the  building  shall  substantially  cojnply  with 
drawings  marked  “Received,  December  2,  1970,”  seven 
sheets,  and  that  all  laws,  rules  and  regulations  applicable 
shall  be  complied  with. 


321-70-A 

APPLICANT— Department  of  Buildings,  City  of  New 
York  for  Abe  Maibach,  owner. 

SUBJECT— Application  May  25,  WO— Revocation  of  Cer¬ 
tificate  of  Occupancy  No.  199,978. 

PREMISES  AFFECTED— 1232  to  1256  East  80th  Street, 
north  side,  from  Paerdegat  8th  Street  to  Paerdegat  9th 
Street,  entire  block,  front  36-46  Paerdegat  8th  Street  and 
35-45  Paerdegat  9th  Street,  Block  8058,  Lot  32,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Robert  Haack. 

ACTION  OF  BOARD— Laid  over  to  February  23,  1971,  at 
2  P.M.,  at  the  request  of  the  applicant.  Hearing  continued. 
Previously  inspected. 


361-70-A 

APPLICANT— John  T.  O’Neill,  Commissioner,  Depart¬ 
ment  of  Buildings. 

OWNER  OF  PREMISES— David  Zavinsky. 

SUBJECT— Application  June  22,  1970— Revocation  of  Cer¬ 
tificate  of  Occupancy  #201,576. 

PREMISES  AFFECTED— 142  to  156  33rd  Street,  south 
side,  100  feet  west  of  4th  Avenue,  Block  684,  Lot  25, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  K.  Plofker,  B.  D. 

For  Opposition:  Larry  Meltzer. 

ACTION  OF  BOARD— Laid  over  to  March  9,  1971,  at  2 
P.M.,  for  decision.  Hearing  closed.  Previously  inspected. 


414-70-A 

APPLICANT— John  T.  O’Neill,  Commissioner,  Depart¬ 
ment  of  Buildings. 

OWNER  OF  PREMISES— Fourems,  Inc.,  c/o  Manvocher- 

ian  Bros. 

SUBJECT— Application  July  23,  1970— revocation  of  Cer¬ 
tificate  of  Occupancy  No.  66581. 

PREMISES  AFFECTED— 78  Fifth  Avenue,  west  side,  73 
feet  south  of  West  14th  Street,  Block  577,  Lot  41,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Walter  M.  Schlegel,  B.D. 

For  Opposition:  Serge  Klein. 

ACTION  OF  BOARD— Laid  over  to  April  6,  1971,  at 
2  P.M.,  with  the  concurrence  of  the  Building  Department. 
Hearing  continued.  Previously  inspected. 


713-70-A 

APPLICANT— Stephen  B.  Jacobs  for  Alvin  C.  Hudgins, 
owner. 

SUBJECT— Application  November  30,  1970— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  egress. 

PREMISES  AFFECTED— 27-29  West  94th  Street,  north 
side,  243  feet  west  of  Central  Park  West,  Block  1208,  Lots 
22.  22V2 ,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Stephen  B.  Jacobs. 

ACTION  OF  BOARD— Laid  over  to  February  17,  1971, 
at  2  P.M.,  for  decision.  Hearing  closed. 


583-68-SM 

APPLICANT— Joseph  Ferro  Commissioner,  Department  of 
Buildings-letter  dated  September  30,  1970  and  filed  Octo¬ 
ber  6,  1970 ;  owner  H.  H.  Robertson  Company. 

SUBJECT — To  consider  reopening,  at  the  request  of  the 
Commissioner  of  Buildings,  and  to  set  for  hearing  “Q- 
Lock”  Steel  Floor  and  Form  Units  QL-3,  QL-21,  QL- 
UKX,  QL-NKX,  and  QL-NKC,  previously  approved  un¬ 
der  certain  conditions  as  a  component  part  of  a  two-hour 
fire  resistive  floor  construction  and  three-hour  fire  resis¬ 
tive  beam  as  having  met  the  requirements  of  C26-501.1 
Building  Code  of  the  City  of  New  York. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Laid  over  to  March  4,  1971,  at 
10  A.M. 

Adjourned:  4:00  P.M. 

James  P.  Mulroy,  Secretary 
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NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  repre¬ 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  hearing 
can  be  entertained  in  view  of  this  publication  and  of  the 
posting  of  the  calendars  on  the  bulletin  board  in  the  offices 
of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will  be 
held  in  abeyance  by  reason  of  failure  of  the  appellant  or 
applicant  to  file  necessary  data,  or  by  any  other  method  of 
delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

¥ 

If  they  desire  additional  copies,  for  their  own  convenience 
in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  80 
Lafayette  Street,  9th  floor,  Manhattan,  at  five  cents  each — 
add  postage  payment  if  the  forms  are  forwarded  by  mail. 
Purchase  payment  by  postage  stamps  NOT  ACCEPTABLE. 
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New  Cases  Filed  Up  to  February  16,  1971 

Cal.  No.  Dept.  Premises  Affected 

82-71-SM — United  Coated  Fabrics  Corporation,  United 
Vinyl,  manufactured  by  United  Coated  Fabrics  Corpora¬ 
tion,  Material. 


83-71-A — B.M. — 122  Amsterdam  Avenue,  northwest  cor¬ 
ner  of  65th  Street,  Block  1157,  Lots  part  of  1,  21  and  25, 
Borough  of  Manhattan,  N.  B.  No.  19-69,  re-  Interior  cor¬ 
ridors  and  flexible  classrooms,  C2-5  district. 


84-7 1-BZ — B.B. — 5515  Avenue  I,  1057  to  1081  East  55th 
Street,  northeast  corner  of  East  55th  Street,  and  1018  to 
1040  East  56th  Street,  Block  7759,  Lot  1,  Borough  of 
Brooklyn,  Alt.  No.  1896-70,  re-  Proposed  enlargement  of 
telephone  exchange,  R3-2  General  Residence  District. 


85-71-SM — -The  Celotex  Corporation,  Fire  Retardant 
Displa  Foam,  manufactured  by  The  Celotex  Corpora¬ 
tion,  Material. 


86-71-SA — Heat-Timer  Corporation,  Boiler  Draft  Con¬ 
trol,  manufactured  by  Heat-Timer  Corporation,  Appli¬ 
ance. 


87-71-A — B.M. — 247  to  249  West  36th  Street,  north  side, 
286  feet  east  of  8th  Avenue,  Block  786,  Lot  18,  Borough 
of  Manhattan,  Alt.  No.  900-70,  re-  Fire  escape  does  not 
conform  to  a  required  exit,  Ml-6  district. 


88-71-A — F.D. — Packaging  of  Flammable  mixtures 
known  as  “Medico  Visible  Refill  Butane,”  Nylon  round 
tubes,  net  vol.  3.32  fluid  ounces,  with  self  sealing  valve, 
not  in  compliance  with  regulations  of  the  Administrative 
Code. 


Restored  to  Docket 

148-70-BZ — Vol.  II — B.Q. — 15-11  119th  Street  and  119-06 
15th  Avenue,  southeast  corner,  Block  4073,  Lots  22  and 
47,  College  Point,  Borough  of  Queens,  Alt.  No.  121-70, 
re-  Extension  of  a  building  into  residential  zone,  R-4 
district. 


984-66-BZ — Vol.  Ill — B.Q. — 177-07  147th  Avenue,  north¬ 
east  corner  of  177th  Street,  Block  13307,  Lots  113,  104 
and  100,  Springfield  Gardens,  Borough  of  Queens,  N.  B. 
584-70,  re-  Erection  of  Metal  Stamping  Factory,  Open 
Space  Ratio  and  Front  Yards,  R3-2  district. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn:  B.M. —Department  of  Buildings.  Manhattan; 
B.Q. — Department  of  Buildings.  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department:  F.D. — Fire  Department. 


granted  on  condition,  under  Sections  7c  and  7h  of  the 
Zoning  Resolution,  permitting  in  a  residence  and  business 
use  district,  the  parking  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 23-24  31st  Street,  north  side, 
100  feet  east  of  23rd  Road,  Block  842,  Lot  80,  Astoria, 
Borough  of  Queens. 


410-31-BZ— Vol.  Ill 

APPLICANT — Michael  Levine  for  Louise  E.  DeVito, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  April  10, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7f  and  7i  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  retail  use  district,  the 
extension  of  the  present  gasoline  service  station,  auto 
laundry,  lubritorium  and  office  to  include  minor  repairs 
with  hand  tools  only,  the  maintenance  of  another  gasoline 
pump  and  the  erection  of  a  post  standard  sign. 

PREMISES  AFFECTED— 175-14  Horace  Harding  Ex¬ 
pressway,  south  side,  117.71  feet  west  of  Uptopia  Parkway, 
Block  6891,  Lot  10  (formerly  Lot  26),  Flushing,  Borough 
of  Queens. 


384-50-BZ— Vol.  I 

APPLICANT — Edward  W.  Wilson  and  Catherine  Kennedy, 

owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  July  26, 
1965 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the  erec¬ 
tion  and  maintenance  of  a  business  building  (stores). 
PREMISES  AFFECTED — 9  Hillside  Avenue,  south  side, 
102  feet  2  inches  east  of  Broadway,  Block  2170,  Lot  104, 
Borough  of  Manhattan. 


469-55-BZ 

APPLICANT — Lama  &  Vassalotti  for  43  Street  Estates, 
Inc.,  owner. 

SUBJECT— Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  31, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7f,  7i  and  7h  of  the 
Zoning  Resolution,  permitting  in  a  business  and  residence 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  auto  repairs,  car  washing, 
storage,  office  and  sales,  parking  and  storage  of  motor 
vehicles. 

PREMISES  AFFECTED — 4320-4338  Broadway,  east  side, 
from  West  184th  to  West  185th  Streets,  659-665  West 
184th  Street  and  654-660  West  185th  Street,  Block  2167, 
(formerly  Lots  1-6),  Borough  of  Manhattan. 


MARCH  9,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning  March  9,  1971,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

523-38-BZ 

APPLICANT — IHNAT  Holding  Corporation,  owner. 
SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  4, 
1971 — decision  of  the  Borough  Superintendent;  previously 


67-56-BZ 

APPLICANT — A.  L.  Seiden  for  ABP  Roofing  &  Contract¬ 
ing  Corp.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance,  which  expires  April  19, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  parking 
and  storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 102  Madison  Street,  south  side, 
262  feet  west  of  Market  Street,  Block  276,  Lot  38,  Bor¬ 
ough  of  Manhattan. 
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674-52-BZ 

APPLICANT — Charles  M.  Spindler  for  Shell  Oil  Com¬ 
pany,  Inc.  (long  term  lessee),  Morgan  Guaranty  Trust 
Company,  ( owner ) . 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  term 
of  variance  which  expired  December  13,  1970 — decision  of 
the  Borough  Superintendent;  previously  granted  on  con¬ 
dition,  under  Sections  7f,  7i,  7 A  and  7h  of  the  Zoning 
Resolution  permitting  in  a  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station,  lubri- 
torium,  motor  vehicle  repairs,  sale  and  storage  of  motor 
vehicles  on  unbuilt  portion  of  lot,  with  a  curb  cut  more 
than  the  permitted  distance  from  the  intersection ;  all  for 
a  term  of  fifteen  years. 

PREMISES  AFFECTED — 21-04  21st  Avenue  and  21-01  to 
21-09  21st  Street,  southeast  corner,  Block  880,  Lot  46, 
Astoria,  Borough  of  Queens. 


122-58-BZ 

APPLICANT — Alfonso  Duarte  for  New  York  City  De¬ 
partment  of  Real  Estate,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  term 
of  variance  which  expired  September  10,  1968 — decision  of 
the  Borough  Superintendent;  previously  granted  on  condi¬ 
tion,  under  Section  7h  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  residence  use  district,  the  use  of  vacant  land 
for  the  parking  and  storage  of  more  than  five  (S)  motor 
vehicles  of  the  pleasure  car  type  only. 

PREMISES  AFFECTED— 434-444  West  25th  Street,  south 
side,  230  feet  east  of  10th  Avenue,  Block  722,  Lots  59-64 
inclusive,  Borough  of  Manhattan. 


122-31-BZ — Vol.  II 

APPLICANT — Hein,  Bradie,  Waters  &  Klein  for  Cecilia 
and  Arthur  Saracino,  owners. 

SUBJECT — Application  for  consideration — Reopening  for 
extension  of  term  of  variance  which  expires  February  23, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7f  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  use  district  (now  local 
retail),  the  erection  and  maintenance  of  a  gasoline  service 
station. 

PREMISES  AFFECTED — 141-03  Lakewood  Avenue  (for- 
merely  141-09  Lincoln  Avenue),  northwest  corner  of 
142nd  Street,  Block  10069,  Lot  134  (formerly  Block  1122, 
Lot  134),  South  Jamaica,  Borough  of  Queens. 


579-70-BZ 

APPLICANT — George  Fuchs  for  Fred  Schroeter,  owner. 

SUBJECT — Application  September  17,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  C2-2  and  R4  dis¬ 
trict,  the  enlargement  in  lot  area  and  floor  area  of  an 
existing  showroom  and  warehouse  structure  previously 
before  the  Board  by  constructing  a  second  floor  that  creates 
non-compliance  in  floor  area  ratio. 

PREMISES  AFFECTED — 64-04  to  64-10  Queens  Boule¬ 
vard,  southeast  corner  of  64th  Street,  Block  2325,  Lots  26, 
30,  32,  Woodside,  Borough  of  Queens. 

678-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Dormar  Service, 
Incorporated,  owner. 

SUBJECT — Application  November  10,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  11-413 


of  the  Zoning  Resolution,  to  permit  in  a  C2-3  district,  on  a 
plot  previously  before  the  Board,  the  change  in  use  from 
garage,  gasoline  service  station  and  automobile  repair  shop 
to  an  automobile  laundry. 

PREMISES  AFFECTED — 2419  to  2425  Church  Avenue, 
north  side,  146.7)4  feet,  east  of  Bedford  Avenue,  Block 
5090,  Lot  86,  Borough  of  Brooklyn. 


683-70-BZ 

APPLICANT — Lama  and  Vassalotti  for  Albert  and  Marie 
Sabini  and  Gerald  and  Eleanor  Rodelli,  owners. 

SUBJECT — Application  November  16,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  the  enlarge¬ 
ment  in  area  and  reconstruction  of  an  automotive  service 
station  with  accessory  uses  previously  before  the  Board. 

PREMISES  AFFECTED— 68-09  to  68-19  Queens  Boule¬ 
vard  and  43-28  to  44-10  69th  Street,  northwest  corner, 
Block  1348,  Lots  37,  40,  Woodside,  Borough  of  Queens. 


668-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Nappi  Furniture, 
Incorporated. 

SUBJECT — Application  November  6,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  one  story  enlargement  to  an  existing  furniture  products 
manufacturing  establishment  previously  before  the  Board. 

PREMISES  AFFECTED — 1838  Adee  Avenue,  southwest 
corner  of  Ely  Avenue,  Block  4791,  Lot  6,  Borough  of  The 
Bronx. 


12-71-BZ 

APPLICANT — Daniel  Schwartzman  for  New  York  City 
Board  of  Education,  owner. 

SUBJECT — Application  January  13,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-2  district,  the  installa¬ 
tion  of  an  accessory  sewage  treatment  plant  for  a  public 
school  that  encroaches  on  the  required  front  yard. 

PREMISES  AFFECTED — 100  Luten  Avenue,  northwest 
corner  of  Eylandt  Street,  Block  6613,  Lot  1,  Tottenville, 
Borough  of  Richmond. 


53-71-BZ 

APPLICANT — Joseph  C.  Schmitt  for  New  York  Board  of 
Education,  Office  of  School  Buildings,  owner. 

SUBJECT — Application  January  21,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-19  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml-1  district,  the  erection 
of  a  three  story  and  basement  public  school. 

PREMISES  AFFECTED — 510  Clermont  Avenue,  north¬ 
west  corner  of  Atlantic  Avenue,  Block  2008,  Lot  1,  Bor¬ 
ough  of  Brooklyn. 


590-70-BZ 

APPLICANT — Max  Siegel  Associates  for  Cambridge  Hold¬ 
ing  Company,  owner ;  Cambridge  Garage  Corporation, 
lessee. 

SUBJECT — Application  September  28,  1970 — decision  of 
the  Borough  Superintendent,  under  Section  60(3)  of  the 
Multiple  Dwelling  Law,  to  permit  in  an  R10  district,  in 
an  existing  22  story  multiple  dwelling,  the  addition  to  the 
uses  to  include  transient  parking  for  the  unused  and  sur¬ 
plus  tenants  spaces  for  a  term  of  fifteen  years. 
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PREMISES  AFFECTED— 1596  to  1608  York  Avenue  and 
508  East  85th  Street,  southeast  corner,  Block  1581,  Lot  49, 
Borough  of  Manhattan. 

Laid  over  from  February  9,  1971  at  the  request  of  the 
applicant.  Hearing  continued. 


591-70-A 

APPLICANT — Max  Siegel  Associates  for  Cambridge  Hold¬ 
ing  Company,  owner ;  Cambridge  Garage  Corporation, 
lessee. 

SUBJECT — Application  September  28,  1970 — filed  pursuant 
to  Section  60  of  the  Multiple  Dwelling  Law  re-  use  of 
accessory  garage  to  a  Multiple  Dwelling  for  transient 
parking. 

PREMISES  AFFECTED— 1596  to  1608  York  Avenue  and 
508  East  85th  Street,  southeast  corner,  Block  1581,  Lot  49, 
Borough  of  Manhattan. 


546-70-BZ 

APPLICANT — Max  Siegel  Associates  for  Stratford  Hold¬ 
ing  Company,  owner ;  York  73rd  Garage  Corporation, 
lessee. 

SUBJECT — Application  September  16,  1970- — decision  of  the 
Borough  Superintendent,  under  Section  60(3)  of  the  Mul¬ 
tiple  Dwelling  Law  to  permit  in  an  R8  and  R10  district, 
in  an  existing  34  story  multiple  dwelling  the  addition  to 
the  uses  to  include  transient  parking  for  the  unused  or 
surplus  tenant  spaces  for  a  term  of  15  years. 

PREMISES  AFFECTED— 1377  to  1391  York  Avenue  and 
433  to  437  East  73rd  Street,  northwest  corner,  and  492  to 
496  East  74th  Street,  Block  1468,  Lot  21,  Borough  of 
Manhattan. 

Laid  over  from  February  9,  1971,  for  continued  hearing. 


547-70-A 

APPLICANT — Max  Siegel  Associates  for  Stratford  Hold¬ 
ing  Company,  owner ;  York  73rd  Garage  Corporation, 
lessee. 

SUBJECT — Application  September  16,  1970 — -filed  pursuant 
to  Section  60  of  the  Multiple  Dwelling  Law  re-  use  of 
accessory  garage  to  a  Multiple  Dwelling  for  transient 
parking. 

PREMISES  AFFECTED— 1377  to  1391  York  Avenue  and 
433  to  437  East  73rd  Street,  northwest  corner,  and  492  to 
496  East  74th  Street,  Block  1468,  Lot  21,  Borough  of 
Manhattan. 

THOMAS  F.  GALVIN,  Chairman 


MARCH  9,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  9,  1971,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 

742-67-SM 

APPLICANT — The  Republic  Steel  Corporation,  owner — 
inserts. 


813-67-SM 

APPLICANT — Hilti,  Inc.,  owner — powder  driven  low 
velocity  tool. 


858-68-SM 

APPLICANT — William  Wallace  Division,  Wallace  Murray 
Corp.,  owner — low  temperature  chimney. 


85-70-SM 

APPLICANT — The  Lattimer-Stevens  Company,  owner — 
gas  valve. 

118-70-SA 

APPLICANT — The  Interpace  Corporation,  owner — meter¬ 
ing  device. 

143-70-SA 

APPLICANT — The  Mark  Indicator  Company,  Inc.,  for 
SI  Handling  Systems,  Inc.,  owner— crane  boom  angle  in¬ 
dicator  and  alarm. 

477-70-SM 

APPLICANT — The  Mark  Indicator  Company,  Inc.,  for 
AB  Piab,  owner — crane  load  weigher. 

479- 70-SM 

APPLICANT — Celotex  Corporation,  a  subsidiary  of  The 
Jim  Walters  Corp.,  owner — two-hour  fire  resistant  pro¬ 
tection  for  steel  beam. 

480- 70-SM 

APPLICANT — Celotex  Corporation,  a  subsidiary  of  The 
Jim  Walters  Corp.,  owner — two-hour  fire  resistant  as¬ 
sembly. 

481- 70-SM 

APPLICANT — Celotex  Corporation,  a  subsidiary  of  The 
Jim  Walters  Corp.,  owner — one-hour  fire  rated  non-load 
bearing  partition. 

482- 70-SM 

APPLICANT — Celotex  Corporation,  a  subsidiary  of  The 
Jim  Walters  Corp.,  owner — two-hour  fire  rated  non-load 
bearing  partition. 

613-70-SM 

APPLICANT — Georgia  Pacific  Corp.,  owner — water  re¬ 
sistant  gypsum  board  (J4"  thick). 

759-70-SM 

APPLICANT— The  United  States  Gypsum  Company, 
owner — lj4  hour  non-load  bearing  wall. 

3- 71-SA 

APPLICANT — Acme  Fire  Alarm  Co.,  Inc.,  owner — moni¬ 
toring  and  transmission  of  fire  alarms. 

4- 71-SA 

APPLICANT — Acme  Fire  Alarm  Co.,  Inc.,  owner — locked 
fire  signal  station. 

573-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Yashica,  Incorporated. 

SUBJECT — Application  October  7,  1969 — Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 
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PREMISES  AFFECTED— 50-11  to  50-17  Queens  Boule¬ 
vard,  northwest  corner  of  51st  Street,  Block  1319,  Lot  21, 
Woodside,  Borough  of  Queens. 


361-70-A 

APPLICANT — John  T.  O’Neill,  Commissioner,  Depart¬ 
ment  of  Buildings. 

OWNER  OF  PREMISES — David  Zavinsky. 

SUBJECT — Application  June  22,  1970 — Revocation  of  Cer¬ 
tificate  of  Occupancy  #201,576. 

PREMISES  AFFECTED— 142  to  156  33rd  Street,  south 
side,  100  feet  west  of  4th  Avenue,  Block  684,  Lot  25, 
Borough  of  Brooklyn. 


679-70-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Mid-City  Associates,  long-term  lessee. 

SUBJECT — Application  November  13,  1970 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Escalators, 
Corridors,  Show  Windows,  Egress. 

PREMISES  AFFECTED— 206  to  262  West  34th  Street, 
southwest  corner  of  Seventh  Avenue,  Block  783,  Part  of 
Lot  1,  Borough  of  Manhattan. 


728-70-A 

APPLICANT — Buckley  &  Kisseloff  for  Bank  Street  College 
of  Education,  owner. 

SUBJECT — Application  December  8,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  omission  of  a 
suction  tank  for  the  Fire  Stand  Pipe  System,  Building 
Code. 

PREMISES  AFFECTED— 604  to  612  West  112th  Street, 
south  side,  75  feet  west  of  Broadway,  Block  1894,  Lots  56 
and  58,  Borough  of  Manhattan. 


749-70-A 

APPLICANT — Philip  P.  Agusta  for  Margaret  Sohl,  owner. 

SUBJECT — Application  December  21,  1970 — Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  Sprinkler  Systems. 

PREMISES  AFFECTED — 59-01  Catalapa  Avenue,  north¬ 
east  corner  of  Forest  Avenue,  Block  3505,  Lot  45,  Ridge¬ 
wood,  Borough  of  Queens. 


8 19-68- A — Vol.  II 

APPLICANT — Sol  Feinberg  for  David  F.  Bolger,  owner; 
National  Can  Corporation,  lessee. 

SUBJECT— Application  December  29,  1971  reopened  as 
Volume  II — Appeal  from  a  decision  of  the  Fire  Commis¬ 
sioner  re-  Install  additional  automatic  spray  units. 

PREMISES  AFFECTED— 4-40  44th  Drive,  south  side,  39 
feet  south  of  5th  Street,  Block  25,  Lot  15,  Long  Island  City, 
Borough  of  Queens. 

51-71-A 

APPLICANT — Kenneth  H.  Koons  for  Gram  Holding  Cor¬ 
poration,  owner. 

SUBJECT — Application  January  6,  1971 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Sprinkler  System. 

PREMISES  AFFECTED— 1842  to  1846A  Westchester 
Avenue,  south  side,  25.45  feet  east  of  Theriot  Avenue, 
Block  3766,  Lot  39,  Borough  of  The  Bronx. 

76-71-A 

APPLICANT — Charles  Levine  for  Keystone  Chemical 
Corporation,  owner. 


SUBJECT — Application  February  4,  1971 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  flam¬ 
mable  mixtures  known  as  Keystone  Panel  Adhesive  and 
Keystone  Panel  and  Construction  Adhesive  in  11  fl.  oz. 
Fibre  Cartridges  not  in  compliance  with  regulations  of 
the  Administrative  Code  of  New  York  City. 


77-71-A 

APPLICANT — Charles  Levine  for  Keystone  Chemical 
Corporation,  owner. 

SUBJECT — Application  February  4,  1971 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  com¬ 
bustible  mixture  known  as  Keystone  Butyl  Caulk  in  11 
fl.  oz.  Fibre  Cartridges  not  in  compliance  with  regulations 
of  the  Administrative  Code  of  New  York  City. 

THOMAS  F.  GALVIN,  Chairman 


MARCH  16,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  16,  1971,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

720-70-BZ 

APPLICANT— M.  Martin  Elkind  for  La  Pilar  Realty  In¬ 
corporated,  owner. 

SUBJECT— Application  December  3,_  1970— Decision  of  the 
Borough  Superintendent,  under  Section  73-20  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-9  district,  in  a  proposed 
twelve  story  building,  the  use  of  a  portion  of  the  first  floor 
and  cellar  as  a  theatre. 

PREMISES  AFFECTED — 1468  to  1472  First  Avenue,  east 
side,  52  feet  south  of  East  77th  Street,  Block  1471,  Lots  3, 
4,  47,  and  48,  Borough  of  Manhattan. 

Laid  over  from  February  17,  1971,  at  the  request  of 
applicant  and  Community  Planning  Board  No.  8. 


721-70-A 

APPLICANT — M.  Martin  Elkind  for  La  Pilar  Realty  In¬ 
corporated,  owner. 

SUBJECT — Application  December  3,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  yard. 

PREMISES  AFFECTED — 1468  to  1472  First  Avenue,  east 
side,  52  feet  south  of  East  77th  Street,  Block  1471,  Lots  3, 
4,  47,  and  48,  Borough  of  Manhattan. 


689-70-BZ 

APPLICANT— Thomas  P.  Crinnion  for  A.  &  D.  Halpert, 
owner. 

SUBJECT— Application  November  17,  1970— Decision  oi 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district  the  con¬ 
version  of  an  existing  two  family  dwelling  to  a  three 
family  dwelling  that  increases  the  degree  of  non-compli¬ 
ance  in  floor  area  ratio,  open  space  ratio  and  lot  are  per 
room  and  creates  non-compliance  on  the  outer  court. 

PREMISES  AFFECTED— 2026  Paulding  Avenue,  east 
side,  150  feet  south  of  Lydig  Avenue,  Block  4302,  Lot  37, 
Borough  of  The  Bronx. 


690-70-BZ 

APPLICANT— Thomas  P.  Crinnion  for  Berardelli  and 
Reda,  owners. 
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SUBJECT — Application  November  17,  1970— Decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the  con¬ 
version  of  an  existing  two  family  dwelling  to  a  three 
family  dwelling  that  increases  the  degree  of  non-compli¬ 
ance  in  floor  area  ratio,  open  space  ratio  and  lot  area  per 
room  and  creates  non-compliance  on  the  outer  court. 

PREMISES  AFFECTED — 2022  Paulding  Avenue,  east 
side,  216.67  feet  south  of  Lydig  Avenue,  Block  4302,  Lot 
34,  Borough  of  The  Bronx. 

691-70-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Celia  Fuchs, 
owner. 

SUBJECT — Application  November  17,  1970 — Decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R3-2  district,  the  con¬ 
version  of  an  existing  two  family  dwelling  to  a  three 
family  dwelling  that  increases  the  degree  of  non-compli¬ 
ance  in  floor  area  ratio,  open  space  ratio  and  lot  area 
per  room  and  creates  non-compliance  on  the  outer  court. 

PREMISES  AFFECTED — 2024  Paulding  Avenue,  east 
side  183.33  feet  south  of  Lydig  Avenue,  Block  4302,  Lot 
36,  Borough  of  The  Bronx. 

695-70-BZ 

APPLICANT — M.  Martin  Elkind  for  Vincent  Gianelli, 
owner. 

SUBJECT — Application  November  20,  1970 — Decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R2  district,  the  con¬ 
version  of  three  retail  stores  to  apartments  that  creates 
non-compliance  in  floor  area  ratio,  open  space  ratio  and 
lot  area  per  room. 

PREMISES  AFFECTED— 209-15  to  209-19  91st  Avenue, 
90-56  210th  Street,  northwest  corner,  Block  10558,  Lot 
68,  Hollis,  Borough  of  Queens. 


723-70-BZ 

APPLICANT — Shea,  Gallop  Climenko  and  Gould  for  C.  B. 
and  B.  Associates,  owner. 

SUBJECT — Application  December  4,  1970 — Decision  of  the 
Borough  Superintendent,  under  Section  72-01  (b)  of  the 
Zoning  Resolution,  to  permit  in  a  C4-2  district,  the  in¬ 
stallation  of  business  signs  that  exceed  the  permitted  sur¬ 
face  area  and  the  permitted  height  above  curb  level. 

PREMISES  AFFECTED — 135-30  140th  Street,  southwest 
corner  of  135th  Avenue,  Block  12093,  Lot  34,  South  Ozone 
Park,  Borough  of  Queens. 


742-70-BZ 

APPLICANT — Hector  Ferreras  for  Pat  Fusco,  owner. 

SUBJECT — Application  December  14,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  Cl -1  district,  the 
erection  and  maintenance  of  an  automotive  service  station 
with  accessory  uses. 

PREMISES  AFFECTED — 830  Bay  Street,  southwest  cor¬ 
ner  of  Vanderbilt  Avenue,  Block  2836,  Lot  16,  Clifton, 
Borough  of  Richmond. 


751-70-BZ 

APPLICANT — Andrew  Di  Camillo  for  Endy  Anderson, 
owner;  New  York  Telephone  Company,  lessee. 

SUBJECT — Application  December  21,  1970 — Decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 


Zoning  Resolution,  to  permit  in  a  C4-2  and  C8-1  district, 
the  erection  of  a  five  story  garage  and  office  building  that 
exceeds  the  permitted  floor  area  ratio  and  has  less  than 
the  required  accessory  parking. 

PREMISES  AFFECTED — 409  to  425  89th  Street,  north 
side,  53.3  feet  East  of  4th  Avenue,  Block  6065,  Lots  43,  46, 
47,  49,  50,  Borough  of  Brooklyn. 


61-71-BZ 

APPLICANT — Alfonso  Duarte  for  Health  Services  Ad¬ 
ministration,  owner. 

SUBJECT — Application  January  26,  1971 — Decision  of  the 
Borough  Superintendent,  under  Sections  72-21,  73-481,  73- 
482  and  73-49  of  the  Zoning  Resolution,  to  permit  in  a  C4-3 
and  R6  district,  the  erection  of  a  nine  story  and  cellar  hos¬ 
pital  that  penetrates  the  sky  exposure  plane,  exceeds  the 
maximum  number  of  accessory  parking  spaces  without  the 
required  screening  and  with  roof  parking. 

PREMISES  AFFECTED — 760  Brodway,  southwest  corner 
of  Flushing  Avenue,  Block  1723,  Lot  1,  Borough  of 
Brooklyn. 


62-71-A 

APPLICANT — Alfonso  Duarte  for  Health  Services  Ad¬ 
ministration,  owner. 

SUBJECT — Application  January  26,  1971 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Corridors, 
Magnetic  door  devices. 

PREMISES  AFFECTED — 760  Broadway,  southwest 
corner  of  Flushing  Avenue,  Block  1723,  Lot  1,  Borough 
of  Brooklyn. 


700-70-BZ 

APPLICANT — Abram  Shlefstein  for  Esther  Sheinbaum, 
owner;  Joseph  Sheinbaum,  lessee. 

SUBJECT— Application  November  20,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  73-211,  73-212 
and  11-412  of  the  Zoning  Resolution,  to  permit  in  a  C2-2 
district,  the  enlargement,  in  lot  area  and  the  reconstruction 
of  an  automotive  service  station  with  accessory  uses  pre¬ 
viously  before  the  Board. 

PREMISES  AFFECTED — 205-33  to  205-43  Hollis  Avenue 
and  109-42  Francis  Lewis  Boulevard,  northwest  corner, 
Block  10912,  Lots  30  and  32,  Hollis,  Borough  of  Queens. 


682-70-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  November  12,  1970 — Decision  of 
the  Borough  Superintendent,  under  Sections  73-11 (g)  and 
73-14  of  the  Zoning  Resolution,  to  permit  in  an  R6  district, 
at  an  existing  two  story  telephone  exchange,  the  erection 
of  a  two  story  enlargement  and  a  third  floor  that  increases 
the  degree  of  non-conformity. 

PREMISES  AFFECTED — 71-40  164th  Street,  west  side, 
131  feet  north  of  72nd  Avenue,  Block  6802,  Lot  16,  Flush¬ 
ing,  Borough  of  Queens. 


509-70-BZ 

APPLICANT — Joseph  Nirenberg  for  Mary  DiNicola, 
owner ;  Abetter  Processing  Corporation,  lessee. 

SUBJECT — Application  August  26,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  erection  of 
3  one  story  enlargement  to  an  existing  metal  products 
factory  that  encroaches  on  the  required  rear  yard. 
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PREMISES  AFFECTED — 984-988  East  35th  Street,  west 
side,  297.6  feet  north  of  Avenue  I,  Block  7580,  Lot  63, 
Borough  of  Brooklyn. 

.  Laid  over  from  February  17,  1971,  for  continued  hear¬ 
ing  at  request  of  applicant. 


681-70-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT  Application  November  12,  19/0 — Decision  of  the 
Borough  Superintendent,  under  Sections  73-14  and  73-65  of 
the  Zoning  Resolution,  to  permit  in  an  R3-2  district,  the 
erection  of  a  fourth  and  fifth  floor  to  an  existing  telephone 
exchange  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio,  open  space  ratio,  front  yard,  side  yard  and 
sky  exposure  plane. 

P?£?£SES  AFFECTED— 140-02  to  140-10  183rd  Street, 
1°2-0S  to  182-26  140th  Avenue,  southwest  corner,  Block 
13040,  Lot  1,  Springfield  Gardens,  Borough  of  Queens. 

THOMAS  F.  GALVIN,  Chair-man 


MARCH  16,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  16,  1971,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

669-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Pierre  Associates  Incorporated, 
c/o  B.  Harrison  Frankel. 

SUBJECT — Application  November  13,  1969 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system 

PREMISES  AFFECTED — 29-33  Maiden  Lane  and  56 
Nassau  Street,  northeast  corner,  Block  67,  Lot  23,  Borough 
of  Manhattan. 


66-71-A 

APPLICANT  Buckley  and  Kisseloff  for  Greenwich  Sav¬ 
ings  Bank,  owner. 

SUBJECT  Application  January  28,  1971 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Proposed  open¬ 
ing  from  unsprinklered  bank  to  exit  passageway. 

PREMISES  AFFECTED — 944  Third  Avenue,  156  to  164 
East  o7th  Street,  southwest  corner  and  155  to  163  East 
56th  Street,  Block  1311,  Lots  29,  38,  40,  41,  Borough  of 
Manhattan. 


PREMISES  AFFECTED — 122  Amsterdam  Avenue,  north¬ 
west  corner  of  65th  Street,  Block  1157,  part  of  Lots  1,  21, 
and  25,  Borough  of  Manhattan. 

THOMAS  F.  GALVIN,  Chairman 


MARCH  23,  1971,  10  A.M. 

NOTICE  IS  FIEREBY  GIVEN  of  a  public  hearing 
luesday  morning,  March  23,  1971,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 


418-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Richard  DiLoretto 
and  Salvatore  Sciortino,  owners. 

SUBJECT— Application  July  27,  1970— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  enlargement  in 
area  of  an  existing  swimming  club  previously  before  the 
Board  for  use  as  tennis  courts  with  accessory  parking. 

AFFECTED — 28-51  216th  Street,  east  side, 
125  feet  south  of  28th  Road,  Blocks  6019,  6059,  Lots  2,  5, 
45  and  12,  Bayside,  Borough  of  Queens. 


419-70-A 


APPLICANT — Arthur  J.  McGee  for  Richard  DiLoretto 
and  Salvatore  Sciortino,  owners. 


SUBJECT— Application  July  27,  1970 — filed  pursuant  to 
Section  35,  Article  o,  General  City  Law  re-  erection  of 
building  in  bed  of  a  mapped  street. 


FKFM1SES  AFFECTED — 28-51  216th  Street,  east  side, 
125  feet  south  of  28th  Road,  Block  6019,  Lots  2,  5  and  45 
Block  6059,  Lot  12,  Bayside,  Borough  of  Queens. 


704-70-BZ 


APPLICANT— Wax  Associates  for  Sigmund  Sommer 
Construction  Corporation,  owner. 

SUBJECT— Application  November  24,  1970— decision  of  the 
Borough  Superintendent,  under  Sections  73-1 1(g)  and 
/3-50  of  the  Zoning  Resolution,  to  permit  in  a  Cl-9  district, 
the  erection  of  a  one  story  and  mezzanine  building  for  use 
as  a  theatre  with  business  entrances  and  signs  within  20 
feet  of  a  residence  district. 


PREAHSES  AFFECTED-249  to  251  East  53rd  Street, 

?0AthT,Slde’  ^1'5rf1eet  west  of  2nd  Avenue,  Block  1327,  Lot 
120,  Borough  of  Manhattan. 


6-71-A 

APPLICANT — Vanguard  Transportation,  Incorporated, 

owner. 

SUBJECT — Application  January  7,  1971 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Individual  pipelines 
to  1  ank  Compartments  on  Truck  Transporting  Flammable 
Solvents. 


83-71-A 

A-  Corwin  Frost  for  New  York  City  Boa 
of  Education,  Office  of  School  Buildings,  owner. 

SUBJECT— Application  February  10,  1971 — Appeal  from 
aecision  of  the  Borough  Superintendent  re-  Interior  cori 
dors  and  flexible  classrooms, 


722-70-BZ 

APPLICANT— Juster  and  Saltzman  for  Board  of  Educa¬ 
tion,  owner. 

SUBJECT— Application  December  3,  1970— decision  of  the 
Borough  Superintendent,  under  Section  73-19  of  the  Zoning 
Resolution,  to  permit  in  an  R6  and  Ml-1  district,  the  erec¬ 
tion  of  a  four  story  public  school  extending  into  the  manu¬ 
facturing  district. 

PREMISES  AFFECTED — 730  Bryant  Avenue,  northeast 
Spofford  Avenue,  Block  2763,  Lot  279,  Borough 


10-71-BZ 

APPLICANT  R.  Jackson  Smith  of  The  Eggers  Partner¬ 
ship  for  Polytechnic  Institute  of  Brooklyn,  owner. 
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SUBJECT— Application  January  6,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  ot  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-1  district,  in  conjunction 
with  the  conversion  of  a  three  story  building  to  a  College, 
the  installation  of  a  roof  air  structure  that  encroaches  on 
the  required  side  yard. 

PREMISES  AFFECTED— 122  to  144  Johnson  Street  and 
110  to  124  Duffield  Street,  southwest  corner,  295  to  301 
Bridge  Street,  Blocks  2047,  Lot  13,  Borough  of  Brooklyn. 


11-71-A 

APPLICANT — R.  Jackson  Smith  of  The  Eggers  Partner¬ 
ship  for  Polytechnic  Institute  of  Brooklyn,  owner. 

SUBJECT— Application  January  6,  1971— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Egress,  Change 
of  occupancy  to  a  College. 

PREMISES  AFFECTED — 122  to  144  Johnson  Street  and 
110  to  124  Duffield  Street,  southwest  corner,  295  to  401 
Bridge  Street,  Blocks  2047,  Lot  13,  Borough  of  Brooklyn. 


63-71-BZ 

APPLICANT— Samuel  H. 
Sheldon  H.  Solow,  owner, 


Lindenbaum  and  Young  for 
d/b/a  Solovieff  Realty  Com- 


pany. 

SUBJECT— Application  January  26,  1971— decision  of  the 
Borough  Superintendent,  under  Section  73-20  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -9  and  R8  district,  in  a 
proposed  45  story  building  previously  before  the  Board, 
the  installation  of  an  additional  theatre. 

PREMISES  AFFECTED — 1261  to  1281  2nd  Avenue  251 
East  66th  Street,  northwest  corner  and  222  to  2 5U  Bast 
67th  Street,  Block  1421,  Lot  21,  Borough  of  Manhattan. 


THOMAS  F.  GALVIN,  Chairman 


MARCH  23,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  23,  1971,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 


88-71-A 

AppLJCiANT — S.  M.  Frank  and  Company,  Incorporated, 
owner. 

SUBJECT— Application  February  17,  1971— Appeal  from 
of  300,000  Barrel  N.  G.  Tank. 

Flammable  mixtures  known  as  “Medico  Visible  Refill 
Butane”,  Nylon  round  tubes,  net  volume  3.32  fluid  ounces, 
with  self  sealing  valve,  not  in  compliance  with  regula¬ 
tions  of  the  Administrative  Code. 


64-71-A 

APPLICANT— William  H.  Byrne,  P.  E.  of  Bilbyrne  Cor¬ 
poration  for  Consolidated  Edison  Company  of  New  York, 
Incorporated,  owner. 

SUBJECT— Application  January  28,  1971— Appeal  from 

a  decision  of  the  Borough  Superintendent  re-  Installation 
of  300,000  Barrel  L.  N.  C.  Tank. 

PREMISES  AFFECTED— 19  to  39  20th  Avenue,  east  side, 
2,300  feet  north  of  East  River,  Block  850,  Lot  1,  Long 
Island  City,  Borough  of  Queens. 


80-71-A 

APPLICANT _ P.  B.  Mutrie  Motor  Transportation,  Incor¬ 

porated,  owner. 

SUBJECT— Application  February  3,  1971 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Transportation  ot 
Lubricating  Oils. 

THOMAS  F.  GALVIN,  Chairman 
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REGULAR  MEETING 

WEDNESDAY  MORNING, 

FEBRUARY  17,  1971,  10  A.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


2343-17-BZ 

APPLICANT — Joseph  Nirenberg  for  Stanley  Kleinrock, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition,  under  the 
Zoning  Resolution  permitting  in  a  business  use  district,  the 
erection  of  a  public  garage. 

PREMISES  AFFECTED — 1171-79  DeKalb  Avenue,  north 
side,  west  of  Bushwick  Avenue,  Block  3230,  Lot  25,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  Nirenberg  and  Stanley  Kleinrock. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  29,  1918,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
29,  1918,  by  adding  thereto: 

“that  the  building  may  be  arranged  and  used  substantially 
as  shown  on  revised  drawings  marked  ‘Received  Janu¬ 
ary  21,  1971’,  three  sheets,  on  condition  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects.”  (Alt.  1167-70) 


135-49-BZ — Vol.  II 

APPLICANT — Kenneth  H.  Koons  for  Frieda  Boyle, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  February  7, 
1971 — decision  of  the  Borough  Superintendent,  previously 
granted  on  condition,  under  Sections  7c,  7e,  7f  and  7i  of 
the  Zoning  Resolution,  permitting  in  a  business  use  dis¬ 
trict,  the  proposed  extension  of  an  existing  gasoline  and 
oil  service  station. 

PREMISES  AFFECTED— 1773  East  Gun  Hill  Road, 
north  side,  125  feet  east  of  Wickham  Avenue,  Block  4806, 
Lot  44,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Kenneth  H.  Koons. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative: 


THE  RESOLUTION— 

Whereas,  this  application  was  amended  by  the  Board  as 
Vol.  II,  on  February  7,  1956,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
February  17,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
28,  1950,  as  amended  through  April  21,  1959,  only  as  to  the 
term  of  the  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“granted  for  a  term  of  ten  years  from  February  7,  1971, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  159-55) 

290-55-BZ 

APPLICANT — Lama  &  Vassalotti,  for  Rock  Oil  Co.,  Inc., 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  February  28, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  sections  7f  and  7i  of  the 
zoning  resolution,  to  permit  in  a  business  use  district  the 
demolition  of  existing  structures,  and  the  erection  and 
maintenance,  for  a  term  of  15  years  a  gasoline  service 
station,  lubritorium,  auto  laundry  (non-automatic)  motor 
vehicle  repair  shop  and  office,  and  to  permit  the  parking 
of  motor  vehicles  awaiting  service. 

PREMISES  AFFECTED — 134-15  Rockaway  Boulevard, 
northwest  corner  of  135th  Street,  Block  11701,  Lot  1, 
South  Ozone  Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  28,  1956;  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
February  17,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Febru¬ 
ary  28,  1956,  as  amended  through  May  22,  1956,  only  as  to 
the  term  of  the  variance,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  February  28,  1971, 
to  permit  .  .  . ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects  ;  and  that  a  new  Certificate  of  Occupancy  shall  be 
obtained.”  (N.  B.  4736-54) 


761-58-BZ 

APPLICANT — Kenneth  H.  Koons  for  2954  Bruner  Av¬ 
enue  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment — decision  of  the  Borough  Superintendent ;  pre¬ 
viously  granted  on  condition,  under  Sections  7e  and  21  of 
the  Zoning  Resolution,  permitting  in  a  residence  use,  D-l 
area  district,  the  extension  of  a  marble  factory  occupying 
0  more  than  the  permitted. 
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PREMISES  AFFECTED— 2954-2958  Bruner  Avenue,  east 
side,  100  feet  south  of  Adee  Avenue,  Block  4791,  Lots  4 
and  52,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Kenneth  H.  Koons. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
April  21,  1959,  on  certain  conditions ;  and 
Whereas,  the  term  of  variance  was  last  extended  on 
July  15,  1969;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  23, 
1959,  as  amended  through  July  15,  1969,  by  adding  thereto: 
“that  the  premises  may  be  used  substantially  as  shown  on 
drawings  marked  ‘Received  January  6,  197P,  three  sheets, 
on  condition  that  6  ft.  high  aluminum  louvered  fences 
be  installed  and  maintained  along  the  Bruner  Avenue 
building  line  and  all  interior  lot  lines,  except  where 
buildings  occur;  that  sidewalks  be  installed  from  the 
building  lines  to  the  curbs  in  front  of  the  premises  on 
Adee  and  Bruner  Avenues;  that  trees  be  planted  and 
maintained  on  both  frontages  in  accordance  with  the  rules 
and  regulations  of  the  Department  of  Parks;  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects ;  and  that  a  new  Cer¬ 
tificate  of  Occupancy  shall  be  obtained.”  (Alt.  1075-58) 


930-64-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  1982  Bergen  Re¬ 
alty  Corp.  and  Cashnyl  Co.  Inc.,  owners. 

SUBJECT — Application  for  consideration — reopening  for  re¬ 
quest  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expired  January  19,  1970 — decision 
of  the  Borough  Superintendent,  under  Section  11-412  of 
the  Zoning  Resolution,  permitting  in  a  R6  district,  the  en¬ 
largement  for  accessory  storage  and  offices,  to  a  factory 
for  dyeing  and  treatment  of  cashmere,  nylon  materials  and 
synthetic  fibers  previously  granted  by  the  Board. 

PREMISES  AFFECTED — 1980-1996  Bergen  Street,  south 
side,  158  feet,  3  inches  west  of  Hopkinson  Avenue,  Block 
1453,  Lots  25,  26  and  32  (formerly  1994-1996  Bergen 
Street,  south  side,  157  feet,  9  inches  west  of  Hopkinson 
Avenue,  Block  1453,  Lots  32  and  33),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  ap¬ 
plication  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  . 0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  12,  1965;  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 


on  February  17,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Whereas,  on  December  11,  1956  (Cal.  No.  658-55-BZ) 
an  application  was  granted  by  the  Board,  under  Section  7e 
of  the  Zoning  Resolution,  permitting  in  a  business  use  dis¬ 
trict  the  change  of  use  from  a  wet  wash  laundry  to  dyeing  of 
cashmere,  natural  and  synthetic  fibers,  office  and  boiler  room, 
with  part  of  the  building  on  Lot  29  occupied  by  a  tenant  for 
the  preparation  and  preserving  of  meats,  for  a  term  of  ten 
years  affecting  premises  1980-1990  Bergen  Street,  Block  1453, 
Lots  26,  29  and  30,  with  a  frontage  of  125  feet;  and 
Whereas,  on  January  19,  1960  (Cal.  No.  658-55-BZ — 
Vol.  II)  an  application  was  granted  by  the  the  Board,  under 
Section  7e  of  the  Zoning  Resolution,  permitting  in  a  busi¬ 
ness  use  district  the  extension  of  use  of  a  factory  for  stor¬ 
age,  dyeing  and  treatment  of  cashmere,  nylon  materials  and 
synthetic  fibers,  affecting  premises  1980-1992  Bergen  Street, 
Block  1453,  Lots  25,  26,  29  and  30  (formerly  Lots  25,  26,  29, 
30  and  31),  with  a  frontage  of  175  feet;  and 
^Whereas,  on  September  13,  1960  (Cal.  No.  658-55-BZ — 
Vol.  II)  the  resolution  of  January  19,  1960  was  amended  by 
the  Board,  permitting  the  building  at  1992  Bergen  Street, 
on  part  of  Lot  30  (formerly  Lot  31),  to  be  demolished  to 
a  height  permitting  the  construction  of  a  mezzanine  office 
in  addition  to  the  first  floor  office,  on  certain  conditions ;  and 
Whereas,  on  January  12,  1965  (Cal.  No.  930-64-BZ) 
an  application  was  granted  by  the  Board,  under  Section  11- 
412  of  the  Zoning  Resolution,  permitting  in  an  R6  district 
an  enlargement  to  the  premises  by  the  construction  of  a 
building  on  Block  1453,  Lots  32  and  33  (1994-1996  Bergen 
Street),  with  the  use  of  such  building  restricted  to  accessory 
storage  and  offices,  and  folding  and  packing  in.  conjunction 
with  the  dyeing  establishment  previously  permitted  by  the 
Board  under  Cal.  No.  658-55-BZ,  Vols.  I  and  II,  with  this 
enlargement  making  the  total  frontage  of  the  premises  216 
feet.  9  inches ;  and 

Whereas,  the  applicant  requested  an  extension  of  the  term 
of  the  variance  for  the  entire  premises,  which  he  stated  has 
been  reapportioned  and  is  now  known  as  Block  1453,  Lots 
25,  26  and  32,  and  for  permission  to  obtain  one  Certificate  of 
Occupancy  for  all  the  buildings  thereon,  except  for  the  store 
building  at  the  front  of  Lot  25  (1980  Bergen  Street)  ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  February  2,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  then  laid  over  to  February  17,  1971. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  January  12,  1965,  as  to  the  term  of 
the  variance  and  by  adding  thereto : 

“that  the  record  and  the  actions  of  the  Board  under 
Cal.  Nos.  658-55-BZ,  Vols.  I  and  II  are  hereby  cross- 
referenced  with  and  made  a  part  of  this  application,  Cal, 
No.  930-64-BZ ;  that  the  premises  affected  is  hereby 
corrected  to  read: 

T980-1996  Bergen  Street,  south  side,  158  feet,  3 
inches  west  of  Hopkins  Avenue,  Block  1453,  Lots  25, 
26  and  32,  Borough  of  Brooklyn,’ 
that  this  varience  shall  continue  for  a  term  of  ten  years 
from  the  date  of  this  amended  resolution;  that  one 
Certificate  of  Occupancy  may  be  issued  for  the  entire 
premises,  except  for  the  store  building  at  the  front  of 
Lot  25  (1980  Bergen  Street),  if  the  Borough  Superin¬ 
tendent  deems  it  proper ;  and  that  other  than  as  herein 
amended  the  resolution  above  cited,  and  the  resolutions 
adopted  by  the  Board  under  Cal.  Nos.  658-55-BZ.  Vols. 
I  and  II,  shall  be  complied  with  in  all  respects.”  (N.  B. 
669-64  and  Alt.  1851-70) 


774-68-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum 
and  Young  for  Charles  B.  Benenson  and  Laurence  A.  Tisch, 
owners. 
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SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  4, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  73-63  of  the  Zoning 
Resolution,  permitting  in  a  C5-3  district,  in  an  existing 
23  story  commercial  building,  the  enlargement  in  area  of 
the  second  floor  that  increases  the  degree  of  non-compliance 
in  floor  area  ratio. 

PREMISES  AFFECTED— 488  Madison  Avenue,  north¬ 
west  corner  of  East  51st  Street,  Block  1287,  Lot  14, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Kenneth  Singer. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  4,  1969,  on  certain  conditions ;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  February  10,  1970;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Febru¬ 
ary  4,  1969,  as  amended  through  February  10,  1970,  only 
as  to  the  time  to  complete  the  work,  so  that  as  amended  this 
portion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  February  4,  1971.”  (Alt.  1232-68) 


148-70-BZ — Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Ciampa  Prop¬ 
erties,  Inc.,  owners. 

SUBJECT — Application  for  consideration — reopening  as 
Vol.  II,  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent ;  previously  denied,  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  Ml-1  and 
R4  district,  the  erection  of  a  one  story  enlargement  to  an 
existing  factory  and  warehouse  extending  into  the  resi¬ 
dence  district. 

PREMISES  AFFECTED— 119-06  15  th  Avenue,  15-11 
119th  Street,  southeast  corner,  Block  4073,  Lots  22  and 
47,  College  Point,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure;  with  permission  to 
transfer  the  photographs  from  Volume  I. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


984-66-BZ— Vol.  Ill 

APPLICANT — Edwin  Storch  for  Lam  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — reopening  as 
Vol.  Ill,  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent ;  previously  denied,  under  Section 


72-21  of  the  Zoning  Resolution,  permitting  in  an  R3-2 
district,  the  erection  of  a  one-story  building  for  use  as  a 
warehouse  with  accessory  parking  in  the  open  area. 
PREMISES  AFFECTED — 177-07  147th  Avenue,  northeast 
corner  of  177th  Street,  Block  13307,  Lots  103,  104  and 
100,  Springfield  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Edwin  Storch. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  Ill, 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


327-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Theodore  J.  Burke, 
owner 

SUBJECT — Application  May  28,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  district,  the  installation 
of  an  advertising  sign  that  encroaches  on  the  minimum 
distance  to  a  park  and  arterial  highway. 

PREMISES  AFFECTED — 34-09  126th  Street,  southeast 
corner  of  34th  Avenue,  Block  1822,  Lot  1,  Flushing,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino, 

For  Opposition :  Samuel  Bodian  for  Parks  Dept. 

ACTION  OF  BOARD— Laid  oyer  to  March  2,  1971,  at 
10  A.M.,  for  a  continued  heading.  Laid  over  at  the  re¬ 
quest  of  the  applicant.  Previously  inspected. 


427-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Leemilt’s  Petroleum, 
Inc.,  owner. 

SUBJECT — Application  August  7,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412,  11-413  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R4  district, 
the  enlargement  in  lot  area  and  reconstruction  of  an  auto¬ 
motive  service  station  with  accessory  uses  previously  before 
the  Board. 

PREMISES  AFFECTED — 38-05  Beach  Channel  Drive, 
southwest  corner  of  Beach  38th  Street,  Block  15828,  Lots 
24,  25,  30,  Far  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino  and  Leo  Liebowitz. 
For  Opposition :  John  E.  Murphy. 

ACTION  OF  BOARD— Laid  over  to  February  23,  1971, 
at.  10  A.M.,  for  decision;  previously  inspected;  hearing 
closed. 


509-70-BZ 

APPLICANT — Joseph  Nirenberg  for  Mary  DiNicola, 
owner ;  Abetter  Processing  Corporation,  lessee. 

SUBJECT — Application  August  26.  1970 — decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R6  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  metal  products 
factory  that  encroaches  on  the  required  rear  yard. 

PREMISES  AFFECTED— 984-988  East  35th  Street,  west 
side,  297.6  feet  north  of  Avenue  I,  Block  7580,  Lot  63, 
Borough  of  Brooklyn. 
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APPEARANCES— 

For  Applicant:  J.  Nirenberg. 

For  Opposition:  Richard  John  Cortez,  Carrie  Cortez, 
John  Cortez,  Jose  H.  Delfous,  Weston  Mac  Learr  and 
Councilman  Theodore  Silverman. 

ACTION  OF  THE  BOARD— Laid  over  to  March  16,  1971, 
at  10  A.M.,  for  continued  hearing  at  the  request  of  the 
applicant ;  previously  inspected. 


589-70-BZ 

APPLICANT — McGrath,  Cohen  and  McGrath  for  Lex- 
Parc  Properties,  owner,  The  Ravelled  Sleave,  lessee, 

SUBJECT — Application  September  25,  1970 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-5  district,  in  an  ex¬ 
isting  five  story  building,  the  addition  to  the  use  of  the 
first  floor  restaurant  to  include  cabaret. 

PREMISES  AFFECTED— 1387  Third  Avenue,  east  side, 
21  feet  south  of  East  79th  Street,  Block  1433,  Lot  46, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  without  date. 


595-70-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Madison  Holding  Corporation,  owner. 
SUBJECT — Application  September  30,  1970— decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R8  and  RIO  district,  the  erection  of 
a  31  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio  and  has  less  than  the  required  lot  area 
per  room. 

PREMISES  AFFECTED— 1673  to  1685  York  Avenue, 
northwest  corner  of  East  88th  Street,  Block  1565,  Lots 
19,  21-27,  29,  30,  120,  128,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum  and  Philip 
Birnbaum. 

For  Opposition:  George  R.  Barlow. 

ACTION  OF  BOARD — Laid  over  to  March  2,  1971,  at 
10  A.M.,  for  continued  hearing;  previously  inspected. 


612-70-BZ 

APPLICANT — Lama  and  Vassalotti  for  Charles  Wallach, 
owner. 

SUBJECT — Application  October  9,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  and  R3-2 
district,  the  enlargement  in  area  of  the  accessory  parking 
space  for  an  automobile  rental  and  service  establishment 
previously  before  the  Board. 

PREMISES  AFFECTED— 164-17  Union  Turnpike,  78-26 
to  78-34  165th  Street,  Block  6972,  Lot  21,  Flushing,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti  and  Charles  Wallach. 
For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  March  2,  1971,  at 
10  A.M.,  for  decision ;  Board  awaiting  recommendation 
from  community  planning  board;  previously  inspected; 
hearing  closed. 


636-70-BZ 

APPLICANT — Lama  &  Vassalotti  for  Mobil  Oil  Corpora¬ 
tion,  owner. 

SUBJECT — Application  October  21,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent,  under  Section 
73-211  of  the  Zoning  Resolution,  to  permit  in  a  C2-2  dis¬ 
trict,  the  reconstruction  of  an  existing  automotive  service 
station  with  accessory  uses  previously  before  the  Board. 

PREMISES  AFFECTED— 105-55  Horace  Harding  Ex¬ 
pressway,  northwest  corner  of  108th  Street,  Block  1964, 
Lot  23,  Corona,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  March  2,  1971,  at 
10  A.M.,  for  decision.  Hearing  closed.  Previously  in¬ 
spected. 


651-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Trustees  of  Cen¬ 
tral  States,  Southeast  and  Southwest  Area  Pension  Fund, 
owner;  Mobil  Oil  Corporation,  lessee. 

SUBJECT — Application  October  30,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C7  district,  the  reconstruc¬ 
tion  and  maintenance  of  an  automotive  service  station  with 
accessory  uses. 

PREMISES  AFFECTED— 500  Baychester  Avenue,  north¬ 
east  corner  of  Bartow  Avenue,  Block  5141,  Lot  101, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  March  2,  1971,  at  10 
A.M.,  for  decision ;  applicant  to  submit  additional  informa¬ 
tion  ;  previously  inspected ;  hearing  previously  closed. 


652-70-BZ 

APPLICANT — Howard  Miller  for  Nicola  DiLorenzo, 
owmer. 

SUBJECT — Application  November  2,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-27  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  the  change  in 
use  of  an  existing  one  story  building  from  store  and 
dwelling  to  a  funeral  establishment  and  dwelling. 
PREMISES  AFFECTED — 4502  to  4506  Avenue  D,  south¬ 
east  corner  of  East  45th  Street,  Block  4979,  Lots  1  and  3, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Howard  Miller,  Marvin  Wiener  and 
Frank  J.  Barone. 

For  Opposition:  Peter  J.  Notaro  and  Frank  F.  Abbadessa. 
ACTION  OF  BOARD— Laid  over  to  March  2,  1971,  at  10 
A.M.,  for  a  continued  hearing.  Previously  inspected. 


662-70-BZ 

APPLICANT — Albert  Melniker  for  Aaron  Levine,  owner; 
NuCastle  Motors,  Inc.,  lessee. 

SUBJECT — Application  November  5,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-1  district,  the  construc¬ 
tion  of  an  open  automobile  sales  establishment  with  acces¬ 
sory  office. 
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PREMISES  AFFECTED— 2175  Hylan  Boulevard,  north 
side,  45.23  feet  west  of  Midland  Avenue,  Block  3591,  Lot 
57,  Grant  City,  Borough  of  Richmond. 

appearances— 

For  Applicant:  Albert  Melniker. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  March  2,  1971,  at 
10  A.M.,  for  a  continued  hearing  at  the  request  of  the 
applicant.  Hearing  continued.  Previously  inspected. 


682-70-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  November  12,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  73-11  (g)  and 
73-14  of  the  Zoning  Resolution,  to  permit  in  an  R6  district, 
the  erection  of  a  two  story  enlargement  to  an  existing 
telephone  exchange  that  increases  the  degree  of  non¬ 
conformity. 

PREMISES  AFFECTED— 71-40  164th  Street,  west  side, 
131  feet  north  of  72nd  Avenue,  Block  6802,  Lot  16,  Flush¬ 
ing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  Chase. 

For  Opposition:  William  Feinstein,  Manny  Silke,  Law¬ 
rence  Stahl. 

ACTION  OF  BOARD — Laid  over  without  date;  applicant 
to  amend  application  and  notify  affected  property  owners. 


720- 70-BZ 

APPLICANT — M.  Martin  Elkind  for  La  Pilar  Realty  In¬ 
corporated,  owner. 

SUBJECT — Application  December  3,  1970 — Decision  of  the 
Borough  Superintendent,  under  Section  73-20  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-9  district,  in  a  proposed 
twelve  story  building,  the  use  of  a  portion  of  the  first  floor 
and  cellar  as  a  theatre. 

PREMISES  AFFECTED— 1468  to  1472  First  Avenue, 
east  side,  52  feet  south  of  East  77th  Street,  Block  1471, 
Lots  3,  4,  47,  and  48,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  M.  Martin  Elkind. 

For  Opposition  :  Raymond  T.  Councell. 

ACTION  OF  BOARD — Laid  over  to  March  16,  1971,  at 
10  A.M.,  at  the  request  of  the  applicant  and  Community 
Planning  Board  Number  8.  Previously  inspected. 

721- 70-A 

APPLICANT— M.  Martin  Elkind  for  La  Pilar  Realty  In¬ 
corporated,  owner. 

SUBJECT — Application  December  3,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Yard. 

PREMISES  AFFECTED— 1468  to  1472  First  Avenue,  east 
side,  52  feet  south  of  East  77th  Street,  Block  1471,  Lots 
3,  4,  47  and  48,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  M.  Martin  Elkind. 

ACTION  OF  BOARD— Laid  over  to  March  16,  1971,  at 
10  A.M.,  at  the  request  of  the  applicant.  Previously  in¬ 
spected. 


725-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Xheudet  Mustafa, 
owner. 

SUBJECT — Application  December  4,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  th£  Zoning 


Resolution,  to  permit  in  a  Cl -2  district,  the  enlargement 
in  area  of  an  existing  one  story  building  that  encroaches 
on  the  required  side  yard  and  the  maintenance  of  the 
Automobile  repair  establishment. 

PREMISES  AFFECTED — 11  Slater  Boulevard,  north  side, 
108.09  feet  east  of  Hylan  Boulevard,  Block  3656,  Lot  69, 
Dongan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  March  2,  1971,  at  10 
A.M.,  for  continued  hearing ;  Board  awaiting  recommenda¬ 
tion  of""  the  community  planning  board ;  previously  in¬ 
spected. 


758-70-BZ 

APPLICANT— Atkin  and  Bassolino  for  Westbank  Realty 
Corporation,  owner. 

SUBJECT — Application  December  29,  1970 — Decision  of  the 
Borough  Superintendent,  under  Section  73-27  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-4  district,  in  an  existing 
six  story  building,  the  change  in  occupancy  of  a  portion  of 
the  first  floor  and  cellar  from  a  bank  to  a  funeral  estab¬ 
lishment  without  the  required  loading  berth. 

PREMISES  AFFECTED — 1605  Nelson  Avenue,  northwest 
corner  of  Featherbed  Lane,  Block  2876,  Lot  55,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Thomas  Gibson  and  Walter  A.  Washing¬ 
ton. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  February  23,  1971, 
at  10  A.M.,  for  continued  hearing ;  applicant  to  submit 
additional  information;  previously  inspected. 


551-70-BZ 

APPLICANT — T.  T.  Wiley  and  Associates  for  Hook  Creek 
Realty  Company,  owner. 

SUBJECT— Application  August  20,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  72.01(b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2  dis¬ 
trict,  the  construction  of  an  off-site  group  parking  facility 
to  an  existing  factory  in  Nassau  County. 

PREMISES  AFFECTED — 265-17  Hook  Creek  Boulevard, 
northeast  corner  of  257th  Street,  Block  13630,  Lot  1, 
Rosedale,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Edward  J.  Sharskey. 

For  Opposition:  Carmen  Tannhausen,  Benjamin  Serenita, 
Phyllis  Russo,  William  F.  Meehan,  William  Swerz, 
Lillian  J.  Robar,  Anthony  Termini,  Jimmie  Garton, 
Doris  Lanowitz,  Herbert  F.  Heller  and  others. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


552-70-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Chevron  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  September  1,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon- 
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ing  Resolution,  to  permit  in  a  C2-1  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  automotive  serv¬ 
ice  station  with  accessory  uses  previously  before  the  Board. 
PREMISES  AFFECTED— 2121  Hylan  Boulevard,  north¬ 
west  corner  of  Lincoln  Avenue,  and  292  Lincoln  Avenue, 
Block  3614,  Lots  1,  5,  Grant  City,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Frederick  A.  Ketcher. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  February  2,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  17,  1971;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  24,  1970,  acting  on  Alt.  Applic.  192/1970,  reads  : 

“1.  Enlargement  of  existing  bldg.,  relocation  of 
curb  cut  and  installation  of  additional  pumps  is  not  per¬ 
mitted  as  of  right  and  is  contrary  to  Sec.  54-31  of  the 
Zoning  Resolution  and  B.  S.  A.  Cal.  No.  437-59-BZ-II.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
W hereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-412  of  the  Zoning  Reso¬ 
lution,  the  extension  of  the  present  use  and,  the  enlargement 
of  the  present  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Section  11-412  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  a  C2-1  district,  the  erection  of  a  one-story 
enlargement  to  an  existing  automotive  service  station  with 
accessory  uses  previously  before  the  Board,  on  condition 
that  all  work  shall  conform  to  drawings  filed  with  this 
application  marked  “Received  September  1,  1970,”  8  sheets, 
and  “February  4,  1971,”  one  sheet ;  that  all  laws,  rules  and 
regulations  applicable  be  complied  with,  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


647-70-BZ 

APPLICANT — Larry  Meltzer  for  Louis  Capped  and  Jack 
Jaffe,  owner,  Channel  Drive  Service  Station  Inc.,  lessee. 

SUBJECT — Application  October  16,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  11-413, 
73-211  and  73-212  of  the  Zoning  Resolution,  to  permit  in 
a  C2-2  district,  on  a  plot  previously  before  the  Board,  the 
reconstruction  of  the  existing  automotive  service  station 
with  accessory  uses  and  the  addition  to  the  uses  to  include 
automobile  laundry. 

PREMISES  AFFECTED— 59-02  to  59-20  Beach  Channel 
Drive,  northwest  corner,  Block  16011,  Lot  105,  Arverne, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
February  2,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  17,  1971;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  14,  1970,  acting  on  Alt.  Applic.  959/1970, 
reads : 

“1.  The  proposed  reconstruction,  in  a  C2-2  (within 
R4)  District,  of  an  existing  ‘gasoline  station,  lubri- 
torium,  auto  washing,  minor  repairs  limited  to  hand 
tools  only,  office  and  parking  of  motor  vehicles  awaiting 
service’  with  the  premises  as  proposed  to  be  utilized  for 
‘automotive  service  station,  motor  vehicle  repair  shop, 
and  auto  laundry  (Use  Group  No.  16)  is  contrary  to 
Sections  32-25  and  52-22  of  the  Zoning  Resolution. 

2.  The  proposed  reconstruction  and  enlargement  of 
premises  which  were  the  subject  of  a  conditional  vari¬ 
ance  by  the  Board  of  Standards  and  Appeals  under  Cal¬ 
endar  No.  321-49-BZ  Volumes  I  and  II  must  be  re¬ 
ferred  back  to  the  Board  for  their  consideration. 

3.  The  proposed  position  and  number  of  tanks, 
pumps,  curb  cuts,  and  accessory  signs  for  the  non-con¬ 
forming  use  must  be  referred  to  the  Board  of  Standards 
and  Appeals  for  their  consideration.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Sections  73-211  and  73-212  of  the  Zoning  Resolution;  and 
Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-412  of  the  Zoning  Reso¬ 
lution,  the  extension  of  the  present  use  and,  the  enlargement 
of  the  present  building;  and 

Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-413  of  the  Zoning  Reso¬ 
lution,  the  change  in  use  of  the  present  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Sections  73-21 1  and  73-212  of  the  Zoning  Resolu¬ 
tion,  and  that  the  Board  does  hereby  permit  under  Sections 
11-412  and  11-413  of  the  Zoning  Resolution,  to  permit  in  a 
C2-2  district,  on  a  plot  previously  before  the  Board,  the  re¬ 
construction  of  the  existing  automotive  service  station  with 
accessory  uses  and  the  addition  to  the  uses  to  include  auto¬ 
mobile  laundry,  on  condition  that  all  work  shall  conform  to 
drawings  filed  with  this  application  marked  “Received  Oc¬ 
tober  16,  1970,”  5  sheets,  and  “February  9,  1971,”  one  sheet; 
that  all  laws,  rules  and  regulations  applicable  be  complied 
with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


716-70-BZ 

APPLICANT — Joseph  B.  Schwartz  for  Huntington- Con¬ 
course  Associate,  owner,  New  York  City-Hostos  College, 
lessee. 

SUBJECT — Application  December  1,  1970 — Decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-641 
of  the  Zoning  Resolution,  to  permit  in  a  C4-4  district,  the 
erection  of  a  sixth  floor  to  an  existing  community 
facility  building  that  exceeds  the  height  of  the  front  wall 
and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 500  Walton  Avenue  and  475 
Grand  Concourse,  southeast  corner  of  East  149th  Street, 
Block  2346,  Lot  32,  Borough  of  The  Bronx. 
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APPEARANCES— 

For  Applicant:  Joseph  B.  Schwartz  and  Mabel  Gibson. 
For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
February  17,  1971,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  18,  1970,  acting  on  Alt.  Applic.  376/1970, 
reads : 


“13 — Erection  of  a  building  within  a  C4-4  District 
with  a  front  wall  height  in  excess  of  60'  above  the  file 
grade  on  which  this  building  wall  fronts  is  contrary  to 
Section  33-432  of  Z.  R.” 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-641  of  the  Zoning  Resolution,  and  72-21  of  the 
Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-641  of  the  Zoning  Resolution,  and  the 
application  is  also  granted  under  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  a  C4-4  district,  the  erection  of  a  sixth  floor 
to  an  existing  community  facility  building  that  exceeds  the 
height  of  the  front  wall  and  penetrates  the  sky  exposure 
plane,  on  condition  that  all  work  shall  conform  to  drawings 
filed  with  this  application  and  marked  “Received,  January  4, 
1971,”  three  sheets,  “February  S,  1971,”  eight  sheets,  and 
“February  17,  1971,”  one  sheet;  that  all  laws,  rules  and 
regulations  applicable  shall  be  complied  with,  and  that  sub¬ 
stantial  construction  shall  be  completed  within  one  year 
from  the  date  of  this  resolution. 


Negative :  .  q 

THE  RESOLUTION— 

W  hereas,  a  public  hearing  was  held  on  this  application  on 
hebruary  17,  1971,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

V  hereas,  the  decision  of  the  Borough  Superintendent 
dated  December  16,  1970,  acting  on  N.  B.  Applic  368/1970* 
reads : 


.  "1-  The  proposed  3-story  nursery  school  and  youth 
orientated  community  center  within  an  R5  Zone  exceeds 
the  maximum  floor  area  ratio  and  lot  coverage  permitted 
under  Sect.  24-11  Zoning  Resolution. 

2.  Provide  two  ten-foot  front  yards  as  per  Sect. 
24-34  Z.  R. 

3.  Provide  two  side  yards  equal  to  ten  percent  of 
the  aggregate  width  of  the  street  walls  as  per  Sect. 
24-35  Z.  R. 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

W  hereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R5  district,  the  erection  of  a  three-story  and  cellar 
nursery  school  and  youth  center  that  exceeds  the  permitted 
floor  area  ratio  and  encroaches  on  the  required  front  and 
side  yards,  on  condition  that  all  work  shall  conform  to  draw¬ 
ings  filed  with  this  application  marked  “Received  December 
22,  1970,”  9  sheets;  that  all  laws,  rules  and  regulations  ap¬ 
plicable  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolu¬ 
tion. 


Adjourned:  12:05  P.M. 


James  P.  Mulroy,  Secretary 


754-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Congregation 
Ohal  Rochel,  owner. 

SUBJECT — Application  December  22,  1970 — Decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the  erec¬ 
tion  of  a  three  story  and  cellar  nursery  school  and  youth 
center  that  exceeds  the  permitted  floor  area  ratio  and  en¬ 
croaches  on  the  required  front  and  side  yards. 

PREM ISES  AFFECTED — 5901  to  5911  13th  Avenue,  1302 
to  1312  59th  Street,  southeast  corner,  Block  5712,  Lot  1, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug  and  Abraham 
Leser. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 


REGULAR  MEETING 

WEDNESDAY  AFTERNOON, 
FEBRUARY  17,  1971,  2  P.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


328-70-A 

APPLICANT — Robert  Gottlieb  for  Adhesive  Products  Cor¬ 
poration,  owner. 

SUBJECT — Application  May  28,  1970 — Appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Discontinue  storage 
of  inflammable  mixtures  or  combustibles  or  inflammable 
liquids  in  the  6  unapproved  1,500  Gal.  buried  storage  tanks. 
Such  tanks  to  be  purged  and  filled  with  water.  Seal  with 
concrete  or  cement  all  accessible  openings  such  as  fill  lines, 
gauge  lines  excepting  vents  of  each  tank. 

PREMISES  AFFECTED — 1664  to  1680  Boone  Avenue, 
east  side,  115.15  feet  north  of  East  173rd  Street,  Block 
3015,  Lots  4  and  45,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Gerald  Levy. 
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For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  ~ 

Negative:  .  u 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
January  14,  1969  and  April  7,  1970  on  Order  No.  69-1405 
JA  14,  reads: 

“1.  Discontinue  the  storage  of  inflammable  mix¬ 
tures  or  combustibles  or  inflammable  liquids  in  the  6 
(six)  unapproved  1,500  gal.  buried  storage  tanks.  Such 
tanks  are  to  be  purged  and  filled  with  water.  Seal  with 
concrete  or  cement  all  accessible  openings  such  as  fill 
lines,  gauge  lines  excepting  vents  of  each  tank.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  January  14,  1969,  and  April  7,  1970,  acting  on 
Order  No  69-1405  JA  14,  Objection  No.  1  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  tank  shall  conform  to  drawings  marked 
“Received,  October  6,  1970,”  two  sheets,  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 


548-70-A 

APPLICANT — Universal  Roadmarking  Inc.,  for  Prismo 
Universal  Corp.,  Wald  Industries  Inc.,  owners. 
SUBJECT— Application  September  16,  1970— appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
approval  of  heating  units  for  road  markers. 

APPEARANCES— 

For  Applicant:  Robert  Thomajan  and  John  M.  Hedley. 
For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  ~ 

Negative:  .  u 

THE  RESOLUTION— 

Whereas,  the  decisions  of  the  Fire  Commissioner,  dated 
September  11,  1970  on  Order  Nos.  B/69602  item  No.  2, 
B774551— item  No.  4  and  B774601— item  No.  4,  reads: 

“B769602 — Item  No.  2— Heating  unit  for  Melting 
kettles  and  controls  to  be  approved  by  Board  of 
Standards  and  Appeals. 

“B774551— Item  No.  4— Heating  unit  to  be  approved 
by  B.  of  S.  and  A. 

“B774601— Item  No.  4— Heating  unit  to  be  approved 
by  Board  of  Standards  and  Appeals.” 

and 

Whereas,  the  plans  were  inspected  by  a  committee  of  the 
Board  which  recommended  that  the  appeal  be  granted  under 
certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  September  11,  1970,  acting  on  Ords.  No. 
B769602,  item  2  and  B774551,  item  4,  and  B774601— item  4 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  equipment  shall  con¬ 


form  to  drawings  filed  with  this  application  and  marked 
“Received,  January  27,  1971,”  two  sheets,  and  that  all  laws, 
rules  and  regulations  applicable  shall  be  complied  with. 


713-70-A 

APPLICANT— Stephen  B.  Jacobs  for  Alvin  C.  Hudgins, 
owner. 

OWNER  OF  PREMISES — Grand  Paradise  Company,  Inc. 
SUBJECT— Application  October  15,  1970— for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 318  to  330  Grand  Street  119  to 
131  Havemeyer  Street,  southeast  corner,  265  to  2/1  boutn 
1st  Street,  Block  2396,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Stephen  B.  Jacobs. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  " 

Negative:  .  u 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  2,  1970  on  Alt.  Applic.  917-70,  reads : 

“A4 — Provide  two  means  of  egress  from  each  floor 
as  per  Sect.  C26-603.1  (b)  and  C26-603.2  A.  C. 

and  additional  objections  dated  January  28,  1971,  reads: 

“A3 — Proposed  to  combine  two_  converted  dwell¬ 
ings  under  the  new  code  and  increasing  the  height,  the 
building  shall  comply  with  the  requirements  of  a  new 
building,  therefore,  the  yard  and  courts  are  contrary  to 
Sect.  26,  sub.  5  and  7  of  the  M.  D.  L. 

A8— Provide  wheel  chair  access  as  per  Sect.  C20- 

601.1  A.  C.  f 

A9 — Provide  two  means  of  egress  from  each  apart¬ 
ment  as  per  Section  C26-603.1  A.  C. 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  _  the  Borough 
Superintendent,  dated  November  2,  1970,  acting  on  917-70 
Objection  No.  A4  and  a  further  decision _  of  the  Borough 
Superintendent,  dated  January  28,  1971,  Objections  Nos.  A3, 
A8  &  A9,  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted,  on  condition  that  the  building  shall 
conform  to  drawings  marked  “Received,  November  30, 
1970,”  one  sheet,  “January  6,  1971,”  one  sheet,  and  ‘January 
22,  1971,”  four  sheets;  and  that  all  laws,  rules  and  regula¬ 
tions  applicable  shall  be  complied  with. 


734-70-A 

APPLICANT — Mortimer  E.  Freehof  for  Carl  Thomson, 
owner. 

SUBJECT— Application  December  14,  1970— Appeal  from 
a  decision  of  the  Borough  Superintendent  Re-  Egress, 
Winders,  Stairs. 

PREMISES  AFFECTED—  19  East  75th  Street,  north 
side,  64  feet  west  of  Madison  Avenue,  Block  1390,  Lot  14, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Mortimer  E.  Freehof  and  Carl  L.  Thom¬ 
son. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 


184 


MINUTES 


THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  18,  1970  on  Alt.  Applic.  541-70,  reads: 

“C2 — Provide  two  means  of  egress  from  cellar  as  per 
C26-273.0  b (3) . 

C4 — Winders  not  permitted  in  required  stairs  as  per 
C26-291.0. 

C6— Stairs  shall  be  enclosed  with  two-hour  partitions 
and  self-closing  fireproof  doors  as  per  C26-292.b.i.b. 
This  stair  is  an  inadequate  exit  for  existing  structure 
as  per  C26-276.0.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  18,  1970,  acting  on  Alt. 
Applic.  541-70  Objection  Nos.  C2,  C4,  C6  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  all  work  shall  conform  to  drawings 
marked  “Received,  December  14,  1970,”  15  sheets,  and  on 
further  condition  that  the  present  occupancy  be  maintained 
only  so  long  as  the  premises  is  occupied  by  the  present 
owners,  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with. 


504-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— The  Salvation  Army. 
SUBJECT— Application  September  8,  1970 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 56-45  Main  Street,  northeast 
corner  of  Booth  Memorial  Avenue,  Block  5165,  Lot  1, 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia,  F.  D.  and  Lt.  J.  P. 
Manfredi,  F.  D. 

For  Opposition:  Antonio  Morfesis,  B.  D.  and  Frederick 
Rockwell. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  Fire  Department. 

THE  VOTE  TO  WITHDRAW: 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


663-70-A 

APPLICANT — Samuel  Garnett  for  127  East  83rd  Street 
Corporation,  owner. 

SUBJECT — Application  November  5,  1970 — decision  of  the 
Borough  Superintendent  re-  Hoistway  Doors. 

PREMISES  AFFECTED— 127  to  129  East  83rd  Street, 
north  side,  41.8  feet  west  of  Lexington  Avenue,  Block 
1512,  Lot  14,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  applicant. 


THE  VOTE  TO  WITHDRAW— 


Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


694-70-A 

APPLICANT — Samuel  Garnett  for  Malco  Realty  Corpo¬ 
ration,  owner. 

SUBJECT  Application  November  19,  1970’ — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  hoistway 
door. 

PREMISES  AFFECTED— 113  to  115  East  84th  Street, 
north  side,  133.4  feet  west  of  Park  Avenue,  Block  1513, 
Lot  7,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative;  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  q 


502-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Yeshiva  Mesifta  Arugath 
Habosem. 

SUBJECT — Application  September  8,  1970 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 171  Hooper  Street,  north  side, 
110  feet  east  of  Lee  Avenue,  Block  2200,  Lot  63,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia,  F.  D.  and  Lt.  J.  P. 
Manfredi,  F.  D. 

For  Opposition:  Antonio  Morfesis,  B.  D„  Harrv  Soled 
and  B.  Kahn. 

ACTION  OF  BOARD — Laid  over  to  March  2,  1971,  at 
2  P.M.,  for  continued  hearing.  Previously  inspected. 


503-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Yeshiva  Mesifta  Arugath 
Habosem. 

SUBJECT — Application  September  8,  1970— for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 173  Hooper  Street,  north  side, 
138  feet  east  of  Lee  Avenue,  Block  2200,  Lot  62,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia,  F.  D.  and  Lt.  J.  P. 
Manfredi,  F.  D. 

For  Opposition :  Antonio  Morfesis,  B.  D.,  Harry  Soled 
and  B.  Kahn. 

ACTION  OF  BOARD — Laid  over  to  March  2,  1971,  at 
2  P.M.,  for  continued  hearing.  Previously  inspected. 


506-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — United  House  of  Prayer. 
SUBJECT — Application  September  8,  1970  for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
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PREMISES  AFFECTED— 2310-2322  Eight  Avenue,  east 
side  of  Eighth  Avenue,  between  West  124th  Street  and 
West  125th  Street,  271  West  124th  Street  and  272-280 
West  125th  Street,  Block  1930,  Lot  1,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia,  F.  D.  and  Lt.  J.  P. 
Manfredi,  F.  D. 

For  Opposition:  Antonio  Morfesis,  D.  B.,  Jerry  K  Cac- 
cauatto  and  Joseph  H.  Lopin. 

ACTION  OF  BOARD — Laid  over  to  April  20,  1971,  at  2 
P.M.,  for  a  progress  report.  Hearing  continued.  Previ¬ 
ously  inspected. 


669-69-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES—  Pierre  Associates  Incorpor¬ 
ated,  c/o  B.  Harrison  Frankel. 

SUBJECT — Application  November  13,  1969 — Application 
for  Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system 

PREMISES  AFFECTED— 29-33  Maiden  Lane,  56  Nassau 
Street,  northeast  corner,  Block  67,  Lot  23,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia,  F.  D.  and  Lt.  J.  P. 

Manfredi,  F.  D.  .  „  .,  „ 

For  Opposition:  Antonio  Morfesis,  B.  D.  and  David  ft. 

Barry. 

ACTION  OF  BOARD— Laid  over  to  March  16,  1971,  at  2 
P.M.,  for  continued  hearing.  Previously  inspected. 


679-70-A 

APPLICANT—  Samuel  H.  Lindenbaum  of  Lindebaum 
and  Young  for  Mid-City  Associates,  long-term  lessee. 

SUBJECT — Application  November  13,  1970 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  escalators, 
corridors,  show  windows,  egress. 

PREMISES  AFFECTED— 206  to  262  West  34th  Street, 
southwest  corner  of  Seventh  Avenue,  Block  783,  Part  of 
Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Kenneth  Singer. 

ACTION  OF  BOARD— Laid  over  to  March  9,  1971,  at  2 
P.M.,  at  the  request  of  the  applicant.  Hearing  continued. 
Previously  inspected. 


731-70-A 

APPLICANT— Percy  Cashmore  for  Allan  Investors  Cor¬ 
poration,  owner. 

SUBJECT— Application  December  11,  1970— Appeal  from 
a  decision  of  the  Borough  Superintendent  Re-  Escalator 
Enclosure. 

PREMISES  AFFECTED— 150  Broadway,  northeast  cor¬ 
ner  of  Liberty  Street,  Block  64,  Lots  12  and  14,  Borough 
of  Manhattan. 


APPEARANCES— 

For  Applicant:  Fred  L.  Liebmann  and  Percy  Cashmore. 
ACTION  OF  BOARD— Laid  over  to  March  2,  1971,  at  2 
P.M.,  for  decision.  Hearing  closed. 


738-70-A 

APPLICANT— Arthur  J.  McGee  and  Joseph  P.  Morsel- 
lino  for  Lew  Morris  Demolition  Company,  Incorporated, 
owner,  Pfaltz  and  Bauer,  Incorporated,  lessee. 
SUBJECT— Application  December  15,  1970— Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  Chemical  Supply 
House  and  Sprinkler  System. 

PREMISES  AFFECTED— 31-20  College  Point  Causeway, 
southwest  corner  of  128th  Street,  Block  4383,  Lot  5, 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino  and  Fred  Zucker. 
For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD— Laid  over  to  March  2,  1971,  at  2 
P.M.,  for  continued  hearing.  Previously  inspected. 


750-70-A 

APPLICANT — Greyhound  Lines,  Incorporated,  owner. 
SUBJECT— Application  December  21,  1970— Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  Diesel  Oil  Pumps. 
PREMISES  AFFECTED— 525  to  531  11th  Avenue,  east 
side  of  12th  Avenue,  601  to  659  West  40th  Street,  600  to 
660  West  41st  Street,  Block  1088,  Lot  1,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Harry  P.  Watson,  H.  M.  Cole,  Ed  Mc¬ 
Guire  and  John  M.  Spalding. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  March  2,  1971,  at  2 
P.M.,  for  continued  hearing.  Previously  inspected. 

47-71-A 

APPLICANT — Harry  Soled  for  Yeshiva  Arugath  Habo- 
sem,  owner. 

SUBJECT — Application  January  19,  1971 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Proposed 
extension  of  existing  school,  stairs  and  stair  enclosure. 
PREMISES  AFFECTED — 171  Hooper  Street,  north  side, 
119.5  feet  east  of  Lee  Avenue,  Block  2200,  Lot  63,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Harry  Soled  and  B.  Kahn. 

For  Administration :  Antonio  Morfesis,  B.  D. 

ACTION  OF  BOARD — Laid  over  to  March  2,  1971,  at  2 
P.M.,  for  continued  hearing.  Previously  inspected. 


Adjourned:  3:30  P.M. 

James  P.  Mulroy,  Secretary 
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MARCH  18,  1971,  10:30  A.M. 

NOTICE  IS  HEREBY  GIVEN  OF  A  SPECIAL 
MEETING  ON  THURSDAY  MORNING,  March  18, 
1971,  at  10  :30  o’clock  at  80  Lafayette  Street,  9th  floor,  New 
York,  N.  Y.  10013  on  the  following  matter : 

89-27-SR 

Rules  of  Procedures  of  the  Board  of  Standards  and  Ap¬ 
peals  adopted  February  15,  1927,  amended  December  2,  1930, 
April  14,  1931,  June  13,  1933,  April  30,  1935  and  revised 
September  22,  1959,  effective  October  28,  1959,  and  further 
amended  June  2,  1967. 

SUBJECT — Proposed  amendments  to  the  Rules  of  Proce¬ 
dure  by  deleting  paragraph  4  (four)  and  7  (seven)  of  Arti¬ 
cle  V  and  substituting  section  as  indicated  below.  Au¬ 
thority  :  Section  665  City  Charter  and  Article  VIII  of  the 
Rules  of  Procedure. 

Old  Matter  in  [  ]  brackets  to  be  deleted.  New  Matter  in 
italics. 

[4.  As  soon  as  any  application  is  completed  by  the  filing  of 
the  data  required  in  Form  BZ  and  payment  of  the  prescribed 
fee,  the  case  shall  receive  a  calendar  number.  After  a  review 
of  the  application  by  the  Examiner,  the  applicant  shall  be 
notified  by  the  Director  on  Form  6CC  of  the  date  set  for 
the  Public  Hearing,  which  shall  be  at  least  thirty  (30)  days 
after  the  mailing  of  said  notice.  With  this  notice,  the  appli¬ 
cant  shall  be  supplied  with  an  official  copy  of  Form  7NO, 
which  he  is  required  to  send,  NOT  LESS  THAN 
TWENTY  (20)  DAYS  PRIOR  TO  THE  DATE  OF 
SUCH  HEARING,  to  every  property  owner  entitled  to  no¬ 
tice  of  the  application.  Five  (5)  days  prior  to  such  hearing 
date,  the  applicant  must  file  a  verified  statement  that  he  has 
so  notified  each  such  property  owner  either  by  personal  serv¬ 
ice  or  by  registered  or  certified  mail.  Not  less  than  fourteen 
(14)  days  notice  of  the  said  hearing  shall  be  given  by  publica¬ 
tion  in  the  Bulletin  of  the  Board.] 

ARTICLE  V 

4.  As  soon  as  any  application  is  completed  by  the  filing  of 
the  data  required  in  Form  BZ  and  payment  of  the  prescribed 
fee,  the  case  shall  receive  a  calendar  number.  After  a  review 
of  the  application  by  the  Examiner,  the  applicant  shall  be 
notified  by  the  Director  on  Form  6CC  of  the  date  set  for  the 
Public  Hearing,  which  shall  be  at  least  thirty  (30)  days  after 


the  mailing  of  said  notice.  With  this  notice,  the  applicant 
shall  be  supplied  with  an  official  copy  of  Form  7NO,  which 
he  is  required  to  send,  NOT  LESS  THAN  TWENTY  (20) 
DAYS  PRIOR  TO  THE  DATE  OF  SUCH  HEARING, 
to  every  property  ozvner  entitled  to  notice  of  the  application 
and  to  the  Chairman  of  the  Local  Community  Planning 
Board  which  has  jurisdiction  within  the  area  of  the  applica¬ 
tion.  In  addition,  the  applicant  shall  publish  the  contents  of 
the  Form  7NO,  or  such  notice  as  may  be  approved  by  the 
Secretary  of  the  Board,  at  his  or  her  own  expense  in  one 
newspaper  of  local  circulation  and  one  newspaper  of  general 
circulation.  The  publication  of  this  notice  shall  take  place  in 
each,  newspaper  on  one  day  of  each  week  for  three  (3)  suc¬ 
cessive  weeks  prior  to  the  Public  Hearing.  The  Secretary, 
or  such  staff  member  as  the  Chairman  shall  designate,  shall 
notify  the  applicant  in  a  notice  to  accompany  Form  6CC 
which  news  paper  of  local  circulation  and  which  newspaper 
of  general  circulation  the  applicant  shall  place  the  notice  to 
be  published.  Five  (5)  days  prior  to  such  hearing  date,  the 
applicant  shall  file  a  verified  statement  that  he  has  so  noti¬ 
fied  each  such  property  owner  and  the  Chairman  of  the  Local 
Community  Planning  Board  either  by  personal  service  or 
by  registered  or  certified  mail  and  the  applicant  shall  file  a 
copy  of  the  published  Notice  with  appropriate  proof  of  pub¬ 
lication.  Not  less  than  fourteen  (14)  days’  notice  of  the  said 
hearing  shall  be  given  by  publication  in  the  Bulletin  of  the 
Board, 

[7.  Property  owners  in  the  affected  area  of  the  zoning 
application  may  appear  at  the  Public  Hearing  and  voice  their 
objections  in  person,  or  by  agent  or  attorney.  Each  person 
shall  give  his  or  her  name  after  being  recognized  by  the 
Chairman,  the  block  and  lot  of  the  property  owned  by  him 
or  her  and  then  briefly  state  his  or  her  objections.  In  lieu 
of  a  personal  appearance,  _  or  by  an  agent  or  attorney,  he 
may  file  his  or  her  views  in  writing  on  Form  9C,  which  is 
obtainable  at  the  offices  of  the  Board.  Briefs  will  be  accepted 
only  if  filed  at  least  five  (5)  days  before  the  Public  Hear¬ 
ing.  1 

7.  All  persons  directly  and  substantially  affected  by  an 
application  and  who  reside,  lease  or  own  real  property  within 
four  hundred  feet  of_  the  subject  matter  of  an  application  may 
appear  at  the  Public  Hearing  and  voice  their  objections  or 
approve  in  person  or  by  agent  or  attorney.  In  lieu  of  an 
appearance  in  person  or  by  an  agent  or  attorney,  such  persons 
may  file  their  views  in  writing.  Briefs  will  be  accepted  only 
if  filed  at  least  five  (5)  days  before  the  Public  Hearing. 
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NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  repre¬ 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  hearing 
can  be  entertained  in  view  of  this  publication  and  of  the 
posting  of  the  calendars  on  the  bulletin  board  in  the  offices 
of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will  be 
held  in  abeyance  by  reason  of  failure  of  the  appellant  or 
applicant  to  file  necessary  data,  or  by  any  other  method  of 
delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 
in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  80 
Lafayette  Street,  9th  floor,  Manhattan,  at  five  cents  each- 
add  postage  payment  if  the  forms  are  forwarded  by  mail. 
Purchase  payment  by  postage  stamps  NOT  ACCEPTABLE. 


188 


4  <*>•  <?i> 

♦»  BULLETIN 

OF  THE 


BOARD  OF  STANDARDS  AND  APPEALS 

OF  THE  CITY  OF  NEW  YORK 

Issued  under  authority  of  Chapter  27,  Section  665  of  the  Charter  of  the  City  of  New  York 
Published  weekly  by  the  Board  of  Standards  and  Appeals  at  its  office,  80  Lafayette  Street,  9th  Floor,  Manhattan, 

New  York,  N.  Y.  10013 


Vol.  LVI 


Subscription 
$25.00  a  year 


March  4  1971  By  Mail,  65  cents  (Cash  only) 

’  Single  Copies,  50  cents 


No.  9 


W'  'V't.  > 

DIRECTORY 


BOARD  OF  STANDARDS  AND  APPEALS 
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ORDER,  PETITION  AND  AFFIDAVITS 
SERVED  ON  THE 

BOARD  OF  STANDARDS  AND  APPEALS. 

,  °n  February ^ 9,  1971  Order,  Petition,  and  Affidavits  was  served  on 
the  Board  by  Cleary,  Gottlieb,  Steen  &  Hamilton,  attorneys  for  peti¬ 
tioner,,  New  York  Telephone  Company,  owner,  seeking  a  review  of  the 
Board  s  denial  on  January  12,  1971  of  the  application,  based  on  a 
decision  of  ,  the  Borough  Superintendent,  under  Section  73-65  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  the  erection  of  four 
additional  stories  to  a  three  story  telephone  exchange  building  that 
increases  the  degree  of  non-compliance  and  non-conformance;  Calendar 
Number  364-70-BZ:  Premises  1530  Carroll' Street,  southwest  corner  of 
Troy  Avenue,  Block  1412,  Lot  35,  Borough  of  Brooklyn 


Joseph  B.  Klein 
Francis  V.  Madigan 


CONTENTS 


William  A.  Nolan 


Commissioners. 


Order,  Petition  and  Affidavits  Served  on  The  Board  of 
Standards  and  Appeals. 

Docket. 


Solomon  Sheer.  P.  E.,  Director 


Herman  M.  Karson,  R.  A.,  Deputy  Director 


James  P.  Mulroy.  Secretary 


John  B.  Cincotta,  Chief  Clerk 


Office — 80  Lafayette  Street,  9th  Floor.  Manhattan,  New 
York,  N.  Y.  10013. 

Telephone — 566-5174. 


Notice  of  Hearing  of  Calendar. 


Minutes  of  Regular  Meeting,  Tuesday  Morning,  Febru¬ 
ary  23,  1971,  Affecting  Calendar  Numbers — 


834-67-A 

240-55-BZ 

394-60-BZ 

327-63-BZ 

336-65-BZ 

1035-65-BZ 

593-69-BZ 

646-69-BZ 

842-68-BZ 

700-69-A 

131-70-BZ— Vol.  II 


507-66-BZ— Vol.  II 


523-70-BZ 

554- 70-BZ 

555- 70-A 
627-70-BZ 

632- 70-BZ 

633- 70-BZ 
638-70-BZ 
644-70-BZ 
693-70-BZ 
760-70-BZ 


427-70-BZ 

430- 70-BZ 

431- 70-BZ 

432- 70-BZ 

433- 70-BZ 

434- 70-BZ 

435- 70-BZ 
485-70-BZ 
542-70-BZ 
688-70-BZ 
758-70-BZ 


Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  Febru¬ 
ary  23,  1971,  Affecting  Calendar  Numbers — 


375- 49-SM 

376- 49-SM 
1595-61-SA 
44-63-SM 
1000-66-SM 
448-68-SA 
476-68-SA 
382-70-SM 
605-70-SA 
635-70-SM 
696-70-SM 
698-70-SA 


705-70-SA 

709-70-SM 

726-70-SM 

741-70-SM 

748-70-SM 

1367-39-SM 

441- 47-SM 

442- 47-SM 

443- 47-SM 
814-47-SM 

359- 48-SM 

360- 48-SM 


361-48-SM 

628-56-SM 

507-57-SM 

21-61-SM 

27-64-SM 

247-66-SM 

544-68-SA 

755-70-SM 

12-58-SM 

175-58-SA 

743-70-SA 

488-70-SA 


4233-BZY — 
Vol.  VIII 
667-70-A 
752-70-A 
321-70-A 
441-70-A 
623-70-A 
686-70-A 
737-70-A 
757-70-A 
762-70-A 


Minutes  of  Special  Meeting,  Thursday  Morning,  Febru¬ 
ary  25,  1971,  Affecting  Calendar  Number — 

135-70-A 

Notice  of  Public  Hearing  o^^rgfg^gt^^R^yis^!^  of  the 
Rules  of  Procedure. 


Warning  Notice. 


APR  -8  1971 
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UNIvlKoi  i  Y  ut-  ILLINOIS 
AT  URBAN A-CHAMPAIGN 


CALENDAR 


DOCKET 

Neiv  Cases  Filed  Up  to  February  23,  1971 
Cal.  No.  Dept.  Premises  Affected 

89- 71-A — B.B. — 779  to  795  East  New  York  Avenue,  north 
side,  8  feet,  4J4  inches  East  of  Troy  Avenue,  Block  1429, 
Lot  1,  Borough  of  Brooklyn,  Alt.  2309-69,  re-  Proposed 
two  legal  means  of  egress,  R-6  district. 

90- 71-BZ — B.R. — 1818  to  1826  Victory  Boulevard,  south 
side,  64.0  feet  east  of  Lester  Street,  Block  704,  Lots  4,  7, 
Port  Richmond,  Borough  of  Richmond,  N.B.  848-68,  re- 
Extension  of  an  existing  automotive  service  station,  C2-1 
district. 


91-71-BZ — B.Q. — 125-06  Rockaway  Beach  Boulevard, 
northwest  corner  of  Beach  125th  Street,  Block  16221,  Lot 
26,  Belle  Harbor,  Borough  of  Queens,  Alt.  56-71,  re- 
Proposed  accessory  parking  lot,  less  than  100  cars,  R4 
district. 


92-71-A — B.Bx. — 438  West  259th  Street,  south  side,  215 
feet  west  of  Liebig  Avenue,  Block  5862,  Lot  42,  Borough 
of  The  Bronx,  N.B.  104-70,  re-  Erection  of  a  building  in 
bed  of  a  mapped  street,  R-4  district. 


93-71-A — -B.Bx. — 440  West  259th  Street,  south  side,  185 
feet  east  of  Riverdale  Avenue,  Block  5863,  Lot  141,  Bor¬ 
ough  of  The  Bronx,  N.B.  105-70,  re-  Erection  of  a  build¬ 
ing  in  bed  of  a  mapped  street,  R-4  district. 


94-71-BZ — B.Q. — 204-05  Northern  Boulevard,  northeast 
corner  of  204th  Street,  Block  6268,  Lot  21,  Bayside,  Bor¬ 
ough  of  Queens,  Alt.  567-70,  re-  Proposed  accessory  roof 
parking,  C2-2  district. 


95-71-BZ — B.Q. — 44-30  Douglaston  Parkway,  west  side, 
72.48  feet  south  of  Northern  Boulevard,  Block  8092,  Lots 
33,  56,  Borough  of  Queens,  N.B.  1778-69,  re-  Proposed 
six-story  multiple  dwelling,  Rl-2  district. 


96- 71-A — B.Bx. — 661  Cauldwell  Avenue,  west  side,  299.81 
feet  north  of  Westchester  Avenue,  Block  2624,  Lot  75, 
Borough  of  The  Bronx,  Alt.  789-62,  Interpretation  Sec¬ 
tion  22-14  of  the  Zoning  Resolution  re-  Non  profit  insti¬ 
tution,  R6  district. 

97- 71-SA — Star  Sprinkler  Corporation,  Automatic  Sprin¬ 
klers  various  models,  manufactured  by  Star  Sprinkler 
Corporation,  Appliance. 

98- 71-BZ — B.B. — 1423  East  95th  Street,  east  side,  125 
feet  south  of  Avenue  L,  Block  8260,  Lot  32,  Borough  of 
Brooklyn,  N.B.  55-71,  re-  Proposed  non  profit  school, 
C2-1  in  R-4  district. 


99-71-BZ — B.R. — 4420  Hylan  Boulevard,  south  side,  from 
Lyndale  Avenue  to  Preston  Avenue,  Block  5409,  Lot  19, 
Eltingville,  Borough  of  Richmond,  N.B.  19-71,  re-  Pro¬ 
posed  construction  of  automobile  showrom  and  service, 
R3-2  district. 


100-71-BZ — B.Q. — 61-03  Northern  Boulevard,  northeast 
corner  of  61st  Street,  Block  1162,  Lot  53,  Woodside,  Bor¬ 
ough  of  Queens,  Alt.  1394-70,  re-  Auto  body  repair- — 
paint  shop,  accessory  parking — sale  of  used  cars,  R5  dis¬ 
trict. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan: 
B.Q. — Department  of  Buildings.  Queens;  B.R. —Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


101-71-BZ — B.Q. — 102-10  Rockaway  Boulevard,  south¬ 
east  corner  of  101st  Street,  Block  9540,  Lot  2,  Ozone 
Park,  Borough  of  Queens,  Alt.  1270-70,  re-  Proposed 
three  story  and  basement  high  school  enlargement,  R-4 
district. 


102- 71-BZ — B.M. — 417  to  419  East  65th  Street,  north  side, 
250  feet  east  of  First  Avenue,  Block  1460,  Lot  11,  Bor¬ 
ough  of  Manhattan,  Alt.  1201-69,  re-  Proposed  to  extend 
the  existing  non-conforming  use  in  the  first  floor  front 
of  a  building,  R-8  district. 

103- 71-A — B.Q. — 18-17  Woodbine  Street,  west  side,  139.45 
feet  north  of  Seneca  Avenue,  Block  3458,  Lot  41,  Ridge¬ 
wood,  Borough  of  Queens,  Alt.  1377-70,  re-  Change  of 
occupancy  and  exterior  wall,  R6  district. 


Restored  to  Docket 

842-68-BZ— B.Bx. — 910-916  Sheridan  Avenue,  east  side, 
175  feet  south  of  East  163rd  Street,  Block  2454,  Lot  11, 
Borough  of  The  Bronx,  Alt.  525-68  re-  Cellar  apartment, 
R7-1  and  C8-3  district. 


700-79-A — B.Bx. — 910-916  Sheridan  Avenue,  east  side,  175 
feet  south  of  East  163rd  Street,  Block  2454,  Lot  11,  Bor¬ 
ough  of  The  Bronx,  Alt.  525-68,  re-  Cellar  apartment. 


131-70-BZ — B.M. — 502-512  East  76th  Street,  south  side, 
98  feet  feet  east  of  York  Avenue,  Block  1487,  Lots  43,  44, 
47,  48,  Borough  of  Manhattan,  Alt.  544-69,  re-  Roof  over 
parking,  Ml-4  and  R10  district. 

MARCH  16,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  16,  1971,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

720-70-BZ 

APPLICANT— M.  Martin  Elkind  for  La  Pilar  Realty  In¬ 
corporated,  owner. 

SLTBJECT — Application  December  3,  1970 — Decision  of  the 
Borough  Superintendent,  under  Section  73-20  of  the  Zoning 
Resolution,  to  permit  in  a  Cl -9  district,  in  a  proposed 
twelve  story  building,  the  use  of  a  portion  of  the  first  floor 
and  cellar  as  a  theatre. 

PREMISES  AFFECTED— 1468  to  1472  First  Avenue,  east 
side,  52  feet  south  of  East  77th  Street,  Block  1471,  Lots  3, 
4,  47,  and  48,  Borough  of  Manhattan. 

Laid  over  from  February  17,  1971,  at  the  request  of 
applicant  and  Community  Planning  Board  No.  8. 


721-70-A 

APPLICANT — M.  Martin  Elkind  for  La  Pilar  Realty  In¬ 
corporated,  owner. 

SUBJECT — Application  December  3,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  yard. 

PREMISES  AFFECTED— 1468  to  1472  First  Avenue,  east 
side,  52  feet  south  of  East  77th  Street,  Block  1471,  Lots  3, 
4,  47,  and  48,  Borough  of  Manhattan. 


689-70-BZ 

APPLICANT— Thomas  P.  Crinnion  for  A.  &  D.  Halpert, 
owner. 

SUBJECT — Application  November  17,  1970 — Decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district  the  con- 


190 


CALENDAR 


version  of  an  existing  two  family  dwelling  to  a  three 
family  dwelling  that  increases  the  degree  of  non-compli¬ 
ance  in  floor  area  ratio,  open  space  ratio  and  lot  are  per 
room  and  creates  non-compliance  on  the  outer  court. 

PREMISES  AFFECTED — 2026  Paulding  Avenue,  east 
side,  150  feet  south  of  Lydig  Avenue,  Block  4302,  Lot  37, 
Borough  of  The  Bronx. 


690-70-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Berardelli  and 
Reda,  owners. 

SUBJECT — Application  November  17,  1970 — Decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the  con¬ 
version  of  an  existing  two  family  dwelling  to  a  three 
family  dwelling  that  increases  the  degree  of  non-compli¬ 
ance  in  floor  area  ratio,  open  space  ratio  and  lot  area  per 
room  and  creates  non-compliance  on  the  outer  court. 

PREMISES  AFFECTED — 2022  Paulding  Avenue,  east 
side,  216.67  feet  south  of  Lydig  Avenue,  Block  4302,  Lot 
34,  Borough  of  The  Bronx. 


691-70-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Celia  Fuchs, 
owner. 

SUBJECT — Application  November  17,  1970 — Decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R3-2  district,  the  con¬ 
version  of  an  existing  two  family  dwelling  to  a  three 
family  dwelling  that  increases  the  degree  of  non-compli¬ 
ance  in  floor  area  ratio,  open  space  ratio  and  lot  area 
per  room  and  creates  non-compliance  on  the  outer  court. 

PREMISES  AFFECTED — 2024  Paulding  Avenue,  east 
side  183.33  feet  south  of  Lydig  Avenue,  Block  4302,  Lot 
36,  Borough  of  The  Bronx: 

695-70-BZ 

APPLICANT — M.  Martin  Elkind  for  Vincent  Gianelli, 
owner. 

SUBJECT — Application  November  20,  1970 — Decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R2  district,  the  con¬ 
version  of  three  retail  stores  to  apartments  that  creates 
non-compliance  in  floor  area  ratio,  open  space  ratio  and 
lot  area  per  room. 

PREMISES  AFFECTED — 209- 1 5  to  209-19  91st  Avenue, 
90-56  210th  Street,  northwest  corner,  Block  10558,  Lot 
68,  Hollis,  Borough  of  Queens. 

723-70-BZ 

APPLICANT— -Shea,  Gallop  Climenko  and  Gould  for  C.  B. 
and  B.  Associates,  owner. 

SUBJECT — Application  December  4,  1970 — Decision  of  the 
Borough  Superintendent,  under  Section  72-01  (b)  of  the 
Zoning  Resolution,  to  permit  in  a  C4-2  district,  the  in¬ 
stallation  of  business  signs  that  exceed  the  permitted  sur¬ 
face  area  and  the  permitted  height  above  curb  level. 

PREMISES  AFFECTED — 135-30  140th  Street,  southwest 
corner  of  135th  Avenue,  Block  12093,  Lot  34,  South  Ozone 
Park,  Borough  of  Queens. 

742-70-BZ 

APPLICANT — Hector  Ferreras  for  Pat  Fusco,  owner. 

SUBJECT  Application  December  14,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-1  district,  the 


erection  and  maintenance  of  an  automotive  service  station 
with  accessory  uses. 

PREMISES  AFFECTED — 830  Bay  Street,  southwest  cor¬ 
ner  of  Vanderbilt  Avenue,  Block  2836,  Lot  16,  Clifton, 
Borough  of  Richmond. 

751-70-BZ 

APPLICANT — Andrew  Di  Camillo  for  Endy  Anderson, 
owner;  New  York  Telephone  Company,  lessee. 

SUBJECT — Application  December  21,  1970 — Decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C4-2  and  C8-1  district, 
the  erection  of  a  five  story  garage  and  office  building  that 
exceeds  the  permitted  floor  area  ratio  and  has  less  than 
the  required  accessory  parking. 

PREMISES  AFFECTED — 409  to  425  89th  Street,  north 
side,  53.3  feet  East  of  4th  Avenue,  Block  6065,  Lots  43,  46, 
47,  49,  50,  Borough  of  Brooklyn. 


61-71-BZ 

APPLICANT — Alfonso  Duarte  for  Health  Services  Ad¬ 
ministration,  owner. 

SUBJECT— Application  January  26,  1971 — Decision  of  the 
Borough  Superintendent,  under  Sections  72-21,  73-481,  73- 
482  and  73-49  of  the  Zoning  Resolution,  to  permit  in  a  C4-3 
and  R6  district,  the  erection  of  a  nine  story  and  cellar  hos¬ 
pital.  that  penetrates  the  sky  exposure  plane,  exceeds  the 
maximum  number  of  accessory  parking  spaces  without  the 
required  screening  and  with  roof  parking. 

PREMISES  AFFECTED — 760  Brodway,  southwest  corner 
of  Flushing  Avenue,  Block  1723,  Lot  1,  Borough  of 
Brooklyn. 


62-71-A 

APPLICANT — Alfonso  Duarte  for  Health  Services  Ad¬ 
ministration,  owner. 

SUBJECT — Application  January  26,  1971 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Corridors, 
Magnetic  door  devices. 

PREMISES  AFFECTED — 760  Broadway,  southwest 
corner  of  Flushing  Avenue,  Block  1723,  Lot  1,  Borough 
of  Brooklyn. 


700-70-BZ 

APPLICANT— Abram  Shlefstein  for  Esther  Sheinbaum, 
owner;  Joseph  Sheinbaum,  lessee. 

SUBJECT — Application  November  20,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  73-211,  73-212 
and  11-412  of  the  Zoning  Resolution,  to  permit  in  a  C2-2 
district,  the  enlargement,  in  lot  area  and  the  reconstruction 
of  an  automotive  service  station  with  accessory  uses  pre¬ 
viously  before  the  Board. 

PREMISES  AFFECTED— 205-33  to  205-43  Hollis  Avenue 
and  109-42  Francis  Lewis  Boulevard,  northwest  corner, 
Block  10912,  Lots  30  and  32,  Hollis,  Borough  of  Queens. 


682-70-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  November  12,  1970 — Decision  of 
the  Borough  Superintendent,  under  Sections  73-ll(g)  and 
73-14  of  the  Zoning  Resolution,  to  permit  in  an  R6  district, 
at  an  existing  two  story  telephone  exchange,  the  erection 
of  a  two  story  enlargement  and  a  third  floor  that  increases 
the  degree  of  non-conformity. 
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PREMISES  AFFECTED— 71-40  164th  Street,  west  side, 
131  feet  north  of  72nd  Avenue,  Block  6802,  Lot  16,  Flush¬ 
ing,  Borough  of  Queens. 


509-70-BZ 

APPLICANT— Joseph  Nirenberg  for  Mary  DiNicola, 
owner ;  Abetter  Processing  Corporation,  lessee. 
SUBJECT— Application  August  26,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  erection  of 
a  one  story  enlargement  to  an  existing  metal  products 
factory  that  encroaches  on  the  required  rear  yard. 
PREMISES  AFFECTED— 984-988  East  35th  Street,  west 
side,  297.6  feet  north  of  Avenue  I,  Block  7580,  Lot  63, 
Borough  of  Brooklyn. 

Laid  over  from  February  17,  1971,  for  continued  hear¬ 
ing  at  request  of  applicant. 


507-66-BZ — Vol.  II 

APPLICANT— Albert  Melniker  for  301  Nelson  Avenue 
Restaurant  Incorporated,  owner. 

SUBJECT — Application  reopened  December  21,  1970  as 
Volume  II— Decision  of  the  Borough  Superintendent,  un¬ 
der  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  Cl -1  district,  in  an  existing  two  story  building  the  addi¬ 
tion  to  the  use  of  the  first  floor  restaurant  to  include 
cabaret. 

PREMISES  AFFECTED — 301  Nelson  Avenue,  southeast 
corner  of  Hylan  Boulevard,  Block  5208,  Lot  1,  Great 
Kills,  Borough  of  Richmond. 

Laid  over  from  February  23,  1971,  for  continued 

hearing. 


554-70-BZ 

APPLICANT — Lichtner  Associates  for  Michaelson  Realty 
Corporation,  owner. 

SUBJECT— Application  September  17,  1970— decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  store  and  resi¬ 
dence  building  and  the  change  in  occupancy  to  toy  store 
with  accessory  storage. 

PREMISES  AFFECTED— 289  to  295  Beach  14th  Street, 
west  side,  52.21  feet  south  of  New  Haven  Avenue,  Block 
15625,  Lot  46,  Far  Rockaway,  Borough  of  Queens. 

Laid  over  from  February  23,  1971,  for  continued 

hearing. 


555-70-A 

APPLICANT — Lichtner  Associates  for  Michaelson  Realty 
Corporation,  owner. 

SUBJECT — Appeal  from  an  Administrative  decision  re- 
Class  4  construction,  tabular  limits. 

PREMISES  AFFECTED— 289  to  295  Beach  14th  Street, 
west  side,  52.21  feet  south  of  New  Haven  Avenue,  Block 
15625,  Lot  46,  Far  Rockaway,  Borough  of  Queens. 


PREMISES  AFFECTED— 166-09  Baisley  Boulevard,  north 
side,  56.84  feet  east  of  166th  Street,  Block  12382,  Lot 
36,  Springfield  Gardens,  Borough  of  Queens. 

Laid  over  from  February  23,  1971,  for  continued 
hearing;  applicant  and  community  to  confer. 


681-70-BZ 

APPLICANT— New  York  Telephone  Company,  owner. 

SUBJECT— Application  November  12,  1970— Decision  of  the 
Borough  Superintendent,  under  Sections  73-14  and  73-65  of 
the  Zoning  Resolution,  to  permit  in  an  R3-2.  district,  the 
erection  of  a  fourth  and  fifth  floor  to  an  existing  telephone 
exchange  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio,  open  space  ratio,  front  yard,  side  yard  and 
sky  exposure  plane. 

PREMISES  AFFECTED— 140-02  to  140-10  183rd  Street, 
182-08  to  182-26  140th  Avenue,  southwest  corner,  Block 
13040,  Lot  1,  Springfield  Gardens,  Borough  of  Queens. 

THOMAS  F.  GALVIN,  Chairman 


MARCH  16,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon ,  March  16,  1971,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

669-69-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Pierre  Associates  Incorporated, 
c/o  B.  Harrison  Frankel. 

SUBJECT— Application  November  13,  1969— for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 29-33  Maiden  Lane  and  56 
Nassau  Street,  northeast  corner,  Block  67,  Lot  23,  Borough 
of  Manhattan. 


762-70-A 

APPLICANT— Reavis  and  McGrath  for  Sol  G.  Atlas  and 
John  P.  McGrath,  owners. 

SUB  TECT— Application  December  30,  1970— Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Metal  and 
glass  partition. 

PREMISES  AFFECTED— 2  New  York  Plaza  (117  Broad 
Street),  northeast  corner  of  South  Street,  Block  5,  Lot  1, 
Borough  of  Manhattan. 


66-71-A 

APPLICANT— Buckley  and  Kisseloff  for  Greenwich  Sav¬ 
ings  Bank,  owner. 

SUBJECT— Application  January  28,  1971— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Proposed  open¬ 
ing  from  unsprinklered  bank  to  exit  passageway. 

PREMISES  AFFECTED— 944  Third  Avenue,  156  to  164 
East  57th  Street,  southwest  corner  and  155  to  163  East 
56th  Street,  Block  1311,  Lots  29,  38,  40,  41,  Borough  of 
Manhattan. 


638-70-BZ 

APPLICANT — Aaron  Halpern  for  Helen  Scaringe,  owner. 

SUBJECT— Application  October  21,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  one  Story  retail  store  that  encroaches  on  the  required 
side  yard. 


6-71-A 

APPLICANT— Vanguard  Transportation,  Incorporated, 
owner. 

SUBJECT— Application  January  7,  1971— Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Individual  pipelines 
to  Tank  Compartments  on  Truck  Transporting  Flammable 
Solvents. 
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83-71-A 

APPLICANT — A.  Corwin  Frost  for  New  York  City  Board 
of  Education,  Office  of  School  Buildings,  owner. 

SUBJECT — Application  February  10,  1971 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Interior  corri¬ 
dors  and  flexible  classrooms, 

PREMISES  AFFECTED — 122  Amsterdam  Avenue,  north¬ 
west  corner  of  65th  Street,  Block  1157,  part  of  Lots  1,  21, 
and  25,  Borough  of  Manhattan. 

THOMAS  F.  GALVIN,  Chairman 


MARCH  23,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  23,  1971,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

603-57-BZ 

APPLICANT — Borden  &  Ball  for  DH  and  DF  Company, 
owners. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  March  22,  1971 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the  use 
of  subject  premises  for  business  purposes  (offices). 
PREMISES  AFFECTED — 124  East  38th  Street,  south 
side,  124.8  feet  west  of  Lexington  Avenue,  Block  893, 
Lot  77,  Borough  of  Manhattan. 


1336-61-BZ 

APPLICANT — De  Rose  and  Cavalieri  for  Charlotte  Park¬ 
ing  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  December  12, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the 
maintenance  of  a  parking  lot  for  the  parking  and  storage  of 
more  than  five  motor  vehicles  for  a  term  of  ten  years. 

PREMISES  AFFECTED — 1613  Charlotte  Street,  west  side, 
100  feet  north  of  Boston  Road,  Block  2939,  Lot  24,  Bor¬ 
ough  of  The  Bronx. 

1316-64-BZ 

APPLICANT — Otto  J.  Schumm  for  Lowell  C.  Camps, 
owner. 

SLiBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  October  25,  1971 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  72-21  for  a  term  of 
five  years,  permitting  in  an  R7-2  district,  the  change  in 
occupancy  of  an  existing  four-story  and  basement  building 
from  community  facility  and  residence  uses  to  offices  on 
the  basement  and  first  floor. 

PREMISES  AFFECTED — 119  East  38th  Street,  north  side, 
109  feet  west  of  Lexington  Avenue,  Block  894,  Lot  14, 
Borough  of  Manhattan. 

497-60-BZ 

APPLICANT — Charles  M.  Spindler  for  Charles  Napolitano, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  February  15, 


1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  parking 
and  storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — -135-22  Centreville  Street,  west 
side,  29.92  feet  south  of  Pitkin  Avenue,  and  97-04  Pitkin 
Avenue,  Block  11534,  Lot  1,  Ozone  Park,  Borough  of 
Queens. 


418-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Richard  DiLoretto 
and  Salvatore  Sciortino,  owners. 

SUBJECT — Application  July  27,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  enlargement  in 
area  of  an  existing  swimming  club  previously  before  the 
Board  for  use  as  tennis  courts  with  accessory  parking. 

PREMISES  AFFECTED — 28-51  216th  Street,  east  side, 
125  feet  south  of  28th  Road,  Blocks  6019,  6059,  Lots  2,  5, 
45  and  12,  Bayside,  Borough  of  Queens. 


419-70-A 

APPLICANT — Arthur  J.  McGee  for  Richard  DiLoretto 
and  Salvatore  Sciortino,  owners. 

SUBJECT — Application  July  27,  1970 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  erection  of 
building  in  bed  of  a  mapped  street. 

PREMISES  AFFECTED — 28-51  216th  Street,  east  side, 
125  feet  south  of  28th  Road,  Block  6019,  Lots  2,  5  and  45, 
Block  6059,  Lot  12,  Bayside,  Borough  of  Queens. 


704-70-BZ 

APPLICANT — Wax  Associates  for  Sigmund  Sommer 
Construction  Corporation,  owner. 

SUBJECT — Application  November  24,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  73-1 1  (g)  and 
73-50  of  the  Zoning  Resolution,  to  permit  in  a  Cl-9  district, 
the  erection  of  a  one  story  and  mezzanine  building  for  use 
as  a  theatre  with  business  entrances  and  signs  within  20 
feet  of  a  residence  district. 

PREMISES  AFFECTED — 249  to  251  East  53rd  Street, 
north  side,  61.5  feet  west  of  2nd  Avenue,  Block  1327,  Lot 
120,  Borough  of  Manhattan. 


722-70-BZ 

APPLICANT — Juster  and  Saltzman  for  Board  of  Educa¬ 
tion,  owner. 

SUBJECT — Application  December  3,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-19  of  the  Zoning 
Resolution,  to  permit  in  an  R6  and  Ml-1  district,  the  erec¬ 
tion  of  a  four  story  public  school  extending  into  the  manu¬ 
facturing  district. 

PREMISES  AFFECTED — 730  Bryant  Avenue,  northeast 
corner  of  Spofford  Avenue,  Block  2763,  Lot  279,  Borough 
of  The  Bronx. 


10-71-BZ 

APPLICANT — R.  Jackson  Smith  of  The  Eggers  Partner¬ 
ship  for  Polytechnic  Institute  of  Brooklyn,  owner. 

SUBJECT— Application  January  6,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-1  district,  in  conjunction 
with  the  conversion  of  a  three  story  building  to  a  College, 
the  installation  of  a  roof  air  structure  that  encroaches  on 
the  required  side  yard. 
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PREMISES  AFFECTED— 122  to  144  Johnson  Street  and 
110  to  124  Duffield  Street,  southwest  corner,  295  to  301 
Bridge  Street,  Blocks  2047,  Lot  13,  Borough  of  Brooklyn. 


11-71-A 

APPLICANT— R.  Jackson  Smith  of  The  Eggers  Partner¬ 
ship  for  Polytechnic  Institute  of  Brooklyn,  owner. 

SUBJECT — Application  January  6,  1971 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Egress,  Change 
of  occupancy  to  a  College. 

PREMISES  AFFECTED— 122  to  144  Johnson  Street  and 
110  to  124  Duffield  Street,  southwest  corner,  295  to  301 
Bridge  Street,  Blocks  2047,  Lot  13,  Borough  of  Brooklyn. 


63-71-BZ 

APPLICANT— Samuel  H.  Lindenbaum  and  Young  for 
Sheldon  H.  Solow,  owner,  d/b/a  Solovieff  Realty  Com¬ 
pany. 

SUBJECT — Application  January  26,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-20  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -9  and  R8  district,  in  a 
proposed  45  story  building  previously  before  the  Board, 
the  installation  of  an  additional  theatre. 

PREMISES  AFFECTED— 1261  to  1281  2nd  Avenue,  251 
East  66th  Street,  northwest  corner  and  222  to  250  East 
67th  Street,  Block  1421,  Lot  21,  Borough  of  Manhattan. 

THOMAS  F.  GALVIN,  Chairman 


MARCH  23,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  23,  1971,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matter. 

623-70- A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Howard  Stores  Corporation. 
SUBJECT — Application  October  15,  1970 — for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 82  and  84  Stanton  Street,  north¬ 
east  corner  of  Allen  Street,  Block  417,  Lots  70  and  71, 
Borough  of  Manhattan. 


321-70-A 

APPLICANT — Department  of  Buildings,  City  of  New  York 
for  Abe  Maibach,  owner. 

SUBJECT — Application  May  25,  1970— revocation  of  Cer¬ 
tificate  of  Occupancy  No.  199,978. 

PREMISES  AFFECTED— 1232  to  1256  East  80th  Street, 
north  side,  from  Paerdegat  8th  Street  to  Paerdegat  9th 
Street,  entire  block  front  36-46  Paerdegat  8th  Street  and 
35-45  Paerdegat  9th  Street,  Block  8058,  Lot  32,  Borough 
of  Brooklyn. 


737-70-A 

APPLICANT — Lama  and  Vassalotti  for  The  Brookdale 
Hospital  Center,  Hegeman  Avenue  Housing  Company  In¬ 
corporated,  owner. 

SUBJECT — Application  December  14,  1970 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Floor  ceiling 
construction. 

PREMISES  AFFECTED — 7  to  9  Hegeman  Avenue,  north¬ 
west  of  Amboy  Street,  Block  3621,  Lot  1,  Borough  of 
Brooklyn. 


88-71-A 

APPLICANT— S.  M.  Frank  and  Company,  Incorporated, 
owner. 

SUBJECT— Application  February  17,  1971— Appeal  from 
of  300,000  Barrel  N.  G.  Tank. 

Flammable  mixtures  known  as  “Medico  Visible  Refill 
Butane”,  Nylon  round  tubes,  net  volume  3.32  fluid  ounces, 
with  self  sealing  valve,  not  in  compliance  with  regula¬ 
tions  of  the  Administrative  Code. 


64-71-A 

APPLICANT— William  H.  Byrne,  P.  E.  of  Bilbyrne  Cor¬ 
poration  for  Consolidated  Edison  Company  of  New  York, 
Incorporated,  owner. 

SUBJECT — Application  January  28,  1971 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Installation 
of  300,000  Barrel  L.  N.  C.  Tank. 

PREMISES  AFFECTED — 19  to  39  20th  Avenue,  east  side, 
2,300  feet  north  of  East  River,  Block  850,  Lot  1,  Long 
Island  City,  Borough  of  Queens. 


80-71-A 

APPLICANT — P.  B.  Mutrie  Motor  Transportation,  Incor¬ 
porated,  owner. 

SUBJECT — Application  February  3,  1971 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Transportation  of 
Lubricating  Oils. 

THOMAS  F.  GALVIN,  Chairman 


MARCH  30,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  30,  1971,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 

687-70-BZ 

APPLICANT — George  J.  Vassilev  for  Vincent  Lodico, 
owner. 

SUBJECT — Application  November  17,  1970 — Decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  at  an  existing 
three  story  building,  the  erection  of  a  one  story  enlarge¬ 
ment  to  the  first  floor  store  that  increases  the  degree  of 
non-compliance  in  floor  area  ratio,  open  space  ratio  and 
lot  area  per  room. 

PREMISES  AFFECTED — 69-53  Grand  Avenue,  north  side, 
137.90  feet  west  of  69th  Lane  Block  2501,  Lot  37,  Maspeth, 
Borough  of  Queens. 


699-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Phillip  Pepper, 
owner. 

SUBJECT — Application  November  18,  1970 — Decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  one  story  building  for  use  as  a  store  with  accessory 
parking  in  the  open  area. 

PREMISES  AFFECTED — 2940  Cropsey  Avenue,  north¬ 
west  corner  of  Bay  53rd  Street,  Block  6949,  Lot  37,  Bor¬ 
ough  of  Brooklyn. 


CALENDAR 


714-70-BZ 

APPLICANT — Lama  and  Vassalotti  for  Orphan  Asylum 
Society  of  the  City  of  Brooklyn,  owner. 

SUBJECT — Application  December  1,  1970 — Decision  of  the 
Borough  Superintendent,  under  Section  73-641  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  in  an  existing 
three  story  social  service  building,  the  extension  of  the 
office  use  to  the  second  and  third  floors  that  will  exceed 
the  floor  area  limitations. 

PREMISES  AFFECTED — 361  to  363  Adelphi  Street,  east 
side,  70.5  feet  north  of  Greene  Avenue,  Block  2121,  Lot  1, 
Borough  of  Brooklyn. 


715-70-A 

APPLICANT — Lama  and  Vassalotti  for  Orphan  Asylum 
Society  of  the  City  of  Brooklyn,  owner. 

SUBJECT — Application  December  1,  1970 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Stairway. 

PREMISES  AFFECTED — 361  to  363  Adelphi  Street,  east 
side,  70.5  feet  north  of  Greene  Avenue,  Block  2121,  Lot  1, 
Borough  of  Brooklyn. 


767-70-BZ 

APPLICANT — Morton  S.  Cahn  for  D.  G.  H.  Realty 
Corporation,  owner. 

SUBJECT — Application  December  31,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-42  of  the  Zoning 
Resolution,  to  permit  in  a  C8-1  and  R5  district,  the  ex¬ 
tension  of  an  existing  automotive  storage  and  repair  shop 
into  the  residence  portion  of  the  building. 

PREMISES  AFFECTED — 127-25  Metropolitan  Avenue, 
northwest  corner  of  129th  Street,  Block  9249,  Lot  52, 
Richmond  Hill,  Borough  of  Queens. 


59-71-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  January  20,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  73-1 1  Cg)  and 
73-65  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district,  the  enlargement  in  floor  area  of  an  existing  one 
story  telephone  exchange. 

PREMISES  AFFECTED — 5180  Amboy  Road,  south  side, 
164.15  feet  west  of  Philip  Avenue,  Block  6511,  Lot  111, 
Annadale,  Borough  of  Richmond. 


68-71-BZ 

APPLICANT — Alfonso  Duarte  for  Board  of  Education, 
owner. 

SUBJECT — Application  February  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-641  of  the 
Zoning  Resolution,  to  permit  in  a  C8-1  district,  the  erection 
of  a  six  story  addition  to  an  existing  high  school  that 
will  penetrate  the  sky  exposure  plane. 


PREMISES  AFFECTED — 232  to  242  Broome  Street  and 
75  to  81  Essex  Street,  northwest  corner,  Block  409, 
Lots  35,  37,  38,  41,  43,  57,  58,  60,  62  thru  66,  Borough  of 
Manhattan. 


210-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Morris  J.  Goldberg, 
owner. 

SUBJECT — Application  April  3,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  building  for  use  as  a  factory  with  accessory 
loading  and  parking  in  the  open  area. 

PREMISES  AFFECTED— 111-02  Astoria  Boulevard, 
southeast  corner  of  111th  Street,  Block  1705,  Lots  1  and 
5,  Astoria,  Borough  of  Queens. 

Laid  over  from  February  9,  1971,  for  continued  hear¬ 
ing  at  the  request  of  the  City  Planning  Commission. 

THOMAS  F.  GALVIN,  Chairman 


MARCH  30,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon ,  March  30,  1971,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 

87-71-A 

APPLICANT — Luke  Licalzi  of  Licalzi  and  Balogh  for 
Port  Chester  Main  Corporation,  owner. 

SUBJECT — Application  February  17,  1971 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  two  means  of 
egress  and  fire  escape. 

PREMISES  AFFECTED— 247  to  249  West  36th  Street, 
north  side,  286  feet  east  of  8th  Avenue,  Block  786,  Lot  18, 
Borough  of  Manhattan. 


75-71-A 

APPLICANT — Union  Carbide  Corporation,  owner. 
SUBJECT — Application  February  4,  1971 — Review  of  a 
decision  of  the  Fire  Commissioner  re-  Linde  Oxygen 
Walker  System. 


70-71-A 

APPLICANT — Edward  J.  Ledogar  for  Edward  T.  Gilli¬ 
land,  owner. 

SUBJECT — Application  February  3,  1971 — Filed  pursuant 
to  Section  35,  Article  3,  General  City  Law  re-  building 
in  bed  of  a  mapped  street. 

PREMISES  AFFECTED — 167-10  120th  Avenue,  south  side, 
80  feet  east  of  167th  Street,  Block  12385,  Lot  56,  Baisley 
Park,  Borough  of  Queens. 

THOMAS  F.  GALVIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  FEBRUARY  23,  1971,  10  A.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  January  26,  1971  and  Feb¬ 
ruary  2.  1971,  were  approved  as  printed  in  the  Bulletins  of 
February  4,  1971  and  February  11,  1971,  Vol.  56,  Nos.  5  and  6. 

834-67-A 

APPLICANT— Larry  Meltzer  for  Renee  Associates,  Inc. 
SUBJECT — Application  for  consideration — Reopening  for 
amendment  of  resolution — Appeal  from  an  order  and  de¬ 
cision  of  the  Fire  Commissioner  re-  sprinkler  system;  pre¬ 
viously  granted  on  condition. 

PREMISES  AFFECTED— 205  to  223  Nevins  Street,  east 
side,  from  Baltic  Street  to  Butler  Street,  500  to  520  Baltic 
Street,  259-275  Butler  Street,  Block  406,  Lot  1,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  4,  1968  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  4, 
1968,  by  adding  thereto: 

“that  in  the  event  the  owner  desires  to  retain  vacant  and 
unoccupied  those  portions  of  the  second  and  third  floors 
heretofore  required  to  be  demolished,  such  change  shall 
be  permitted  for  a  term  of  two  years,  on  condition  that 
the  premises  shall  substantially  conform  to  revised  draw¬ 
ings  of  proposed  conditions  marked  ‘Received  January 
26,  1971’,  four  sheets;  and  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied  with 
in  all  respects.”  (Fire  Dept.  Order  No.  2612-5) 


240-55-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti  for 
Stanley  S.  Kilburn,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  November  3,  1970 — decision  of 
the  Borough  Superintendent,  previously  granted  on  condi¬ 
tion,  under  Section  7e  of  the  Zoning  Resolution,  permitting 
in  a  business  and  residence  use  district,  the  erection  and 
maintenance  of  a  structure  in  the  business  use  district  por¬ 
tion  of  the  lot,  to  be  used  as  body  and  fender  repair  shop, 
auto  repair  shop,  car  and  motor  washing,  welding,  painting 
and  spraying  and  office  and  gasoline  pump  within  building, 
owners  use  only,  and  parking  of  cars  awaiting  service  and 
the  storage  of  kerosene  and  gasoline  in  buried  tanks,  owners 
use  only,  in  the  residence  use  district  portion  of  the  plot. 

PREMISES  AFFECTED— 207-22  to  207-24  (207-22  offi¬ 
cial)  Northern  Boulevard,  south  side,  250  feet  west  of 


Oceania  Avenue,  and  206-35  to  206-37  45th  Road,  Block 
7305,  Lot  19,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  13,  1955,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  23,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  December  13,  1955,  as  amended 
through  November  3,  1965,  only  as  to  the  term  of  the  vari¬ 
ance,  so  that  as  amended  this  portion  of  the  resolution  shall 
read : 

“granted  for  a  term  of  ten  years  from  November  3,  1970, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (N.  B.  596-55) 


394-60-BZ 

APPLICANT — De  Rose  and  Cavalieri  for  O.  B.  Associates, 
owners. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  January  18, 
1971 — decision  of  the  Borough  Superintendent,  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  residence  use  district,  the  maintenance 
of  a  parking  lot  and  storage  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED— 2903-2907  Valentine  Avenue, 
west  side,  81.15  feet  south  of  East  199th  Street,  Block  3305, 
Lots  45  and  47,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  George  J.  Cavalieri. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  18,  1960,  on  certain  conditions ;  and  _ 

Whereas,  a  public  hearing  was  held  on  this  application  on 
February  23,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
18,  1960,  as  amended  through  January  18,  1966,  only  as  to 
the  term  of  the  variance,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“granted  for  a  term  of  five  years  from  January  18,  1971, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects  ;  and  that  a  new  Certificate  of  Occupancy  shall  be 
obtained.”  (Alt.  305-60) 


196 


327-63-BZ 


MINUTES 


APPLICANT — Reavis  and  McGrath  for  Pilot  Associates, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  18, 
1971 — decision  of  the  Borough  Superintendent,  previously 
granted  on  condition,  under  Sections  11-412  and  72-01  of 
the  Zoning  Resolution,  to  permit  in  a  R7-1  district,  the 
change  in  occupancy  of  an  existing  one  story  building  pre¬ 
viously  granted  by  the  Board  from  warehouse,  packing  and 
storage  to  the  assembly  of  mirrors  into  frames,  the  storage 
and  cutting  of  sheet  glass,  the  manufacturing  of  plastic  and 
wood  frames  and  novelties,  with  an  off-street  loading  berth. 

PREMISES  AFFECTED — 564-592  St.  John’s  Place,  south 
side,  333  feet  8  inches  east  of  Classon  Avenue,  Block  1178, 
Lot  26,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  18,  1966,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
February  23,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
18,  1966,  only  as  to  the  term  of  the  variance,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

granted  for  a  term  of  five  years  from  January  18 
1971,  to  permit  .  .  .  ;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects ;  and  that  a  new  Certificate  of  Occu¬ 
pancy  shall  be  obtained.”  (Alt.  2175-55) 


336-65-BZ 

APPLICANT — George  Berger  for  City  of  New  York, 
Board  of  Higher  Education,  owner. 

SUBJECT- — Application  for  consideration — reopening  and 
extend  time  to  obtain  Certificate  of  Occupancy,  which 
expired  3/23/70 — decision  of  the  Borough  Superintendent ; 
previously  granted  under  Sections  72-21  and  11-412  of  the 
Zoning  Resolution,  permitting  in  a  C2-5  and  RIO  district, 
the  erection  of  a  two  story  vertical  enlargement  to  a  five 
story  office  building  previously  granted  by  the  Board,  that 
exceeds  the  permitted  floor  area  ratio  and  penetrates  the 
sky  exposure  plane. 

PREMISES  AFFECTED— 535  East  80th  Street,  18-26 
Last  End  Avenue,  northwest  corner,  Block  1577,  Lot  23, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  George  Neubauer. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
obtain  Certificate  of  Occupancy  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  .  n 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  8,  1965,  on  certain  conditions ;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  September  23,  1969;  and 
.  Whereas, _  the  applicant  requested  a  further  extension  of 
time  to  obtain  a  certificate  of  occupancy. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  8, 
1965,  as  amended  through  September  23,  1969,  only  as  to 
the  time  to  obtain  a  Certificate  of  Occupancy,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“that  a  Certificate  of  Occupancy  shall  be  obtained  within 
one  year  from  the  date  of  this  amended  resolution” 
(Alt.  60-65) 


1035-65-BZ 


APPLICANT — Carmine  Tulino,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  February  1, 
1971  decision  of  the  Borough  Superintendent,  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  R6  district,  the  change  in  occu¬ 
pancy  on  an  existing  accessory  parking  lot  to  a  public 
parking  lot. 

PREMISES  AFFECTED— 1549-1551  Dean  Street,  north 
side,  99  feet  6V2  inches  west  of  Troy  Avenue,  Block  1340, 
Lots  49  and  50,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Carmine  Tulino. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 


THE  VOTE— 


Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative :  . 


5 

0 


THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  1,  1966,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
February  23,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Febru¬ 
ary  1,  1966,  only  as  to  the  term  of  variance,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  five.years  from  February  1,  1971, 
to  permit  .  .  .  ;  on  condition  that  all  fences  around  the 
premises  shall  comply  with,  the  requirements  of  Section 
25-66  of  the  Zoning  Resolution ;  that  paving  and  bumpers 
comply  with  the  rules  and  regulations  of  the  Department 
of  Buildings ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall.be  complied  with  in  all  re¬ 
spects;  and  that  a  new  Certificate  of  Occupancy  shall  be 
obtained.”  (Alt.  1144-65) 


593-69-BZ 

APPLICANT — Charles  M.  Spindler  for  Shell  Oil  Com¬ 
pany,  owner  and  long  term  lessee ;  Shell  Oil  Company  and 
Mutual  Benefit  Life,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  2/10/71— de¬ 
cision  of  the  Borough  Superintendent;  previously  granted 
on  condition,  under  Sections  11-412  and  73-1 1  (g)  of  the 
Zoning  Resolution,  permitting  in  a  C2-2  district,  the  en- 
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largement  in  lot  area  and  reconstruction  of  an  automotive 
service  station  with  accessory  uses. 

PREMISES  AFFECTED— 108-13  Atlantic  Avenue,  north- 
west  corner  of  108th  Street,  Block  9315,  Lots  23  and  29, 
Richmond  Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Beckei, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  ~ 

Negative :  .  ^ 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
February  10,  1970,  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  June  23,  19/0; 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Febru- 
ary  10,  1970,  as  amended  through  June  23,  1970,  only  as  to 
the  time  to  complete  the  work,  so  that  as  amended  this  por¬ 
tion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  February  10,  1971.”  (N.  B.  1115-69) 


646-69-BZ 

APPLICANT — Lama  and  Vassalotti  for  Gulf  Oil  Corpora¬ 
tion,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extend  time  to  complete  construction— expired  2/10/71 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition,  under  Section  11-412  of  the  Zoning  Resolu¬ 
tion,  permitting  in  a  Cl-2  district,  the  rearrangement  and 
structural  alterations  of  an  automotive  service  station. 
PREMISES  AFFECTED— 72-01  to  72-19  Main  Street 
(72-19  Main  Street  official),  144-02  to  144-08  72nd  Avenue, 
southeast  corner,  72-02  to  72-20  Vleigh  Place,  Block  6660, 
Lot  1,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
February  10,  1970,  on  certain  conditions ;  and  _ 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Febru¬ 
ary  10,  1970,  only  as  to  the  time  to  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read: 
“that  substantial  construction  shall  be  completed  within 
one  year  from  February  10,  1971.”  (Alt.  1109-69) 


842-68-BZ 

APPLICANT — Max  Siegel  Associates  for  Derwood  Realty 
Corporation,  owner, 


SUBJECT— Application  for  consideration— to  reopen  and 
restore  to  the  Docket  (previously  withdrawn)— decision 
of  the  Borough  Superintendent,  under  Section  72-01 (b)  and 
73-62  of  the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  an  R7-1  and  C8-3  district, 
in  an  existing  six  story  multiple  dwelling,  the  conversion 
of  the  doctor’s  offices  in  the  cellar  to  apartments  that  in¬ 
creases  the  degree  of  non-compliance  in  floor  area  ratio, 
open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED— 910-916  Sheridan  Avenue,  east 
side,  175  feet  south  of  East  163rd  Street,  Block  2454,  Lot 
11,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  John  M.  Hronec. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  Docket. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  *? 

Negative:  .  u 


700-69-A 

APPLICANT— Max  Siegel  Associates  for  Derwood  Realty 
Corporation,  owner. 

SUBJECT— Application  for  consideration— to  reopen  and 
restore  to  the  Docket  (previously  withdrawn)  decision  of 
the  Borough  Superintendent;  filed  pursuant  to  Section  310 
of  the  Multiple  Dwelling  Law,  re-  cellar  apartments. 

PREMISES  AFFECTED— 910  to  916  Sheridan  Avenue,  east 
side,  175  feet  south  of  East  163rd  Street,  Block  2454,  Lot 
1 1  Rnmup-h  of  The  Bronx. 


APPEARANCES— 

For  Applicant :  John  M.  Hronec. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  Docket. 


THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  “ 

Negative:  . u 


131-70-BZ — Vol.  II 

APPLICANT— Stroock  &  Stroock  &  Lavin  for  Dorothy 
Livingston,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Boiough  Super¬ 
intendent  ;  previously  granted  on  condition,  under  Section 
73-49  of  the  Zoning  Resolution,  permitting  in  an  Ml-4  and 
R10  district,  the  use  of  the  roof  over  the  two  story  portion 
of  a  four  story  automobile  sales  and  service  establishment 
for  accessory  parking. 

PREMISES  AFFECTED— 502  to  512  East  76th  Street, 
south  side,  98  feet  east  of  York  Avenue,  Block  1487,  Lots 
43,  44,  47  and  48,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Charles  G.  Moerdler. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure.  Applicant  to  complete 
his  papers.  Photographs  may  be  transferred  from  Volume 
I. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  " 

Negative:  . ® 
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507-66-BZ — Vol.  II 

APPLICANT — Albert  Melniker  for  301  Nelson  Avenue 
Restaurant  Incorporated,  owner. 

SUBJECT — Application  reopened  December  21,  1970  as 
Volume  II — Decision  of  the  Borough  Superintendent,  un¬ 
der  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
Cl-1  district,  in  an  existing  two  story  building  the  addition 
to  the  use  of  the  first  floor  restaurant  to  include  cabaret. 
PREMISES  AFFECTED — 301  Nelson  Avenue,  southeast 
corner  of  Hylan  Boulevard,  Block  5208,  Lot  1,  Great  Kills, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker,  Frederick  Steiniger  and 
Thomas  Mclnerney. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  March  16,  1971,  at 
10  A.M.,  for  continued  hearing.  Previously  inspected. 


523-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Hunter  Associates, 
owner: 

SUBJECT — Application  August  27,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  erection  of  a 
one  story  and  cellar  building  for  use  as  a  metal  and  plastic 
manufacturing  establishment. 

PREMISES  AFFECTED — 37-05  108th  Street,  southeast 
corner  of  37th  Avenue,  Block  1777,  Lots  1  and  4,  Corona, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  Marino  P.  Jeantet. 

AC  1  ION  OF  BOARD — Laid  over  to  March  2,  1971,  at 
10  A.M.,  for  continued  hearing.  Laid  over  at  the  request 
of  the  applicant.  Previously  inspected. 


554- 70-BZ 

APPLICANT — Lichtner  Associates  for  Michaelson  Realty 
Corporation,  owner. 

SUBJECT  Application  September  17,  1970 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  store  and  resi¬ 
dence  building  and  the  change  in  occupancy  to  toy  store 
with  accessory  storage. 

PREMISES  AFFECTED— 289  to  295  Beach  14th  Street, 
west  side,  52.21  feet  south  of  New  Haven  Avenue,  Block 
15625,  Lot  46,  Far  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  William  B.  Lichtner. 

For  Opposition:  Sylvia  Baslaw,  Ida  Zakin  and  Peter 
Perpegnano. 

ACTION  OF  BOARD — Laid  over  to  March  16,  1971,  at 
1U  A.M.,  for  continued  hearing.  Previously  inspected. 

555- 70-A 

APPLICANT— Lichtner  Associates  for  Michaelson  Realty 
Corporation,  owner. 

SUBJECT— Appeal  from  an  Administrative  decision  re- 
Class  4  construction,  tabular  limits. 

PREMISES  AFFECTED— 289  to  295  Beach  14th  Street 
Tgrtade,  52.21  feet  south  of  New  Haven  Avenue,  Block 
10025,  Lot  46,  Far  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  William  B.  Lichtner. 


ACTION  OF  BOARD — Laid  over  to  March  16,  1971,  at 
10  A.M.,  for  continued  hearing.  Previously  inspected. 


627-70-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  George 
Angelastro,  owner. 

SUBJECT  Application  October  16,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-241  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district,  in  an 
existing  one  story  building  occupied  as  a  restaurant  the 
addition  to  the  uses  to  include  cabaret. 

PREMISES  AFFECTED — 2148  to  2150  Flatbush  Avenue, 
west  side,  140  feet  south  of  Quentin  Road,  Block  7889’ 
Lot  49,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Anthony  M.  Salvati. 

For  Opposition:  John  H.  Fox. 

ACTION  OF  BOARD — Laid  over  to  March  9,  1971,  at 
10  A.M.,  for  decision.  Hearing  closed.  Previously  in¬ 
spected. 


632-70-BZ 

APPLICANT — Thomas  P.  Crinnion  for  James  V.  Mattera, 
owner. 

SUBJECT  Application  October  19,  1970 — Appeal  from  a 
decision  of  the  _  Borough  Superintendent,  under  Section 
/2-21  of  the  Zoning  Resolution,  to  permit  in  an  R2  district, 
the  erection  of  a  one  family  dwelling  on  a  plot  with  less 
than  the  required  lot  area. 

PREMISES  AFFECTED — 208-11  58th  Avenue,  north  side 
56  feet  west  of  Oceania  Street,  Block  7437,  Lot  32,  Bay- 
side,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Thomas  P.  Crinnion  and  James  V. 
Mattera. 

For  Opposition :  Martin  Zarian,  Seda  Zarian  and  Anthony 
Swartz. 

ACTION  OF  BOARD — Laid  over  to  March  9,  1971,  at 
10  A.M.,  for  decision;  applicant  to  submit  additional  data; 
previously  inspected ;  hearing  closed. 


633-70-BZ 

APPLICANT — Thomas  P.  Crinnion  for  James  V.  Mattera, 
owner. 

SUBJECT-  Application.  October  19,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent,  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R2  district, 
the  erection  of  a  one  family  dwelling  on  a  plot  with  less 
than  the  required  lot  area. 

PREMISES  AFFECTED — 56-52  Oceania  Street,  north¬ 
west  corner  of  58th  Avenue,  Block  7437,  Lot  29,  Bayside 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Thomas  P.  Crinnion. 

ACTION  OF  BOARD — Laid  over  to  March  9,  1971,  at 
10  A..M.,  for  decision;  applicant  to  submit  additional  data; 
previously  inspected;  hearing  closed. 


638-70-BZ 

APPLICANT — Aaron  Halpern  for  Helen  Scaringe,  owner. 
SUBJECT  Application  October  21,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
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one  story  retail  store  that  encroaches  on  the  required  side 
yard. 

PREMISES  AFFECTED — 166-09  Baisley  Boulevard 
north  side,  56.84  feet  east  of  166th  Street,  Block  12382,  Lot 
36,  Springfield  Gardens,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  Murray  Rudman,  Helen  Scaringe,  James 

Scaringe  and  A.  J.  Russo.  . 

For  Opposition:  James  H.  Nixon,  Geraldine  Fleshman, 
George  H.  Gaton  and  Aubrey  A.  Surgeon. 

For  Administration:  John  H.  Mallette,  Mayor’s  Office  of 
Jamaica  Planning  and  Development. 

ACTION  OF  BOARD— Laid  over  to.  March  16,  1971,  at 
10  A.M.,  for  continued  hearing;  applicant  and  community 
to  confer ;  previously  inspected. 


644-70-BZ 

APPLICANT— Atkin  and  Bassolino  for  Sanford  and  Pauline 
Aptecker,  owners. 

SUBJECT— Application  October  23,  1970— decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-62 
of  the  Zoning  Resolution,  to  permit  in  an  R5  district,  the 
maintenance  of  an  enlargement  to  the  first  floor  of  a  one 
family  dwelling  that  encroaches  on  the  required  outer  court, 
rear  yard  and  side  yard. 

PREMISES  AFFECTED— 2562  Fish  Avenue,  east  side, 
125.15  feet  south  of  Allerton  Avenue,  Block  4474,  Lot  34, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Thomas  Gibson. 

For  Opposition :  Alex  Charlton,  M.D.  and  Alice  Charlton. 

ACTION  OF  BOARD— Laid  over  to  March  9,  1971,  at 
10  A.M.,  for  decision;  previously  inspected;  hearing  closed. 


693-70-BZ 

APPLICANT — David  Weinberg  for  New  York  Bank  for 
Savings,  owner. 

SUBJECT— Application  November  18,  1970— decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-42 
of  the  Zoning  Resolution,  to  permit  in  a  C6-2,  C2-5  and 
R8  district,  the  construction  and  maintenance  of  a  public 
parking  lot  extending  into  the  residence  portion  of  the  site. 

PREMISES  AFFECTED— 307  West  14th  Street,  north 
side  125  feet  west  of  8th  Avenue,  89  to  95  8th  Avenue 
and  308  to  310  West  15th  Street,  Block  738,  Lots  30,  37, 
38,  40  and  46,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  David  Weinberg. 

For  Opposition:  Keith  Crandell. 

ACTION  OF  BOARD— Laid  over  to  March  9,  1971,  at 
10  A.M.,  for  continued  hearing.  Previously  inspected. 


760-70-BZ 

APPLICANT— Stanley  H.  Klein  for  Louis  and  Lucy  Iacucci, 
owners. 

SUBJECT— Application  December  29,  1970— Decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-62  of 
the  Zoning  Resolution,  to  permit  in  an  R2  and  Cl-2  dis¬ 
trict,  the  erection  of  a  one  story  enlargement  to  a  one 
family  dwelling  that  creates  non-compliance  in  open  space 
ratio,  floor  area  ratio  and  encroachment  into  the  rear  yard. 

PREMISES  AFFECTED— 75-73  179th  Street,  east  side, 
130.89  feet  north  of  Union  Turnpike,  Block  7192,  Lot  52, 
Flushing,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant :  Stanley  H.  Klein. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  March  9,  1971,  at 
10  A.M.,  for  continued  hearing.  Previously  inspected. 


427-70-BZ 


APPLICANT— Arthur  J.  McGee  for  Leemilt’s  Petroleum, 
Inc.,  owner. 

SUBJECT— Application  August  7,  1970— decision  of  the 
Borough  Superintendent,  under  Sections  11-412,  11-413  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R4  district, 
the  enlargement  in  lot  area  and  reconstruction  of  an  auto¬ 
motive  service  station  with  accessory  uses  previously  before 
the  Board. 

PREMISES  AFFECTED— 38-05  Beach  Channel  Drive, 
southwest  corner  of  Beach  38th  Street,  Block  15828,  Lots 
24,  25,  30,  Far  Rockaway,  Borough  of  Queens. 

APPEARA.NCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  John  E.  Murphy. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD— Application  granted  on  condition. 


THE  VOTE—  .  ,r.  ^  „  , 

Affirmative :  Chairman  Galvin,  V ice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  “ 

Negative:  . ^ 

THE  RESOLUTION—  . 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  12,  1971,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  February  2,  1971 ;  then  to  February 

17,  1971 ;  and  ,  „  .  . 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  9,  1970,  acting  on  Alt.  Applic.  716/1970,  reads: 

“1.  Proposed  extension  of  lot  area,  removal  of 
existing  bldg,  and  reconstruction  of  accessory  bldg,  is 
contrary  to  B.  S.  &  A.  Cal.  No.  479-44-BZ  Vol.  II.  . 

2.  Proposed  extension  of  lot  area  for  Automotive 
Service  Station  use  (Use  Group  16B)  in  a  Residence 
District  is  contrary  to  Sec.  32-25  Zoning  Resolution. 

3.  Proposed  reconstruction  of  non-conforming  bldg, 
demolished  beyond  50%  of  its  floor  area  is  contrary  to 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship ;  and 

Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  exercise  under  Section  11-412  of  the  Zoning  Res¬ 
olution  the  extension  of  the  present  use. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  and  does  hereby 
issue  a  special  permit  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  enlargement,  in 
lot  area  and  reconstruction  of  an  automotive  service  station 
with  accessory  uses  previously  before  the  Board,  on  condition 
that  all  work  shall  conform  to  drawings  filed  with  this  applica¬ 
tion  and  marked  “Received,  August  7,  1970,”  four  sheets  on 
further  condition  that  four  trees  be  planted  on  Beach  38th 
Street’s  frontages  in  accordance  with  the  Park  Department 
regulations,  and  that  all  laws,  rules  and  regulations  applicable 
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shall  be  complied  with,  and  that  substantial  construction  be 
completed  within  one  year  from  the  date  of  this  resolution. 


430-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Estate  of  Miriam 
Tietjen,  owner. 

SUBJECT — Application  August  10,  1970,  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
three  story,  one-family  dwelling  that  penetrates  the  sky 
exposure  ulane. 

PREMISED  AFFECTED — 39-52  to  39-58  55th  Street, 
northwest  corner  of  Woodside  Avenue,  Block  1225,  Lot  71, 
Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
November  24,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  December  15,  1970;  then  to  January  19, 
1971 ;  then  to  February  2,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  18,  1971,  acting  on  N.  B.  Applic.  351/1970, 
reads : 

‘1.  Proposed  building  penetrates  sky  exposure  plane 
contrary  to  Sec.  23-631  Zoning  Resolution.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that^the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R4 
district,  the  erection  of  a  three-story,  one-family  dwelling  that 
penetrates  the  sky  exposure  plane  on  condition  that  all  work 
shall  substantially  conform  to  drawings  filed  with  this  appli- 
cation  and  marked  “Received,  August  10,  1970,”  two  sheets, 
rebruary  1,  1971,”  two  sheets,  and  that  all  applicable  laws, 
rules  and  regulations  be  complied  with,  and  substantial  con- 
struction  be  completed  within  one  year  from  the  date  of  this 
resolution. 

431-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Estate  of  Miriam 
Tietjen,  owner. 

SUBJECT — Application  August  10,  1970 — decision  of  the 
Borough  Superintendent,,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  penetrates  the  sky  ex¬ 
posure  plane  and  with  porches  within  the  required  front 
yard. 

P^P^ISES  AFFECTED — 39-56  55th  Street,  west  side, 
56.3°  feet  north  of  Woodside  Avenue,  Block  1225,  Lot  70, 
Woodside,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  q 


THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
November  24,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  December  15,  1970;  then  to  January 
19,  1971 ;  then  to  February  2,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  18,  1971,  acting  on  N.B.  Applic.  Nos.  350/ 
1970,  349,  348,  347  and  346/1970,  reads: 

“1.  Proposed  building  penetrates  sky  exposure 
plane  contrary  to  Sec.  23-631  Zoning  Resolution. 

2.  Proposed  building  exceeds  max.  F.A.R.  and  is 
deficient  in  required  O.S.R.  contrary  to  Sec.  23-141  Zon¬ 
ing  Resolution. 

3.  Number  of  rooms  excessive  based  on  L.A.R.  of 
275  contrary  to  Sec.  23-222  Zoning  Resolution. 

4.  Proposed  second  and  third  floor  porches  within 
the  required  open  space  contrary  to  Sec.  23-12  Z.R. 

5.  Proposed  second  and  third  floor  porches  within 
required  front  yard  contrary  to  Sec.  23-44  Z.R.” 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and.  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R4  district,  the  erection  of  a  three-story,  two-family 
dwelling. exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room,  pene¬ 
trates  the  sky  exposure  plane  and  with  porches  within 
front  yard,  on  condition  that  all  work  shall  conform  to  draw¬ 
ings  filed  with  this  application  and  marked  “Received,  Au¬ 
gust  10,  1970,”  three  sheets,  and  “February  19,  1971,  “two 
sheets,  and  that  all  laws,  rules  and  regulations  applicable  be 
complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


432-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Estate  of  Miriam 
Tietjen,  owner. 

SUBJECT — Application  August  10,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection 
of.  a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  penetrates  the  sky  ex¬ 
posure  plane  and  with  porches  within  the  required  front 
yard. 

PREMISES  AFFECTED— 39-54  55th  Street,  west  side, 
76.30  feet  north  of  Woodside  Avenue,  Block  1225,  Lot  69, 
Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino. 

For  Opposition:  None. 
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Commissioner  Nolan 
Negative:  . 


RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  _  . 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  ~ 

N  egative :  .  u 

THE  RESOLUTION—  _ 

Whereas,  a  public  hearing  was  held  on  this  application  on 
November  24,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  December  15,  1970;  then  to  January 
19,  1971 ;  then  to  February  2,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  18,  1971,  acting  on  N.  B.  Applic.  Nos.  350/ 
1970,  349,  348,  347  and  346/1970,  reads: 

T.  Proposed  building  penetrates  sky  exposure  plane 
contrary  to  Sec.  23-631  Zoning  Resolution. 

2.  Proposed  building  exceeds  max.  F.  A.  R.  and  is 

deficient  in  required  O.  S.  R.  contrary  to  Sec.  23-141 
Zoning  Resolution.  _ 

3.  Number  of  rooms  excessive  based  on  L.  A.  R.  of 
275  contrary  to  Sec.  23-222  Zoning  Resolution. 

4.  Proposed  second  and  third  floor  porches  within 
the  required  open  space  contrary  to  Sec.  23-12  Z.  R.  _ 

5.  Proposed  second  and  third  floor  porches  within 
the  required  front  yard  contrary  to  Sec.  23-44  Z.  R.”  _ 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R4 
district,  the  erection  of  a  three-story,  two-family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  open  space  ratio  and  lot  area  per  room,  penetrates 
the  sky  exposure  plane  and  with  porches  within  the  required 
front  yard,  on  condition  that  all  work  shall  conform  to  draw¬ 
ings  filed  with  this  application  and  marked  “Received,  August 
10,  1970,”  three  sheets,  and  “February  19,  1971,”  two  sheets, 
and  that  all  laws,  rules  and  regulations  applicable  be  complied 
with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 

433-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Estate  of  Miriam 
Tietjen,  owner. 

SUBJECT — Application  August  10,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  penetrates  the  sky  ex¬ 
posure  plane  and  with  porches  within  the  required  front 
yard. 

PREMISES  AFFECTED— 39-52  55th  Street,  west  side, 
96.30  feet  north  of  Woodside  Avenue,  Block  1225,  Lot  68, 
Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


THE  RESOLUTION—  . 

Whereas,  a  public  hearing  was  held  on  this  application  on 
November  24,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  December  15,  1970;  then  to  January 
19,  1971;  then  to  February  2,  1971;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  18,  1971,  acting  on  N.B.  Applic.  Nos.  350/ 
1970,  349,  348,  347  and  346/1970,  reads: 

“,1.  Proposed  building  penetrates  sky.  exposure 
plane  contrary  to  Sec.  23-631  Zoning  Resolution. 

2.  Proposed  building  exceeds  max.  F.A.R.  and  is 
deficient  in  required  O.S.R.  contrary  to  Sec.  23-141 
Zoning  Resolution. 

3.  Number  of  rooms  excessive  based  on  L.A.R.  of 
275  contrary  to  Sec.  23-222  Zoning  Resolution. 

4.  Proposed  second  and  third  floor  porches  within 
the  required  open  space  contrary  to  Sec.  23-12  Z.R. 

5.  Proposed  second  and  third  floor  porches  within 
the  required  front  yard  contrary  to  Sec.  23-44  Z.R.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R4  district,  the  erection  of  a  three-story,  two-family 
dwelling  that  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio  and  lot  area  per  room, 
penetrates  the  sky  exposure  plane  and  with  porches  within 
the  required  front  yard,  on  condition  that  all  work  shall 
conform  to  drawings  filed  with  this  application  and  marked 
“Received,  August  10,  1970,”  three  sheets,  and  “February 
19,  1971,”  two  sheets,  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 

434-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Estate  of  Miriam 
Tietjen,  owner. 

SUBJECT — Application  August  10,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  penetrates  the  sky  ex¬ 
posure  plane  and  with  porches  within  the  required  front 
yard. 

PREMISES  AFFECTED — 39-50  55th  Street,  west  side, 
116.30  feet  north  of  Woodside  Avenue,  Block  1225,  Lot  67, 
Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino 
For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

FHE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
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on  November  24,  1970,  after  due  notice  by  publication  in 
the  Bulletin;  laid  over  to  December  IS,  1970;  then  to  Janu¬ 
ary  19,  1971 ;  then  to  February  2,  1971 :  then  to  February  23, 
1971;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  18,  1971,  acting  on  N.B.  Applic.  Nos. 
350/1970,  349,  348,  347  and  346/1970,  reads : 

“1.  Proposed  building  penetrates  sky  exposure 
plane  contrary  to  Sec.  23-631  Zoning  Resolution. 

2.  Proposed  building  exceeds  max  F.A.R.  and  is 
deficient  in  required  O.S.R.  contrary  to  Sec.  23-141 
Zoning  Resolution. 

3.  Number  of  rooms  excessive  based  on  L.A.R.  of 
27S  contrary  to  Sec.  23-222  Zoning  Resolution. 

4.  Proposed  second  and  third  floor  porches  within 
the  required  open  space  contrary  to  Sec.  23-12  Z.R. 

5.  Proposed  second  and  third  floor  porches  within 
the  required  front  yard  contrary  to  Sec.  23-44  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  ap¬ 
plicant  is  therefore  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R4  district,  the  erection  of  a  three-story,  two- 
family  dwelling  that  exceeds  the  permitted  floor  area  ratio, 
has  less  than  the  required  open  space  ratio  and  lot  area 
per  room  penetrates  the  sky  exposure  plane  and  with  porches 
within  the  required  front  yard,  on  condition  that  all  work 
shall  conform  to  drawings  filed  with  this  application  and 
marked  “Received,  August  10,  1970,”  three  sheets,  and  “Feb¬ 
ruary  19,  1971,”  two  sheets,  and  that  all  laws,  rules  and 
regulations  applicable  be  complied  with,  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


November  24,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  December  15,  1970;  then  to  January 
19,  1971 ;  then  to  February  2,  1971 ;  then  to  February  23, 
1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  18,  1971,  acting  on  N.B.  Applic.  Nos.  350/ 
1970,  349,  348,  347  and  346/1970,  reads: 

“1.  Proposed  building  penetrates  sky  exposure  plane 
contrary  to  Sec.  23-631  Zoning  Resolution. 

2.  Proposed  building  exceeds  max.  F.A.R.  and  is 
deficient  in  required  O.S.R.  contrary  to  Sec.  23-141  Zon¬ 
ing  Resolution. 


3.  Number  of  rooms  excessive  based  on  L.  A.  R.  of 
275  contrary  to  Sec.  23-222  Zoning  Resolution. 

4.  Proposed  second  and  third  floor  porches  within 
the  required  open  space  contrary  to  Section  23-12  Z.  R. 

5.  Proposed  second  and  third  floor  porches  within 
the  required  front  yard  contrary  to  Sec.  23-44  Z.  R.” 


and 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R4  district,  the  erection  of  a  three-story,  two- family 
dwelling  that  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio  and  lot  area  per  room, 
penetrates  the  sky  exposure  plane  and  with  porches  within 
the  required  front  yard,  on  condition  that  all  work  shall  con¬ 
form  to  drawings  filed  with  this  application  and  marked 
“Received  August  10,  1970,”  three  sheets,  and  “February  19, 
1971,  two  sheets,  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construc¬ 
tion  be  completed  within  one  year  from  the  date  of  this 
resolution. 


435-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Estate  of  Miriam 
Tietjen,  owner. 

SUBJECT — Application  August  10,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  penetrates  the  sky  ex¬ 
posure  plane  and  with  porches  within  the  required  front 
yard. 

PREMISES  AFFECTED — 39-48  55th  Street,  west  side, 
136.30  feet  north  of  Woodside  Avenue,  Block  1225,  Lot  66, 
Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 


485-70-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Hershey  Associ¬ 
ates,  Inc.,  owner. 

SUBJECT — Application  August  20,  1970 — decision  of  the 
Borough  Superintendent  under  Section  666  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  one 
story  and  mezzanine  building  for  use  as  a  warehouse  with 
accessory  parking  in  the  open  area. 

PREMISES  AFFECTED — Compton  and  Newman  Avenue, 
northwest  corner  of  Pugsley  Avenue,  Block  3502,  Lots  1 
and  2,  Borough  of  The  Bronx  (no  street  or  house  num¬ 
ber). 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff. 

For  Opposition :  Samuel  Bodian  for  Park  Dept.,  Muriel 
Stromberg,  Councilman,  Phyllis  Monaghan,  Peter 

Pflum,  Anna  Micillo,  Cecilia  and  Edward  DeDuca, 

Francis  Jordan  and  Louis  F.  Ballermiano. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  Application. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . . 5 
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THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  12,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  February  9,  1971;  then  to  February  23, 

1971;  and  _  o 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  20,  1970,  acting  on  N.  B.  Applic.  95/1970,  reads: 
“1.  Subject  premises  are  located  within  the  general 
boundaries  of  a  Park  and  a  Sewage  Treatment  Plant, 
proposed  Map  #  11804,  pursuant  to  resolution  of  the 
C.  P.  C.  Cal.  #21097.  . 

Note :  Originally  site  was  an  R3-2  for  which  ap¬ 
proval,  as  of  right,  could  not  be  granted  under  Sect. 
22-10  of  Amended  Zoning  Resolution  for  a  Commer¬ 
cial  use.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  finding  C  under  Section  72-21 
of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  July  20,  1970  acting  on  N.B.  Applic.  95/1970  Objec¬ 
tion  No.  1  be  and  it  hereby  is  affirmed  and  that  the  applica¬ 
tion  be  and  it  hereby  is  denied. 


542-70-BZ 

APPLICANT — Ludwig  P.  Bono  for  Charles  Goldberg, 
owner. 

SUBJECT— Application  August  17,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  conversion 
of  a  two  family  dwelling  to  a  three  family  dwelling  that 
increases  the  degree  of  non-compliance  in  floor  area  ratio, 
open  space  ratio  and  encroachment  in  the  side  yard  and 
creates  non-compliance  in  lot  area  per  room. 

PREMISES  AFFECTED— 2005  Hone  Avenue,  northwest 
corner  of  Neill  Avenue,  Block  4302,  Lot  21,  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant :  Ludwig  P.  Bono,  Charles  and  L.  Goldberg. 
For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
February  9,  1971,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  February  23,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  24,  1970,  acting  on  Alt.  Applic.  421/1969,  reads : 

“A2 — The  proposed  conversion  of  a  2  sty.  and  base¬ 
ment  brick  dwelling  located  in  an  R3-2  Zoning  Dist.  to 
a  3  family  converted  Class  A  Multiple  Dwelling  in¬ 
creases  degree  of  non-compliance  with  respect  to  maxi¬ 
mum  permitted  F.A.R.  &  O.S.R.  contrary  to  Secs.  11-112 
and  54-31  Z.R. 

A3 — Proposed  conversion  creates  a  new  non-com¬ 
pliance  in  required  lot  area  per  room  contrary  to  Sec. 
11-112  and  54-31  Z.R. 

A4— Proposed  enlargement  at  2  sty.  west  side  yard 
in  an  R3-2  district  further  increases  degree  of  non-com¬ 
pliance  with  respect  to  side  yard  requirements  and  is 
contrary  to  Secs.  23-42,  23-46  and  54-31  Z.R.” 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3- 
2  district,  the  conversion  of  a  two-family  dwelling  to  a 
three-family  dwelling  that  increases  the  degree  of  non-com¬ 
pliance  in  floor  area  ratio,  open  space  ratio  and  encroach¬ 
ment  in  the  side  yard  and  creates  non-compliance  in  lot  area 
per  room,  on  condition  that  all  work  shall  conform  to  draw¬ 
ings  filed  with  this  application  and  marked  “Received,  Jan¬ 
uary  4,  1971,”  one  sheet,  and  “August  17,  1970,”  8  sheets, 
and  that  all  laws,  rules  and  regulations  applicable  be  com¬ 
plied  with,  and  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


688-70-BZ 

APPLICANT — Thomas  P.  Crinnion,  for  Tower  Heating 
and  Oil  Burner  Company  Incorporated,  owner. 

SUBJECT — Application  November  17,  1970 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-2  and  R4  district, 
the  erection  of  a  structure  to  enclose  an  existing  storage 
yard  and  parking  lot. 

PREMISES  AFFECTED — 3148  East  Tremont  Avenue, 
west  side,  380.39  feet  north  of  Waterbury  Avenue,  Block 
5350,  Lot  54,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Thomas  P.  Crinnion  and  Sabton  Torre- 
grossa. 

For  Opposition:  Thelma  Louvar. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  oi 
January  26,  1971,  after  due  notice  by  publication  in  the  Bui 
letin;  laid  over  to  February  9,  1971;  then  to  February  23. 
1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  12,  1970,  acting  on  Alt.  Applic.  390/1969, 
reads : 

“3.  Proposal  to  change  use  of  premises  from  Park¬ 
ing  Lot  and  Storage  of  incombustible  materials  to  Build¬ 
ing  Materials  Sales,  Use  Group  16A  (lot  area  is  under 
10,000  sq.  ft.),  Violates  Sect.  52-36  of  Amended  Zoning 
Resolution. 

4.  Proposed  structural  alterations  to  existing  non- 
conforming  building  (erecting  walls  and  roof)  in  order 
to  extend  such  use  Violates  Sect.  52-22  of  Amended 
Zoning  Resolution.” 

5.  Since  there  are  no  applicable  bulk,  parking  or 
loading  regulations  for  the  proposed  use,  this  application 
is  referred  to  the  B.  S.  A.  for  its  determination,  concern¬ 
ing  these  regulations.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
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Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72- 21  of  the  Zoning  Resolution,  to  permit  in  a 
Cl -2  and  R4  district,  the  erection  of  a  structure  to  enclose 
an  existing  storage  yard  and  parking  lot,  on  condition  that 
all  work  shall  conform  to  drawings  filed  with  this  applica¬ 
tion  and  marked  “Received,  November  17,  1970,”  three  sheets, 
and  “February  5,  1971,”  one  sheet,  and  that  all  laws,  rules 
and  regulations  applicable  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 


December  29,  1970,”  eight  sheets,  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with  and  that  substantial 
construction  be  completed  within  one  year  from  the  date 
of  this  resolution. 

Adjourned  :  1 :00  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  FEBRUARY  23, 1971,  2  P.M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

375-49-SM 


758-70-BZ 

APPLICANT — Atkin  and  Bassalino  for  Westbank  Realty 
Corporation,  owner. 

SUBJECT — Application  December  29,  1970 — Decision  of 
the  Borough  Superintendent,  under  Section  73-27  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-4  district,  in  an  exist¬ 
ing  six  story  building,  the  change  in  occupancy  of  a  portion 
of  the  first  floor  and  cellar  from  a  bank  to  a  funeral  estab¬ 
lishment  without  the  required  loading  berth. 

PREMISES  AFFECTED — 1605  Nelson  Avenue,  northwest 
corner  of  Featherbed  Lane,  Block  2876,  Lot  55,  Borough 
of  The  Bronx. 

APPEARANCES — 

For  Applicant:  Thomas  Gibson  and  Walter  A.  Washing¬ 
ton. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  . . .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  February  17,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  23,  1971;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  28,  1970,  acting  on  Alt.  Applic.  545/1970, 
reads : 

.  “A1 — Proposed  funeral  establishment,  Use  Group 

7  will  not  be  a  permitted  use  as  of  right  in  a  Cl  zoning 
district,  as  per  Sec.  32-16  Zoning  Resolution.  This 
application  not  further  considered. 

Cl — Provide  a  loading  berth  as  required  by  Sec. 
36-62  N.  Y.  C.  Zoning  Resolution.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-27  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-27  of  the  Zoning  Resolution,  to  permit 
a  ^1-4  district,  in  an  existing  six-story  building,  the 
change  in  occupancy  of  a  portion  of  the  first  floor  and  cellar 
from  a  bank  to  a  funeral  establishment  without  the  required 
loading  berth,  on  condition  that  all  work  shall  conform  to 
drawings  filed  with  this  application  and  marked  “Received. 


APPLICANT — Cardinal  Engine  &  Boiler  Works,  Inc. 
APPEARANCES— 

For  Applicant:  William  E.  Weidmann  and  Hans  Sienel. 
ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE— 


Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative :  . 


5 

0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

375-49-SM — Amendment  to  resolution  as  to  change  of 
owner-manufacturer. 

Cardinal  Tank  Corp.,  Brooklyn,  New  York,  requested 
that  the  resolution  adopted  June  28,  1949  under  Cal.  No 
375-49-SM  be  reopened  and  amended  so  as  to  show  a  change 
of  owner-manufacturer. 

PROPOSED  USE:  550  gallon  gasoline  tanks. 
DESCRIPTION :  There  has  been  no  change  in  the  mate¬ 
rial  used  nor  in  the  method  of  manufacture  of  the  tanks. 
The  request  is  to  show  a  change  of  owner-manufacturer. 

Cardinal  Tank  .  Corp.,  Brooklyn,  New  York,  have  sub¬ 
mitted  an  affidavit  showing  that  they  have  purchased  all 
rights,  assets,  etc.  of  The  Cardinal  Engine  &  Boiler  Works, 
Inc.  (former  owner-manufacturer). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends^  that  the  resolution  adopted  June  28,  1949  under  Cal. 
No.  375-49-SM  be  reopened  and  amended  so  as  to  show  a 
change  of  owner-manufacturer ;  new  owner-manufacturer 
being  Cardinal  Tank  Corp.,  Brooklyn,  New  York,  on  condi¬ 
tion  that  the  requirements  of  the  resolution  adopted  June 
28,  1949  under  Cal.  No.  375-49-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 


(Sgd.)  Solomon  Sheer,  P.E. 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 


205 


MINUTES 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

376-49-SM 

APPLICANT— Cardinal  Tank  Corp. 

APPEARANCES— 

For  Applicant:  William  E.  Weidman  and  Hans  Sienel. 
ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  ~ 

Negative:  .  ^ 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
376-49-SM — Amendment  to  resolution  as  to  change  of 
owner-manufacturer. 

Cardinal  Tank  Corp.,  Brooklyn,  New  York,  requested  that 
the  resolution  adopted  June  28,  1949  under  Cal.  No.  376-49- 
SM  be  reopened  and  amended  so  as  to  show  a  change  ot 
owner-manufacturer. 

PROPOSED  USE:  275  gallon  fuel  oil  tank. 
DESCRIPTION :  There  has  been  no  change  in  the  material 
used  nor  in  the  method  of  manufacture  of  the  tanks.  The 
request  is  to  show  a  change  of  owner-manufacturer. 

Cardinal  Tank  Corp.,  Brooklyn,  New  York,  have  sub¬ 
mitted  an  affidavit  showing  that  they  have  purchased  all 
rights,  assets,  etc.  of  the  Cardinal  Engine  &  Boiler  Works 
Inc.  (former  owner-manufacturer). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  28,  1949  under  Cal. 
No.  376-49-SM  be  reopened  and  amended  so  as  to  show  a 
change  of  owner-manufacturer ;  new  owner-manufacturer 
being  Cardinal  Tank  Corp.,  Brooklyn  New  York  on  condi¬ 
tion  that  the  requirements  of  the  resolution  adopted  June  28, 
1949  under  Cal.  No.  376-49-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect,  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards,  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


1595-61-SA 

APPLICANT— J.  B.  Slattery  &  Bros.,  Inc. 

APPEARANCES— 

For  Applicant:  J.  R.  Waldron. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  ® 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1595-61-SA:— Amendment  to  resolution  as  to  additional  gas 

ranges. 

J.  B.  Slattery  &  Bros.,  Inc.,  Brooklyn,  New  York,  reques¬ 
ted  that  the  resolution  adopted  December  12,  1961  and  as 
amended  through  April  1,  1969  under  .Cal.  No.  1595-61-SA 
be  reopened  and  amended  so  as  to  include  an  additional 
gas  range. 

PROPOSED  USE:  Domestic  gas  range. 
DESCRIPTION:  The  requested  Molel  7124  is  basically  the 
same  as  the  presently  approved  Model  6820  differing  only  as 
to  styling  and  chrome  trim. 

INSPECTION  AND  TEST:  The  Model  7124  has  been 
approved  by  the  American  Gas  Association  as  having  met 
the  requirements  of  RS  14-6. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  12,  1961  and 
as  amended  through  April  1,  1969  under  Cal.  No.  1595-61- 
SA  be  reopened  and  amended  so  as  to  include  the  additional 
domestic  gas  range,  Model  7124,  on  condition  that  the  re¬ 
quirements  of  the  resolution  adopted  December  12,  1961  and 
as  amended  through  April  1,  1969  under  Cal.  No.  1595-61- 
SA  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 
Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


44-63-SM 

APPLICANT— Abe  H.  Frumkin. 

APPEARANCES— 

For  Applicant:  Sy  Wittlin. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  . ® 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
44-63-SM — Amendment  to  resolution  as  to  change  of  owner- 
manufacturer. 
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Allentown  Block  Co.,  Inc.,  Pottsville,  Pa.,  requested  that 
the  resolution  adopted  July  23,  1963  and  as  amended  through 
November  19,  1968  under  Cal.  No.  44-63-SM  be  reopened 
and  amended  so  as  to  show  a  change  of  owner-manufacturer. 
PROPOSED  USE:  Masonry  units. 

DESCRIPTION :  There  has  been  no  change  in  the  mater¬ 
ials  used  nor  in  the  method  of  manufacture  of  the  masonry 
units.  The  request  is  to  show  a  change  of  owner-manu¬ 
facturer. 

Allentown  Block  Co.,  Inc.  have  submitted  an  affidavit  show¬ 
ing  that  they  have  purchased  all  rights,  assets,  etc.  of  Lehigh 
Block  Co. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  23.  1963  and  as 
amended  through  November  19,  1968  under  Cal.  No.  44-63- 
SM  be  reopened  and  amended  so  as  to  show  a  change  of 
owner-manufacturer;  new  owner-manufacturer  being  Allen¬ 
town  Block  Co.,  Inc.  on  condition  that  the  requirements  of 
the  resolution  adopted  July  23,  1963  and  as  amended  through 
November  19,  1968  under  Cal.  No.  44-63-SM  be  complied 
with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 
Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

1000-66-SM 


APPLICANT — Georgia-Pacific  Corporation,  Bestwall  Gyp¬ 
sum  Division. 


APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative :  . 


5 

0 


THE  RESOLUTION— 

W  hereas,  the  report  of  a  Committee  on  Test  reads : 

1000-66-SM- — Amendment  to  resolution  as  to  marketing 
under  additional  trade  names. 

Georgia-Pacific  Corp.,  Portland,  Oregon,  requested  that 
the  resolution  adopted  November  14,  1967  under  Cal.  No. 
1000-66-SM  be  reopened  and  amended  so  as  to  permit  the 
approved  assembly  to  be  marketed  under  additional  trade 
names. 


PROPOSED  USE:  Component  part  of  a  two  hour  fire 
resistive  assembly  to  protect  structural  steel  columns. 

DESCRIPTION :  There  has  been  no  change  in  the  material 
nor  in  the  manner  of  erection  of  the  enclosure.  The  request 
is  to  permit  the  approved  assembly  to  be  marketed  under  the 


following  additional  trade  names :  Celotex  Corp.  under  the 
trade  name  of  Fi-Rok;  Flintkote  Co.  under  the  trade  name — 
54"  Super  Fire  Halt  and  Grand  Rapids  Gypsum  Co.  under 
the  trade  name  of  Flame  Check. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  14,  1967  under 
Cal.  No.  1000-66-SM  be  reopened  and  amended  so  as  to 
permit  approved  material  and  system  to  be  marketed  by  the 
additional  companies  and  under  the  trade  names  as  herein 
described  on  condition  that  the  requirements  of  the  resolution 
adopted  November  14,  1967  under  Cal.  No.  1000-66-SM  be 
complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 
Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

448-68-SA 

APPLICANT — Overhead  Door  Corp. 

APPEARANCES— 

For  Applicant:  Lawrence  S.  Suphney. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


W  hereas,  the  report  of  a  Committee  on  Test  reads : 

448-68-SA — Amendment  to  resolution  as  to  change  of  corpo¬ 
rate  name. 

Overhead  Door  Corp.,  Dallas,  Texas,  requested  that  the 
resolution  adopted  July  IS,  1969  and  as  amended  September 
29,  1970  under  Cal.  No.  448-68-SA  be  reopened  and  amended 
so  as  to  show  a  change  of  corporate  name. 

PROPOSED  USE:  Automatic  sliding  door. 

DESCRIPTION :  There  has  been  no  change  in  the  con¬ 
struction.  of  the  door  nor  in  the  method  of  operation.  The 
request  is  to  show  a  change  of  owner-manufacturer. 

Overhead  Door  Corp.,  Dallas,  Texas,  have  submitted  an 
affidavit  showing  that  they  have  acquired  all  rights,  assets, 
etc.  of  Horton  Automatics  Inc. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  IS,  1969  and  as 
amended  September  29,  1970  under  Cal.  No.  448-68-SA  be 
reopened  and  amended  so  as  to  show  a  change  of  owner- 
manufacturer,  new  owner-manufacturer  being  Overhead 
Door  Corp.,  Dallas,  Texas  on  condition  that  the  require¬ 
ments  of  the  resolution  adopted  July  15,  1969  and  as  amended 
September  29,  1970  under  Cal.  No.  448-68-SA  be  complied 
with. 
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A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
product  manufactured,  shall  be  filed  annually  with  this  Board, 
certifying  that  such  materials,  processes  and  controls  are 
being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 
Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


476-68-SA 

APPLICANT— In-Sink-Erator  Mfg.  Co.,  owner. 
APPEARANCES— 

For  Applicant :  Thomas  F.  McCarthy  and  Theodore  Polk. 
ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  ^ 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
476-68-SA— In-Sink-Erator  Mfg..  Co.,  Racine,  Wisconsin 
filed  for  approval  of  the  appliance  known  as  In-Sink-Erator 
(various  models)  under  the  provisions  of  Local  Law  14  of 
1968. 

PROPOSED  USE:  Domestic  food  waste  disposer. 
DESCRIPTION :  The  disposers  are  sink  installed,  con¬ 
tinuous  feed,  domestic  garbage  grinders  with  24  inch  diameter 
unthreaded  holes  in  the  necks  of  the  grinding  chambers.  The 
grinders  have  a  cutting  ring  and  a  turntable,  which  revolves 
in  a  horizontal  plane,  and  on  which  are  mounted  two  im¬ 
pellers  180°  apart. 

The  grinders  are  powered  by  electric  motors,  either  V6  or 
H.P.  and  these  motors  are  protected  against  overload  by 
a  thermal  overload  switch. 

The  requested  models,  with  the  minimum  distance  between 
the  underside  of  the  sink  outlet  flange  and  the  weir  of  the 
trap  is  as  follows : 

Garbaway — Model  GA-20 — 7  inches 
Garbaway — Model  GA-40 — 8(4  inches 
Garbaway — Model  GA-80 — 8(4  inches 
Badger— Model  6826 — 7  inches 
In-Sink-Erator — Models  333-11,  555,  77-12 — 7(4  inches 
In-Sink-Erator— Models  707-A,  17-7 — 10  inches 
Kenmore  Models— 175.65320,  175.65312,  AS.240,  175.65230 
— 7(4  inches 

Kenmore  Models — 175.63000,  175.63100,  175-65220 — 624 

inches 

Kenmore  Models — 175.65340,  175.65330,  175-65260, 
175.65250 — 10  inches 

INSPECTION  AND  TEST:  All  the  above  listed  models 
have  been  approved  by  the  Underwriters’  Laboratories  and 
the  cities  of  Los  Angeles  and  Detroit. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  In-Sink- 


Erator  (Domestic  food  waste  disposers)  Models  as  herein 
described,  for  use  in  New  York  City  when  installed  in 
accordance  with  the  provisions  of  Local  Law  14  of  1968  and 
with  minimum  distances  between  the  underside  of  the  sink 
outlet  flange  and  the  weir  of  the  trap  as  herein  described. 
Each  appliance  shall  bear  a  label,  permanently  affixed,  read¬ 
ing  “Approved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  under  Cal.  No.  476-68-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect,  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  Change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 
Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 

report. 


382-70-SM 


APPLICANT— Canron  Limited,  owner. 


APPEARANCES— 

For  Applicant :  W.  T.  Welch. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 


THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  ^ 


THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
382-70-SM— Canron  Limited,  London,  Ontario,  filed  for 
approval  of  Straub  Pipe  Couplings  (Models  DWV-G50, 
DWV-E70,  DWV-G100,  DWV-G125,  DWV-G150,  DWV- 
200)  under  the  provisions  of  RS  16,  P103.1(d)  of  the  Build¬ 
ing  Code  of  the  City  of  New  York. 

DDOPncun  Tnint  for  east  iron  drain,  waste,  and 


vent  pipes. 

DESCRIPTION:  The  couplings  have  a  steel  casing,  with 
a  coating  of  polyvinyl  chloride.  The  sleeve  is  made  of  sty- 
rene-butadine  copolymer  rubber.  The  sleeve  is  filled  with  a 
glycol  solution  to  a  pressure  of  300  psi.  The  strength  of  the 
rubber  is  designated  as  3000  psi.  The  solution  is  pumped 
through  a  bronze  valve.  The  valve  contains  a  hardened  ball 
for  a  positive  seal.  Two  galvanized  steel  springs  are  attached 
to  both  edges  of  the  sleeve  and  circle  the  entire  circumfer¬ 
ence.  The  pressure  of  the  solution  forces  the  rubber  and 
springs  against  the  two  segments  of  pipes  to  be  joined.  The 
segments  "are  inserted  inside  the  sleeve  and  against  a  central 
rubber  collar  before  the  fluid  is  pumped  through  the  valve. 
The  rubber  sleeve  provides  a  joint  which  is  flexible  while 
maintaining  a  secure  connection.  The  various  models  range 
in  size  from  2"  to  8"  (normal  diameter  of  pipe). 


INSPECTION  AND  TEST :  The  various  sized  couplings 
were  tested  with  cast  iron  pipe  by  the  Canadian  Standards 
Association  (File  LM:26955-2).  The  couplings  did  not  leak 
or  slip  when  subjected  to  an  exterior  pressure  of  15  psi,  an 
interior  hydrostatic  pressure  of  50  psi,  and  a  deflection  of  50. 
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RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Straub  Pipe  Couplings  (Models 
DWV-G50,  DWV-E70,  DWV-G100,  DWV-G12S,  DWV- 
G150,  DWV-200)  under  the  provisions  of  RS-16,  P  103.1(d) 
of  the  Building  Code  on  condition  that  the  couplings  shall 
only  be  used  for  cast  iron  drain,  waste,  and  vent  pipes.  The 
couplings  shall  be  permanently  labeled:  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  382-70-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 


RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Josam  Jiff ee- Joint  Gaskets  (Types 
JJ2SW,  JJ2XH,  JJ3SW,  JJ3XH,  JJ4SW,  TJ4XH,  JJ6SW, 
and  JJ6XH)  under  the  provisions  of  RS16,  P103.6  of  the 
Building  Code  on  condition  that  they  shall  be  used  only  with 
Josam  inside  caulk  outlet  drains  and  cleanouts.  The  gaskets 
shall  be  permanently  labeled :  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  605-7O-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 


(Sgd.)  Solomon  Sheer,  P.E., 
Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


605-70-SA 


APPLICANT — Josam  Manufacturing  Company,  owner. 
APPEARANCES— 

For  Applicant :  Louis  Borin. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 


THE  VOTE— 


Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
605-70-SA — Donald  T.  Sweeney,  representing  the  Josam 
Manufacturing  Company,  Michigan  City,  Indiana,  filed  for 
approval  of  Josam  Jiffee-Joint  Gaskets  (Types  JJ2SW 
JJ2XH,  JJ3SW,  JJ3XH,  JJ4SW,  JJ4XH,  JJ6SW,  and 
J.16XH)  under  the.provisions  of  RS  16,  P  103.6  of  the  Build¬ 
ing  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Fittings  between  drains  and  cleanouts 

and  drainage  pipes. 

DESCRIPTION :  The  gasket  is  made  of  neoprene.  It  is 
cylindrical  in  shape.  The  exterior  and  interior  walls  of  the 
gasket  are  perforated  with  diagonal  grooves.  The  gasket  is 
slipped  around  the  outside  of  the  pipe  and  is  forced  into  the 
drain  both  by  hand  and  with  a  caulking  tool.  The  pressure 
of  the  wedging  of  the  gasket  between  the  pipe  and  the  drain 
produces  a  watertight  seal.  The  pipe  and  drain  are  screwed 
together  before  the  gasket  is  inserted.  The  “XH”  designa¬ 
tion  in  the  model  number  indicates  use  with  extra  heavy  pipe. 
The  “SW”  designation  indicates  use  with  service  weight  pipe. 
The  numbers  indicate  the  diameter,  in  inches,  of  the  pipe  with 
which  the  gasket  is  used.  The  gaskets  are  designed  to  be 
used  only  with  Josam  inside  caulk  outlet  drains  and  cleanouts. 
INSPECTION  AND  TEST :  The  gaskets  were  tested  by 
California  Testing  Laboratories,  Inc.,  Los  Angeles,  and  the 
Smithers  Laboratories,  Inc.,  Akron,  Ohio  (File  G6300).  The 
tests  confirmed  the  applicant’s  specifications  in  hardness, 
strength,  elongation,  heat  aging,  and  water  absorption. 


(Sgd.)  Solomon  Sheer,  P.E., 
Director, 

Stuart  Lowenthal, 

_  Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

635-70-SM 

APPLICANT — The  Molly  Company,  Division  USM  Cor¬ 
poration,  owner. 

APPEARANCES— 

For  Applicant :  C.  P.  Belcher. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  q 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
635-70-SM— The  Molly  Company,  Division  of  USM  Corp., 
Temple,  Pennsylvania,  filed  for  approval  of  concrete  anchors 
known  as  Parabolts  under  the  nrovisions  of  RS  10-1  of  the 
Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Concrete  anchors. 

DESCRIPTION :  The  Parabolt  Concrete  Anchor  stud  bolt 
and  expander  ring  assembly  is  made  of  high  strength  zinc- 
plated  steel  in  diameters  of  ^ 3/s",  5A",  V\" ,  1",  and 

\Va".  The  anchor  consists  of  a  steel  rod  threaded  at  one  end 
with  standard  coarse  bolt  threads  and  has  a  parabolic-shaped 
taper  machined  at  the  other  end.  A  stainless  steel  one-piece 
clip  is  formed  with  a  slip  fit  around  the  tapered  section.  When 
the  anchor  is  tapped  into  a  drilled  hole,  the  clip  bears  against 
the  sides  of  the  hole  and  as  the  nut  is  tightened,  the  clip  en¬ 
gages  the  concrete  and  is  forcibly  locked  into  position. 
INSPECTION  AND  TEST:  The  anchors  are  recom¬ 
mended  by  the  Research  Committee  of  the  International  Con¬ 
ference  of  Building  Officials  (Report  No.  2350.1)  on  the 
basis  of  shear  and  pull-out  tests  conducted  by  Morris  Doberne, 
Structural  Engineer,  on  anchors  of  various  diameters,  vari¬ 
ous  depths  of  embedment,  and  on  anchors  attached  to  various 
strengths  of  concrete. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  concrete  anchors  known  as  Parabolts 
under  the  provisions  of  RS  10-1  of  the  Building  Code  on  con¬ 
dition  that  they  be  used  in  accordance  with  Section  9  of  RS 
10-1  with  allowable  loads  as  set  forth  in  the  applicant’s 
catalogue  PB1969  with  a  factor  of  safety  of  4.  The  anchors 
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shall  be  permanently  labeled:  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  635-70-SM.”  _ 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu- 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect,  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  .ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 
Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


696-70-SM 

APPLICANT— Superior  Switchboard  and  Devices  Division 
of  The  Union  Metal  Manufacture  Company,  owner. 

APPEARANCES— 

For  Applicant:  Harry  Alexander. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

696-70-SM — Superior  Switchboard  and  Devices,  a  Division 
of  the  Union  Metal  Manufacturing  Company,  Canton,  Ohio, 
filed  for  approval  of  Electroline  Wire  Rope  Fittings  and 
XD-4075-DN  and  XD-4075-EN  Turnbuckles  under  the  pro¬ 
visions  of  Local  Law  73  (20.4.3). 

PROPOSED  USE:  Support  and  maintaining  of  tension  of 
wire  ropes. 

DESCRIPTION :  The  steel  turnbuckles  are  open  body 
clevis  and  socket  types  and  are  used  with  Jd"  wire  rope.  The 
XD-4075-75  has  an  18"  take-up  and  the  XD-4075-EN  has  a 
24"  take-up.  The  Electroline  wire  rope  fittings  are  mechan¬ 
ical  terminations  made  of  three  components.  The  first  com¬ 
ponent  is  a  sleeve  which  slips  over  the  end  of  the  wire  rope. 
The  second  component  is  a  plug  which  is  inserted  to  separate 
and  hold  the  strands  of  wire  in  the  sleeve.  The  third  com¬ 
ponent  is  a  covering  socket. 

INSPECTION  AND  TEST :  Underwriters’  Laboratories 
(File  SA  799)  determined  breaking  loads  of  J4",  H",  and 
cables  supported  with  the  fittings  described  above.  The 
breaking  loads  exceeded  the  manufacturer’s  catalog  strength 
by  between  a  1.01  and  1.51  ratio.  Section  C26-1010.6  of  the 
Building  Code  stipulates  that  this  ratio  should  be  at  least  1.00. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Electroline  Wire  Rope  Fittings  and 
XD-4075-DN  and  XD-4075-EN  Turnbuckles  under  the  pro¬ 
visions  of  Local  Law  73  (20.4.3).  The  fittings  and  turnbuckles 
shall  be  permanently  labeled :  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  696-70-SM.” 


A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  Change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 
Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

698-70-SA 

APPLICANT — Rolock  Incorporated,  owner. 

APPEARANCES— 

For  Applicant :  J.  R.  Blake. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

698-70-SA — Rolock,  Inc.,  Fairfield,  Connecticut,  filed  for 
approval  of  the  Rolock  Ammonia  Dissociator  under  the  pro¬ 
visions  of  C26-106.2  of  the  Building  Code  and  09-11  of  the 
Administrative  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Dissociation  of  ammonia  into  nitrogen 
and  hydrogen. 

DESCRIPTION :  The  ammonia  is  dissociated  in  a  chamber 
made  of  Jd"  thick  heat-resisting  alloy  metal.  The  chamber  is 
filled  with  an  alumina-silica  based  nickel-oxide  treated  cata¬ 
lyst.  The  chamber  is  heated  with  electrical  coils  or  gas-fire 
burners  to  a  closely  controlled  temperature  in  the  range  of 
1750  to  1850°F.  A  burner  control  solenoid  keeps  the  tempera¬ 
ture  in  this  range.  Ammonia  enters  the  chamber  at  a  pressure 
of  40  psi  to  50  psi  and  at  a  rate  of  750  or  1,000  standard  cubic 
feet  per  hour.  The  ammonia  gas  dissociates  into  nitrogen  and 
hydrogen  when  passed  through  the  high  temperature  chamber. 
The  dissociation  chamber  is  completely  sealed  and  therefore 
has  no  connection  with  the  combustion  chamber.  The  cyclical 
process  is  regulated  by  an  HP5  Cycl-Flex  Eagle  Timer.  A 
Chicago  Company  high-low  gas  pressure  switch  shuts  off  the 
input  gas  if  the  pressure  rises  above  or  falls  below  preset 
limits.  A  safety  shut-off  valve  prevents  a  buildup  of  pressure 
in  the  feed  lines. 

INSPECTION  AND  TEST  :  The  safety  features  and  draw¬ 
ings  of  the  ammonia  dissociator  have  been  approved  by  the 
Factory  Mutual  Engineering  Association. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Rolock  Ammonia  Dissociator  un¬ 
der  the  provisions  of  C26-106.2  of  the  Building  Code  and 
09-11  of  the  Administrative  Code.  The  ammonia  dissociator 
shall  be  permanently  labeled:  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  698-70-SA.” 
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The  Committee  further  recommends  that  the  following  con¬ 
ditions  be  complied  with: 

1.  That  only  one  cylinder  per  machine  is  used  and 
is  secured  by  chain  or  other  suitable  means  to  prevent 
accidental  toppling. 

2.  That  the  relief  valve  used  is  set  as  described  and 
is  not  less  than  ^2  inch  size  with  outlet  piped  outdoors  in 
acceptable  manner. 

3.  That  there  is  an  excess  flow  valve  installed  in  the 
line  at  the  cylinder  outlet. 

4.  That  the  room  in  which  the  cylinder (s)  of  am¬ 
monia  is  (are)  used  is  independently  ventilated  either  by 
mechanical  ventilation  of  not  less  than  500  sq.  ft.  of 
window  or  door  area  opening  to  outdoors.  These  venti¬ 
lation  requirements  are  minimum  and  under  certain  cir¬ 
cumstances  may  have  to  be  increased  to  meet  other  legal 
requirements. 

5.  The  storage  of  any  reserve  ammonia  cylinder 
shall  be  in  such  number  and  in  such  manner  as  pre¬ 
scribed  by  the  Fire  Commissioner. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 
Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


705-70-SA 

APPLICANT — Rutzler  Machine,  owner. 
APPEARANCES— 

For  Applicant:  Paul  J.  Jarvis. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
705-70-SA — Rutzler  Machine,  Plainfield,  New  Jersey,  filed 
for  approval  of  Aero  Kleen  Metal  Filters  under  the  pro¬ 
visions  of  RS  13-1  of  the  Building  Code  of  the  City  of  New 
York. 

PROPOSED  USE:  Class  2  (moderate  smoke  emitter)  air 
and  grease  filters  for  air  conditioning,  ventilating,  heating, 
and  exhaust  hoods. 

DESCRIPTION :  The.  filter  is  made  in  thickness  of  y2" ,  1", 
and  2".  The  filter  consists  of  a  maximum  of  six  layers  of 
corrugated  wire  mesh.  The  layers  are  enclosed  in  a  metal 
frame.  The  direction  of  corrugation  of  each  layer  is  per¬ 
pendicular  to  the  direction  of  the  adjacent  layer.  The  wire 
mesh  is  17  by  18  strands  per  inch.  Both  faces  are  made  of 
expanded  metal  lath  grills.  The  layers  of  mesh,  frames,  and 
grills  are  made  of  aluminum  or  galvenized  metal. 


INSPECTION  AND  TEST :  The  filter  was  tested  by  Un¬ 
derwriters’  Laboratories  (File  No.  R6406)  in  accordance 
with  UL90C,  as  stipulated  by  the  Building  Code.  The  results 
indicate  compliance  with  Class  2  requirements. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Aero  Kleen  Metal  Filters  under  the 
provisions  of  RS  13-1  of  the  Building  Code  on  condition 
that  they  be  used  in  accordance  with  the  provisions  of  RS 
13-1,  Section  5.  The  filters  shall  be  permanently  labeled:  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Calendar  Number  705-70-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 
Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

709-70-SM 

APPLICANT — Sheffield  Poly-Glaz,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant :  C.  R.  Heflin. 

ACTION  OF  BOARD — -Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads : 
709-70-SM — Sheffield  Poly-Glaz,  Inc.,  Sheffield,  Massachu¬ 
setts,  filed  for  approval  of  window  glazing  known  as  Poly- 
Glaz  PG  112-001  under  the  provisions  of  C26-503.1(e)  and 
RS  9-5  of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Window  glazing. 

DESCRIPTION :  The  glazing  is  made  of  sheets  of  poly¬ 
carbonate.  The  dimensions  are  as  follows : 


Sash  Dimensions 

Thickness 

(inches) 

(inches) 

12x12 

.093 

12x18 

.093 

16  x  16 

.093 

18x24 

.125 

18x36 

.125 

24x24 

.125 

24x36 

.125 

24x48 

.125 

36  x  36 

.125 

36  x  48 

.187 

36  x  72 

.187 

48x48 

.187 

48  x  72 

.250 

48x96 

.250 
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INSPECTION  AND  TEST:  The  glazing  was  tested  by 
the  United  States  Testing  Company  (Number  43355).  The 
glazing  met  the  flammability  requirement  of  C26-503.1(e) 
and  the  load  requirement,  30  psf,  of  RS  9-5. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Poly-Glaz  PG  112-001  under  the  pro¬ 
visions  of  C26-503.1  (e)  and  RS  9-5  of  the  Building  Code  on 
condition  that  it  only  be  used  in  buildings  of  /5  feet  or  less  in 
height.  The  glazing  shall  be  permanently  labeled :  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  709-70-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 
Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


726-70-SM 

APPLICANT — Stricon  Products  Limited,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

726-70-SM — Stricon  Products  Limited,  Virginia  Beach,  Vir¬ 
ginia,  filed  for  approval  of  Stricon  Rebar  Splicers  under  the 
provisions  of  C26-906.2  of  the  Building  Code  of  the  City  of 
New  York. 

PROPOSED  USE:  Compression  splice  for  concrete  rein¬ 
forcing  steel. 

DESCRIPTION :  The  splicer  consists  of  a  hollow,  open- 
ended,  steel  cylinder,  with  two  parallel  flanges  forming  a 
longitudinal  seam.  Two  bars  to  be  spliced  are  inserted,  end  to 
end,  inside  the  cylinder.  The  splicer  is  tightened  with  connect¬ 
ing  bolts  through  matching  holes  in  both  flanges.  When  two 
bars  of  different  sizes  are  spliced,  an  insert  is  placed  between 
the  splicer  and  the  smaller  bar.  Inspection  holes  in  the  flanges 
permit  visual  determination  of  the  distance  between  the 
splicer  and  bars  at  different  points.  Designated  splicer  lengths 
and  bolt  sizes  for  different  bar  sizes  are  as  follows : 


Splicer  Length  Bolt  Sizes 

Bar  Size  (inches)  (inches) 


#18  12  *4x154 

#14  10  3^x1 

#11  8  *4x1  X 


INSPECTION  AND  TEST:  The  splicer  was  tested  by 
Warnock  Hershey  International  Limited,  and  it  was  found  to 
be  capable  of  withstanding  moments  of  up  to  5775  foot 
pounds. 

RECOMMENDATION  :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Stricon  Rebar  Splicers  under  the  pro¬ 
visions  of  C26-906.2  of  the  Building  Code  on  the  following 
conditions : 

1.  For  design  purposes,  bars  spliced  with  these 
splicers  shall  not  be  assigned  a  moment  capability  whose 
limits  have  not  been  specifically  substantiated  by  test. 
The  design  moment  and  yield  moment  shall  differ  by  a 
safety  factor  of  1.5. 

2.  The  use  of  the  splice  shall  be  limited  to  columns 
which  have  an  unsupported  height  of  not  more  than  10 
times  the  least  column  dimension. 

3.  The  bars  shall  have  their  ends  squared  and  per¬ 
pendicular  to  the  axis. 

4.  The  splice  shall  be  used  only  in  conjunction  with 
Nos.  11,  14,  and  18  bars. 

5.  The  clamps  shall  be  spaced  and  alternately  stag¬ 
gered  in  order  to  insure  proper  distribution  of  the  con¬ 
crete  around  the  bars. 

6.  Drawings  of  steel  construction  filed  with  the 
Department  of  Buildings  shall  contain  a  detailed  schedule 
of  steel  bars  and  clamps  being  used  and  all  inspection 
shall  be  under  the  supervision  of  a  licensed  professional 
gineer. 

The  splicers  shall  be  permanently  labeled:  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  726-70-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect,  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 
Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


741-70-SM 

APPLICANT — Samuel  Carr  for  Rockaway  Metal  Products 
Corporation,  owner. 

APPEARANCES— 

For  Applicant :  Samuel  Carr. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
471-70-SM — Samuel  Carr  for  Rockaway  Metal  Products 
Corp.,  Inwood,  Long  Island,  filed  for  approval  of  the  R.  M.  P. 
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Space  Styler  Types  AF,  BF  and  DS101  under  the  provisions 
of  C26-504.8  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Movable  partitions  (non  fire  rated). 
DESCRIPTION :  The  Type  AF  is  2H"  deep  and  the  Type 
BF  is  3"  deep  and  the  Type  DS101  is  a  combination  of  the 
Types  AF  and  BF. 

The  panels  of  all  types  are  20  gauge  cold  rolled  steel  and 
are  insulated  with  rockwool  and  may  be  used  as  the  insula¬ 
tion.  The  panels  are  reinforced  by  means  of  hat-shaped  rein¬ 
forcings  which  are  spot-welded  to  the  inner  faces  every  12" 
in  height. 

The  posts  are  18  gauge  steel  and  are  integral  with  the 
panels.  A  positive  acting  clip  is  used  to  lock  and  align  the 
uprights  of  adjoining  panels.  The  clips  are  inserted  every  12" 
in  height  of  the  post. 

The  posts  are  set  into  a  floor  stampings  made  of  18  gauge 
steel. 

INSPECTION  AND  TEST :  Details  of  construction  were 
examined  by  Asst.  Engr.  J.  A.  Darts  and  it  was  noted  that 
the  core  material  of  honeycomb  insulation  could  not  be  con¬ 
sidered  as  incombustible. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  R.  M.  P.  Space  Styler  Types  AF, 
BF  and  DS101  for  use  in  New  York  City  under  the  provi¬ 
sions  of  C26-504.8  Building  Code  of  the  City  of  New  York 
on  condition  that  the  panels  shall  bear  a  label  permanently 
affixed,  reading  Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Number 
741-70-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 
Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


PROPOSED  USE:  3-hour  fire  resistive  shaft  enclosure 
wall. 

DESCRIPTION :  The  partition  consists  of  two  layers  of 
gypsum  coreboard  and  two  layers  of  gypsum  wallboard.  The 
coreboard  panels  are  each  1"  thick  and  are  laminated  with 
V\"  beads  of  joint  compound.  The  edges  are  contained  with 
24  gauge  galvanized  steel  channels.  The  gypsum  wallboard 
layers  are  each  5/&"  thick.  Angle  tracks,  2"  x  2"  x  16  gauge, 
and  made  of  galvanized  steel,  are  used  as  alignment  tracks 
at  the  top  and  bottom  of  the  two  layers  of  coreboard.  Galvan¬ 
ized  steel  angles,  2"  x  J4"  x  24  gauge,  are  used  for  support  at 
the  top  and  bottom  edges  of  the  layer  of  gypsum  wallboard 
adjacent  to  the  layers  of  coreboard.  All  connections  are  made 
with  bugle  head  screws.  The  coreboard  is  fastened  to  the 
angle  track,  the  coreboard  layers  are  fastened  together,  the 
two  layers  of  wallboard  are  fastened  to  the  inside  layer  of 
coreboard,  the  two  layers  of  wallboard  are  fastened  to  the 
outside  layer  of  coreboard,  and  the  inside  layer  of  wallboard 
is  fastened  to  the  inside  layer  of  coreboard. 

INSPECTION  AND  TEST:  The  assembly  was  tested  by 
the  Factory  Mutual  Engineering  Association  and  given  a  3- 
hour  fire  resistive  rating. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Gold  Bond  Metalege  Corewall 
Partition  System  3-hour  Shaftwall  under  the  provisions  of 
C-26-501.1  of  the  Building  Code.  The  partition  shall  be  per¬ 
manently  labled^  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Number 
748-/0-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac- 
f’irer.  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 

ailure  to  notify  the  Board  of  change  of  ownership,  change  of 
address,  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 
Director, 
John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


748-70-SM 


1367-39-SM 


APPLICANT — National  Gypsum  Company,  owner. 


APPEARANCES— 

For  Applicant:  John  K.  Hovind. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Lommissioner  Klein,  Commissioner  Madigan  and 

Lommissioner  Nolan  .  c 

Negative :  . .  0 

THE  RESOLUTION— 


^Vhereas-  the  report  of  a  Committee  on  Test  reads : 
vJaM^The  National  Gypsum  Company,  Buffalo,  N< 
I,,  pfilS-f°r  "Pproval  of  the  Gold  Bond  Metaledge  Cm 
I  nS?11:5??  3-hour  Shaftwall  under  the  provisic 
of  C26-501.1  of  the  Building  Code  of  the  City  of  New  Yoi 


APPLICANT — Armstrong  Company,  owner. 

SUBJECT — Application  for  consideration  to  revoke,  dated 
September  22,  1942.  Product:  Corkoustic  (tile  for  sound¬ 
proofing  rooms). 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  . . .  0 

THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material  is 
no  longer  being  manufactured. 
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Resolved ,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


441-47-SM 

APPLICANT— Armstrong  Cork  Company,  owner. 
SUBJECT— Application  for  consideration  to  revoke  ap¬ 
proval,  dated  July  22,  1947.  Product:  Armstrong  Veos 
Wall  Tile. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  ~ 

Negative:  . 

THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material  is 
no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


442-47-SM 

APPLICANT— Armstrong  Cork  Company,  owner. 
SUBJECT— Application  for  consideration  to  revoke  ap¬ 
proval,  dated  November  5,  1947.  Product:  Armstrongs 
Cork  Covering. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  ^ 

Negative:  . 

THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


443-47-SM 

APPLICANT— Armstrong  Cork  Company,  owner. 
SUBJECT— Application  for  consideration  to  revoke  ap¬ 
proval,  dated  November  5,  1947.  Product :  Corkboard  and 
Corkboard  Lagging. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  ® 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

814-47-SM 

APPLICANT— Armstrong  Cork  Company,  owner. 
SUBJECT— Application  for  consideration  to  revoke  ap¬ 
proval,  dated  December  2,  1947.  Product:  Arrestone 
(soundproofing) . 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  " 

THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to.  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

359-48-SM 

APPLICANT— Armstrong  Cork  Company,  owner. 
SUBJECT— Application  for  consideration  to  revoke  ap¬ 
proval,  dated  July  7,  1948.  Product :  Mineral  Wool  Board 
(for  insulation). 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to.  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

360-48-SM 

APPLICANT — Armstrong  Cork  Company,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  July  7,  1948.  Product:  Armstrongs  Mono- 
wall  (interior  ceiling  and  wall  finish). 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  . 0 
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THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

361-48-SM 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved ,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

21-61-SM 


APPLICANT — Armstrong  Cork  Company,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  July  7,  1948.  Product:  Armstrong  Insulated 
Siding. 


APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 
THE  VOTE— 


Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative :  . 


5 

0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


628-56-SM 


APPLICANT — Armstrong  Cork  Company,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  April  2,  1957.  Product :  Armstrongs  Cres- 
tone  (incombustible  acoustical  tile). 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  . .  q 

THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  tor  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


507-57-SM 


APPLICANT — Armstrong  Cork  Company,  owner. 
SUBJECT — Application  for  consideration  to  revoke 
proval,.  dated  October  27,  1959.  Product:  Armalite 
use  in  insulating  cold  storage  facilities). 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 


ap- 

(for 


Affirmative;  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  . 

Negative :  .  . 


APPLICANT — Armstrong  Cork  Company,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  November  19,  1963.  Product:  Armstrong 
E/A  Roofing  and  Deck  Sealer. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  . .  q 

THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


27-64-SM 

APPLICANT — Armstrong  Cork  Company,  owner. 
SUBJECT— Application  for  consideration  to  revoke  ap- 
approval,  dated  December  8,  1964.  Product:  Armstrong 
Mmalok  Roof  Insulation. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  . ’  . .  q 

THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


247-66-SM 


APPLICANT — Armstrong  Cork  Company,  owner. 
SUBJECT  Application  for  consideration  to  revoke  ap¬ 
proval,  dated  November  1,  1966.  Product:  Armstrong 
Travelon  Weather  Deck  System. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 


Affirmative;  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 
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THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

544-68-SA 

APPLICANT— Despatch  Oven  Co.,  owner;  Gerald  B. 
Duff  &  Company,  agent. 

SUBJECT— Application  July  3,  1968— Des-Inerator  Model 
500  (incinerator  gas  fired)  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  6 

Negative:  .  ^ 

ACTION  OF  BOARD— Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 


755-70-SM 

APPLICANT— Victaulic  Company  of  America. 
SUBJECT— Victaulic  Styles  31,  75,  77,  99  Couplings  “full- 
flow”  fittings. 

APPEARANCES— 

For  Applicant:  None. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  ~ 

Negative:  .  ® 

ACTION  OF  BOARD— Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 


12-58-SM 

APPLICANT— Fordham  Hoisting  Equipment  Co.,  Inc. 
SUBJECT— Bucket  Hoist. 

APPEARANCES— 

Applicant :  None. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  6 

Negative:  .  ” 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 


175-58-SA 

APPLICANT— American  Stair-Glide  Corporation. 
SUBJECT— Stair-Glide,  residence  stairway  elevator. 

APPEARANCES— 

For  Applicant:  None 


THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 

ACTION  OF  BOARD — Application  dismissed  for  lack 
prosecution  by  the  applicant. 


5 

0 

of 


743-70-SA 

APPLICANT— Robert  D.  Thulman  for  Majestic  Company, 
owner. 

SUBJECT— Application  December  17,  1970— Majestic  Thul¬ 
man  Fireplace  and  Chimney  Model  Nos.  L-42,  L-42L, 
L-42R,  L-36A,  L-36LA,  L-36RA  and  L-28. 

APPEARANCES— 

For  Applicant:  R.  D.  Thulman. 

ACTION  OF  BOARD— Laid  over  to  March  9,  1971,  at 
2  P.M.,  for  a  continued  hearing. 


488-70-SA 

APPLICANT— Sheila  Hardy  and  The  DeVilbiss  Company, 
owner;  William  H.  White,  Jr.,  agent. 

SUBJECT— Application  August  25,  1970— Dispo  Spray 
Booths,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Laid  over  to  March  23,  1971,  at 
2  P.M.,  for  continued  hearing. 


4233-BZY — Vol.  VIII 

ACTION  OF  BOARD— Laid  over  to  March  23,  1971,  at 
2  P.M.,  for  continued  hearing.  Previously  inspected. 


667-70-A 

APPLICANT— Sol  Feinberg  for  P.  L.  Kollette  Corporation, 
owner;  Collette  Toy  and  Novelty  Corporation,  lessee. 
SUBJECT— Application  November  6,  1970— Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Elevator  in  readi¬ 
ness. 

PREMISES  AFFECTED— 36-09  to  36-19  36th  Avenue, 
northeast  corner  of  37th  Street,  Block  640,  Lot  48,  Long 
Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Sol  Feinberg. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan .  4 

Negative:  . . . : .  0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
October  9,  1970  on  Order  No.  69-4656,  reads: 

“Have  watchman  properly  patrol  all  portions  of  the 
premises  on  24  hour  service  and  properly  record  his 
movements  in  compliance  with  Board  of  Standards  and 
Appeals  Resolution  87-40-A.  Ch. 19.161.0a  Adm.  Code. 


and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  October  9,  1970,  acting  on  Order  No.  69-4656, 
Item  #1  be  and  it  hereby  is  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  building 
conform  to  drawings  filed  with  this  application  and  marked 
“Received,  November  6,  1970,”  six  sheets,  and  on  further 
condition  that  the  interior  fire  alarm  system  and  the  auto- 
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matic  sprinkler  system,  both  with  a  central  office  connection, 
shall  be  maintained  to  the  satisfaction  of  the  Fire  Commis¬ 
sioner  and  that  all  laws,  rules  and  regulations  applicable 
shall  be  complied  with. 


752-70-A 

APPLICANT — Robert  H.  McKay  of  Office  of  Alfred 
Easton  Poor  for  140  Broadway  Company,  owner ;  Dewey, 
Ballantine,  Bushby,  Palmer  and  Wood,  lessee. 

SUBJECT — Application  December  18,  1970 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Spiral  Stairs. 
PREMISES  AFFECTED — 126  to  146  Broadway,  entire 
block  bounded  by  Cedar  Street,  Nassau  Street,  and  Liberty 
Street,  77-83  Cedar,  31  to  37  Nassau  Street,  56  to  70 
Liberty  Street,  Block  48,  Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Herbert  Homer  Swanke. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan .  4 

Negative:  . . .  0 

Absent:  Commissioner  Madigan  .  1 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  20,  1970  on  Alt.  Applic.  1849-66,  reads : 

“C-8  Comply  with  C26-638.0  (Protection  of  Closed 
Shafts),  to  enclose  a)  Stair  No.  5  at  Column  Lines 
8-C,  9-C,  8-B  and  9-B  between  40,  41,  42  and  43rd 
Floors;  b)  and  Stair  No.  4  (Spiral  Stair)  located 
between  Column  Lines  6-F,  6-E,  5-E  and  5-F  at  41,  42 
and  43rd  floors.” 

•Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  20,  1970,  acting  on  Alt. 
Applic.  1849-66  Objection  No.  C-8  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  conform  to  drawings  filed 
with  this  application  and  marked  “Received,  December  18, 
1970,”  eight  sheets,  and  that  all  laws,  rules  and  regulations 
applicable  shall  be  complied  with. 


321-70-A 

APPLICANT — Department  of  Buildings,  City  of  New 
York  for  Abe  Maibach,  owner. 

SUBJECT — Application  May  25,  1970 — revocation  of  Cer¬ 
tificate  of  Occupancy  No.  199,978. 

PREMISES  AFFECTED— 1232  to  1256  East  80th  Street, 
north  side  from  Paerdegat  8th  Street  to  Paerdegat  9th 
Street,  entire  block  front  36-46  Paerdegat  8th  Street  and 
35-45  Paerdegat  9th  Street,  Block  8058,  Lot  32,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Karl  Plofker. 

For  Opposition :  Robert  Haack. 

ACTION  OF  BOARD— Laid  over  to  March  23,  1971,  at 
2  P.M.,  for  continued  hearing.  Laid  over  at  the  request  of 
the  applicant.  Previously  inspected. 


441-70-A 

APPLICANT — Paul,  Weiss,  Goldberg,  Rifkind,  Wharton 
and  Garrison  for  Amway  Corporation,  owner. 


SUBJECT — Application  August  17,  1970 — Appeal  from  Fire 
Department  regulations  re-  Pressurized  Products. 

APPEARANCES— 

For  Applicant :  Sidney  S.  Rosdeitch. 

For  Administration:  Lt.  J.  P.  Manfredi  and  Capt.  J.  F. 
Petraglia,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  April  20,  1971,  at  2 
P.M.,  at  the  request  of  the  applicant.  Hearing  continued. 


623-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Howard  Stores  Corporation. 

SUBJECT — Application  October  15,  1970' — for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 82  and  84  Stanton  Street, 
northeast  corner  of  Allen  Street,  Block  417,  Lots  70,  71, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man- 
fr,edi,  F.  D. 

For  Opposition :  Antonio  Morfesis,  B.  D.,  Herbert  New¬ 
man  and  Thomas  Scott. 

ACTION  OF  BOARD — Laid  over  to  March  23,  1971,  at 
2  P.M.,  for  continued  hearing.  Previously  inspected. 


686-70-A 

APPLICANT — Krajack  Tank  Lines,  Incorporated,  owner. 

SUBJECT — Application  November  13,  1970 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  gear  ratio  to  limit 
speed  of  trucks. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  March  2,  1971,  at 
2  P.M.,  at  the  request  of  the  applicant.  Hearing  continued. 


737-70-A 

APPLICANT — Lama  and  Vassalotti  for  The  Brookdale 
Hospital  Center,  Hegeman  Avenue  Housing  Company 
Incorporated,  owner. 

SUBJECT — Application  December  14,  1970 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Floor  ceiling 
construction. 

PREMISES  AFFECTED— 7  to  9  Hegeman  Avenue,  north¬ 
west  of  Amboy  Street,  Block  3621,  Lot  1,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Laid  over  to  March  23,  1971,  at 
2  P.M.,  for  continued  hearing.  Previously  inspected. 
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MINUTES 


757-70-A 

APPLICANT— Sol  Feinberg  for  Burns  Brothers  Preferred, 
Incorporated,  owner. 

SUBJECT— Application  December  29,  1970— Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Transportation  of 
fuel  oil  in  tanks  through  city  streets  not  in  conformity  with 
the  requirements  of  Administrative  Code  of  City  of 
New  York. 

APPEARANCES— 

For  Applicant :  Sol  Feinberg. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD— Laid  over  to  March  9,  1971,  at  2 
P.M.,  for  continued  hearing.  Previously  inspected. 


762-70-A 

APPLICANT — Reavis  and  McGrath  for  Sol  G.  Atlas  and 
John  P.  McGrath,  owner. 

SUBJECT — Application  December  30,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Metal  and 
glass  partition. 

PREMISES  AFFECTED — 2  New  York  Plaza  (117  Broad 
Street),  northeast  corner  of  South  Street,  Block  5,  Lot  1, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

ACTION  OF  BOARD — Laid  over  to  March  16,  1971,  at 
2  P.M.,  for  continued  hearing.  Previously  inspected. 

Adjourned:  4:15  P.M. 

James  P.  Mulroy,  Secretary 


SPECIAL  MEETING 

THURSDAY  MORNING,  FEBRUARY  25,  1971,  10  A.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

135-70-A 

APPLICANT— Penn  Central  Transportation  Company  for 
Pennsylvania  Tunnel  and  Terminal  Railroad  Company, 
owner. 

SUBJECT— Application  March  12,  1970— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  stand¬ 
pipe  system,  extinguishers. 

PREMISES  AFFECTED — 28th  Street  from  Borden  Ave¬ 
nue  to  54th  Street,  Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  William  P.  Jones,  Joseph  S.  Crawford, 
Jr.,  William  J.  Shields,  and  E.  O.  Juhlin. 

For  Opposition:  Lewis  J.  Harris,  Ass’t  Chief  of  Fire 
Dept.,  Joseph  F.  Connor,  Ass’t  Chief  of  Fire  Dept., 
J.  F.  Petraglia,  Capt.,  Fire  Dept.,  John  P.  Manfredi, 
Lieut.,  Fire  Dept. 

Observers :  R.  Mowatt-Larssen,  Chief  Eng.  Branch, 
Federal  Railroad  Adm.,  Dept,  of  Transportation,  F. 
Eueberwasser,  N.  Y.  State — P.  S.  C. 

ACTION  OF  BOARD — Laid  over  to  March  11,  1971,  at 
10  A.M.,  for  continued  hearing. 

Adjourned:  1:00  P.M. 

James  P.  Mulroy,  Secretary 
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PUBLIC  HEARING 


Proposed  Revision  of  Rules  of  Procedure 

MARCH  18,  1971,  10:30  A.M. 

NOTICE  IS  HEREBY  GIVEN  OF  A  SPECIAL 
MEETING  ON  THURSDAY  MORNING,  March  18. 
1971,  at  10:30  o’clock  at  80  Lafayette  Street,  9th  floor,  New 
York,  N.  Y.  10013  on  the  following  matter : 

89-27-SR 

Rules  of  Procedures  of  the  Board  of  Standards  and  Ap¬ 
peals  adopted  February  15,  1927,  amended  December  2,  1930, 
April  14,  1931,  June  13,  1933,  April  30,  1935  and  revised 
September  22,  1959,  effective  October  28,  1959,  and  further 
amended  June  2,  1967. 

SUBJECT — Proposed  amendments  to  the  Rules  of  Proce¬ 
dure  by  deleting  paragraph  4  (four)  and  7  (seven)  of  Arti¬ 
cle  V  and  substituting  section  as  indicated  below.  Au¬ 
thority  :  Section  665  City  Charter  and  Article  VIII  of  the 
Rules  of  Procedure. 

Old  Matter  in  [  ]  brackets  to  be  deleted.  New  Matter  in 
italics. 

[4.  As  soon  as  any  application  is  completed  by  the  filing  of 
the  data  required  in  Form  BZ  and  payment  of  the  prescribed 
fee,  the  case  shall  receive  a  calendar  number.  After  a  review' 
of  the  application  by  the  Examiner,  the  applicant  shall  be 
notified  by  the  Director  on  Form  6CC  of  the  date  set  for 
the  Public  Hearing,  which  shall  be  at  least  thirty  (30)  days 
after  the  mailing  of  said  notice.  With  this  notice,  the  appli¬ 
cant  shall  be  supplied  with  an  official  copy  of  Form  7NO, 
which  he  is  required  to  send,  NOT  LESS  THAN 
TWENTY  (20)  DAYS  PRIOR  TO  THE  DATE  OF 
SUCH  HEARING,  to  every  property  owner  entitled  to  no¬ 
tice  of  the  application.  Five  (5)  days  prior  to  such  hearing 
date,  the  applicant  must  file  a  verified  statement  that  he  has 
so  notified  each  such  property  owner  either  by  personal  serv¬ 
ice  or  by  registered  or  certified  mail.  Not  less  than  fourteen 
( 14)  days  notice  of  the  said  hearing  shall  be  given  by  publica¬ 
tion  in  the  Bulletin  of  the  Board.] 

ARTICLE  V 

4.  As  soon  as  any  application  is  completed  by  the  filing  of 
the  data  required  in  Form  BZ  and  payment  of  the  prescribed 
fee,  the  case  shall  receive  a  calendar  number.  After  a  review 
of  the  application  by  the  Examiner ,  the  applicant  shall  be 
notified  by  the  Director  on  Form  6CC  of  the  date  set  for  the 


Public  Hearing,  which  shall  be  at  least  thirty  (30)  days  after 
the  mailing  of  said  notice.  With  this  notice,  the  applicant 
shall  be  supplied  zvith  an  official  copy  of  Form  7NO.  which 
he  is  required  to  send,  NOT  LESS  THAN  TWENTY  (20) 
DAYS  PRIOR  TO  THE  DATE  OF  SUCH  HEARING, 
to  every  property  owner  entitled  to  notice  of  the  application 
and  to  the  Chairman  of  the  Local  Community  Planning 
Board  which  has  jurisdiction  within  the  area  of  the  applica¬ 
tion.  In  addition,  the  applicant  shall  publish  the  contents  of 
the  Form  7NO,  or  such  notice  as  may  be  approved  by  the 
Secretary  of  the  Board,  at  his  or  her  ozvn  expense  in  one 
newspaper  of  local  circulation  and  one  nezvspaper  of  general 
circulation.  The  publication  of  this  notice  shall  take  place  in 
each  nezvspaper  on  one  day  of  each  week  for  three  (3)  suc¬ 
cessive  zveeks  prior  to  the  Public  Hearing.  The  Secretary, 
or  such  staff  member  as  the  Chairman  shall  designate,  shall 
notify  the  applicant  in  a  notice  to  accompany  Form  6CC 
which  nezvspaper  of  local  circulation  and  which  nezvspaper 
of  general  circulation  the  applicant  shall  place  the  notice  to 
be  published.  Five  (5)  days  prior  to  such  hearing  date,  the 
applicant  shall  file  a  verified  statement  that  he  has  so  noti¬ 
fied  each  such  property  owner  and  the  Chairman  of  the  Local 
Community  Planning  Board  either  by  personal  service  or 
by  registered  or  certified  mail  and  the  applicant  shall  file  a 
copy  of  the  published  Notice  zvith  appropriate  proof  of  pub¬ 
lication.  Not  less  than  fourteen  (14)  days’  notice  of  the  said 
hearing  shall  be  given  by  publication  in  the  Bulletin  of  the 
Board. 

[7.  Property  owners  in  the  affected  area  of  the  zoning 
application  may  appear  at  the  Public  Hearing  and  voice  their 
objections  in  person,  or  by  agent  or  attorney.  Each  person 
shall  give  his  or  her  name  after  being  recognized  by  the 
Chairman,  the  block  and  lot  of  the  property  owned  by  him 
or  her  and  then  briefly  state  his  or  her  objections.  In  lieu 
of  a  personal  appearance,  or  by  an  agent  or  attorney,  he 
may  file  his  or  her  views  in  writing  on  Form  9C,  which  is 
obtainable  at  the  offices  of  the  Board.  Briefs  will  be  accepted 
only  if  filed  at  least  five  (5)  days  before  the  Public  Hear¬ 
ing.] 

7.  All  persons  directly  and  substantially  affected  by  an 
application  and  who  reside,  lease  or  ozvn  real  property  within 
four  hundred  feet  of  the  subject  matter  of  an  application  may 
appear  at  the  Public  Hearing  and  voice  their  objections  or 
approve  in  person  or  by  agent  or  attorney.  In  lieu  of  an 
appearance  in  person  or  by  an  agent  or  attorney,  such  persons 
may  file  their  views  in  writing.  Briefs  zvill  be  accepted  only 
if  filed  at  least  five  (5)  days  before  the  Public  Hearing. 
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NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants,  and 
to  all  law^s,  architects  and  engineers  representing  owners 
or  lessee^Sliroceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  repre¬ 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  hearing 
can  be  entertained  in  view  of  this  publication  and  of  the 
posting  of  the  calendars  on  the  bulletin  board  in  the  offices 
of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will  be 
held  in  abeyance  by  reason  of  failure  of  the  appellant  or 
applicant  to  file  necessary  data,  or  by  any  other  method  of 
delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 
in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  80 
Lafayette  Street,  9th  floor,  Manhattan,  at  five  cents  each — 
add  postage  payment  if  the  forms  are  forwarded  by  mail. 
Purchase  payment  by  postage  stamps  NOT  ACCEPTABLE. 
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Minutes  of  Regular  Meeting,  Tuesday  Morning,  March 
2,  1971,  Affecting  Calendar  Numbers — 


Commissioners. 


Solomon  Sheer,  P.  E.,  Director 


146-23-BZ 
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— Vol.  II 
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Herman  M.  Karson,  R.  A.,  Deputy  Director 
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John  B.  Cincotta,  Chief  Clerk 
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750-70-A 
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CALENDAR 


DOCKET 

Neiv  Cases  Filed  up  to  March  2,  1971 
Cal.  No.  Dept.  Premises  Affected 

104- 71- A — F.D. — Various  products  manufactured  by 
Avon  Products,  Incorporated,  F.D.  Directive  2/29/71, 
Review  of  F.D.  regulations  covering  pressurized  products. 

105- 7 1-A— F.D. — Various  products  manufactured  by 
Lehn  and  Fink  Products  Company  Division  of  Sterling 
Drug  Incorporated,  F.D.  Directive  2/29/71,  Review  of 
F.D.  regulations  covering  pressurized  products. 

106- 71-SM — Georgia-Pacific  Corporation,  Georgia-Pa¬ 
cific  Shaft  Liner  System,  manufactured  by  Georgia- 
Pacific  Corporation,  Material. 

107- 7 1-S  A — ARA  Services,  Incorporated,  Cold  drink 
Vendor  2CDW4  and  3CDW4,  manufactured  by  ARA 
Services,  Incorporated,  Appliance. 

108- 71-A — F.D.  Packaging  of  combustible  mixture  known 
as  “Siloo  Enginseal”,  in  fifteen  ounce  sealed  metal  cans 
with  pull-tab,  not  in  compliance  with  regulations  of  the 
Administrative  Code. 


109- 71-A— F.  D.  104  27  Street,  east  side  of  Gowanus  Bay, 
Foot  of  25th  Street  and  28th  Street,  including  dock 
property,  Block  693,  Lot  3,  Borough  of  Brooklyn,  F.D. 
No.  700565,  Installation  of  fuel  oil,  Administrative  Code. 

110- 71-SM — Universal  Pipe  and  Plastic  Incorporated, 
PVC  and  Plastic  Pipe,  manufactured  by  Universal  Pipe 
and  Plastic  Incorporated,  Material. 

111- 71-BZ — B.Q. — 185-25  North  Conduit  Avenue,  north 
west  corner  of  Springfield  Boulevard,  Block  13094,  Lot 
68,  Springfield  Gardens,  Borough  of  Queens,  N.B. 
777-70,  re-  Proposed  Automobile  Service  Station,  C2-2 
district. 


112-71-BZ — B.B. — 232  East  18th  Street,  west  side,  300 
feet  north  of  Beverly  Road,  Block  5121,  Lot  24,  Borough 
of  Brooklyn,  Alt.  No.  2027-70,  re  Proposed  public  parking 
lot,  R7-1  district. 


Restored  to  Docket 

548-69-BZ — Vol.  II — B.Q. — 107-10  Astoria  Boulevard, 
southeast  corner  of  107th  Street,  Block  1694,  Lots  1,  2, 
6  and  9,  Astoria,  Borough  of  Queens,  N.B.  966-69  re¬ 
service  station  and  dwelling,  R3-2  district. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn:  B.M. — Department  of  Buildings.  Manhattan: 
B.Q. — Department  of  Buildings.  Queens:  B.R.— department  of  Build¬ 
ings,  Richmond:  B.Bx. — Department  of  Buildings,  Bronx:  H.D. — 
Health  Department:  F.D. — Fire  Department. 


MARCH  23,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  23,  1971,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

603-57-BZ 

APPLICANT — Borden  &  Ball  for  DH  and  DF  Company, 
owners. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  March  22,  1971 


—decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the  use 
of  subject  premises  for  business  purposes  (offices). 

PREMISES  AFFECTED— 124  East  38th  Street,  south 
side,  124.8  feet  west  of  Lexington  Avenue,  Block  893, 
Lot  77,  Borough  of  Manhattan. 


1336-61-BZ 

APPLICANT— De  Rose  and  Cavalieri  for  Charlotte  Park¬ 
ing  Corporation,  owner. 

SUBJECT— Application  for  consideration— reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  December  12, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the 
maintenance  of  a  parking  lot  for  the  parking  and  storage  of 
more  than  five  motor  vehicles  for  a  term  of  ten  years. 

PREMISES  AFFECTED— 1613  Charlotte  Street,  west  side, 
100  feet  north  of  Boston  Road,  Block  2939,  Lot  24,  Bor¬ 
ough  of  The  Bronx. 


1316-64-BZ 

APPLICANT— Otto  J.  Schumm  for  Lowell  C.  Camps, 
owner. 

SUBJECT— Application  for  consideration— reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  October  25,  1971 
—decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  _  72-21  for  a  term  of 
five  years,  permitting  in  an  R7-2  district,  the  change  in 
occupancy  of  an  existing  four-story  and  basement  building 
from  community  facility  and  residence  uses  to  offices  on 
the  basement  and  first  floor. 

PREMISES  AFFECTED— 119  East  38th  Street,  north  side, 
109  feet  west  of  Lexington  Avenue,  Block  894,  Lot  14, 
Borough  of  Manhattan. 


497-60-BZ 

APPLICANT— Charles  M.  Spindler  for  Charles  Napolitano, 
owner. 

SUBJECT— Application  for  consideration— reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  February  15, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  parking 
and  storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 135-22  Centreville  Street,  west 
side,  29.92  feet  south  of  Pitkin  Avenue,  and  97-04  Pitkin 
Avenue,  Block  11534,  Lot  1,  Ozone  Park,  Borough  of 
Queens. 


418-70-BZ 

APPLICANT— Arthur  J.  McGee  for  Richard  DiLoretto 
and  Salvatore  Sciortino,  owners. 

SUBJECT— Application  July  27,  1970— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  enlargement  in 
area  of  an  existing  swimming  club  previously  before  the 
Board  for  use  as  tennis  courts  with  accessory  parking. 

PREMISES  AFFECTED— 28-51  216th  Street,  east  side, 
125  feet  south  of  28th  Road,  Blocks  6019,  6059,  Lots  2,  5, 
45  and  12,  Bayside,  Borough  of  Queens. 


419-70-A 

APPLICANT — Arthur  J.  McGee  for  Richard  DiLoretto 
and  Salvatore  Sciortino,  owners. 
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SUBJECT — Application  July  27,  1970 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  erection  of 
building  in  bed  of  a  mapped  street. 

PREMISES  AFFECTED— 28-51  216th  Street,  east  side, 
125  feet  south  of  28th  Road,  Block  6019,  Lots  2,  5  and  45, 
Block  6059,  Lot  12,  Bayside,  Borough  of  Queens. 


704-70-BZ 

APPLICANT — Wax  Associates  for  Sigmund  Sommer 
Construction  Corporation,  owner. 

SUBJECT — Application  November  24,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  73-1 1  (g)  and 
73-50  of  the  Zoning  Resolution,  to  permit  in  a  Cl-9  district, 
the  erection  of  a  one  story  and  mezzanine  building  for  use 
as  a  theatre  with  business  entrances  and  signs  within  20 
feet  of  a  residence  district. 

PREMISES  AFFECTED— 249  to  251  East  53rd  Street, 
north  side,  61.5  feet  west  of  2nd  Avenue,  Block  1327,  Lot 
120,  Borough  of  Manhattan. 


722-70-BZ 

APPLICANT — Juster  and  Saltzman  for  Board  of  Educa¬ 
tion,  owner. 

SUBJECT — Application  December  3,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-19  of  the  Zoning 
Resolution,  to  permit  in  an  R6  and  Ml-1  district,  the  erec¬ 
tion  of  a  four  story  public  school  extending  into  the  manu¬ 
facturing  district. 

PREMISES  AFFECTED — 730  Bryant  Avenue,  northeast 
corner  of  Spofford  Avenue,  Block  2763,  Lot  279,  Borough 
of  The  Bronx. 


10-71-BZ 

APPLICANT — R.  Jackson  Smith  of  The  Eggers  Partner¬ 
ship  for  Polytechnic  Institute  of  Brooklyn,  owner. 

SUBJECT— Application  January  6,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-1  district,  in  conjunction 
with  the  conversion  of  a  three  story  building  to  a  College, 
the  installation  of  a  roof  air  structure  that  encroaches  on 
the  required  side  yard. 

PREMISES  AFFECTED— 122  to  144  Johnson  Street  and 
110  to  124  Duffield  Street,  southwest  corner,  295  to  301 
Bridge  Street,  Blocks  2047,  Lot  13,  Borough  of  Brooklyn. 


11-71-A 

APPLICANT — R.  Jackson  Smith  of  The  Eggers  Partner¬ 
ship  for  Polytechnic  Institute  of  Brooklyn,  owner. 

SUBJECT — Application  January  6,  1971 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Egress,  Change 
of  occupancy  to  a  College. 

PREMISES  AFFECTED — 122  to  144  Johnson  Street  and 
110  to  124  Duffield  Street,  southwest  corner,  295  to  301 
Bridge  Street,  Blocks  2047,  Lot  13,  Borough  of  Brooklyn. 


63-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  and  Young  for 
Sheldon  H.  Solow,  owner,  d/b/a  Solovieff  Realty  Com¬ 
pany. 

SUBJECT — Application  January  26,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-20  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-9  and  R8  district,  in  a 
proposed  45  story  building  previously  before  the  Board, 
the  installation  of  an  additional  theatre. 


PREMISES  AFFECTED— 1261  to  1281  2nd  Avenue,  251 
East  66th  Street,  northwest  corner  and  222  to  250  East 
67th  Street,  Block  1421,  Lot  21,  Borough  of  Manhattan. 

THOMAS  F.  GALVIN,  Chairman 


MARCH  23,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
T uesday  afternoon,  March  23,  1971,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matter. 

623-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Howard  Stores  Corporation. 
SUBJECT — Application  October  15,  1970 — for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 82  and  84  Stanton  Street,  north¬ 
east  corner  of  Allen  Street,  Block  417,  Lots  70  and  71, 
Borough  of  Manhattan. 


321-70-A 

APPLICANT — Department  of  Buildings,  City  of  New  York 
for  Abe  Maibacb,  owner. 

SUBJECT — Application  May  25,  1970— revocation  of  Cer¬ 
tificate  of  Occupancy  No.  199,978. 

PREMISES  AFFECTED— 1232  to  1256  East  80th  Street, 
north  side,  from  Paerdegat  8th  Street  to  Paerdegat  9th 
Street,  entire  block  front  36-46  Paerdegat  8th  Street  and 
35-45  Paerdegat  9th  Street,  Block  8058,  Lot  32,  Borough 
of  Brooklyn. 


737-70-A 

APPLICANT — Lama  and  Vassalotti  for  The  Brookdale 
Hospital  Center,  Hegeman  Avenue  Housing  Company  In¬ 
corporated,  owner. 

SUBJECT — Application  December  14,  1970 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Floor  ceiling 
construction. 

PREMISES  AFFECTED — 7  to  9  Hegeman  Avenue,  north¬ 
west  of  Amboy  Street,  Block  3621,  Lot  1,  Borough  of 
Brooklyn. 


637-70-A 

APPLICANT — John  J.  Macchia  for  National  Cylinder 
Gas,  Division  of  Chemetron  Corporation,  owner. 
SUBJECT — Application  October  21,  1970 — Appeal  from  an 
order  of  the  Fire  Commissioner  re-  transportation  of 
liquid  oxygen  nitrogen  in  open  vented  trucks. 


623-70-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Howard  Stores  Corporation. 
SUBJECT— Application  October  15,  1970— for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 82  and  84  Stanton  Street,  north¬ 
east  corner  of  Allen  Street,  Block  417,  Lots  70  and  71 
Borough  of  Manhattan. 


321-70-A 

APPLICANT— Department  of  Buildings,  City  of  New 
York  for  Abe  Maibach,  owner. 
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SUBJECT— Application  May  25,  1970— revocation  of  Cer¬ 
tificate  of  Occupancy  No.  199,878. 

PREMISES  AFFECTED— 1232  to  1256  East  80th  Street, 
north  side,  from  Paerdegat  8th  Street  to  Paerdegat  9th 
Street,  entire  block  front  36-46  Paerdegat  8th  Street  and 
35-45  Paerdegat  9th  Street,  Block  8058,  Lot  32,  Boiough 
of  Brooklyn. 


737-70-A 

APPLICANT — Lama  and  Vassalotti  for  The  Brookdale 
Hospital  Center,  Hegeman  Avenue  Housing  Company 
Incorporated,  owner. 

SUBJECT— Application  December  14,  1970— Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Floor  ceiling 
construction. 

PREMISES  AFFECTED— 7  to  9  Hegeman  Avenue,  north¬ 
west  of  Amboy  Street,  Block  3621,  Lot  1,  Borough  of 
Brooklyn. 

621-70-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES— Grand  Paradise  Company,  Inc. 

SUBJECT— Application  October  15,  1970— for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 318  to  330  Grand  Street,  119  to 
131  Havemeyer  Street,  southeast  corner,  265  to  271  South 
1st  Street,  Block  2396,  Lot  1,  Borough  of  Brooklyn. 


88-71-A 

APPLICANT — S.  M.  Frank  and  Company,  Incorporated, 
owner. 

SUBJECT — Application  February  17,  1971 — Appeal  from 
of  300,000  Barrel  N.  G.  Tank. 

Flammable  mixtures  known  as  “Medico  Visible  Refill 
Butane”,  Nylon  round  tubes,  net  volume  3.32  fluid  ounces, 
with  self  sealing  valve,  not  in  compliance  with  regula¬ 
tions  of  the  Administrative  Code. 


64-71-A 

APPLICANT— William  H.  Byrne,  P.  E.  of  Bilbyrne  Cor¬ 
poration  for  Consolidated  Edison  Company  of  New  York, 
Incorporated,  owner. 

SUBJECT — Application  January  28,  1971 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Installation 
of  300,000  Barrel  L.  N.  C.  Tank. 

PREMISES  AFFECTED — 19  to  39  20th  Avenue,  east  side, 
2,300  feet  north  of  East  River,  Block  850,  Lot  1,  Long 
Island  City,  Borough  of  Queens. 


80-71-A 

APPLICANT — P.  B.  Mutrie  Motor  Transportation,  Incor¬ 
porated,  owner. 

SUBJECT — Application  February  3,  1971 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Transportation  of 
Lubricating  Oils. 


724-70-A 

APPLICANT — Salvator  A.  Caradonna,  Jr.  for  Associated 
World  Travel,  Incorporated,  owner. 

SUBJECT — Application  December  4,  1970 — Appeal  from  a 
decision  of  Borough  Superintendent  re-  Occupancy  Multi¬ 
ple  Dwelling,  Dormitories. 


PREMISES  AFFECTED— 38  West  88th  Street,  south  side, 
412  feet  west  of  Central  Park  West,  Block  1202,  Lot  49, 
Borough  of  Manhattan. 

THOMAS  F.  GALVIN,  Chairman 


MARCH  30,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  30,  1971,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 

524-50-BZ 

APPLICANT— Larry  Meltzer  for  John  Massabni  and 
George  Massabni,  Jr.,  owners. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  January  10, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  use  district  the  use  of  the 
2nd  and  3rd  floors  for  manufacturing. 

PREMISES  AFFECTED— 4808-4810  4th  Avenue,  west 
side,  50  feet  2  inches  south  of  48th  Street,  Block  773,  Lot 
40,  Borough  of  Brooklyn. 


827-55-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Michaels  Service 
Station,  Inc.,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  January  31, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7f  and  7 A  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  retail  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station,  car 
wash  (non  automatic),  lubritorium,  oil  selling,  sales  and 
curb  cuts  less  than  75  feet  from  the  residence  use  district. 

PREMISES  AFFECTED— 245-20  139th  Avenue  and  245-22 
to  245-32  South  Conduit  Avenue,  southwest  corner  and 
139-02  to  139-10  24th  Street,  Block  13614,  Lot  23  (formerly 
Lots  23  and  24),  Borough  of  Queens. 


687-70-BZ 

APPLICANT — George  J.  Vassilev  for  Vincent  Lodico, 
owner. 

SUBJECT — Application  November  17,  1970 — Decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl -2  district,  at  an  existing 
three  story  building,  the  erection  of  a  one  story  enlarge¬ 
ment  to  the  first  floor  store  that  increases  the  degree  of 
non-compliance  in  floor  area  ratio,  open  space  ratio  and 
lot  area  per  room. 

PREMISES  AFFECTED — 69-53  Grand  Avenue,  north  side, 
137.90  feet  west  of  69th  Lane  Block  2501,  Lot  37,  Maspeth, 
Borough  of  Queens. 


699-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Phillip  Pepper, 
owner. 

SUBJECT — Application  November  18,  1970 — Decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  one  story  building  for  use  as  a  store  with  accessory 
parking  in  the  open  area. 

PREMISES  AFFECTED — 2940  Cropsey  Avenue,  north¬ 
west  corner  of  Bay  53rd  Street,  Block  6949,  Lot  37,  Bor¬ 
ough  of  Brooklyn. 
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714-70-BZ 

APPLICANT — Lama  and  Vassalotti  for  Orphan  Asylum 
Society  of  the  City  of  Brooklyn,  owner. 

SUBJECT — Application  December  1,  1970 — Decision  of  the 
Borough  Superintendent,  under  Section  73-641  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  in  an  existing 
three  story  social  service  building,  the  extension  of  the 
office  use  to  the  second  and  third  floors  that  will  exceed 
the  floor  area  limitations. 

PREMISES  AFFECTED — 361  to  363  Adelphi  Street,  east 
side,  70.5  feet  north  of  Greene  Avenue,  Block  2121,  Lot  1, 
Borough  of  Brooklyn. 


715-70-A 

APPLICANT — Lama  and  Vassalotti  for  Orphan  Asylum 
Society  of  the  City  of  Brooklyn,  owner. 

SUBJECT — Application  December  1,  1970 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Stairway. 

PREMISES  AFFECTED — 361  to  363  Adelphi  Street,  east 
side,  70.5  feet  north  of  Greene  Avenue,  Block  2121,  Lot  1, 
Borough  of  Brooklyn. 


767-70-BZ 

APPLICANT — Morton  S.  Cahn  for  D.  G.  H.  Realty 
Corporation,  owner. 

SUBJECT — Application  December  31,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-42  of  the  Zoning 
Resolution,  to  permit  in  a  C8-1  and  R5  district,  the  ex¬ 
tension  of  an  existing  automotive  storage  and  repair  shop 
into  the  residence  portion  of  the  building. 

PREMISES  AFFECTED — 127-25  Metropolitan  Avenue, 
northwest  corner  of  129th  Street,  Block  9249,  Lot  52, 
Richmond  Hill,  Borough  of  Queens. 


59-71-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  January  20,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  73-1 1  (g)  and 
73-65  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district,  the  enlargement  in  floor  area  of  an  existing  one 
story  telephone  exchange. 

PREMISES  AFFECTED— 5180  Amboy  Road,  south  side, 
164.15  feet  west  of  Philip  Avenue,  Block  6511,  Lot  111, 
Annadale,  Borough  of  Richmond. 


68-71-BZ 

APPLICANT — Alfonso  Duarte  for  Board  of  Education, 
owner. 

SUBJECT — Application  February  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-641  of  the 
Zoning  Resolution,  to  permit  in  a  C8-1  district,  the  erection 
of  a  six  story  addition  to  an  existing  high  school  that 
will  penetrate  the  sky  exposure  plane. 

PREMISES  AFFECTED— 232  to  242  Broome  Street  and 
75  to  81  Essex  Street,  northwest  corner,  Block  409. 
Lots  35,  37,  38,  41,  43,  57,  58,  60,  62  thru  66,  Borough  of 
Manhattan. 


210-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Morris  J.  Goldberg, 
owner. 

SUBJECT — Application  April  3,  1970- — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 


one  story  building  for  use  as  a  factory  with  accessory 
loading  and  parking  in  the  open  area. 

PREMISES  AFFECTED — 111-02  Astoria  Boulevard, 

southeast  corner  of  111th  Street,  Block  1705,  Lots  1  and 
5,  Astoria,  Borough  of  Queens. 

Laid  over  from  February  9,  1971,  for  continued  hear¬ 
ing  at  the  request  of  the  City  Planning  Commission. 

THOMAS  F.  GALVIN,  Chairman 


MARCH  30,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  30,  1971,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters  : 

87-71-A 

APPLICANT — Luke  Licalzi  of  Licalzi  and  Balogh  for 
Port  Chester  Main  Corporation,  owner. 

SUBJECT— Application  February  17,  1971 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  two  means  of 
egress  and  fire  escape. 

PREMISES  AFFECTED— 247  to  249  West  36th  Street, 
north  side,  286  feet  east  of  8th  Avenue,  Block  786,  Lot  18, 
Borough  of  Manhattan. 

75-71-A 

APPLICANT — Union  Carbide  Corporation,  owner. 
SUBJECT — Application  February  4,  1971 — Review  of  a 
decision  of  the  Fire  Commissioner  re-  Linde  Oxygen 
Walker  System. 


70-71-A 

APPLICANT — Edward  J.  Ledogar  for  Edward  T.  Gilli¬ 
land,  owner. 

SUBJECT — Application  February  3,  1971 — Filed  pursuant 
to  Section  35,  Article  3,  General  City  Law  re-  building 
in  bed  of  a  mapped  street. 

PREMISES  AFFECTED — 167-10  120th  Avenue,  south  side, 
80  feet  east  of  167th  Street,  Block  12385,  Lot  56,  Baisley 
Park,  Borough  of  Queens. 

THOMAS  F.  GALVIN,  Chairman 


APRIL  6,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  6,  1971,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 

589-70-BZ 

APPLICANT — McGrath,  Cohen  and  McGrath  for  Lex- 
Parc  Properties,  owner;  The  Ravelled  Sleave,  lessee. 
SUBJECT — Application  September  25,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -5  district,  in  an  existing 
five  story  building,  the  addition  to  the  use  of  the  first  floor 
restaurant  to  include  cabaret. 

PREMISES  AFFECTED — 1387  Third  Avenue,  east  side, 
21  feet  south  of  East  79th  Street,  Block  1433,  Lot  46,  Bor¬ 
ough  of  Manhattan. 


753-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  John  and  Sarah 
Napolitano,  owner. 
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SUBJECT— Application  December  22,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  RS  district,  the  erection  of 
a  two  story  one  family  dwelling  that  encroaches  on  the 
required  side  yards. 

PREMISES  AFFECTED— 638  East  88th  Street,  west  side, 
235.08  feet  south  of  Farragut  Road,  Block  7992,  Lot  51, 
Borough  of  Brooklyn. 


7-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  New  York  Wel¬ 
fare  Building  Corporation,  owner. 

SUBJECT— Application  January  8,  1971— decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  73-63 
of  the  Zoning  Resolution,  to  permit  in  an  R6  district,  on  a 
plot  previously  before  the  Board,  the  erection  of  a  one 
story  enlargement  that  increases  the  degree  of  non-compli¬ 
ance  in  floor  area  ratio  and  the  change  in  occupancy  from 
garage  to  offices,  record  room  and  printing  establishment. 

PREMISES  AFFECTED— 279  to  281  20th  Street,  north 
side,  235.11  feet  west  of  6th  Avenue,  Block  885,  Lot  57, 
Borough  of  Brooklyn. 


8-7 1-A 

APPLICANT— Lama  and  Vassalotti  for  New  York  Wel¬ 
fare  Building  Corporation,  owner. 

SUBJECT— Application  January  8,  1971— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  two  means  of 
egress,  required  width  of  stairs  enclosure. 

PREMISES  AFFECTED— 275  to  277  20th  Street,  north 
side,  235.11  feet  west  of  6th  Avenue,  Block  885,  Lot  57, 
Borough  of  Brooklyn. 


13-71-BZ 

APPLICANT— Millard  Bresin  for  Leemilt  Petroleum,  In¬ 
corporated,  owner. 

SUBJECT— Application  January  13,  1971— decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-3  district,  the  reconstruc¬ 
tion  of  an  automotive  service  station  with  accessory  uses. 

PREMISES  AFFECTED— 4312  Fort  Hamilton  Parkway, 
southwest  corner  of  43rd  Street,  Block  5602,  Lot  41,  Bor¬ 
ough  of  Brooklyn. 


101-71-BZ 

APPLICANT — Martyn  and  Don  Weston  for  Board  of  Edu¬ 
cation,  owner. 

SUBJECT— Application  February  23,  1971— decision  of  the 
Borough  Superintendent,  under  Section  73-641  of  the  Zon¬ 


ing  Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  three  story  and  basement  enlargement  to  a  public  school 
that  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 102-10  Rockaway  Boulevard, 
southeast  corner  of  101st  Street,  Block  9540,  Lot  2,  Ozone 
Park,  Borough  of  Queens. 


548-69-BZ — Vol.  II 

APPLICANT— McGee  and  Morsellino  for  Charles  F. 
Harding,  owner. 

SUBJECT— Application  reopened  March  2,  1971  as  Volume 
II— decision  of  the  Borough  Superintendent,  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2  dis¬ 
trict,  the  erection  and  maintenance  of  an  automotive  service 
station  with  accessory  uses  and  accessory  sign. 

PREMISES  AFFECTED— 107-10  Astoria  Boulevard, 
southeast  corner  of  107th  Street,  Block  1694,  Lots  1,  2, 
6  and  9,  Borough  of  Queens. 


761-70-BZ 

APPLICANT— George  Fuchs  for  Oak-Dene  Realty  Corpo¬ 
ration,  owner;  Charles  Friedman,  lessee. 

SUBJECT — Application  December  30,  1970 — decision  of 
the  Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Sections  72-21  and  73-50  of  the 
Zoning  Resolution,  to  permit  in  a  C4-5  district,  in  an  exist¬ 
ing  8  story  building,  the  use  of  a  portion  of  the  first  floor 
as  a  store  with  show  windows,  entrances  and  signs  within 
20  feet  of  a  residence  district. 

PREMISES  AFFECTED— 3  to  5  West  8th  Street,  north 
side,  100  feet  west  of  5th  Avenue,  Block  572,  Lot  45,  Bor¬ 
ough  of  Brooklyn. 

Laid  over  from  March  2,  1971,  for  continued  hearing. 


662-70-BZ 

APPLICANT — Albert  Melniker  for  Aaron  Levine,  owner; 
NuCastle  Motors,  Inc.,  lessee. 

SUBJECT— Application  November  5,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-1  district,  the  con¬ 
struction  of  an  open  automobile  sales  establishment  with 
accessory  office. 

PREMISES  AFFECTED— 2175  Hylan  Boulevard,  north 
sid.e  45.23  feet  west  of  Midland  Avenue,  Block  3591,  Lot 
57,’ Grant  City,  Borough  of  Richmond. 

Laid  over  from  March  2,  1971,  for  continued  hearing. 

THOMAS  F.  GALVIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  MARCH  2,  1971,  10  A.M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon  February  9,  1971,  were 
approved  as  printed  in  the  Bulletin  of  February  18,  1971. 
Vol.  56,  No.  7. 

146-23-BZ 


APPLICANT — Larry  Meltzer  for  Gabriel  Haber  and 
Estate  of  Abraham  Marcus,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  March  14,  1971 
—decision  of  the  Borough  Superintendent;  under  Section 
7,  Subdivision  e  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  the  change  in  occupancy  of  an  ex¬ 
isting  public  garage  building,  to  the  sales,  display  and 
warehousing  of  furniture,  manufacturing  of  draperies  and 
bedspreads  and  office. 

PREMISES  AFFECTED— 1976  Crotona  Parkway,  east 
side,  109.79  feet  north  of  East  Tremont,  Block  3121,  Lot 
10,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 


THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative :  . 


5 

0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  Ill  on  March  14,  1961,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  2,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
14,  1961,  only  as  to  the  term  of  the  variance,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“granted  for  a  term  of  five  years  from  March  14,  1971, 
to  permit  .  .  .;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects  ;  and  that  a  new  Certificate  of  Occupancy  shall  be 
obtained.”  (Alt.  424-60) 


746-49-BZ— Vol.  II 

APPLICANT — H.  Thomas  Kilburn,  Jr.  for  4423  Broadway 
Realty  Corp.,  owner. 

SUBJECT — Application  for  consideration — request  to 

waive  the  Rules  of  Procedure  and  reopening  for  extension 
of  term  of  variance  which  expired  June  14,  1970— decision 
of  the  Borough  Superintendent;  under  Sections  7i  and  21 
of  the  Zoning  Resolution,  permitting  in  a  business  use 
district  a  motor  vehicle  repair  shop  and  the  storage  of 
more  than  five  (5)  cars. 

PREMISES  AFFECTED — 4423-4429  Broadway,  west  side, 
158  feet  9)4  inches  south  of  West  190th  Street,  Block 
2180,  Lot  488,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  H.  Thomas  Kilburn,  Jr.  and  Elliott  M. 

Glass. 


ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  q 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  14,  1960,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
March  2,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  June  14,  1960,  only  as  to  the  term 
of  the  variance,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read : 

“granted  for  a  term  of  ten  years  from  June  14,  1970,  to 
permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects  ;  and  that  a  new  Certificate  of  Occupancy  shall  be 
obtained.”  (Alt.  120-71) 


88-55-BZ 

APPLICANT — Kenneth  H.  Koons  and  Alfred  Fantino  for 
Gerard  Girolamo,  owner. 

SUBJECT — Application  for  consideration — request  to 

waive  the  Rules  of  Procedure  and  reopening  for  extension 
of  term  of  variance  which  expired  December  7,  1970 — de¬ 
cision  of  the  Borough  Superintendent,  under  Section  7e  of 
the  Zoning  Resolution,  permitting  in  a  residence  and  retail 
use  district,  the  use  of  existing  structure  at  rear  of  site  as 
a  garage  and  motor  vehicle  repair  shop. 

PREMISES  AFFECTED — 3327  White  Plains  Road,  west 
side,  246.77  feet  north  of  Rosewood  Street,  Block  4624,  Lot 
49,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Kenneth  H.  Koons. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  o 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  26,  1955,  on  certain  conditions;  and 
W hereas,  a  public  hearing  was  held  on  this  application  on 
March  2,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  July  26,  1955,  as  amended  through 
December  7,  1965,  only  as  to  the  term  of  the  variance,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“granted  for  a  term  of  five  years  from  December  7, 
1970,  to  permit  .  .  .;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  11-55) 


137-66-BZ 

APPLICANT — Allan  H.  Feinberg  for  Federal  Pump  Re¬ 
pair  Company,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extend  time  to  obtain  Certificate  of  Occupancy — decision 
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of  the  Borough  Superintendent;  permitting  in  a  C8-1  dis¬ 
trict,  the  erection  of  a  one-story  enlargement  to  an  existing 
machine  shop  that  encroaches  on  the  required  side  and 
rear  yard  along  a  district  boundary. 

PREMISES  AFFECTED-1 127-1 131  Utica  Avenue,  east 
side,  230  feet  north  of  Clarendon  Road,  Block  4761,  Lots 
48  and  49,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Allan  H.  Feinberg. 

ACTION  OF  BOARD— Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  obtain  Certificate  of  Occu¬ 
pancy  extended. 


THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
April  1,  1969,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  a  Certificate  of  Occupancy. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  April  1,  1969,  only  as  to  the  time 
to  obtain  a  Certificate  of  Occupancy,  so  that  as  amend  this 
portion  of  the  resolution  shall  read : 

“that  a  Certificate  of  Occupancy  shall  be  obtained  within 
one  year  from  the  date  of  this  amended  resolution. 
(Alt.  2642-65) 


561-66-BZ 


APPLICANT — Irving  Mark  for  150  East  58th  Street  As¬ 


sociates,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment— decision  of  the  Borough  Superintendent; 
previously  granted  on  condition,  under  Section  72-21  ot  tne 
Zoning  Resolution,  permitting  in  a  C6-4  district,  the  erec¬ 
tion  of  a  thirty-nine  story  office  building  that  encroaches  on 
the  required  tower  setback  and  exceeds  the  permitted  floor 


area  ratio. 

PREMISES  AFFECTED — 150  East  58th  Street  south 
side  85  feet  east  of  Lexington  Avenue,  962-964  Third 
Avenue,  Block  1312,  Lot  41  (formerly  Lots  37  and  41) 
Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant:  Irving  Mark. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  ^ 

Negative:  . 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
September  20,  1966,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  October  29,  1968 ;  and 

Whereas,  the  applicant  requested  an  amendment  ot  the 

resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Septem¬ 
ber  20,  1966,  as  amended  through  October  29,  1968,  by  adding 
thereto : 

“that  Lots  37  and  41  may  be  combined  into  a  new  Lot 
No.  41,  on  condition  that  the  premises  shall  substantially 


conform  to  revised  drawings  of  proposed  conditions 
marked  ‘Received  February  9,  1971’,  nine  sheets;  and 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects.  (N.  B. 
36-66  and  Alt.  114-71) 


738-69-BZ 

APPLICANT — Fred  L.  Liebmann  for  Edythe  Rein  Landau, 
owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expiies  April  L  19/1 
— decision  of  the  Borough  Superintendent ;  permitting  in 
an  Rl-2  district,  on  a  plot  with  a  dwelling  and  accessory 
swimming  pool  previously  before  the  Board,  the  erection 
of  a  one-story  enlargement  to  the  cabana  structure  that 
encroaches  on  the  required  side  and  rear  yards. 
PREMISES  AFFECTED — 4530  Fieldstone  Road,  east  side, 
85.18  feet  north  of  West  245th  Street,  Block  3415,  Lot  207, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Fred  L.  Liebmann. 

ACTION  OF  BOARD— Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  ~ 

Negative:  .  u 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
March  24,  1970,  on  certain  conditions;  and  _  . 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  cind  cwiend  the  resolution  adopted  on  March 
24,  1970,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  April  1,  1971.”  (Alt.  267-69) 


548-69-BZ — V ol.  II 

APPLICANT— Arthur  J.  McGee  and  Joseph  P.  Morsel- 
lino  for  Charles  F.  Harding  and  Harry  Bell,  owners ; 
American  Oil  Company,  lessee. 

SUBJECT — Application  for  consideration — reopening  as 
548-69-BZ,  Volume  II,  subject  to  regular  procedure— deci¬ 
sion  of  the  Borough  Superintendent;  previously  denied, 
under  Section  72-21  of  the  Zoning  Resolution,  permitting 
in  an  R3-2  district,  the  erection  of  an  automotive  service 
station  with  accessory  uses  and  accessory  signs. 

PREMISES  AFFECTED— 107-10  Astoria  Boulevard 
southeast  corner  of  107th  Street,  Block  1694,  Lots  1,  2,  6 
and  9,  Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure.  Photographs  may  be  trans¬ 
ferred  from  Volume  I. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  ~ 

Negative :  . ^ 
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1068-67-A 

APPLICANT — The  Trustees  of  Columbia  University  in  the 
City  of  New  York,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  the  term  of  variance  which  expired  February 
20,  1970 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  re-  Air  Supported  Field 
House. 

PREMISES  AFFECTED —  533  West  218th  Street,  north¬ 
west  corner  of  Broadway,  Block  2244,  Lot  1,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  to  reopen  and  extend 
the  term  of  variance  withdrawn  at  the  request  of  the  ap¬ 
plicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


735-70-A 

APPLICANT — William  IT.  Byrne  of  Bilbyrne  Corporation 
for  Baracca  Studios,  Incorporated,  owner,  Abraham  and 
Straus,  lessee. 

SUBJECT — Application  December  14,  1970 — Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  Fire  retardant 
paint. 

PREMISES  AFFECTED — 420  Fulton  Street,  south  side, 
93  feet  west  of  Hoyt  Street,  14-30  Hoyt  Street  and  177 
Livingston  Street,  Block  156,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


538-67-BZ — Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Caldo  Corporation, 
owner;  The  Greenpoint  Savings  Bank,  lessee. 

SUBJECT — Application  reopened  October  6,  1970  as  Vol¬ 
ume  II — decision  of  the  Borough  Superintendent,  under 
Sections.  72-01  fb)  and  72-21  of  the  Zoning  Resolution, 
to  permit  in  a  Cl-2  district,  the  maintenance  of  an  illum¬ 
inated  sign  that  exceeds  the  permitted  surface  area. 
PREMISES  AFFECTED — 41-60  to  41-80  Main  Street  and 
133-30  to  133-50  Sanford  Avenue,  Block  5121,  Lot  23, 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  Vassalotti. 

For  Opposition :  None. 

AC  1  ION  OF  BOARD — Laid  over  to  March  16,  1971,  at 
10  A.M.,  for  decision.  Hearing  closed.  Previously  inspected. 


1066-67-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Harold  Sussman, 
owner ;  Campus  Book  Stores,  Incorporated,  lessee. 

SL  EJEC  r — Application  December  15,  1967 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 


ing  Resolution,  to  permit  in  an  R6  district,  in  an  existing 
one  story  structure  occupied  as  automotive  service  station, 
repair  shop  and  bookstore  previously  before  the  Board, 
the  erection  of  an  enlargement  to  the  book  store. 
PREMISES  AFFECTED — 65-01  Kissena  Boulevard,  south¬ 
east  corner  of  65th  Avenue,  Block  6742,  Lot  10,  Flushing, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug  and  Harold  Sussman. 
For  Opposition :  None. 

AC1  ION  OF  BOARD — Laid  over  to  March  16,  1971,  at 
10  A.M.,  for  decision.  Hearing  closed.  Previously  inspected. 


18-69-BZ— Vol.  Ill 

APPLICANT — Buckley  and  Ivisseloff  for  Emalie  Hackard 
and  Chemical  Bank,  New  York  Trust  Company,  owner. 

SUBJECT — Application  reopened  December  15,  1970  as 
Volume  III — decision  of  the  Borough  Superintendent, 
under  Section  72-21  of  the  Zoning  Resolution,  and  Section 
666  of  the  New  York  City  Charter  to  permit  in  a  C5-3 
district,  at  an  existing  office  building  presently  under  con¬ 
struction,  the  conversion  of  mechanical  space  to  rented 
floor  area  that  increases  the  degree  of  non-compliance. 

PREMISES  A£FECTED — 489  Fifth  Avenue,  east  side,  73 
feet  south  of  East  42nd  Street,  12  East  42nd  Street,  Block 
1276,  Lots  4  and  68,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff,  Jesse  J.  Secoles  and 
Reva  D.  Ferrucci. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  March  16,  1971,  at 
10  A.M.,  for  decision.  Hearing  closed.  Previously  inspected. 


545-70-BZ 

APPLICANT — Edwin  Storch  for  Queens  Stewart  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  September  15,  1970 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Res¬ 
olution,  to  permit  in  an  R5  district,  the  erection  of  a  three 
story,  two  family  dwelling  that  encroaches  on  the  required 
side  yard  and  has  less  than  the  required  open  space  ratio. 

PREMISES  AFFECTED — 34-37  59th  Street,  east  side, 
178.80  feet  south  of  Broadway,  Block  1198,  Lot  23,  Wood- 
side,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Edwin  Storch. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  March  16,  1971,  at 
10  A.M.,  for  decision.  Hearing  closed.  Previously  inspected. 


595-70-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Madison  Holding  Corporation,  owner. 

SUBJECT — Application  September  30,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution  to  permit  in  an  R8  and  R10  district,  the  erection 
of  a  31  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio  and  has  less  than  the  required  lot  area 
per  room. 

PREMISES  AFFECTED— 1673  to  1685  York  Avenue, 
northwest  corner  of  East  88th  Street,  Block  1565,  Lots 
19,  21-27,  29,  30,  120,  128,  Borough  of  Manhattan.  . 
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APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum,  Martin  Sugarman, 
Philip  Birnbaum  and  Kenneth  Singer. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  March  16,  1971,  at 
10  A.  M.,  for  continued  hearing;  applicant  to  submit 
additional  ’information ;  previously  inspected. 


625-70-BZ 

APPLICANT — Murray  Rudman  and  David  Pell  for  Nich¬ 
olas  G.  Nadola,  owner ;  L.  Glashow  Inc.,  lessee. 

SUBJECT — Application  October  16,  1970— decision  of  the 

"  Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  Cl-3  district,  in  an  existing  two 
story  building,  the  change  in  occupancy  of  the  hrst  tloor 
store  to  a  limited  contractors  establishment. 

PREMISES  AFFECTED— 2921  Heath  Avenue,  southwest 
corner  of  West  230th  Street,  Block  3260,  Lot  31,  Borough 
of  The  Bronx. 


APPEARANCES— 

For  Applicant:  Murray  Rudman. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  March  16,  1971,  at 
10  A.M.,  for  continued  hearing.  Applicant  to  submit 
additional  information.  Previously  inspected. 


630-70-BZ 

APPLICANT — Buckley  and  Kisseloff  for  St.  Andrew  As¬ 
sociates,  owner,  Capitol  Industries,  Inc.,  lessee.. 

SUB TECT— Application  October  16,  1970^— decision  of  the 
Borough  Superintendent,  under  Section  666  of  the  New 
York  City  Charter  and  Section  72-01  (b)  of  the  Zoning 
Resolution,  to  permit  in  a  C6-6  district,  on  an  office  build¬ 
ing  the  installation  of  illuminated  signs  .  that  exceeds  the 
permitted  surface  area,  exceeds  the  permitted  height  above 
curb  level  and  an  advertising  sign  that  encroaches  on  the 
adjoining  lot. 

PREMISES  AFFECTED— 1368  to  1374  Avenue  of  the 
Americas,  64  to  68  West  56th  Street,  southeast  corner,  71 
West  55th  Street,  Block  1271,  Lots  6,  70,  71  and  73,  Bor¬ 
ough  of  Manhattan. 


APPEARANCES— 

For  Applicant :  Samuel  J.  Kisseloff,  Maxwell  Lincer  and 
Mortimer  Edelstein. 

For  Opposition:  None. 

A.CTION  OF  BOARD — Laid  over  to  March  16,  1971,  at 
10  A.M.,  for  decision.  Hearing  closed.  Previously  in¬ 
spected. 


652-70-BZ 

APPLICANT — Howard  Miller  for  Nicola  DiLorenzo, 


owner. 

SUBJECT— Application  November  2,  1970— decision  of  the 
Borough  Superintendent,  under  Section  73-27  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  the  change  in 
use  of  an  existing  one  story  building  from  store  and 
dwellings  to  a  funeral  establishment  and  dwelling. 

PREMISES  AFFECTED— 4502  to  4506  Avenue  D  south¬ 
east  corner  of  East  45th  Street,  Block  4979,  Lots  1  and  3, 
Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  Howard  Miller,  Marvin  Wiener  and  Frank 

For  Opposition:  Peter  J.  Notaro,  Frank  Abbadessa  and 
Ernest  M.  Jones. 


ACTION  OF  BOARD— Laid  over  to  March  16,  1971,  at 
10  A.M.,  for  decision.  Hearing  closed.  Previously  in¬ 
spected. 

662-70-BZ 

APPLICANT— Albert  Melniker  for  Aaron  Levine,  owner; 
NuCastle  Motors,  Inc.,  lessee. 

SUBJECT— Application  November  5,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-1  district,  the  con¬ 
struction  of  an  open  automobile  sales  establishment  with 
accessory  office. 

PREMISES  AFFECTED— 2175  Hylan  Boulevard  north 
side,  45.23  feet  west  of  Midland  Avenue,  Block  3591,  Lot 
57,  Grant  City,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  April  6,  1971,  at  10 
A.M.,  for  continued  hearing  at  the  request  of  the  com¬ 
munity  planning  board ;  previously  inspected. 


669-70-BZ 

APPLICANT— Buckley  &  Kisseloff  for  Romi  Cohen  & 
Leon  Traube,  owner. 

SUBJECT— Application  November  6,  1970— decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  store  and  residential  building  that  encroaches  on  the 
required  front  yard  and  with  accessory  parking. 

PREMISES  AFFECTED — 3555  Hylan  Boulevard,  north¬ 
west  corner  of  Redgrave  Avenue,  Block  5108,  Lots  13.  18, 
21,  23.  25,  27,  28,  29,  31-33,  38,  part  of  Lots  11  and  40, 
New  Dorp,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff. 

For  Opposition:  J.  A.  Sherry,  Shirlee  Solomon  Veronica 
Marth,  Louis  Squassoni  and  Rosemary  Nattland. 

ACTION  OF  BOARD — Laid  over  to  March  16,  1971,  at 
10  A. M.,  for  continued  hearing  at  the  request  of  the  ap- 
nlicant. 


708-70-BZ 


APPLICANT — Larry  Meltzer  for  Nettie  Bressner,  owner. 

SUBJECT— Application  November  23,  1970— decision  of 
the  Borough  Superintendent,  under  Sections  72-21  and 
11-412  of  the  Zoning  Resolution,  to  permit  in  an  R2  dis¬ 
trict,  the  erection  of  a  one  story  enlargement  to  an  exist¬ 
ing  two  family  dwelling  previously  before  the  Board,  that 
increases  the  degree  of  non-compliance  in  floor  area  ratio 
and  open  space  ratio. 

PREMISES  AFFECTED— 131  Beach  135th  Street  west 
side  671.21  feet  south  of  Rockaway  Beach  Boulevard, 
i^?«n  Tnt  41  Belle  Harbor,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  March  16,  1971,  at 
10  AM.,  for  continued  hearing;  previously  inspected. 


725-70-BZ 

APPLICANT— Leonard  F.  Rothkrug,  for  Xheudet  Mustafa, 


owner. 

SIJBTECT _ Application  December  4,  1970 — decision  of  the 

Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
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Resolution,  to  permit  in  a  Cl-2  district,  the  enlargement 
in  area  of  an  existing  one  story  building  that  encroaches 
on  the  required  side  yard  and  the  maintenance  of  the 
Automobile  repair  establishment. 

PREMISES  AFFECTED — 11  Slater  Boulevard,  north  side, 
108.09  feet.  east  of  Hylan  Boulevard,  Block  3656,  Lot  69 
Dongan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug  and  Xheudet  Mustafa. 
For  Opposition:  Joan  Kass. 

ACTION  OF  BOARD — Laid  over  to  March  16,  1971,  at 
10  A.M.,  for  decision ;  previously  inspected ;  hearing  closed. 


761-70-BZ 

APPLICANT — George  Fuchs  for  Oak-Dene  Realty  Cor¬ 
poration,  owner;  Charles  Friedman,  lessee. 

SUBJECT — Application  December  30,  1970 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  and  73-50  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-5  district,  in  an  existing 
8  story  building,  the  use  of  a  portion  of  the  first  floor  as  a 
store  with  show  windows,  entrances  and  signs  within  20 
feet  of  a  residence  district. 

PREMISES  AFFECTED — 3  to  5  West  8th  Street,  north 
side,  100  feet  west  of  5th  Avenue,  Block  572,  Lot  45,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  George  Fuchs. 

For  Opposition :  Doris  Diether. 

ACTION  OF  BOARD — Laid  over  to  April  6,  1971,  at  10 
A.M.,  for  continued  hearing  and  to  receive  a  report  as  to 
the  progress  of  the  applicant  with  the  Landmarks  Preser¬ 
vation  Commission.  Previously  inspected. 


327-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Theodore  J.  Burke, 
owner. 

SUBJECT — Application  May  28,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  district,  the  installation 
of  an  advertising  sign  that  encroaches  on  the  minimum 
distance  to  a  park  and  arterial  highway. 

PREMISES  AFFECTED — 34-09  126th  Street,  southeast 
corner  of  34th  Avenue,  Block  1822,  Lot  1,  Flushing,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  Samuel  Bodian  for  Park  Dept. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative :  . ; .  0 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  January  5,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  26,  1971;  then  to  February 
17,  1971 ;  then  to  March  2,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  14,  1971,  acting  on  B.N.  Applic.  2940/1969, 
reads : 


“1.  Proposed  Business  Sign  within  100'  of  boundary 
of  an  adjoining  Residence  District  and  which  also  ad¬ 
joins  a  public  park  and  not  facing  165°  and  not  comply¬ 
ing  to  a  Cl  district  is  contrary  to  Sec.  42-541  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
ill  this  case  it  is  unable  to  make  fhiding(s)  a,  b  and  c,  under 
Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  14,  1971,  acting  on  B.N.  Applic.  2940/1969, 
Objection  Nos.  1  and  2,  be  and  it  hereby  is  affirmed  and  that 
the  application  be  and  it  hereby  is  denied. 


523-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Hunter  Associates, 
owner. 

SUBJECT— Application  August  27,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  erection  of  a 
one  story  and  cellar  building  for  use  as  a  metal  and  plastic 
manufacturing  establishment. 

PREMISES  AFFECTED — 37-05  108th  Street,  southeast 
corner  of  o7th  Avenue,  Block  1/77,  Lots  1  and  4,  Corona, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  Marmo  P.  Jeantef. 
RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  q 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
February  9,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  March  2,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent 
dated  July  28,  1970,  acting  on  N.  B.  Applic.  30/1970,  reads: 

“1.  Proposed  Factory  (Metal  &  Plastic  Products, 
Office)  Use  Group  17B,  located  on  a  plot  in  an  R6  Zone 
is  contrary  to  Section  42-14  Zoning  Resolution. 

Note  :  There  are  no  Bulk  provisions  for  non-conforming 
uses  in  Residence  Districts.  Refer  to  B.  S.  &  A.  for 
their  determination.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  finding (s)  a,  b  and  c,  under 
Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent 
dated  July  28,  1970,  acting  on  N.  B.  Applic.  30/1970,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  affirmed  and  that  the  applica¬ 
tion  be  and  it  hereby  is  denied. 


612-70-BZ 

APPLICANT — Lama  and  Vassalotti  for  Charles  Wallach, 
owner. 

SUBJECT— Application  October  9,  1970— decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  72-21 
of  the  Zoning  Resolution  to  permit  in  a  Cl-2  and  R3-2 
district,  the  enlargement  in  area  of  the  accessory  parking 
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space  for  an  automobile  rental  and  service  establishment 
previously  before  the  Board. 

PREMISES  AFFECTED— 164-17  Union  Turnpike,  78-26 
to  78-34  165th  Street,  Block  6972,  Lot  21,  Flushing,  Bor¬ 
ough  of  Queens. 


APPEARANCES— 

For  Applicant :  James  E.  Vassalotti  and  Charles  Wallach. 
RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Objection  withdrawn. 

ACTION  OF  BOARD — Application  granted  on  condition. 


APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  - 

Negative :  .  u 


THE  VOTE—  _  , 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Beckei, 
Commissioner  Klein,  Commissioner  Madigan  an 

Commissioner  Nolan  . 

Negative :  . 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  15,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  19,  1971 ;  then  to  February  2, 
1971 ;  then  to  February  17,  1971 ;  then  to  March  2,  19/1 ,  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  11,  1970,  acting  on  Alt.  Applic.  913/1970, 
reads : 

“1  Proposal  to  enlarge  lot  and  increase  the  area 
used  for  parking  and  storage  of  owners  cars  is  contrary 
to  Bd.  of  S.  &  A.  variance — 902-52-BZ,  Volume  IV 
dated  March  6,  1962. 

2  Proposal  to  increase  the  area  used  for  parking 
and  storage  of  owners  cars;  accessory  to  auto  rental 
agency,  Use  Group  8,  within  a  Cl -2  district  and  an  R3-2 
district  is  contrary  to  Sections  32-17  and  22-00  of  the 

Zoning  Resolution. 

3.  Proposed  curb  cut  on  164  St.  (in  an  R3-2  dis¬ 
trict)'  for  commercial  use  is  contrary  to  22-00  of  the 
Zoning  Resolution.” 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  undei 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  Cl-2  and  R3-2  district,  the  enlargement  in  area  of  the  ac¬ 
cessory  parking  spaces  for  an  automobile  rental  and  service 
establishment  previously  before  the  Board,  on  condition  that 
all  work  shall  conform  to  drawings  filed  with  this  applica¬ 
tion  marked  “Received  October  9,  1970,  3  sheets,  and 

“January  21,  1971,”  one  sheet;  and  that  all  laws,  rules  and 
regulations  applicable  be  complied  with,  and  that  substantial 
construction  completed  within  one  year  from  the  date  of  this 
resolution. 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
February  17,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  2,  1971;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  16,  1970,  acting  on  N.  B.  Applic.  404/1970, 
reads : 

“1.  Proposed  Automotive  Service  Station  in  a  C2-2 
district  is  contrary  to  Sec.  32-25  Z.R.  and  Bd.  of  St.  & 
Ap.  Cal.  No.  791-51-BZ.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-211  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a .  Special  rev- 
mit  under  Section  73-211  of  the  Zoning  Resolution,  to  permit 
the  reconstruction  of  an  existing  automotive  service  station 
with  accessory  uses  previously  before  the  Board,  on  condition 
that  all  work  shall  conform  to  drawings  filed  with  this 
application  and  marked  “Received,  October  21,  1970,”  three 
sheets,  and  that  all  laws,  rules  and  regulations  applicable 
shall  be  complied  with,  and  that  substantial  construction 
shall  be  completed  within  one  year  from  the  date  of  this 
resolution. 


651-70-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Trustees  of 
Central  States  Southeast  and  Southwest  Area  Pension 
Fund,  owner,  Mobil  Oil  Corporation,  lessee. 

SUBJECT— Application  October  30,  1970— decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C7  district,  the  recon¬ 
struction  and  maintenance  of  an  automotive  service  sta¬ 
tion  with  accessory  uses. 

PREMISES  AFFECTED— 500  Baychester  Avenue,  north¬ 
east  corner  of  Bartow  Avenue,  Block  5141,  Lot  101,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposes  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 


636-70-BZ 

APPLICANT — Lama  &  Vassalotti  for  Mobil  Oil  Corpora¬ 
tion,  owner. 

SUBJECT— Application  October  21,  1970— Appeal  from  a 
decision  of  the  Borough  Superintendent  under  Section 
73-211  of  the  Zoning  Resolution,  to.  permit  in  a  C2-2  dis¬ 
trict,  the  reconstruction  of  an  existing  automotive  service 
station  with  accessory  uses  previously  before  the  Board. 

PREMISES  AFFECTED— 105-55  Horace  Harding  Ex¬ 
pressway,  northwest  corner  of  lOoth  Street,  Block  1964, 
Lot  23,  Corona,  Borough  of  Queens. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  ^ 

Negative:  .  u 


IE  RESOLUTION — 

A^hereas,  a  public  hearing  was  held  on  this  application  on 
cember  15,  1970,  after  due  notice  by  publication  in  the 
lletin;  laid  over  to  January  19,  1971;  then  to  February 
1971 ;  then  to  February  17,  1971 ;  then  to  March  2,  1971 ; 
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Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  23,  1970,  acting  on  N.B.  Applic.  188/1969, 
reads : 

“1.  Proposed  New  Bldg,  to  replace  existing  gas 
station  (C.O.  31050)  in  a  C7  district  is  contrary  to  Sec¬ 
tion  32-25  of  the  Zoning  Resolution  in  that  the  Use 
Group  designation  for  an  Automobile  Service  Station 
was  changed  from  Use  Group  13  to  Use  Group  16. 

Note:  (This  Application  was  filed  prior  to  the 
change  in  Use  Groups,  but  no  Permit  has  been  issued).” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  ;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made  under 
Section  73-211  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-211  of  the  Zoning  Resolution,  to  permit  in 
a  C7  district,  the  reconstruction  and  maintenance  of  an  auto¬ 
motive  service  station  with  accessory  uses,  on  condition  that 
all  work  shall  substantially  conform  to  drawings  filed  with 
this  application  marked  “Received  October  30,  1970,”  3 
sheets,  and  “February  11,  1971,”  one  sheet;  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


Adjourned:  12:35  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MARCH  2,  1971,  2  P.M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


686-70-A 

APPLICANT — Krajack  Tank  Lines,  Incorporated,  owner. 
SUBJECT — Application  November  13,  1970 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  gear  ratio  to  limit 
speed  of  trucks. 

APPEARANCES— 

For  Applicant:  Morton  E.  Kiel,  Joe  Krajack,  Jr.  and 
Michael  Kobryn. 

For  Administration:  Lt.  J.  P.  Manfredi  and  Capt.  J.  F. 
Petraglia,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
October  30,  1970,  reads  : 

“In  reply  to  your  letter  of  October  23,  1970  you  are 
advised  that  the  requirement  for  a  transmission  with  a 
gear  ratio  of  not  less  than  9.5  to  1  remains  in  effect  with 
respect  to  tank  trucks  transporting  gasoline  or  inflamma¬ 
ble  mixtures,  etc.  It  is  our  experience  and  understanding 
that  this  gear  ratio  does  not  limit  the  speed  of  a  truck  to 
twenty-five  (25)  miles  per  hour  in  New  York  City,  or  on 
the  open  highway. 


After  consideration,  it  is  our  decision  that  the  regu¬ 
lation  should  not  be  modified  and  your  request  is,  there¬ 
fore  denied.” 

and 

Whereas,  the  application  has  been  reviewed  by  a  com¬ 
mittee  of  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  October  30,  1970,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  all  laws,  rules  and  regulations  be  complied  with. 


731-70-A 

APPLICANT — Percy  Cashmore  for  Alan  Investors  Corpo¬ 
ration,  owner. 

SUBJECT — Application  December  11,  1970 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  escalator 
enclosure. 

PREMISES  AFFECTED — 150  Broadway,  northeast  corner 
of  Liberty  Street,  Block  64,  Lots  12  and  14,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Fred  L.  Liebmann  and  Percy  Cashmore. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  1,  1970  on  Alt.  Applic.  776-70,  reads: 

“Cl — Provide  for  proposed  new  escalators  from  1st 
to  3rd  floor  (2  opening  in  successive  floor)  enclosure  as 
per  Sec.  C26-638.0.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  December  1,  1971,  acting  on  Alt.  Applic. 
776-70,  Objection  No.  Cl,  be  and  it  hereby  is  modified,  and 
that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  building  shall  conform  to  drawings  marked  “Re¬ 
ceived,  February  24,  1971,”  three  sheets,  and  that  all  laws, 
rules  and  regulations  applicable  shall  be  complied  with. 


15-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Corporation,  owner. 

SUBJECT — Application  January  13,  1971 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  Erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 22  Ovis  Place,  south  side, 
166.50  feet  west  of  Hylan  Boulevard,  Block  5026,  Lot  123, 
Bay  Terrace,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  . . ..  .  0 
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THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971  on  N.B.  Applic.  3490-69,  reads: 

“The  street  giving  access  to  the  structure  is  not  duly 
placed  on  the  official  map.  Therefore,  no  certificate  of 
occupancy  can  be  issued,  as  per  Article  3,  Section  36 
of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971,  acting  on  N.B.  Applic.  3490-69,  be 
and  it  hereby  is  modified  under  the  powers  vested  in  the 
Board  by  Section  36  of  the  General  City  Law,  and  that  the 
appeal  be  and  it  hereby  is  granted,  on  condition  that  the  side¬ 
walk,  curb,  curb  cut  and  pavement  be  to  the  middle  of  the 
street  in  accordance  with  the  standards  of  the  Department  of 
Highways,  and  on  further  condition  that  the  building  shall 
comply  with  drawings  marked  “Received,  January  13,  1971,’ 
three  sheets,  and  that  all  laws,  rules  and  regulations  appli¬ 
cable  be  complied  with. 


16-71-A 

APPLICANT— Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  Erection 
of  building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 23  Thayer  Place,  north  side, 
165.91  feet  west  of  Hylan  Boulevard,  Block  5027,  Lot  41, 
Bay  Terrace,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971  on  N.B.  Applic.  3462-69,  reads : 

“The  street  giving  access  to  the  structure  is  not  duly 
placed  on  the  official  map.  Therefore,  no  certificate  of 
occupancy  can  be  issued,  as  per  Article  3,  Section  36, 
of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971,  acting  on  N.B.  Applic.  3462-69,  be 
and  it  hereby  is  modified  under  the  powers  vested  in  the 
Board  by  Section  36  of  the  General  City  Law,  and  that  the 
appeal  be  and  it  hereby  is  granted,  on  condition  that  the  side¬ 
walk,  curb,  curb  cut  and  pavement  be  to  the  middle  of  the 
street  in  accordance  with  the  standards  of  the  Department 
of  Highways,  and  on  further  condition  that  the  building  shall 
comply  with  drawings  marked  “Received,  January  13,  1971, 
three  sheets,  and  that  all  laws,  rules  and  regulations  appli¬ 
cable  be  complied  with. 

17-71-A 

APPLICANT— Albert  Melniker  for  Cotra  Construction 
Company,  owner. 


SUBJECT— Application  January  13,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  legal  street. 

PREMISES  AFFECTED— 27  Thayer  Place,  north  side, 
140.63  feet  west  of  Hylan  Boulevard,  Block  5027,  Lot  40, 
Bay  Terrace,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971  on  N.B.  Applic.  3463-69,  reads: 

“The  street  giving  access  to  the  structure  is  not  duly 
placed  on  the  official  map.  Therefore,  no  certificate  of 
occupancy  can  be  issued,  as  per  Article  3,  Section  36  of 
the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971,  acting  on  N.B.  Applic.  3463-69,  be 
and  it  hereby  is  modified  under  the  powers  vested  in  the 
Board  by  Section  36  of  the  General  City  Law,  and  that  the 
anpeal  be  and  it  hereby  is  granted,  on  condition  that  the 
sidewalk,  curb,  curb  cut  and  pavement  be  to  the  middle  of 
the  street  in  accordance  with  the  standards  of  the  Department 
of  Highways,  and  on  further  condition  that  the  building  shall 
comply  with  drawings  marked  “Received,  January  13,  1971.” 
three  sheets,  and  that  all  laws,  rules  and  regulations  appli¬ 
cable  be  complied  with. 


18-71-A 

APPLICANT— Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT— Application  January  13,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  legal  street. 

PREMISES  AFFECTED— 29  Thayer  Place,  north  side, 
118.90  feet  west  of  Hylan  Boulevard,  Block  5027,  Lot  38, 
Bay  Terrace,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker. 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  ® 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  Tanuary  4,  1971  on  N.  B.  Applic.  3464-69,  reads : 

“The  street  giving  access  to  the  structure  is  not  duly 
placed  on  the  official  map.  Therefore,  no  Certificate  of 
Occupancy  can  be  issued,  as  per  Article  3,  Section  36  of 
the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 
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Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  January  4,  1971  acting  on  N.  B.  Applic.  3464-69,  be 
and  it  hereby  is  modified  under  the  powers  vested  in  the 
Board  by  Section  36  of  the  General  City  Law,  and  that  the 
appeal  be  and  it  hereby  is  granted,  on  condition  that  the 
sidewalk,  curb,  curb  cut  and  pavement  be  to  the  middle  of  the 
street  in  accordance  with  the  standards  of  the  Department  of 
Highways,  and  on  further  condition  that  the  building  shall 
comply  with  drawings  marked  “Received,  January  13,  1971,’’ 
three  sheets,  and  that  all  laws,  rules  and  regulations  applica¬ 
ble  be  complied  with. 


19-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — -Application  January  13,  1971 — Filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  Erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 33  Thayer  Place,  north  side, 
97.27  feet  west  of  Hylan  Boulevard,  Block  5027,  Lot  37, 
Bay  Terrace,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971  on  N.  B.  Applic.  3465-69,  reads: 

“The  street  giving  access  to  the  structure  is  not  duly 
placed  on  the  official  map.  Therefore,  no  Certificate  of 
Occupancy  can  be  issued,  as  per  Article  3,  Section  36  of 
the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  January  4,  1971  acting  on  N.  B.  Applic.  3465-69,  be 
and  it  hereby  is  modified  under  the  powers  vested  in  the 
Board  by  Section  36  of  the  General  City  Law,  and  that  the 
appeal  be  and  it  hereby  is  granted,  on  condition  that  the  side¬ 
walk,  curb,  curb  cut  and  pavement  be  to  the  middle  of  the 
street  in  accordance  with  the  standards  of  the  Department  of 
Highways,  and  on  further  condition  that  the  building  shall 
comply  with  drawings  marked  “Received,  January  13,  1971,” 
three  sheets,  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with. 


20-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971 — Filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  Erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 35  Thayer  Place,  north  side, 
75.62  feet  west  of  Hylan  Boulevard,  Block  5027,  Lot  35, 
Bay  Terrace,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  . . .  5 

Negative:  .  0 

THE  RESOLUTION— 


W  hereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971  on  N.B.  Applic.  3466-69,  reads: 

“The  street  giving  access  to  the  structure  is  not  duly 
placed  on  the  official  map.  Therefore,  no  Certificate  of 
Occupancy  can  be  issued,  as  per  Article  3,  Section  36, 
of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971,  acting  on  N.B.  Applic.  3466-69,  be  and 
it  hereby  is  modified  under  the  powers  vested  in  the  Board 
by  Section  36  of  the  General  City  Law,  and  that  the  appeal 
be  and  it  hereby  is  granted,  on  condition  that  the  sidewalk, 
curb,  curb  cut  and  pavement  be  to  the  middle  of  the  street 
in  accordance  with  the  standards  of  the  Department  of  High¬ 
ways,  and  on  further  condition  that  the  building  shall  comply 
with  drawings  marked  “Received,  January  13,  1971,”  three 
sheets,  and  that  all  laws,  rules  and  regulations  applicable  be 
complied  with. 


21-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  Erection 
of  building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 37  Thayer  Place,  north  side, 
53.95  feet  west  of  Hylan  Boulevard,  Block  5027,  Lot  34, 
Bay  Terrace,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  . .• .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971  on  N.B.  Applic.  3467-69,  reads: 
“The  street  giving  access  to  the  structure  is  not  duly 
placed  on  the  official  map.  Therefore,  no  Certificate  of 
Occupancy  can  be  issued,  as  per  Article  3,  Section  36, 
of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971,  acting  on  N.B.  Applic.  3467-69,  be 
and  it  hereby  is  modified  under  the  powers  vested  in  the 
Board  by  Section  36  of  the  General  City  Law,  and  that  the 
appeal  be  and  it  hereby  is  granted,  on  condition  that  the  side¬ 
walk,  curb,  curb  cut  and  pavement  be  to  the  middle  of  the 
street  in  accordance  with  the  standards  of  the  Department 
of  Highways,  and  on  further  condition  that  the  building 
shall  comply  with  drawings  marked  “Received,  January  13, 
1971,”  three  sheets,  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with. 
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22-71-A 

APPLICANT— Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT— Application  January  13,  1971— Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  Erection 
of  building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 41  Thayer  Place,  north  side, 
32.28  feet  west  of  Hylan  Boulevard,  Block  5027,  Lot  32, 
Bay  Terrace,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971  on  N.B.  Applic.  3468-69,  reads: 

“The  street  giving  access  to  the  structure  is  not  duly 
placed  on  the  official  map.  Therefore,  no  Certificate  of 
Occupancy  can  be  issued,  as  per  Article  3,  Section  36, 
of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved ,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971,  acting  on  N.B.  Applic.  3468-69,  be 
and  it  hereby  is  modified  under  the  powers  vested  in  the 
Board  by  Section  36  of  the  General  City  Law,  and  that  the 
appeal  be  and  it  hereby  is  granted,  on  condition  that  the 
sidewalk,  curb,  curb  cut  and  pavement  be  to  the  middle  of 
the  street  in  accordance  with  the  standards  of  the  Depart¬ 
ment  of  Highways,  and  on  further  condition  that  the  build¬ 
ing  shall  comply  with  drawings  marked  “Received,  January 
13,  1971,”  three  sheets,  and  that  all  laws,  rules  and  regula¬ 
tions  applicable  be  complied  with. 


23-71-A 

APPLICANT— Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection 
of  building  not  fronting  legal  street. 

PREMISES  AFFECTED— 40  Ovis  Place,  south  side,  24 
feet  west  of  Hylan  Boulevard,  Block  5026,  Lot  131,  Bay 
Terrace,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971  on  N.B.  Applic.  3496-69,  reads: 

“The  street  giving  access  to  the  structure  is  not 
duly  placed  on  the  official  map.  Therefore,  no  certificate 
of  occupancy  can  be  issued,  as  per  Article  3,  Section  36, 
of  the  General  City  Law.” 


and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971,  acting  on  N.B.  Applic.  3496-69,  be  and 
it  hereby  is  modified  under  the  powers  vested  in  the  Board 
by  Section  36  of  the  General  City  Law,  and  that  the 
appeal  be  and  it  hereby  is  granted,  on  condition  that,  the 
sidewalk,  curb,  curb  cut  and  pavement  be  to  the  middle 
of  the  street  in  accordance  with  the  standards .  of  the 
Department  of  Highways,  and  on  further  condition  that 
the  building  shall  comply  with  drawings  marked  “Received, 
January  13,  1971,”  three  sheets,,  and  that  all  laws,  rules  and 
regulations  applicable  be  complied  with. 


24-71-A 

APPLICANT— Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT— Application  January  13,  1971— filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  legal  street. 

PREMISES  AFFECTED— 36  Ovis  Place,  south  side, 
47.75  feet  west  of  Hylan  Boulevard,  Block  5026,  Lot  129, 
Bay  Terrace,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971  on  N.B.  Applic.  3495-69,  reads : 

“The  street  giving  access  to  the  structure  is  not 
duly  placed  on  the  official  map.  Therefore,  no  certificate 
of  occupancy  can  be  issued,  as  per  Article  3,  Section  36, 
of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971  acting  on  N.B.  Applic.  3495-69,  be 
and  it  hereby  is  modified  under  the  powers  vested  in  the 
Board  by  Section  36  of  the  General  City  Law,  and  that  the 
appeal  be  and  it  hereby  is  granted,  on  condition  that  the  side¬ 
walk,  curb,  curb  cut  and  pavement  be  to  the  middle  of  the 
street  in  accordance  with  the  standards  of  the  Department  of 
Highways,  and  on  further  condition  that  the  building  shall 
comply  with  drawings  marked  “Received,  January  13,  1971,” 
three  sheets,  and  that  all  laws,  rules  and  regulations  appli¬ 
cable  be  complied  with. 


25-71-A 

APPLICANT— Albert  Melniker  for  Cotra  Construction 
Corporation,  owner. 

SUBJECT— Application  January  13,  1971— filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  legal  street. 

PREMISES  AFFECTED— 34  Ovis  Place,  south  side,  71.50 
feet  west  of  Hylan  Boulevard,  Block  5026,  Lot  128,  Bay 
Terrace,  Borough  of  Richmond. 
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APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971  on  N.  B.  Applic.  3494-69,  reads: 

“The  street  giving  access  to  the  structure  is  not  duly 
placed  on  the  official  map.  Therefore,  no  certificate  of 
occupancy  can  be  issued,  as  per  Article  3,  Section  36,  of 
the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971  acting  on  N.B.  Applic.  3494-69,  be 
and  it  hereby  is  modified  under  the  powers  vested  in  the 
Board  by  Section  36  of  the  General  City  Law,  and  that  the 
appeal  be  and  it  hereby  is  granted,  on  condition  that  the  side¬ 
walk,  curb,  curb  cut  and  pavement  be  to  the  middle  of  the 
street  in  accordance  with  the  standards  of  the  Department  of 
Highways,  and  on  further  condition  that  the  building  shall 
comply  with  drawings  marked  “Received,  January  13,  1971,” 
three  sheets,  and  that  all  laws,  rules  and  regulations  appli¬ 
cable  be  complied  with. 


26-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Corporation,  owner. 

SUBJECT — Application  January  13,  1971 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  Erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 30  Ovis  Place,  south  side,  95.25 
feet  west  of  Hylan  Boulevard,  Block  5026,  Lot  127,  Bay 
Terrace,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971  on  N.  B.  Applic.  3493-69,  reads : 

“The  street  giving  access  to  the  structure  is  not  duly 
placed  on  the  official  map.  Therefore,  no  certificate  of 
occupancy  can  be  issued,  as  per  Article  3,  Section  36  of 
the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971,  acting  on  N.B.  Applic.  3493-69,  be 
and  it  hereby  is  modified  under  the  powers  vested  in  the 
Board  by  Section  36  of  the  General  City  Law,  and  that  the 
appeal  be  and  it  hereby  is  granted,  on  condition  that  the 
sidewalk,  curb,  curb  cut  and  pavement  be  to  the  middle  of 


the  street  in  accordance  with  the  standards  of  the  Depart¬ 
ment  of  Highways,  and  on  further  condition  that  the  building 
shall  comply  with  drawings  marked  “Received  January  13, 
1971,”  three  sheets,  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with. 

27-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Corporation,  owner. 

SUBJECT — Application  January  13,  1971 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  erection 
of  building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 28  Ovis  Place,  south  side,  119 
feet  west  of  Hylan  Boulevard,  Block  5026,  Lot  125,  Bay 
Terrace,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
■dated  January  4,  1971  on  N.B.  Applic.  3492-69,  reads: 

“The  street  giving  access  to  the  structure  is  not  duly 
placed  on  the  official  map.  Therefore,  no  certificate  of 
occupancy  can  be  issued  as  per  Article  3,  Section  36 
of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971,  acting  on  N.B.  Applic.  3492-69,  be 
and  it  hereby  is  modified  under  the  powers  vested  in  the 
Board  by  Section  36  of  the  General  City  Law._  and  that  the 
anneal  be  and  it  hereby  is  granted,  on  condition  that  the 
sidewalk,  curb,  curb  cut  and  pavement  be  to  the  middle  of 
the  street  in  accordance  with  the  standards  of  the  Depart¬ 
ment  of  Highways,  and  on  further  condition  that  the  building 
shall  comply  with  drawings  marked  “Received,  January  13, 
1971.”  three  sheets,  and  that  all  laws,  rules  and  regulations 
anplicable  be  complied  with. 

28-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Corporation,  owner. 

SUBJECT— Application  January  13,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 24  Ovis  Place,  south  side, 
142.75  feet  west  of  Hylan  Boulevard,  Block  5026,  Lot  124, 
Bay  Terrace,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971  on  N.B.  Applic.  3491-69  reads: 
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“The  street  giving  access  to  the  structure  is  not  duly 
placed  on  the  official  map.  Therefore,  no  certificate  of 
occupancy  can  be  issued  as  per  Article  3,  Section  36  of 
the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  'the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971,  acting  on  N.B.  Applic.  3491-69,  be 
and  it  hereby  is  modified  under  the  powers  vested  in  the 
Board  by  Section  36  of  the  General  City  Law,  and  that  the 
appeal  be  and  it  hereby  is  granted,  on  condition  that  the  side¬ 
walk,  curb,  curb  cut  and  pavement  be  to  the  middle  of  the 
street  in  accordance  with  the  standards  of  the  Department  of 
Highways,  and  on  further  condition  that  the  building  shall 
comply  with  drawings  marked  “Received,  January  13,  197 1 , 
three  sheets,  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with. 

29-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — -Application  January  13,  1971 — Filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  Erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 35  Ovis  Place,  north  side,  48  ' 
feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  5,  Bay 
Terrace,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971  on  N.B.  Applic.  3344-69,  reads : 

“The  street  giving  access  to  the  structure  is  not  duly 
placed  on  the  official  map.  Therefore,  no  certificate  of 
occupancy  can  be  issued  as  per  Article  3,  Section  36  of 
the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971,  acting  on  N.B.  Applic.  3344-69,  be 
and  it  hereby  is  modified  under  the  powers  vested  in  the  Board 
by  Section  36  of  the  General  City  Law,  and  that  the  appeal 
be  and  it  hereby  is  granted,  on  condition  that  the  sidewalk, 
curb,  curb  cut  and  pavement  be  to  the  middle  of  the  street  in 
accordance  with  the  standards  of  the  Department  of  High¬ 
ways,  and  on  further  condition  that  the  building  shall  comply 
with  drawings  marked  “Received,  January  13,  1971,’  three 
sheets,  and  that  all  laws,  rules  and  regulations  applicable  be 
complied  with. 


30-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT— Application  January  13,  1971— Filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  Erection  of 
building  not  fronting  on  a  legal  street. 


PREMISES  AFFECTED— 39  Ovis  Place,  north  side,  24 
feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  4,  Bay  Ter¬ 
race,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971  on  N.  B.  Applic.  3343-69,  reads: 

“The  street  giving  access  to  the  structure  is  not  duly 
placed  on  the  official  map.  Therefore,  no  certificate  of 
occupancy  can  be  issued  as  per  Article  3,  Section  36  of 
the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971,  acting  on  N.B.  Applic.  3343-69,  be 
and  it  hereby  is  modified  under  the  powers  vested  in  the 
Board  by  Section  36  of  the  General  City  Law,  and  that  the 
appeal  be  and  it  hereby  is  granted,  on  condition  that  the 
sidewalk,  curb,  curb  cut  and  pavement  be  to  the  middle  of 
the  street  in  accordance  with  the  standards  of  the  Depart¬ 
ment  of  Highways,  and  on  further  condition  that  the  building 
shall  comply  with  drawings  marked  “Received,  January  13, 
1971.”  three  sheets,  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with. 

31-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBTECT — Application  January  13,  1971 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 21  Ovis  Place,  north  side, 
147.55  feet  west  of  Thollen  Street,  Block  5028,  Lot  14,  Bay 
Terrace,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  Tanuary  4,  1971  on  N.B.  Applic.  3349-69,  reads: 

“The  street  giving  access  to  the  structure  is  not  duly 
placed  on  the  official  map.  Therefore,  no  certificate  of 
occupancy  can  be  issued  as  per  Article  3,  Section  36 
of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971,  acting  on  N.B.  Applic.  3349-69,  be 
and  it  hereby  is  modified  under  the  powers  vested  in  the 
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Board  by  Section  36  of  the  General  City  Law,  and  that  the 
appeal  be  and  it  hereby  is  granted,  on  condition  that  the 
sidewalk,  curb,  curb  cut  and  pavement  be  to  the  middle  of 
the  street  in  accordance  with  the  standards  of  the  Depart¬ 
ment  of  Highways,  and  on  further  condition  that  the  building 
shall  comply  with  drawings  marked  “Received,  January  13, 
1971,”  three  sheets,  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with. 

32-71- A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 33  Ovis  Place,  north  side,  72 
feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  6,  Bay 
Terrace,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971  on  N.B.  Applic.  3345-69,  reads : 

“The  street  giving  access  to  the  structure  is  not  duly 
placed  on  the  official  map.  Therefore,  no  certificate  of 
occupancy  can  be  issued,  as  per  Article  3,  Section  36 
of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971,  acting  on  N.B.  Applic.  3345-69,  be 
and  it  hereby  is  modified  under  the  powers  vested  in  the 
Board  by  Section  36  of  the  General  City  Law,  and  that 
the  appeal  be  and  it  hereby  is  granted,  on  condition  that 
the  sidewalk,  curb,  curb  cut  and  pavement  be  to  the  middle 
of  the  street  in  accordance  with  the  standards  of  the  De¬ 
partment  of  Highways,  and  on  further  condition  that  the 
building  shall  comply  with  drawings  marked  “Received, 
January  13,  1971,”  three  sheets,  and  that  all  laws,  rules  and 
regulations  applicable  be  complied  with. 

33-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED— 29  Ovis  Place,  north  side,  96 
feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  7,  Bay 
Terrace,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971  on  N.B.  Applic.  3346-69,  reads : 

“The  street  giving  access  to  the  structure  is  not 
duly  placed  on  the  official  map.  Therefore,  no  certificate 
of  occupancy  can  be  issued,  as  per  Article  3,  Section  36 
of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971,  acting  on  N.B.  Applic.  3346-69,  be 
and  it  hereby  is  modified  under  the  powers  vested  in  the 
Board  by  Section  36  of  the  General  City  Law,  and  that 
the  appeal  be  and  it  hereby  is  granted,  on  condition  that 
the  sidewalk,  curb,  curb  cut  and  pavement  be  to  the  middle 
of  the  street  in  accordance  with  the  standards  of  the 
Department  of  Highways,  and  on  further  condition  that 
the  building  shall  comply  with  drawings  marked  “Received, 
January  13,  1971,”  three  sheets,  and  that  all  laws,  rules  and 
regulations  applicable  be  complied  with. 


34-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 27  Ovis  Place,  north  side,  120 
feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  9,  Bay 
Terrace,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971  on  N.B.  Applic.  3347-69,  reads: 

“The  street  giving  access  to  the  structure  is  not 
duly  placed  on  the  official  map.  Therefore,  no  certificate 
of  occupancy  can  be  issued,  as  per  Article  3,  Section  36 
of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971,  acting  on  N.  B.  Applic.  3347-69,  be 
and  it  hereby  is  modified  under  the  powers  vested  in  the 
Board  by  Section  36  of  the  General  City  Law,  and  that  the 
appeal  be  and  it  hereby  is  granted,  on  condition  that  the  side¬ 
walk,  curb,  curb  cut  and  pavement  be  to  the  middle  of  the 
street  in  accordance  with  the  standards  of  the  Department  of 
Highways,  and  on  further  condition  that  the  building  shall 
comply  with  drawings  marked  “Received,  January  13,  1971,” 
three  sheets,  and  that  all  laws,  rules  and  regulations  applica¬ 
ble  be  complied  with. 

35-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 
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SUBJECT— Application  January  13,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 23  Ovis  Place,  north  side,  144 
feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  12,  Bay 
Terrace,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971  on  N.  B.  Applic.  3348-69,  reads : 

“The  street  giving  access  to  the  structure  is  not  duly 
placed  on  the  official  map.  Therefore,  no  certificate  of 
occupancy  can  be  issued,  as  per  Article  3,  Section  36  of 
the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971,  acting  on  N.  B.  Applic.  3348-69,  be 
and  it  hereby  is  modified  under  the  powers  vested  in  the 
Board  by  Section  36  of  the  General  City  Law,  and  that  the 
appeal  be  and  it  hereby  is  granted,  on  condition  that  the  side¬ 
walk,  curb,  curb  cut  and  pavement  be  to  the  middle  of  the 
street  in  accordance  with  the  standards  of  the  Department  of 
Highways,  and  on  further  condition  that  the  building  shall 
comply  with  drawings  marked  “Received,  January  13,  1971, 
three  sheets,  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


36-71-A 

APPLICANT— Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT— Application  January  13,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 42  Thayer  Place,  south  side,  40 
feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  42,  Bay 
Terrace,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971  on  N.  B.  Applic.  3454-69,  reads: 

“The  street  giving  access  to  the  structure  is  not  duly 
placed  on  the  official  map.  Therefore,  no  certificate  of 
occupancy  can  be  issued,  as  per  Article  3,  Section  36  of 
the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 


Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971,  acting  on  N.B.  Applic.  3454-69,  be 
and  it  hereby  is  modified  under  the  powers  vested  in  the 
Board  by  Section  36  of  the  General  City  Law,  and  that  the 
appeal  be  and  it  hereby  is  granted,  on  condition  that  the 
sidewalk,  curb,  curb  cut  and  pavement  be  to  the  middle  of 
the  street  in  accordance  with  the  standards  of  the  Depart¬ 
ment  of  Highways,  and  on  further  condition  that  the  building 
shall  comply  with  drawings  marked  “Received,  January  13, 
1971,”  three  sheets,  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


37-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 38  Thayer  Place,  south  side, 
63.75  feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  40, 
Bay  Terrace,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

1'HE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971  on  N.  B.  Applic.  3453-69,  reads : 

“The  street  giving  access  to  the  structure  is  not  duly 
placed  on  the  official  map.  Therefore,  no  certificate  of 
occupancy  can  be  issued,  as  per  Article  3,  Section  36 
of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971,  acting  on  N.B.  Applic.  3453-69,  be 
and  it  hereby  is  modified  under  the  powers  vested  in  the 
Board  by  Section  36  of  the  General  City  Law,  and  that  the 
appeal  be  and  it  hereby  is  granted,  on  condition  that  the 
sidewalk,  curb,  curb  cut  and  pavement  be  to  the  middle  of 
the  street  in  accordance  with  the  standards  of  the  Depart¬ 
ment  of  Highways,  and  on  further  condition  that  the  building 
shall  comply  with  drawings  marked  “Received,  January  13, 
1971,”  three  sheets,  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


38-71-A 

APPLICANT— Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT— Application  January  13,  1971— filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 36  Thayer  Place,  south  side, 
87.50  feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  39, 
Bay  Terrace,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
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THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
January  4,  1971  on  N.B.  Applic.  3365-69,  reads: 

“The  street  giving  access  to  the  structure  is  not  duly 
placed  on  the  official  map.  Therefore,  no  certificate  of 
occupancy  can  be  issued,  as  per  Article  3,  Section  36 
of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971  acting  on  N.B.  Applic.  3365-69,  be 
and  it  hereby  is  modified  under  the  powers  vested  in  the 
Board  by  Section  36  of  the  General  City  Law,  and  that  the 
appeal  be  and  it  hereby  is  granted,  on  condition  that  the  side¬ 
walk,  curb,  curb  cut  and  pavement  be  to  the  middle  of  the 
street  in  accordance  with  the  standards  of  the  Department  of 
Highways,  and  on  further  condition  that  the  building  shall 
comply  with  drawings  marked  “Received,  January  13,  1971,” 
three  sheets,  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


39-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971 — Filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 32  Thayer  Place,  south  side, 
111.25  feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  37, 
Bay  Terrace,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971  on  N.B.  Applic.  3364-69,  reads: 

“The  street  giving  access  to  the  structure  is  not  duly 
placed  on  the  official  map.  Therefore,  no  certificate  of 
occupancy  can  be  issued,  as  per  Article  3,  Section  36  of 
the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971  acting  on  N.B.  Applic.  3364-69,  be  and 
it  hereby  is  modified  under  the  powers  vested  in  the  Board 
by  Section  36  of  the  General  City  Law,  and  that  the  appeal 
be  and  it  hereby  is  granted,  on  condition  that  the  sidewalk, 
curb,  curb  cut  and  pavement  be  to  the  middle  of  the  street 
in  accordance  with  the  standards  of  the  Department  of  High¬ 
ways,  and  on  further  condition  that  the  building  shall  comply 
with  drawings  marked  “Received,  January  13,  1971,”  three 
sheets,  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


40-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 30  Thayer  Place,  south  side,  135 
feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  35,  Bay 
Terrace,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  o 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971  on  N.  B.  Applic.  3363-69,  reads: 

“The  street  giving  access  to  the  structure  is  not  duly 
placed  on  the  official  map.  Therefore,  no  certificate  of 
occupancy  can  be  issued,  as  per  Article  3,  Section  36  of 
the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971  acting  on  N.B.  Applic.  3363-69,  be 
and  it  hereby  is  modified  under  the  powers  vested  in  the 
Board  by  Section  36  of  the  General  City  Law,  and  that  the 
appeal  be  and  it  hereby  is  granted,  on  condition  that  the  side¬ 
walk,  curb,  curb  cut  and  pavement  be  to  the  middle  of  the 
street  in  accordance  with  the  standards  of  the  Department  of 
Highways,  and  on  further  condition  that  the  building  shall 
comply  with  drawings  marked  “Received,  January  13,  1971,” 
three  sheets,  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


41-71-A 

APPLICANT — Albert  Melniker  for  Cotra  Construction 
Company,  owner. 

SUBJECT — Application  January  13,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED— 26  Thayer  Place,  south  side, 
158.75  feet  west  of  Hylan  Boulevard,  Block  5028,  Lot  34, 
Bay  Terrace,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  4,  1971  on  N.  B.  Applic.  3362-69,  reads: 

“The  street  giving  access  to  the  structure  is  not  duly 
placed  on  the  official  map.  Therefore,  no  certificate  of 
occupancy  can  be  issued,  as  per  Article  3,  Section  36  of 
the  General  City  Law.” 
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and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent 
dated  January  4,  1971  acting  on  N.B.  Applic.  3362-69,  be 
and  it  hereby  is  modified  under  the  powers  vested  in  the 
Board  by  Section  36  of  the  General  City  Law,  and  that  the 
appeal  be  and  it  hereby  is  granted,  on  condition  that  the  side¬ 
walk,  curb,  curb  cut  and  pavement  be  to  the  middle  of  the 
street  in  accordance  with  the  standards  of  the  Department  of 
Highways,  and  on  farther  condition  that  the  building  shall 
comply  with  drawings  marked  “Received,  January  13,  1971,” 
three  sheets,  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


502-70-A 

APPLICANT— -Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Yeshiva  Mesifta  Arugath 
Habosem. 

SUBJECT— Application  September  8,  1970— for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 171  Hooper  Street,  north  side, 
110  feet  east  of  Lee  Avenue,  Block  2200,  Lot  63,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi  and  Capt.  J.  F.  Petra- 
glia,  F.  D. 

For  Opposition:  Antonio  Morfesis,  B.  D.,  Morton  Nagan, 
B.  D.,  Harry  Soled  and  B.  Kahn. 

ACTION  OF  BOARD — Laid  over  to  March  9,  1971,  at 
2  P.M.  for  continued  hearing.  Previously  inspected. 


503-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Yeshiva  Mesifta  Arugath 
Habosem. 

SUBJECT — Application  September  8,  1970 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 173  Hooper  Street,  north  side, 
138  feet  east  of  Lee  Avenue,  Block  2200,  Lot  62,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi  and  Capt.  J.  F.  Pet- 
raglia,  F.  D. 

For  Opposition:  Antonio  Morfesis,  B.  D.,  Morton  Nagan, 

B.  D.,  Harry  Soled  and  B.  Kahn.  _ 

ACTION  OF  BOARD — Laid  over  to  March  9,  1971,  at 
2  P.M.  for  continued  hearing.  Previously  inspected. 


621-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Grand  Paradise  Company,  Inc. 
SUBJECT — Application  October  15,  1970 — for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 318  to  330  Grand  Street,  119 
to  131  Havemeyer  Street,  southeast  corner,  265  to  271 
South  1st  Street,  Block  2396,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi  and  Capt.  J.  F. 
Petraglia,  F.  D.,  Antonio  Morfesis,  B.  D.  and  Morton 
Nagan,  B.  D. 

For  Opposition:  Kenneth  Singer  and  Rubin  Sulsky. 
ACTION  OF  BOARD— Laid  over  to  March  23,  1971,  at 
2  P.M.  for  a  continued  hearing.  Previously  inspected. 


686-69-A 

APPLICANT— Allen  A.  Sylvane  for  Bess  Kane,  owner; 
Rubin  Engelson,  lessee. 

SUBJECT — Application  November  20,  1969 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 137  Hudson  Street,  west  side, 
28  feet  north  of  Beach  Street,  Block  214,  Lot  24,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Allen  A.  Sylvane  and  Rubin  Engelson. 
For  Administration:  Lt.  J.  P.  Manfredi  and  Capt.  J.  F. 
Petraglia,  F.  D. 

ACTION  OF  BOARD— Laid  over  to  April  27,  1971,  at 
2  P.M.  for  a  progress  report.  Hearing  continued.  Pre¬ 
viously  inspected. 


738-70-A 

APPLICANT — Arthur  J.  McGee  and  Joseph  P.  Morsel- 
lino  for  Lew  Morris  Demolition  Company,  Incorporated, 
owner ;  Pfaltz  and  Bauer,  Incorporated,  lessee. 

SUBJECT — Application  December  15,  1970 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  chemical  supply 
House,  and  sprinkler  system. 

PREMISES  AFFECTED— 31-20  College  Point  Causeway, 
southwest  corner  of  128th  Street,  Block  4383,  Lot  5,  Flush¬ 
ing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Administration:  Lt.  J.  P.  Manfredi  and  Capt.  J.  F. 

Petraglia,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  March  16,  1971,  at 
2  P.M.  for  continued  hearing  at  the  request  of  the  ap¬ 
plicant.  Previously  inspected. 


750-70-A 

APPLICANT — Greyhound  Lines,  Incorporated,  owner. 
SUBJECT — Application  December  21,  1970 — appeal  from 
a  decision  of  the  Fire  Commissioner  re-  diesel  oil  pumps. 
PREMISES  AFFECTED — 525  to  531  11th  Avenue,  east 
side  of  12th  Avenue,  601  to  659  West  40th  Street,  600  to 
660  West  41st  Street,  Block  1088,  Lot  1,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  H.  M.  Cole  and  E.  D.  McGuire. 

For  Administration:  Lt.  J.  P.  Manfredi  and  Capt.  J.  F. 
Petraglia,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  March  16,  1971,  at 
2  P.M.  for  continued  hearing.  Previously  inspected. 


47-71-A 

APPLICANT — Harry  Soled  for  Yeshiva  Arugath  Habosem, 
owner. 

SUBJECT — Application  January  19,  1971 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  ex¬ 
tension  of  existing  school,  stairs  and  stair  enclosure. 
PREMISES  AFFECTED — 171  Hooper  Street,  north  side, 
119.5  feet  east  of  Lee  Avenue,  Block  2200,  Lot  63,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Harry  Soled  and  B.  Kahn. 

For  Opposition :  Antonio  Morfesis,  B.  D.  and  Morton 
Nagan,  B.  D. 
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ACTION  OF  BOARD — Laid  over  to  March  9,  1971,  at  2 
P.M.  for  continued  hearing.  Previously  inspected. 

Adjourned:  3:15  P.M. 

James  P.  Mulroy,  Secretary 


SPECIAL  MEETING 

THURSDAY  MORNING,  MARCH  4,  1971,  10  A.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

583-68-SM 

APPLICANT — Commissioner  of  Building. 

SUBJECT — Request  of  Commissioner  of  Building  to  recon¬ 


sider  action  of  April  1,  1969.  Reopened  December  15, 
1970  and  set  for  hearing  March  4,  1971. 

APPEARANCES— 

For  Applicant:  Jeremiah  T.  Walsh  and  George  Sakona 
Budding  Dept.,  John  T.  O’Hagan,  Chief  of  Fire  Dept. 
Capt.  John  F.  Petraglia  and  Lt.  John  P.  Manfredi. 

For  Opposition:  H.  L.  McGrath,  R.  E.  Van  Sicklin,  Robert 
Lindner,  Ray  Albrecht,  H.  H.  Robertson  Co.,  William 
Eipel,  P.  E.,  Fred  J.  Frei,  Jr.,  H.  H.  Robertson,  Daniel 
McGee,  James  H.  Ryan,  Inland  Ryerson  Construction 
Co.,  Nelson  S.  Burack  and  Ernest  C.  Pedersen,  P.  E. 

ACTION  OF  BOARD — Laid  over  to  March  23,  1971,  at  2 
P.  M.  for  decision;  hearing  closed. 


Adjourned:  11:30  A.M. 

James  P.  Mulroy,  Secretary 
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NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  repre¬ 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  hearing 
can  be  entertained  in  view  of  this  publication  and  of  the 
posting  of  the  calendars  on  the  bulletin  board  in  the  offices 
of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will  be 
held  in  abeyance  by  reason  of  failure  of  the  appellant  or 
applicant  to  file  necessary  data,  or  by  any  other  method  of 
delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 
in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  80 
Lafayette  Street,  9th  floor,  Manhattan,  at  five  cents  each- 
add  postage  payment  if  the  forms  are  forwarded  by  mail. 
Purchase  payment  by  postage  stamps  NOT  ACCEPTABLE. 
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PETITION  AND  ORDER  TO  SHOW  CAUSE 
SERVED  ON 

THE  BOARD  OF  STANDARDS  AND  APPEALS. 


On  February  23,  1971,  Petition  and  Order  to  Show  Cause  was 
served  on  the  Board  by  John  F.  Fitzsimons,  attorney  for  petitioner. 
Eugene  B.  O  Brien,  objecting  property  owner,  seeking  a  review  of  the 
foa,,  s  determination  on  January  26,  1971,  authorizing  under  Section 
11-324  ot  the  Zoning  Resolution  the  additional  extension  of  time  to 
complete  construction  to  December  15,  1971;  Calendar  Number  1688- 
fc i  YVoL  VII;  Premises  118-17  Union  Turnpike,  Block  3334,  T.ot 
151.  Borough  of  Queens. 


CONTENTS 


Petition  and  Order  to  Show-Cause  Served  on  The  Board 
of  Standards  and  Appeals. 

Docket. 


Notice  of  Hearing  of  Calendar. 
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DOCKET 

New  Cases  Filed  up  to  March  9,  1971 

Cal.  No.  Dept.  Premises  Affected 

1 13-7 1-SM— United  States  Steel  Homes  Exterior  Panel, 
manufactured  by  United  States  Steel  Homes,  Division 
United  States  Steel  Corporation,  Material. 


114- 71-A — B.R. — 25  Kinsey  Place,  southeast  corner  of 
Woodcliff  Avenue,  Block  1290,  Lot  61,  Mariners’  Harbor, 
Borough  of  Richmond,  N.B.  329-70,  re-  number  of  occu¬ 
pants,  Building  not  fronting  on  a  legal  Street,  General 
City  Law. 

115- 71-BZ— B.B.— 1305-07  36th  Street,  northwest  corner 
of  Louisa  Street,  Block  5310,  Lots  29,  30,  Borough  of 
Brooklyn,  Alt.  No.  1895-70,  re-  proposed  enlargement  of 
auto  repair  shop,  C2-3,  R5  district. 


116-71-A— B.B.— 1305-07  36th  Street,  northwest  corner  of 
Louisa  Street,  Block  5310,  Lots  29,  30,  Borough  of 
Brooklyn,  Alt.  No.  1895-70,  re-  Class  111  building,  exten¬ 
sion  of  motor  vehicle  repair  shop,  C2-3,  R5  districts. 


117-71-BZ — B.B. — 40  Ten  Eyck  Street,  southwest  corner 
of  Lorimer  Street,  Block  3022,  Lot  16,  Borough  of 
Brooklyn,  N.B.  303-70,  re-  proposed  school,  R6  district. 


118- 71-BZ — B.R. — 299  Guyon  Avenue,  northwest  corner 
of  Hylan  Boulevard,  Block  4301,  Lot  1,  Oakwood 
Heights,  Borough  of  Richmond,  Alt.  No.  288-70,  re-  Pro¬ 
posed  medical  offices,  R2  district. 

119- 71-BZ — B.M. — 282  to  284  East  3rd  Street,  south  side, 
141  feet  2  inches  east  of  Avenue  C,  Block  372,  Lot  14, 
Borough  of  Manhattan,  N.B.  75-70,  re-  proposed  child 
day  care  center,  R7-2  district. 

120- 71-A — B.Bx. — 4440  Tibbett  Avenue,  east  side,  273.17 
feet  south  of  west  246th  Street,  Block  5806,  Lot  681, 
Riverdale,  Borough  of  Bronx,  Alt.  No.  373-70,  re-  Class 
four  building,  day  care  nursery  school,  live  load,  unen¬ 
closed  stairway,  Rl-2  and  R4  districts. 

121- 71-A — F.D. — 28-44  Fulton  Street,  southeast  corner  of 
Elizabeth  Street,  Block  202,  Lots  1  and  9,  Borough  of 
Brooklyn,  F.D.  Order  No.  3038-4  re-  sprinkler  system, 
M2-1  district. 


122-71-BZ — B.Q. — 23-12  33rd  Street,  west  side,  85  feet 
south  of  23rd  Avenue,  Block  835,  Lot  47,  Astoria,  Bor¬ 
ough  of  Queens,  N.B.  7-71,  re-  Floor  area  ratio  excessive, 
lot  area,  front  yard,  rear  yard,  R5  district. 


123-71-BZ — -B.Q. — 23-14  33rd  Street,  west  side,  1 17.50 
feet  south  of  23rd  Avenue,  Block  835,  Lot  248,  Astoria, 
Borough  of  Queens,  N.B.  8-71,  re-  floor  area  ratio  ex¬ 
cessive,  lot  area,  front  yard,  rear  yard,  R5  district. 


124-71-A — F.D. — 4216-20  Vernon  Boulevard,  west  side, 
90.28  feet  north  of  43rd  Avenue,  Block  484,  Lot  23,  Long 
Island  City,  Borough  of  Queens,  F.D.  Order  No.  70-9776, 
re-  overflow  alarm  device,  Ml-3  district. 


125-71-A — B.M. — 1180-88  5th  Avenue,  southeast  corner 
of  98th  Street,  Block  1604,  Lots  6,  13,  17,  Borough  of 
Manhattan,  N.B.  1-69,  re-  acid  neutralizing  sump,  R9 
district. 


126-71-SA — Goulds  Pumps,  Incorporated  Vertical  Pump 
Division,  Goulds  Pumps  Incorporated,  vertical  pump 
division  model  VMP  manufactured  by  Goulds  Pumps, 
Incorporated  Vertical  Pump  Division,  Appliance. 


127-71-B Z — B.M.— 250  East  Houston  Street,  north  side, 
120.4  feet  Y,  inches  east  of  Avenue  A,  Block  397,  Lot  63, 
Borough  of  Manhattan,  N.B.  2-71,.  re-  proposed  auto¬ 
motive  service  station,  illuminated  signs,  C2-5  district. 


128-7 1-A — B.R. — 38  Massachusetts  Street,  west  side, 
340.00  feet  north  of  Hylan  Boulevard,  Block  7940,  Lot  36, 
Tottenville,  Borough  of  Richmond,  N.B.  3502-69,  re¬ 
building  not  fronting  legal  street,  General  City  Law. 


129-71-A — B.R. — 42  Massachusetts  Street,  west  side, 

405.66  feet  north  of  Hylan  Boulevard,  Block  7940,  Lot  34, 
Tottenville,  Borough  of  Richmond,  N.B.  3503-69,  re¬ 
building  not  fronting  legal  street,  General  City  Law. 


130-71-A — B.R. — 46  Massachusetts  Street,  west  side, 

449.66  feet  north  of  Hylan  Boulevard,  Block  7940,  Lot  31, 
Tottenville,  Borough  of  Richmond,  N.B.  3504-69,  re¬ 
building  not  fronting  legal  street,  General  City  Law. 


131-71-A — -B.R. — 50  Massachusetts  Street,  west  side, 

493.66  feet  north  of  Hylan  Boulevard,  Block  7940,  Lot  29, 
Tottenville,  Borough  of  Richmond,  N.B.  3505-69,  re¬ 
building  not  fronting  legal  street,  General  City  Law. 


132-71-A — B.R. — 54  Massachusetts  Street,  west  side, 

537.66  feet  north  of  Hylan  Boulevard,  Block  7940,  Lot  27, 
Tottenville,  Borough  of  Richmond,  N.B.  3506-69,  re¬ 
building  not  fronting  legal  street,  General  City  Law. 


133-71-A — B.R.— 58  Massachusetts  Street,  west  side, 

581.66  feet  north  of  Hylan  Boulevard,  Block  7940,  Lot  25, 
Tottenville,  Borough  of  Richmond,  N.B.  3507-69,  re¬ 
building  not  fronting  legal  street,  General  City  Law. 


134-71-A — B.R. — 62  Massachusetts  Street,  west  side, 

625.66  feet  north  of  Hylan  Boulevard,  Block  7940,  Lot  23, 
Tottenville,  Borough  of  Richmond,  N.B.  3508-69,  re¬ 
building  not  fronting  legal  street,  General  City  Law. 


135-71-A — B.R. — 66  Massachusetts  Street,  west  side, 

669.66  feet  north  of  Hylan  Boulevard,  Block  7940,  Lot  21, 
Tottenville,  Borough  of  Richmond,  N.B.  3509-69,  re¬ 
building  not  fronting  legal  street,  General  City  Law. 


136-71-A — B.R.— 70  Massachusetts  Street,  west  side, 

713.66  feet  north  of  Hylan  Boulevard,  Block  7940,  Lot  18, 
Tottenville,  Borough  of  Richmond,  N.B.  3510-69,  re¬ 
building  not  fronting  legal  street,  General  City  Law. 


137-71-A — B.R. — 78  Massachusetts  Street,  west  side, 

801.66  feet  north  of  Hylan  Boulevard,  Block  7940,  Lot  14, 
Tottenville,  Borough  of  Richmond,  N.B.  3512-69,  re¬ 
building  not  fronting  legal  street,  General  City  Law. 


138-71-A — B.R. — 74  Massachusetts  Street,  west  side, 

757.66  feet  north  of  Hylan  Boulevard,  Block  7940,  Lot  16, 
Tottenville,  Borough  of  Richmond,  N.B.  3511-69,  re¬ 
building  not  fronting  legal  street,  General  City  Law. 


139-71-BZ — B.B. — 654  to  658  Bedford  Avenue,  west  side, 
60  feet  north  of  Penn  Street,  108  to  114  Penn  Street, 
Block  2217,  Lots  34,  35,  36,  37,  42,  44,  Borough  of  Brook¬ 
lyn,  Alt.  No.  2218-68,  re-  Proposed  enlargement  to  an 
existing  synagogue,  lot  coverage  excessive,  R6  district. 


DESIGNATIONS:  D — Department  of  Buildings:  B.B. — Denartment 
of  Buildings.  Brooklyn:  B.M. —Denartment  of  Buildings.  Manhattan: 
B.Q. — Denartment  of  Buildings.  Queens:  B.R. — Denartment  of  Build¬ 
ings.  Richmond:  B.Bx. — Denartment  of  Buildings.  Bronx:  H.D. — 
Health  Department:  F.D. — Fire  Denartment. 
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MARCH  30,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  30,  1971,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 

524-50-BZ 

APPLICANT — Larry  Meltzer  for  John  Massabni  and 
George  Massabni,  Jr.,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  10, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  use  district  the  use  of  the 
2nd  and  3rd  floors  for  manufacturing. 

PREMISES  AFFECTED — 4808-4810  4th  Avenue,  west 
side,  50  feet  2  inches  south  of  48th  Street,  Block  773,  Lot 
40,  Borough  of  Brooklyn. 


827-55-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Michaels  Service 
Station,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  31, 
1971 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7f  and  7 A  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  retail  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station,  car 
wash  (non  automatic),  lubritorium,  oil  selling,  sales  and 
curb  cuts  less  than  75  feet  from  the  residence  use  district. 

PREMISES  AFFECTED — 245-20  139th  Avenue  and  245-22 
to  245-32  South  Conduit  Avenue,  southwest  corner  and 
139-02  to  139-10  24th  Street,  Block  13614,  Lot  23  (formerly 
Lots  23  and  24),  Borough  of  Queens. 


687-70-BZ 

APPLICANT — George  J.  Vassilev  for  Vincent  Lodico, 
owner. 

SUBJECT — Application  November  17,  1970 — Decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl -2  district,  at  an  existing 
three  story  building,  the  erection  of  a  one  story  enlarge¬ 
ment  to  the  first  floor  store  that  increases  the  degree  of 
non-compliance  in  floor  area  ratio,  open  space  ratio  and 
lot  area  per  room. 

PREMISES  AFFECTED — 69-53  Grand  Avenue,  north  side, 
137.90  feet  west  of  69th  Lane  Block  2501,  Lot  37,  Maspeth, 
Borough  of  Queens. 


699-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Phillip  Pepper, 
owner. 

SUBJECT — Application  November  18,  1970 — Decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  one  story  building  for  use  as  a  store  with  accessory 
parking  in  the  open  area. 

PREMISES  AFFECTED — 2940  Cropsey  Avenue,  north¬ 
west  corner  of  Bay  53rd  Street,  Block  6949,  Lot  37,  Bor¬ 
ough  of  Brooklyn. 


714-70-BZ 

APPLICANT — Lama  and  Vassalotti  for  Orphan  Asylum 
Society  of  the  City  of  Brooklyn,  owner. 

SUBJECT — Application  December  1,  1970 — Decision  of  the 
Borough  Superintendent,  under  Section  73-641  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  in  an  existing 


three  story  social  service  building,  the  extension  of  the 
office  use  to  the  second  and  third  floors  that  will  exceed 
the  floor  area  limitations. 

PREMISES  AFFECTED — 361  to  363  Adelphi  Street,  east 
side,  70.5  feet  north  of  Greene  Avenue,  Block  2121,  Lot  1, 
Borough  of  Brooklyn. 


715-70-A 

APPLICANT — Lama  and  Vassalotti  for  Orphan  Asylum 
Society  of  the  City  of  Brooklyn,  owner. 

SUBJECT — Application  December  1,  1970 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Stairway. 

PREMISES  AFFECTED — 361  to  363  Adelphi  Street,  east 
side,  70.5  feet  north  of  Greene  Avenue,  Block  2121,  Lot  1, 
Borough  of  Brooklyn. 


767-70-BZ 

APPLICANT — Morton  S.  Cahn  for  D.  G.  H.  Realty 
Corporation,  owner. 

SUBJECT — Application  December  31,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-42  of  the  Zoning 
Resolution,  to  permit  in  a  C8-1  and  R5  district,  the  ex¬ 
tension  of  an  existing  automotive  storage  and  repair  shop 
into  the  residence  portion  of  the  building. 

PREMISES  AFFECTED — 127-25  Metropolitan  Avenue, 
northwest  corner  of  129th  Street,  Block  9249,  Lot  52, 
Richmond  Hill,  Borough  of  Queens. 


59-71-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  January  20,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  73-1 1  (g)  and 
73-65  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district,  the  enlargement  in  floor  area  of  an  existing  one 
story  telephone  exchange. 

PREMISES  AFFECTED — 5180  Amboy  Road,  south  side, 
164.15  feet  west  of  Philip  Avenue,  Block  6511,  Lot  111, 
Annadale,  Borough  of  Richmond. 


68-71-BZ 

APPLICANT — Alfonso  Duarte  for  Board  of  Education, 
owner. 

SUBJECT — Application  February  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-641  of  the 
Zoning  Resolution,  to  permit  in  a  C8-1  district,  the  erection 
of  a  six  story  addition  to  an  existing  high  school  that 
will  penetrate  the  sky  exposure  plane. 

PREMISES  AFFECTED — 232  to  242  Broome  Street  and 
75  to  81  Essex  Street,  northwest  corner,  Block  409, 
Lots  35,  37,  38,  41,  43,  57,  58,  60,  62  thru  66,  Borough  of 
Manhattan. 


210-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Morris  J.  Goldberg, 
owner. 

SUBJECT — Application  April  3,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  building  for  use  as  a  factory  with  accessory 
loading  and  parking  in  the  open  area. 

PREMISES  AFFECTED — 111-02  Astoria  Boulevard, 
southeast  corner  of  111th  Street,  Block  1705,  Lots  1  and 
5,  Astoria,  Borough  of  Queens. 

Laid  over  from  February  9,  1971,  for  continued  hear¬ 
ing  at  the  request  of  the  City  Planning  Commission. 

THOMAS  F.  GALVIN,  Chairman 
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MARCH  30,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  30,  1971,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 

610-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT— Application  October  22,  1969— Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 78  Brook  Avenue,  west  side, 
476.36  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  92, 
Oakwood,  Borough  of  Richmond. 


611-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT— Application  October  22,  1969— Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 82  Brook  Avenue,  west  side, 
552.32  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  98, 
Oakwood,  Borough  of  Richmond. 


87-71-A 

APPLICANT — Luke  Licalzi  of  Licalzi  and  Balogh  for 
Port  Chester  Main  Corporation,  owner. 

SUBJECT— Application  February  17,  1971 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  two  means  of 
egress  and  fire  escape. 

PREMISES  AFFECTED— 247  to  249  West  36th  Street, 
north  side,  286  feet  east  of  8th  Avenue,  Block  786,  Lot  18, 
Borough  of  Manhattan. 

75-71-A 

APPLICANT — Union  Carbide  Corporation,  owner. 

SUBJECT — Application  February  4,  1971— Review  of  a 
decision  of  the  Fire  Commissioner  re-  Linde  Oxygen 
Walker  System. 


70-71-A 

APPLICANT — Edward  J.  Ledogar  for  Edward  T.  Gilli¬ 
land,  owner. 

SUBJECT— Application  February  3,  1971— Filed  pursuant 
to  Section  35,  Article  3,  General  City  Law  re-  building 
in  bed  of  a  mapped  street. 

PREMISES  AFFECTED— 167-10  120th  Avenue,  south  side, 
80  feet  east  of  167th  Street,  Block  12385,  Lot  56,  Baisley 
Park,  Borough  of  Queens. 


89-7 1-A 

APPLICANT — New  York  Telephone  Company  for  Mid- 
ville  Land  and  Improvement  Corporation,  owner ;  New 
York  Telephone  Company,  lessee. 

SUBJECT — Application  February  17,  1971 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED— 779  to  795  East  New  York 
Avenue,  north  side,  8.4U>  feet  East  of  Troy  Avenue,  Block 
1429,  Lot  1,  Borough  of  Brooklyn. 

THOMAS  F.  GALVIN,  Chairman 


APRIL  6,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  6,  1971,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 

777-46-BZ 

APPLICANT — Lama  &  Vassalotti  for  Joseph  Vitole,  owner. 
SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  January  17,  1971 — decision 
of  the  Borough  Superintendent ;  previously  granted  on  con¬ 
dition  under  Section  7e  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  local  retail  use  district,  the  manufacturing  of 
wearing  apparel. 

PREMISES  AFFECTED — 62  Tompkins  Avenue,  west  side, 
75  feet  north  of  Floyd  Street,  Block  1739,  Lot  42,  Borough 
of  Brooklyn. 


502-60-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  N.  S.  P.  Realty 
Corporation,  owner. 

SUBJECT — -Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  February  1, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  and  residence  use  district 
the  use  of  a  parking  lot  for  the  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED— 4452-4456  Broadway,  southwest 
corner  of  Fairview  Avenue,  Block  2170,  Lots  400  and  62, 
Borough  of  Manhattan. 


738-50-BZ 

APPLICANT — Morton  S.  Cahn  for  estate  of  Nathan  Wan- 
shel,  owner.. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  16 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7f  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  use  district,  the  alteration 
to  existing  storage  garage  and  the  erection  and  maintenance 
of  a  gasoline  service  station  and  lubritorium. 

PREMISES  AFFECTED— 248-264  Throop  Avenue  and 
203-209  Vernon  Avenue  (Block  1756,  Lots  37  and  42),  Bor¬ 
ough  of  Brooklyn. 


589-70-BZ 

APPLICANT — McGrath,  Cohen  and  McGrath  for  Lex- 
Parc  Properties,  owner ;  The  Ravelled  Sleave,  lessee. 

SUBJECT — Application  September  25,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -5  district,  in  an  existing 
five  story  building,  the  addition  to  the  use  of  the  first  floor 
restaurant  to  include  cabaret. 

PREMISES  AFFECTED — 1387  Third  Avenue,  east  side, 
21  feet  south  of  East  79th  Street,  Block  1433,  Lot  46,  Bor¬ 
ough  of  Manhattan. 


753-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  John  and  Sarah 
Napolitano,  owner. 
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SUBJECT — Application  December  22,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  two  story  one  family  dwelling  that  encroaches  on  the 
required  side  yards. 

PREMISES  AFFECTED — 638  East  88th  Street,  west  side, 
235.08  feet  south  of  Farragut  Road,  Block  7992,  Lot  51, 
Borough  of  Brooklyn. 


7-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  New  York  Wel¬ 
fare  Building  Corporation,  owner. 

SUBJECT — Application  January  8,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  73-63 
of  the  Zoning  Resolution,  to  permit  in  an  R6  district,  on  a 
plot  previously  before  the  Board,  the  erection  of  a  one 
story  enlargement  that  increases  the  degree  of  non-compli¬ 
ance  in  floor  area  ratio  and  the  change  in  occupancy  from 
garage  to  offices,  record  room  and  printing  establishment. 

PREMISES  AFFECTED — 279  to  281  20th  Street,  north 
side,  235.11  feet  west  of  6th  Avenue,  Block  885,  Lot  57, 
Borough  of  Brooklyn. 


8-71-A 

APPLICANT — Lama  and  Vassalotti  for  New  York  Wel¬ 
fare  Building  Corporation,  owner. 

SUBJECT — Application  January  8,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  two  means  of 
egress,  required  width  of  stairs  enclosure. 

PREMISES  AFFECTED — 275  to  277  20th  Street,  north 
side,  235.11  feet  west  of  6th  Avenue,  Block  885,  Lot  57, 
Borough  of  Brooklyn. 


13-71-BZ 

APPLICANT — Millard  Bresin  for  Leemilt  Petroleum,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  13,  1971— decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-3  district,  the  reconstruc¬ 
tion  of  an  automotive  service  station  with  accessory  uses. 

PREMISES  AFFECTED — 4312  Fort  Hamilton  Parkway, 
southwest  corner  of  43rd  Street,  Block  5602,  Lot  41,  Bor¬ 
ough  of  Brooklyn. 


101-71-BZ 

APPLICANT — Martyn  and  Don  Weston  for  Board  of  Edu¬ 
cation,  owner. 

SUBJECT — Application  February  23,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-641  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  three  story  and  basement  enlargement  to  a  public  school 
that  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 102-10  Rockaway  Boulevard, 
southeast  corner  of  101st  Street,  Block  9540,  Lot  2,  Ozone 
Park,  Borough  of  Queens. 


548-69-BZ — Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Charles  F. 
Harding,  owner. 

SUBJECT — Application  reopened  March  2,  1971  as  Volume 
II— decision  of  the  Borough  Superintendent,  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2  dis¬ 


trict,  the  erection  and  maintenance  of  an  automotive  service 
station  with  accessory  uses  and  accessory  sign. 

PREMISES  AFFECTED — 107-10  Astoria  Boulevard, 
southeast  corner  of  107th  Street,  Block  1694,  Lots  1,  2, 
6  and  9,  Borough  of  Queens. 


761-70-BZ 

APPLICANT — George  Fuchs  for  Oak-Dene  Realty  Corpo¬ 
ration,  owner;  Charles  Friedman,  lessee. 

SUBJECT  Application  December  30,  1970 — decision  of 
the  Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Sections  72-21  and  73-50  of  the 
Zoning  Resolution,  to  permit  in  a  C4-5  district,  in  an  exist¬ 
ing  8  story  building,  the  use  of  a  portion  of  the  first  floor 
as  a  store  with  show  windows,  entrances  and  signs  within 
20  feet  of  a  residence  district. 

PREMISES  AFFECTED— 3  to  5  West  8th  Street,  north 
side,  100  feet  west  of  5th  Avenue,  Block  572,  Lot  45,  Bor¬ 
ough  of  Brooklyn. 

Laid  over  from  March  2,  1971,  for  continued  hearing. 


662-70-BZ 

APPLICANT — Albert  Melniker  for  Aaron  Levine,  owner; 
NuCastle  Motors,  Inc.,  lessee. 

SUBJECT — Application  November  5,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-1  district,  the  con¬ 
struction  of  an  open  automobile  sales  establishment  with 
accessory  office. 

PREMISES  AFFECTED — 2175  Hylan  Boulevard,  north 
sid,e  45.23  feet  west  of  Midland  Avenue,  Block  3591,  Lot 
57,  Grant  City,  Borough  of  Richmond. 

Laid  over  from  March  2,  1971,  for  continued  hearing. 


579-70-BZ 

APPLICANT — George  Fuchs  for  Fred  Schroeter,  owner. 

SUBJECT — Application  September  17,  1970 — decision  of  the 
Borough  Superintendent  under  Sections  11-412  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  C2-2  and  R4  dis¬ 
trict,  the  enlargement  in  lot  area  and  floor  area  of  an 
existing  showroom  and  warehouse  structure  previously 
before  the  Board  by  constructing  a  second  floor  that  creates 
non-compliance  in  floor  area  ratio. 

PREMISES  AFFECTED — 64-04  to  64-10  Queens  Boule¬ 
vard,  southeast  corner  of  64th  Street,  Block  2325,  Lots  26, 
30,  32,  Woodside,  Borough  of  Queens. 

Laid  over  from  March  9,  1971,  for  continued  hearing. 


693-70-BZ 

APPLICANT — David  Weinberg  for  New  York  Bank  for 
Savings,  owner. 

SUBJECT — Application  November  18,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-42 
of  the  Zoning  Resolution,  to  permit  in  a  C6-2.  C2-5  and 
R8  district,  the  construction  and  maintenance  of  a  public 
parking  lot  extending  into  the  residence  portion  of  the  site. 

PREMISES  AFFECTED— 307  West  14th  Street,  north 
side,  125  feet  west  of  8th  Avenue,  89  to  95  8th  Avenue 
and  308  to  310  West  15th  Street,  Block  738,  Lots  30,  37, 
38,  40  and  46,  Borough  of  Manhattan. 

Laid  over  from  March  9,  1971,  for  continued  hearing. 

THOMAS  F.  GALVIN,  Chairman 
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APRIL  6,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  April  6,  1971,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 

361-70-A 

APPLICANT — John  T.  O’Neill,  Commissioner,  Depart¬ 
ment  of  Buildings. 

OWNER  OF  PREMISES — David  Zavinsky. 

SUBJECT— Application  June  22,  1970— Revocation  of  Cer¬ 
tificate  of  Occupancy  #201,576. 

PREMISES  AFFECTED— 142  to  156  33rd  Street,  south 
side,  100  feet  west  of  4th  Avenue,  Block  684,  Lot  25, 
Borough  of  Brooklyn. 


78-71-A 

APPLICANT — C.  A.  Muller  for  Consolidated  Edison  Com¬ 
pany  of  New  York,  Incorporated,  owner. 

SUBJECT— Application  February  4,  1971— Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  barge  tied  up  at 
pier. 

PREMISES  AFFECTED— 320  West  201st  Street,  from 
Academy  Street  to  West  202nd  Street  (including  Dock 


property),  Block  2183,  Lot  1,  Harlem  River.  Borough  of 
Manhattan. 


108-71-A 

APPLICANT— E.  E.  La  Rue  for  Siloo  Incorporated,  owner. 

SUBJECT— Application  February  25,  1971— Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  Packaging  of 
combustible  mixture  known  as  Siloo  Enginseal  in  15  ounce 
sealed  metal  cans  with  pull-tab  not  in  compliance  with 
regulations  of  the  Administrative  Code  of  New  York  City. 


109-71-A 

APPLICANT— C.  A.  Muller  for  Consolidated  Edison  Com¬ 
pany  of  New  York,  Incorporated,  owner. 

SUBJECT— Application  February  26,  1971— Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Installation  of  Fuel 
Oil  Supply  to  Water  Borne  Gas  Turbines,  Oil  Storage 
Barges  and  Associated  Work. 

PREMISES  AFFECTED— 104  27th  Street,  east  side,  Go- 
wanus  Bay  from  Foot  of  25th  Street  and  28th  Street,  In¬ 
cluding  Dock  Property,  Block  693,  Lot  3,  Borough  of 
Brooklyn. 

THOMAS  F.  GALVIN,  Chairmen 
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REGULAR  MEETING 

TUESDAY  MORNING,  MARCH  9,  1971,  10  A.M. 

^  Present :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


The  minutes  of  the  regular  meetings  of  the  Board  held  on 

Wednesday  morning  and  afternoon  February  17,  1971,  were 

approved  as  printed  in  the  Bulletin  of  February  25,  1971, 

Vol.  56,  No.  8. 

410-31-BZ — Vol.  Ill 

APPLICANT — Michael  Levine  for  Louise  E.  De  Vito, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  April  10, 
1971— -decision  of  the  Borough  Superintendent;  under  Sec¬ 
tions  7f  and  7i  of  the  Zoning  Resolution,  to  permit  in  a 
retail  use  district,  the  extension  of  the  present  gasoline 
service  station,  auto  laundry,  lubritorium  and  office  to 
include  minor  repairs  with  hand  tools  only,  the  main¬ 
tenance  of  another  gasoline  pump  and  the  erection  of  a 
post  standard  sign. 

PREMISES  AFFECTED — 175-14  Horace  Harding  Ex¬ 
pressway,  south  side,  117.71  feet  west  of  Utopia  Parkway, 
Block  6891,  Lot  10  (formerly  Lot  26),  Flushing,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Michael  Levine. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  amended  by  the  Board  as 
Vol.  Ill,  on  May  13,  1958,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  9,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April 
29,  1932,  as  amended  through  May  13,  1958,  only  as  to  the 
term  of  the  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  April  10,  1971.  to 
permit  .  .  .;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects  ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  2591-56) 


122-31-BZ— Vol.  II 

APPLICANT — Hein,  Bradie,  Waters  &  Klein  for  Cecilia 
and  Arthur  Saracino,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  February  23, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7f  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district  ( now  local 
retail),  the  erection  and  maintenance  of  a  gasoline  service 
station. 

PREMISES  AFFECTED — 141-03  Lakewood  Avenue  (for¬ 
merly  141-09  Lincoln  Avenue),  northwest  corner  of  142nd 
Street,  Block  10069,  Lot  134  (formerly  Block  1122,  Lot 


134),  South  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Stanley  B.  Spector. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  o 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  March  31,  1936,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  9,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
8,  1931,  as  amended  through  February  23,  1966,  only  as  to 
the  term  of  the  variance,  so  that  as  amended  this  portion  of 
the  resolution  shall  read: 

“granted  for  a  term  of  five  years  from  February  23, 
1971,  to  permit  .  .  .;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  733-31) 


523-38-BZ— Vol.  II 

APPLICANT — Ihnat  Holding  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  4, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7c  and  7h  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  and  business  use 
district,  the  parking  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED — 23-24  31st  Street,  north  side, 
1  DO  feet  east  of  23rd  Road,  Block  842,  Lot  80,  Astoria, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  J.  Leonard. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  December  12,  1950,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  9,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  12,  1950,  as  amended  through  January  4,  1966,  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  five  years  from  January  4,  1971, 
to  permit  .  .  . ;  on  condition  that  screening  be  provided  in 
accordance  with  Section  36-56  of  the  Zoning  Resolution ; 
that  paving  and  bumpers  comply  with  the  rules  and  regu¬ 
lations  of  the  Department  of  Buildings;  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects ;  and  that  a  new  Certificate 
of  Occupancy  shall  be  obtained.”  (Alt.  995-50) 
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384-50-BZ — Vol.  I 

APPLICANT — Edward  W.  Wilson  and  Catherine  Kennedy, 
owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  July  26,  1965 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning  Res¬ 
olution,  permitting  in  a  residence  use  district,  the  erection 
and  maintenance  of  a  business  building  (stores). 

PREMISES  AFFECTED — 9  Hillside  Avenue,  south  side, 
102  feet  2  inches  east  of  Broadway,  Block  2170,  Lot  104, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Abraham  Solomon. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  I,  on  July  26,  1950,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  9,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  July  26,  1950,  as  amended  through 
November  25,  1952,  only  as  to  the  term  of  the  variance,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  . ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate 
of  Occupancy  shall  be  obtained.”  (N.B.  75-50) 


541-51-BZ 

APPLICANT — Buckley  &  Kisseloff  for  2040  Realty  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition,  under  Sections 
7a  and  7c  of  the  Zoning  Resolution,  to  permit  in  a  resi¬ 
dence  and  business  use  district,  the  change  in  occupancy 
from  garage  for  more  than  five  motor  vehicles  and  show¬ 
room  to  commercial  uses  (stores,  offices,  storage,  paint  and 
carpentry  shops  and  garage  for  five  cars). 

PREMISES  AFFECTED — 2040-2052  Broadway,  northeast 
corner  of  West  70th  Street,  Block  1142,  Lot  1,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff  and  Walter  Hesse. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  9,  1951,  on  certain  conditions;  and 
Whereas,  the  resolution  was  amended  on  November  12, 
1958;  and 


Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
9,  1951,  as  amended  through  November  12,  1958,  by  adding 
thereto : 

“that  the  premises  shall  substantially  conform  to  revised 
drawings  of  proposed  conditions  marked  ‘Received 
January  15,  1971’,  one  sheet,  ‘Received  February  19, 
1971’,  five  sheets,  and  ‘Summary  of  Fire  Protection 
Equipment’  marked  ‘Received  February  4,  1971’,  one 
sheet,  on  condition  that  all  wire  mesh  screen  gates  on  the 
windows  be  kept  unlocked  during  working  hours  and  be 
openable  from  the  inside ;  and  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects.”  (Alt.  897-70) 


674-52-BZ 

APPLICANT— Charles  M.  Spindler  for  Shell  Oil  Com¬ 
pany,  Inc.  long  term  lessee,  Morgan  Guaranty  Trust 
Company,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  term  of 
variance  which  expired  December  13,  1970 — decision  of  the 
Borough  Superintendent ;  previously  granted  on  condition, 
under  Sections  7f,  7i,  7 A  and  7h  of  the  Zoning  Resolution 
permitting  in  a  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  lubritorium, 
motor  vehicle  repairs,  sale  and  storage  of  motor  vehicles 
on  unbuilt  portion  of  lot,  with  a  curb  cut  more  than  the 
permitted  distance  from  the  intersection  ;  all  for  a  term 
of  fifteen  years. 

PREMISES  AFFECTED — 21-04  21st  Avenue  and  21-01  to 
21-09  21st  Street,  southeast  corner,  Block  880,  Lot  46, 
Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Charles  M.  Spindler. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  . 5 

Negative :  . 0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  13,  1955,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
March  9,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  December  13,  1955,  as  amended 
through  June  23,  1970,  only  as  to  the  term  of  the  variance, 
so  that  as  amended  this  portion  of  the  resolution  shall  read: 
“granted  for  a  term  of  ten  years  from  December  13, 
1970,  to  permit  on  condition  that  all  trucks  be  re¬ 
moved  from  the  premises ;  that  parking  be  restricted  to 
motor  vehicles  of  the  pleasure  car  type  only ;  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects ;  and  that  a  new  Certi¬ 
ficate  of  Occupancy  shall  be  obtained.”  (N.  B.  4969-52) 


469-55-BZ 

APPLICANT — Lama  &  Vassalotti  for  43  Street  Estates, 
Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  31, 
1971— under  Sections  7f,  7i  and  7h  of  the  Zoning  Resolu- 
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tion,  permitting  in  a  business  and  residence  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium,  auto  repairs,  car  washing,  storage,  office  and 
sales,  parking  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED — 4320-4338  Broadway,  east  side, 
from  West  184th  to  West  185th  Streets,  659-665  West 
184th  Street  and  654-660  West  185th  Street,  Block  2167, 
Lot  (formerly  Lots  1-6),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  to  reopen  and  extend 
term  of  variance  withdrawn  at  the  request  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


122-58-BZ 

APPLICANT- — Alfonso  Duarte  for  New  York  City  Depart¬ 
ment  of  Real  Estate,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  term 
of  variance  which  expired  September  10,  1968 — decision  of 
the  Borough  Superintendent  previously  granted  on  condi¬ 
tion,  under  Section  7h  of  the  Zoning  Resolution,  permit¬ 
ting  in  a  residence  use  district,  the  use  of  vacant  land  for 
the  parking  and  storage  of  more  than  five  (5)  motor  ve¬ 
hicles  of  the  pleasure  car  type  only. 

PREMISES  AFFECTED — 434-444  West  25th  Street,  south 
side,  230  feet  east  of  10th  Avenue,  Block  722,  Lots  59-64 
inclusive,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Alfonso  Duarte. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  28,  1958,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  9,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  October  28,  1958,  as  amended 
through  September  10,  1963,  only  as  to  the  term  of  the 
variance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read: 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  . ;  on  condition  that 
screening  be  provided  in  accordance  with  the  require¬ 
ments  of  Section  25-66  of  the  Zoning  Resolution ;  that 
paving  and  bumpers  comply  with  the  rules  and  regula¬ 
tions  of  the  Department  of  Buildings ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (Alt.  875-69) 


1910-61-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Hold  Rite  No¬ 
tions  Company,  owner;  Strauss  Stores,  lessee. 


SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  March  29, 
1971 — decision  of  the  Borough  Superintendent,  previously 
granted  on  condition  under  Sections  7e  and  7 A  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  business  use  district  the 
addition  of  accessory  minor  auto  repairs  and  welding  to  ex¬ 
isting  use  of  sales  and  service  of  auto  accessories  with 
entrances  within  75  feet  of  a  residential  district. 

PREMISES  AFFECTED — 1756-1766  86th  Street,  south¬ 
east  corner  of  Bay  17th  Street,  Block  6368,  Lot  29,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  7,  1964,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  9,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
7,  1964,  as  amended  through  March  29,  1966,  only  to  the 
term  of  the  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  March  29,  1971,  to 
permit  .  .  . ;  that  other  than  as  herein  amended  the  reso¬ 
lution  above  cited  shall  be  complied  with  in  all  respects; 
and  that  a  new  Certificate  of  Occupancy  shall  be  ob¬ 
tained.”  (Alt.  1360-61) 


546-70-BZ 

APPLICANT — Max  Siegel  Associates  for  Stratford  Hold¬ 
ing  Company,  owner;  York  73rd  Garage  Corporation, 
lessee. 

SUBJECT — Application  September  16,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  60(3)  of  the  Mul¬ 
tiple  Dwelling  Law  to  permit  in  an  R8  and  R10  district, 
in  an  existing  34  story  multiple  dwelling  the  addition  to 
the  uses  to  include  transient  parking  for  the  unused  or 
surplus  tenant  spaces  for  a  term  of  15  years. 

PREMISES  AFFECTED — 1377  to  1391  York  Avenue  and 
433  to  437  East  73rd  Street,  northwest  corner,  and  492  to 
496  East  74th  Street,  Block  1468,  Lot  21,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Max  Siegel  and  Jacob  Heller. 

For  Opposition:  Alice  Sachs  and  William  J.  Diamond. 

ACTION  OF  BOARD — Laid  over  to  March  23,  1971,  at 
10  A.  M.,  for  decision;  previously  inspected;  hearing  closed. 


547-70-A 

APPLICANT — Max  Siegel  Associates  for  Stratford  Hold¬ 
ing  Company,  owner;  York  73rd  Garage  Corporation, 
lessee. 

SUBJECT — Application  September  16,  1970— filed  pursuant 
to  Section  60  of  the  Multiple  Dwelling  Law  re-  use  of 
accessory  garage  to  a  Multiple  Dwelling  for  transient 
parking. 

PREMISES  AFFECTED— 1377  to  1391  York  Avenue  and 
433  to  437  East  73rd  Street,  northwest  corner,  and  492  to 
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496  East  74th  Street,  Block  1468,  Lot  21,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Max  Siegel  and  Jacob  Heller. 

ACTION  OF  BOARD— Laid  over  to  March  23,  1971,  at 
10  A.  M.,  for  decision;  previously  inspected;  hearing  closed. 


579-70-BZ 

APPLICANT — George  Fuchs  for  Fred  Schroeter,  owner. 

SUBJECT — Application  September  17,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  C2-2  and  R4  dis¬ 
trict,  the  enlargement  in  lot  area  and  floor  area  of  an  exist¬ 
ing  showroom  and  warehouse  structure  previously  before 
the  Board  by  constructing  a  second  floor  that  creates  non- 
compliance  in  floor  area  ratio. 

PREMISES  AFFECTED — 64-04  to  64-10  Queens  Boule¬ 
vard,  southeast  corner  of  64th  Street,  Block  2325,  Lots  26, 
30  and  32,  Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  George  Fuchs  and  Alfonso  Duarte. 

For  Opposition:  Joseph  Lopez,  Mrs.  Raymond  Smith, 
Olive  V.  Becker,  Budie  &  Hugh  L.  McCarey,  Peter  P. 
Yolde  and  Maria  Dobo. 

ACTION  OF  BOARD — Laid  over  to  April  6,  1971,  at  10 
A.  M.,  for  continued  hearing;  applicant  to  file  revised 
drawings ;  previously  inspected. 


590-70-BZ 

APPLICANT — Max  Siegel  Associates  for  Cambridge  Hold¬ 
ing  Company,  owner ;  Cambridge  Garage  Corporation, 
lessee. 

SUBJECT — Application  September  28,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  60(3)  of  the  Mul¬ 
tiple  Dwelling  Law,  to  permit  in  an  R10  district,  in  an 
existing  22  story  multiple  dwelling,  the  addition  to  the 
uses  to  include  transient  parking  for  the  unused  and  sur¬ 
plus  tenants  spaces  for  a  term  of  fifteen  years. 

PREMISES  AFFECTED— 1596  to  1608  York  Avenue  and 
508  East  85th  Street,  southeast  corner,  Block  1581,  Lot  49, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Max  Siegel  and  Jacob  R.  Heller. 

For  Opposition:  Alice  Sachs  and  William  J.  Diamond. 

ACTION  OF  BOARD— Laid  over  to  March  23,  1971,  at  10 
A.  M.,  for  decision.  Hearing  closed.  Previously  inspected. 


591-70-A 

APPLICANT — Max  Siegel  Associates  for  Cambridge  Hold¬ 
ing  Company,  owner ;  Cambridge  Garage  Corporation, 
lessee. 

SUBJECT — Application  September  28,  1970 — filed  pursuant 
to  Section  60  of  the  Multiple  Dwelling  Law  re-  use  of 
accessory  garage  to  a  Multiple  Dwelling  for  transient 
parking. 

PREMISES  AFFECTED — 1596  to  1608  York  Avenue  and 
508  East  85th  Street,  southeast  corner,  Block  1581,  Lot  49, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Max  Siegel. 

ACTION  OF  BOARD— Laid  over  to  March  23,  1971,  at  10 
A.  M.,  for  decision.  Hearing  closed.  Previously  inspected. 


668-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Nappi  Furniture, 
Incorporated. 

SUBJECT — Application  November  6,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a  one 
story  enlargement  to  an  existing  furniture  products  man¬ 
ufacturing  establishment  previously  before  the  Board. 

PREMISES  AFFECTED — 838  Adee  Avenue,  southwest 
corner  of  Ely  Avenue,  Block  4791,  Lot  6,  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  March  23,  1971,  at  10 
A.M.,  for  continued  hearing.  Previously  inspected. 


678-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Dormar  Service 
Incorporated,  owner. 

SUBJECT — Application  November  10,  1970 — -decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  11-413 
of  the  Zoning  Resolution,  to  permit  in  a  C2-3  district,  on  a 
plot  previously  before  the  Board,  the  change  in  use  from 
garage,  gasoline  service  station  and  automobile  repair  shop 
to  an  automobile  laundry. 

PREMISES  AFFECTED — 2419  to  2425  Church  Avenue, 
north  side,  14 6.7%  feet,  east  of  Bedford  Avenue,  Block 
5090,  Lot  86,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug  and  B.  Lerner. 

For  Opposition:  Timothy  Moses. 

ACTION  OF  BOARD — Laid  over  to  March  23,  1971,  at  10 
A.M.,  for  decision;  previously  inspected;  hearing  closed. 


683-70-BZ 

APPLICANT — Lama  and  Vassalotti  for  Albert  and  Marie 
Sabini  and  Gerald  and  Eleanor  Rodelli,  owners. 

SUBJECT — Application  November  16,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district,  the  en¬ 
largement  in  area  and  reconstruction  of  an  automotive 
service  station  with  accessory  uses  previously  before  the 
Board. 

PREMISES  AFFECTED — 68-09  to  68-19  Queens  Boule¬ 
vard  and  43-28  to  44-10  69th  Street,  northwest  corner, 
Block  1348,  Lots  37,  40,  Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition :  Alexander  Karpilov,  Anne  Karpilov,  Eva 
E.  Puentzner,  Theresa  Albert,  Ambras  Albert,  Jean 
Donnell,  Alex  Donnell,  J.  Halloban,  Albert  C.  Silvestro, 
John  P.  McElevain,  Frank  Patti  and  Anthony  Ratondi. 

ACTION  OF  BOARD — Laid  over  to  March  23,  1971,  at  10 
A.M.,  for  decision.  Hearing  closed.  Previously  inspected. 


693-70-BZ 

APPLICANT — David  Weinberg  for  New  York  Bank  for 
Savings,  owner. 

SUBJECT — Application  November  18,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-42 
of  the  Zoning  Resolution,  to  permit  in  a  C6-2,  C2-5  and 
R8  district,  the  construction  and  maintenance  of  a  public 
parking  lot  extending  into  the  residence  portion  of  the  site. 

PREMISES  AFFECTED— 307  West  14th  Street,  north 
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side,  125  feet  west  of  8th  Avenue,  89  to  95  8th  Avenue 
and  308  to  310  West  15th  Street,  Block  738,  Lots  30,  37, 
38,  40  and  46,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  David  Weinberg. 

For  Opposition :  Helen  Gilson. 

ACTION  OF  BOARD — Laid  over  to  April  6,  1971,  at  10 
A.  M.,  for  continued  hearing  at  the  request  of  the  Com¬ 
munity  Planning  Board. 


627-70-B  Z 

APPLICANT — Dominick  Salvati  and  Son  for  George 
Angelastro,  owner. 

SUBJECT- — Application  October  16,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-241  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district,  in  an 
existing  one  story  building  occupied  as  a  restaurant  the 
addition  to  the  uses  to  include  cabaret. 

PREMISES  AFFECTED — 2148  to  2150  Flatbush  Avenue, 
west  side,  140  feet  south  of  Quentin  Road,  Block  7889,  Lot 
49,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Anthony  M.  Salvati  and  G.  Angelastro. 
For  Opposition:  John  H.  Fox. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 

W hereas,  a  public  hearing  was  held  on  this  application  on 
January. 26,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  February  9,  1971 ;  then  to  March  9,  1971 ; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  9,  1970,  acting  on  Alt.  Applic.  1563/1970, 
reads : 

“L  Proposed  change  in  use  from  eating  and  drink¬ 
ing  place  U.G.  6  to  an  eating  and  drinking  place  without 
restrictions  U.G.  12  within  a  C2-2  in  R3-2  district  is  con¬ 
trary  to  Sec.  32-00  &  32-21  of  the  Zoning  Resolution. 

2.  Provide  required  accessory  parking  for  38  auto¬ 
mobiles  (1  space/8  persons)  as  per  Sec.  36-21  of  Z.R. 

Note:  Bldg,  was  constructed  under  Application  No 
N.B.  1039/65.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
.  Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  findings  required  under  Sec¬ 
tion  73-241  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent 
dated  October  9,  1970,  acting  on  Alt.  Applic.  1563/1970,’ 
Objections  Nos.  1  and  2,  be  and  it  hereby  is  affirmed  and  that 
the  application  be  and  it  hereby  is  denied. 


632-70-BZ 

APPLICANT — Thomas  P.  Crinnion  for  James  V.  Mattera 
owner. 

SUBJECT— Application  October  19,  1970— Appeal  from  a 
deciston  of  the.  Borough  Superintendent,  under  Section 
/2-21  of  the  Zoning  Resolution,  to  permit  in  an  R2  district, 


the  erection  of  a  one  family  dwelling  on  a  plot  with  less 
than  the  required  lot  area. 

PREMISES  AFFECTED — 208-11  58th  Avenue,  north  side, 
56  feet  west  of  Oceania  Street,  Block  7437,  Lot  32,  Bay- 
side,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Thomas  P.  Crinnion. 

For  Opposition:  M.  Zarian. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative :  .  o 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
February  23,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  March  9,  1971;  and 

W hereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  23,  1970,  acting  on  N.B.  Applic.  227/1970, 
reads : 

“1.  Proposed  sub-division  creates  a  lot  of  less  than 
3800  sq.  ft.  contrary  to .  Sects.  23-221  &  23-32  of  the 
Amended  Zoning  Resolution. 

A  minimum  lot  area  of  3800  sq.  ft.  is  required  for 
each  dwelling  unit  and  for  detached  residences  in  an  R2 
district.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  findings  a,  b,  c,  d  and  e, 
under  Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  23,  1970,.  acting  on  N.B.  Applic.  227/1970! 
Objection  No.  1,  be  and  it  hereby  is  affirmed  and  that  the 
application  be  and  it  hereby  is  denied. 


633-70-BZ 

APPLICANT — Thomas  P.  Crinnion  for  James  V.  Mattera, 
owner. 

SUBJECT — Application  October  19,  1970 — Appeal  from  a 
decision  of  the .  Borough  Superintendent,  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R2  district, 
the  erection  of  a  one  family  dwelling  on  a  plot  with  less 
than  the  required  lot  area. 

PREMISES  AFFECTED — 56-52  Oceania  Street,  northwest 
corner  of  58th  Avenue,  Block  7437,  Lot  29,  Bayside,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Thomas  P.  Crinnion. 

RECOMMENDATION  OF.  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative:  .  0 

Negative:  Chairman.  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  February  23,  1971,  after  due  notice  by  publication  in  the 
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Bulletin ;  laid  over  to  March  9,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  23,  1970,  acting  on  Alt.  Applic.  514/1970, 
reads : 

“1.  Proposed  sub-division  creates  a  lot  of  less  than 
3,800  sq.  ft.  in  area,  for  existing  detached  house.  Pro¬ 
vide  lot  area  of  3,800  sq.  ft.  minimum  as  required  by 
Amended  Zoning  Resolution  Sects.  23-221  and  23-32.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  findings  a,  b,  c,  d  and 
e,  under  Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  23,  1970,  acting  on  Alt.  Applic.  514/1970, 
Objection  No.  1,  be  and  it  hereby  is  affirmed  and  that  the 
application  be  and  it  hereby  is  denied. 


644-70-BZ 

APPLICANT — Atkin  and  Bassolino  for  Sanford  and 
Paulene  Aptecker,  owners. 

SUBJECT — Application  October  23,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-62 
of  the  Zoning  Resolution,  to  permit  in  an  R5  district,  the 
maintenance  of  an  enlargement  to  the  first  floor  of  a  one 
family  dwelling  that  encroaches  on  the  required  outer  court, 
rear  yard  and  side  yard. 

PREMISES  AFFECTED — 2562  Fish  Avenue,  east  side. 
125.15  feet  south  of  Allerton  Avenue,  Block  4474,  Lot  34, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Thomas  Gibson. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative :  .  0 

Negative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
February  23,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  9,  1971;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  25,  1970,  acting  on  Alt.  Applic.  38/1970, 
reads : 

“1.  Proposed  outer  court  along  north  side  lot  line, 
of  a  residential  bldg,  in  R5  use  district,  is  contrary  to 
Secs.  23-84  and  23-49  of  Z.R. 

2.  Proposed  side  yard  of  5  ft.  width  of  an  attached 
res.  bldg,  is  contrary  to  Sec.  23-49  of  Z.R. 

3.  Proposed  24  ft.  deep  rear  yard,  of  res.  bldg,  is 
contrary  to  Sec.  23-47  of  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  findings  required  under 
Section  73-62,  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  25,  1970,  acting  on  Alt.  Applic.  38/1970, 
Objections  No.  1,  2,  3,  be  and  it  hereby  is  affirmed  and  that 
the  application  be  and  it  hereby  is  denied. 


760-70-BZ 

APPLICANT— Stanley  H.  Klein  for  Louis  and  Lucy 
Iacucci,  owners. 

SUBJECT — Application  December  29,  1970 — decision  of 
the  Borough  Superintendent,  under  Sections  72-21  and  73- 
62  of  the  Zoning  Resolution,  to  permit  in  an  R2  and  Cl -2 
district,  the  erection  of  a  one  story  enlargement  to  a  one 
family  dwelling  that  creates  non-compliance  in  open  space 
ratio,  floor  area  ratio  and  encroachment  into  the  rear  yard. 
PREMISES  AFFECTED— 75-73  179th  Street,  east  side, 
130.89  feet  north  of  Union  Turnpike,  Block  7192,  Lot  52, 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Stanley  H.  Klein  and  Louis  J.  Iacucci. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
February  23,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  9,  1971;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  7,  1970,  acting  on  Alt.  Applic.  1361/1970, 
reads : 

“1.  F.A.R.  in  excess  of  0.50  and  O.S.R.  less  than 
150.0  is  contrary  to  Sec.  23-141  Z.R. 

2.  Rear  vard  of  less  than  30'-0  is  contrary  to  Sec. 
23-47  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-62  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-62  of  the  Zoning  Resolution,  to  permit  in  an 
R2  and  Cl-2  district,  the  erection  of  a  one-story  enlargement 
to  a  one-family  dwelling  that  creates  non-compliance  in  open 
space  ratio,  floor  area  ratio  and  encroachment  into  the  rear 
yard,  on  condition  that  the  work  shall  conform  to  drawings 
filed  with  this  application  marked  “Received  December  29, 
1970,”  8  sheets,  and  “March  3,  1971,”  3  sheets;  and  that  all 
laws,  rules  and  regulations  applicable  be  complied  with,  and 
that  substantial  construction  be  completed  within  one  year 
from  the  date  of  this  resolution. 


12-71-BZ 

APPLICANT — Daniel  Schwartzman  for  New  York  City 
Board  of  Education,  owner. 

SUBJECT — Application  January  13,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-2  district,  the  installa¬ 
tion  of  an  accessory  sewage  treatment  plant  for  a  public 
school  that  encroaches  on  the  required  front  yard. 

PREMISES  AFFECTED — 100  Luten  Avenue,  northwest 
corner  of  Eylandt  Street,  Block  6613,  Lot  1,  Tottenville, 
Borough  of  Richmond. 
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APPEARANCES— 

For  Applicant:  Daniel  Schwartzman  and  Norbert  N. 
Turner. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


W hereas^  a  public  hearing  was  held  on  this  application  on 
March  9,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  6,  1971,  acting  on  N.B.  Applic.  823/1970, 
reads : 

“1.  Proposed  sewage  treatment  plant  which  is  acces¬ 
sory  to  a  public  school  encroaches  into  the  required  front 
yards  and  is  contrary  to  Sec.  24-34  of  the  Zoning  Reso¬ 
lution. 

t  2..  Portion  of  wall  on  building  line  which  exceeds 
8'-0"  in  height  is  not  a  permitted  obstruction  within  the 
front  yard  and  contrary  to  Sec.  24-33  of  the  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  Rl-2  district,  the  installation  of  an  accessory  sewage 
treatment  plant  for  a  public  school  that  encroaches  on  the 
required  front  yard  on  condition  that  all  work  shall  conform 
to  drawings  filed  with  this  application  marked  “Received 
January  21,  1971,”  three  sheets,  and  that  all  laws,  rules  and 
regulations  applicable  shall  be  complied  with,  and  substantial 
construction  completed  within  one  year  from  the  date  of  this 
resolution. 


53-71-BZ 

APPLICANT — Joseph  C.  Schmitt  for  New  York  Board  of 
Education,  Office  of  School  Buildings,  owner. 

SUBJECT— Application  January  21,  1971— decision  of  the 
Borough  Superintendent,  under  Section  73-19  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml-1  district,  the  erection 
of  a  three  story  and  basement  public  school. 

PREMISES  AFFECTED — 510  Clermont  Avenue,  north¬ 
west  corner  of  Atlantic  Avenue,  Block  2008,  Lot  1,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  C.  Schmitt  and  Arthur  G.  Paletta. 
For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  q 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  9,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent 
dated  January  19,  1971,  acting  on  N.  B.  Applic.  222/197o| 
reads : 

“2.  The  proposed  school  building,  Use  Group  No.  3, 
in  an  Ml-1  district  is  contrary  to  Sec.  22-13  of  the  Z.  R. 

4.  There  are  no  bulk  regulations  for  a  non- 
conforming  use  in  an  Ml-1  district.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-19  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-19  of  the  Zoning  Resolution,  to  permit 
in  an  Ml-1  district,  the  erection  of  a  three-story’  and  base¬ 
ment  public  school,  on  condition  that  all  work  shall  conform 
to.  drawings  filed  with  this  application  and  marked  “Re¬ 
ceived,  January  21,  1971,”  seven  sheets,  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with,  and  substantial 
construction  completed  within  one  year  from  the  date  of  this 
resolution. 


Adjourned:  12:45  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MARCH  9,  1971,  2  P.M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

578-55-SA 

APPLICANT — Wayne  Pump  Division,  Dresser  Industries 
Inc. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  .  ’  q 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

578-55-SA — Amendment  to  resolution  as  to  change  of  owner- 
manufacturer. 

Wayne  Pump  Division,  Dresser  Industries,  Ins.,  Salisbury, 
Maryland,  owner,  requested  that  the  resolution  adopted  May 
28.  1957  under  Calendar  Number  578-55-SA  be  reopened  and 
amended  so  as  to  show  a  change  in  own-manufacturer. 
PROPOSED  USE:  Gasoline  Dispensing  Pump. 
DESCRIPTION :  There  has  been  no  change  in  the  mate- 
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rials  used  nor  in  the  method  of  manufacture  of  the  pumps. 
The  request  is  to  show  a  change  of  owner-manufacturer. 

Dresser  Industries,  Inc.,  submitted  an  affidavit  showing 
that  they  purchased  the  rights,  assets,  etc.  of  Wayne  Pump 
Company,  Division  of  Symington  Wayne  Corporation  and 
the  name  was  changed  to  Wayne  Pump  Division,  Dresser 
Industries,  Inc. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  28,  1957  under  Cal¬ 
endar  Number  578-55-SA  be  reopened  and  amended  so  as  to 
show  a  change  in  owner-manufacturer,  new  owner-manufac¬ 
turer  Wayne  Pump  Division,  Dresser  Industries,  Inc.,  on 
condition  that  the  requirements  of  the  resolution  adopted 
May  28.  1957  under  Calendar  Number  578-55-SA  be  com¬ 
plied  with.  The  Committee  further  recommends  that  the  re¬ 
quirement  of  the  applicant  file  a  report  from  an  independent 
laboratory  be  waived  and  in  lieu  thereof  the  applicant  sub¬ 
mit  a  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
anproval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change  of 
address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch’t., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


568-58-SM 

APPLICANT — Cabot  Corporation. 

APPEARANCES— 

For  Applicant:  Leonard  C.  Haryak. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
568-58-SM — Amendment  to  Resolution  as  to  change  of  own¬ 
er-manufacturer. 

Cabot  Corporation,  Louisville,  Kentucky,  requested  that 
the  Resolution  adopted  July  7,  1959  under  Calendar  Number 
568-58-SM  be  reopened  and  amended  as  to  show  a  change  of 
owner-manufacturer. 

PROPOSED  USE:  Plastic  fittings  for  use  with  plastic  pipe 
in  acid  and  chemical  drain  systems. 

DESCRIPTION :  There  has  been  no  change  in  the  materials 
used  nor  in  the  method  of  manufacture  from  those  plastic 
fittings  presently  approved.  The  request  is  to  show  a  change 
of  owner-manufacturer. 

Cabot  Corporation  has  submitted  affidavits  showing  trans¬ 
fer  of  ownership  of  Tube  Turns  Plastics,  Inc.,  and  KraLoy/ 
Chemtrol  Division  of  Rexall  Drug  and  Chemical  Company  to 


Cabot  Corporation  and  the  new  owner-manufacturer  is  Cabot 
Corporation. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  7,  1959  under  Calen¬ 
dar  Number  568-58-SM  be  reopened  and  amended  so  as  to 
show  a  change  of  owner-manufacturer,  new  owner-manu¬ 
facturer  being  Cabot  Corporation,  on  condition  that  the  re¬ 
quirements  of  the  resolution  adopted  July  7,  1959  under 
Calendar  Number  568-58-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  the 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  the 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch’t., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


12-63-SA 

APPLICANT— Federal  Boiler  Co. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
12-63-SA— Amendment  to  resolution  as  to  additional  models 
of  gas  fired  hot  water  boilers. 

Federal  Boiler  Co.,  Division  of  Federal  Hydronic  Inc., 
Midland  Park,  New  Jersey,  requested  that  the  resolution 
adopted  November  19,  1963  under  Calendar  Number  12-63- 
SA  be  reopened  and  amended  so  as  to  include  additional 
gas  fired  hot  water  boiler. 

PROPOSED  USE:  Gas  fired  hot  water  boilers. 
DESCRIPTION :  The  requested  models  are  designated  as 
the  Series  GFS-A-10,  12,  15,  17,  20,  22  and  24  ranging  in 
BTU  input  from  105,000  to  240,000  BTU/hour. 

The  difference  between  the  presently  approved  GFS  Series 
and  the  requested  GFS-A  Series  is  that  the  GFS  Series  has 
a  single  port  upshot  burner  and  the  GFS-A  Series  has  a 
multiple  raised  drill  port  burner.  All  other  details  of  con¬ 
struction  and  controls  are  identical. 

INSPECTION  AND  TEST :  The  requested  models  have 
been  approved  by  the  American  Gas  Association  as  having 
met  the  requirements  of  USASI-Z21.13  as  required  under 
RS  14-6. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  19,  1963  under 
Calendar  Number  12-63-SA  be  reopened  and  amended  so 
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as  to  include  the  additional  models  of  gas  fired  hot  water 
boilers  as  herein  described  on  condition  that  the  require¬ 
ments  of  the  resolution  adopted  November  19,  1963  under 
Calendar  Number  12-63-SA  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affiavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 
Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


1028-64-SM 

APPLICANT — Fehr  Brothers  Industries. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  Oh  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


W hereas,  the  report  of  a  Committee  on  Test  reads : 

1028-64-SM— Amendment  to  Resolution  as  to  change  of  cor¬ 
porate  name. 

Fehr  Brothers  Industries,  Inc.,  New  York,  N.  Y.,  re¬ 
quested  that  the  resolution  adopted  June  2,  1965  under  Cal. 
No.  1028-64-SM  be  reopened  and  amended  so  as  to  show 
a  change  of  owner-manufacturer. 

PROPOSED  USE:  T-Hanger  and  Rod  Adapter  for  hang¬ 
ing  pipes,  suspended  ceilings,  ducts,  etc. 

DESCRIPTION  :  There  has  been  no  change  in  the  material 
used  nor  in  the  method  of  manufacture  of  the  T-Hanger 
and  Rod  Adapter.  The  request  is  to  show  a  change  of 
corporate  name  only.  An  affidavit  has  been  submitted  to 
show  the  requested  change. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  2,  1965  under  Calendar 
Number  1028-64-SM  be  reopened  and  amended  so  as  to  show 
a  change  of  corporate  name  of  owner-manufacturer  from 
Fehr  Brothers  Manufacturers,  Incorporated  to  Fehr  Brothers 
Industries.  Incorporated,  on  condition  that  the  requirements 
of  the  resolution  adopted  June  2,  1965  under  Calendar  Num¬ 
ber  1028-64-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 


hailure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
of  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 
Director, 

John  A.  Darts, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch’t., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


804-66-SA 


APPLICANT — Kweller  &  Dubin  Assoc,  for  Pellerin  Mil- 
nor  Corp. 


APPEARANCES— 

For  Applicant:  Morris  Kweller. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  . q 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

804-66-SA— Amendment  to  resolution  as  to  additional  laun¬ 
dry  machines. 

Kweller  &  Dubin  Assoc,  for  Pellerin  Milnor  Corp.,  New 
Cleans,  La.,  requested  that  the  resolution  adopted  June  20, 
1967  under  Calendar  Number  804-66-SA  be  reopened  and 
amended  so  as  to  include  additional  models  of  laundry 
machines. 


PROPOSED  USE:  Commercial  laundry  machines. 
DESCRIPTION :  The  requested  models  differ  from  the 
piesently  approved  models  insofar  as  the  water  supply  fea¬ 
tures.  The  water  supply  to  the  presently  approved  models  is 
protected  by  means  of  a  vacuum  breaker  and  check  value 
whereas  in  the  requested  models  the  water  supply  is  intro¬ 
duced  into  the  machines  through  a  1  inch  air-gap.  All  other 
features  remain  the  same. 

INSPECTION  AND  TEST :  Details  of  construction  were 
examined  by  Asst.  Engr.  J.  A.  Darts  and  it  was  noted  that 
the  air-gap  was  1  inch. 


RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  20,  1967  under  Cal¬ 
endar  Number  804-66-SA  be  reopened  and  amended  so  as 
to  include  the  Models  ABC  30015  CWE,  ABC  30015NMA 
ABC  30015C4M,  ABC  30015C6M,  ABC  72044DEF  and 
ABC  36026DEF  on  condition  that  the  requirements  of  the 
resolution  adopted  June  20,  1967  under  Calendar  Number 
804-66-SA  be  complied  with  except  that  the  water  supply 
may  be  introduced  into  the  appliance  through  the  air-gap 
as  herein  described  instead  of  being  protected  by  means  of 
a  vacuum  breaker  and  check  valve. 


A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board, _  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
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of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


742-67-SM 

APPLICANT — Republic  Steel  Corporation— Manufacturing- 
Division,  owner. 

APPEARANCES— 

For  Applicant :  Albert  H.  Barsch. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads  : 
742-67-SM — The  Republic  Steel  Corporation  Manufacturing 
Division,  Youngstown,  Ohio,  filed  for  approval  of  Inserts  for 
concrete  and  brick  under  the  provisions  of  RS  10-1,  Section 
9  of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Inserts  to  be  installed  flush  with  the 
face  of  concrete  or  brick  construction  for  the  purpose  of 
receiving  threaded  bolts. 

DESCRIPTION :  The  inserts  are  made  of  carbon  steel. 
They  are  embedded  in  the  concrete  except  for  a  narrow  slot 
or  tapped  hole.  The  anchors  on  the  top  of  the  inserts  for 
concrete  construction  are  shaped  like  inverted  S’s.  The 
anchors  on  the  top  of  the  inserts  for  brick  construction  are 
shaped  like  inverted  L’s.  The  slot  is  in  the  bottom  face  of 
the  channel  that  makes  up  the  lower  portion  of  the  inserts. 
The  slot  varies  in  width  from  13/16"  to  It  can  be  adapted 
for  24",  Yz" ,  54"  or  24"  bolts  with  washers  that  fit  into  the 
slot.  The  adjustable  inserts  have  anchors  that  consist  of  two 
cut  out  triangular  arms  at  a  30  degree  angle  with  the  verti¬ 
cal.  The  tapped  inserts  have  the  same  type  of  anchors  as  the 
adjustable  inserts,  but  have  a  tapped  hole  instead  of  a  slot  on 
the  bottom.  The  following  loads  are  recommended  for  a 
safety  factor  of  three : 

Insert  3500  psi  Concrete 

slotted  2500  lbs.  per  linear  foot 

adjustable  04")  1500  lbs.  per  insert 

adjustable  (54"  and  24")  2000  lbs.  per  insert 

tapped  2500  lbs.  per  insert 

INSPECTION  AND  TEST :  The  Pittsburgh  Testing  Lab¬ 
oratory  (No.  671452)  determined  the  loads  necessary  to  pro¬ 
duce  failure  of  the  slotted,  adjustable,  and  tapped  inserts 
embedded  in  3000  psi  and  5000  psi  concrete  and  using  J4"  and 
24"  bolts.  The  results  of  these  tests  are  on  file  with  the  appli¬ 
cation.  The  applicant  recommends  a  safety  factor  of  three 
between  the  design  load  and  the  yield  load  determined  by  test. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Republic  Steel  Inserts  for  concrete 


and  brick  under  the  provisions  of  RS  10-1,  Section  9  of  the 
Building  Code  on  condition  that  it  be  used  to  carry  loads  as 
herein  described  no  more  than  one-third  of  the  ultimate  yield 
load  determined  by  a  test  which  specifies  the  type  of  insert, 
strength  of  the  concrete,  and  size  of  the  bolt.  The  inserts 
shall  be  permanently  labeled :  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  742-67-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


813-67-SM 

APPLICANT — Hilti,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant :  William  J.  Guido. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

N  egative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
813-67-SM — Hilti,  Inc.,  Stamford,  Connecticut,  filed  for 
approval  of  a  powder  tool  known  as  the  Hilti  DX  300  under 
the  provisions  of  C26-1910.2  of  the  Building  Code  of  the  City 
of  New  York. 

PROPOSED  USE:  Powder  driven  low  velocity  tool. 
DESCRIPTION  :  The  Model  DX-300  tool  uses  a  propel¬ 
lant  powder  charge  to  propel  a  captive  piston,  which  in  turn 
drives  a  fastener.  The  powder  charges  are  contained  in  .268" 
rimfire  cases.  Four  weights  of  powder  changes  are  provided 
for  light,  medium,  heavy,  and  extra  heavy  fastening.  The 
fasteners  are  furnished  with  a  firmly  attached  washer,  which 
prevents  overpenetration  in  soft  materials  or  in  an  instance 
when  too  heavy  a  powder  is  used  for  the  material  at  hand. 
The  powder  charge  chamber  is  perpendicular  to  the  drive 
piston.  The  maximum  free  flight  velocity  of  the  fastener,  as 
determined  by  tests  on  a  tool  specially  altered  to  allow  firing 
when  not  pressed  against  a  work  surface,  is  200  feet  per  sec¬ 
ond.  The  tool  is  equipped  with  a  protective  guard  mounted 
on  the  muzzle  end,  perpendicular  to  the  barrel.  The  operator 
must  press  the  tool  against  the  work  surface  with  a  force  of 
24  pounds  and  then  pull  the  trigger  before  the  tool  will  fire. 
The  wTork  surface  must  offer  resistance  of  14  pounds  before 
the  tool  will  fire.  The  tool  will  fire  when  dropped  with  the 
handle  pointing  upward  in  a  horizontal  position  from  a  height 
of  6  feet  or  over.  However,  the  drive  piston  does  not  move 
as  a  result  of  the  firing  because  the  hammer  rod  closes  off  the 
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powder  charge  chamber  from  the  drive  piston  when  the  tool 
is  not  held  against  a  work  surface. 

INSPECTION  AND  TEST :  The  safety  features  of  the 
Model  DX  300  tool  were  inspected  by  the  H.  P.  White  Lab¬ 
oratory,  Belair,  Maryland,  and  were  found  to  be  satisfactory. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Hilti  DX  300  powder  tool  under 
the  provisions  of  C26-1910.2  of  the  Building  Code.  The  tool 
shall  be  permanently  labeled:  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  813-67-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change  of 
address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 
Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


858-68-SM 

APPLICANT — William  Wallace  Division,  Wallace-Murray 
Corporation,  owner. 

APPEARANCES— 

For  Applicant :  John  H.  Doughty. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
858-68-SM — Wallace  Division,  Wallace-Murray  Corp.,  Bel¬ 
mont,  California,  filed  for  approval  of  the  Metalbestos  Model 
SS  Tactory-Built  Chimney  under  the  provisions  of  C26- 
1500./  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Low  temperature  chimney. 

DESCRIPTION :  The  chimney  consists  of  two  concenlric, 
circular  pipes  having  the  annular  space  of  1"  filled  with  in¬ 
sulation.  The  inner  pipe  comes  in  six  diameters  (6,  7,  8, 
10,  12  and  14  inches)  and  is  made  of  #430  stainless  steel 
that  is  0.012"  thick  for  the  6,  7  and  8  inch  diameters  and 
0;016"  thick  for  the  10,  12  and  14  inch  diameters.  The  outer 
pipe  is  made  of  #430  stainless  steel  of  the  same  thickness 
as  the  inner  pipe. 

The  insulation  is  known  as  Low-K  Insulation,  (mineral) 
manufactured  specially  by  William  Wallace  Division  for 
this  purpose  and  has  a  density  of  24  lbs./cu.  ft. 

INSPECTION  AND  TEST :  The  chimney  has  been  ap¬ 
proved  by  the  Underwriters’  Laboratories  under  MH 6673  as 
a  chimney  low-heat  appliance. 


RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Metalbestos  Model  SS  Factory- 
Built  Chimney  as  a  low  temperature  chimney  for  use  with 
equipment  as  defined  under  C26-1501.2(a)  Building  Code 
of  the  City  of  New  York  when  installed  in  accordance  with 
the  requirements  of  Sub-Article  1501.0  Building  Code  of  the 
City  of  New  York.  Each  chimney  shall  bear  a  label,  per¬ 
manently  affixed,  reading :  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  Newr  York  City  under  Calendar 
Number  858-68-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of.  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  ownership 
change  of  address  or  to  submit  the  annual  affidavit  will  be 
cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 
Director, 
John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


85-70-SM 

APT  LICAN1  The  Lattimer-Stevens  Company,  owner. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  . .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
85-70-SM— The  Lattimer-Stevens  Company,  Columbus,  Ohio, 
filed  for  approval  of  the  Lockwing  Iron  Body,  Brass  Core 
Stopcocks,  Models  21110,  21112,  21116,  21118,  21120,  under 
the  provisions  of  RS16,  PI  15.6  of  the  Building  Code  of  the 
City  of  New  York. 

PROPOSED  USE:  Gas  valve  ahead  of  a  gas  meter. 
DESCRIPTION :  The  Lockwing  Stopcock  is  a  type  of 
valve  for  controlling  the  flow  of  gas  from  open  to  fully  closed 
by  means  of  a  tapered  rotatable  plug  with  openings  which  can 
be  moved  in  and  out  of  registry  with  similar  openings  in  the 
body  of  the  stopcock.  The  body  of  the  stopcock  is  made  of 
cast  iron  and  is  threaded  on  the  inlet  and  outlet  ends  for 
piping  connections.  The  plug  is  made  of  brass  and  has  an  ex¬ 
posed  head  to  which  a  wrench  can  be  attached  for  turning 
and  a  wing  which  is  aligned  with  a  matching  wing  on  the 
body  when  the  stopcock  is  in  the  closed  position.  A  locking 
device  can  be  inserted  through  matching  holes  in  the  wings 
of  the  body  and. plug.  A  brass  washer  and  nut  are  used  to 
retain  the  plug  in  the  body  and  to  maintain  a  correct  load 
between  the  plug  and  the  body.  Inlet  sizes  on  the  stopcocks 
run  from  NPT  to  2"  NPT  and  outlet  sizes  from  yA" 
NPT  to  2"  NPT.  The  stopcock  has  a  specified  pressure 
rating  of  60  psi. 
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INSPECTION  AND  TEST:  The  stopcock  was  air 
pressure  tested  under  water  by  Robert  S.  Curl  &  Assoc.,  Con¬ 
sulting  Engineers,  to  a  pressure  of  125  p.s.i.g.  The  complete 
report  in  on  file  with  the  application. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Lockwing  Iron  Body,  Brass  Core 
Stopcocks,  Models  21110,  21112,  21116,  21118,  21120,  under 
the  provisions  of  RS16,  P115.6  of  the  Building  Code.  The 
stopcocks  shall  be  permanently  labeled :  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  85-70-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


118-70-SA 

APPLICANT — Interpace  Corporation,  Lapp  Insulator  Di¬ 
vision,  owner ;  Canning  Associates,  Incorporated,  agent. 
ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
118-70-SA — The  Interpace  Corporation,  Lapp  Insulator  Di¬ 
vision,  Le  Roy,  New  York,  filed  for  approval  of  Pulsafeeder 
Metering  Pumps  (Models  LS-3,  LS-5,  LS-10,  LS-20,  LS-30, 
CPS-1,  CPS-2,  CPS-3,  CPS-4  CPS-45,  HS-1,  HS-2,  HS-3, 
and  HS-4)  under  the  provisions  of  C26-106.2  of  the  Building 
Code  of  the  City  of  New  York. 

PROPOSED  USE:  Pumping  and  metering  of  liquid  chem¬ 
icals. 

DESCRIPTION :  The  Pulsafeeder  is  an  electric  motor 
driven,  piston-diaphragm  metering  pump.  A  piston  operating 
at  a  constant  stroke  rate  but  adjustable  from  0  to  100%  of 
stroke  length  displaces  a  measured  amount  of  hydraulic  fluid 
on  each  stroke.  The  displacement  causes  a  diaphragm  to 
move  forward  in  exact  relation  to  piston  travel.  The  dia¬ 
phragm  movement  causes  chemical  or  product  to  enter  the 
pump  housing  and  be  discharged  on  each  stroke  cycle.  The 
microflo  series  (LS  models)  and  masterflo  series  (CPS 
models)  use  flat  plastic  or  metal  diaphragms.  The  product 
or  chemical  being  pumped  is  isolated  from  the  gear  box  and 
piston  parts.  The  length  of  the  stroke  of  the  piston  can  be 
controlled  manually  or  automatically.  The  capacities  of  the 
microflo  series  vary  from  .5  GPH  to  1.6  GPH.  Piston  di¬ 
ameters  range  from  .125"  to  .625".  Discharge  pressures  are 


rated  up  to  3000  psi.  The  capacities  of  the  masterflo  series 
range  from  1.3  GPH  to  1452  GPH.  Piston  diameters  vary 
from  .375"  to  4.0".  Discharge  pressures  are  rated  up  to 
5000  psi.  The  Hydratube  series  pumps  (HS  models)  have 
the  same  capacities  as  the  masterflo  series.  A  tubular  dia¬ 
phragm  handles  the  product  between  suction  and  discharge 
check  valves.  The  pumped  liquid  does  not  develop  a  head. 
The  straight  flow  path  through  the  pumps  makes  them  fa¬ 
vorable  for  pumping  slurry  and  viscous  material. 
INSPECTION  AND  TEST:  The  drawings  and  descrip¬ 
tions  of  the  pumps  were  inspected  by  Assistant  Engineer 
Stuart  Lowenthal  and  found  to  be  satisfactory. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Pulsafeeder  Metering  Pumps  (Models 
LS-3,  LS-5,  LS-10,  LS-20,  LS-30,  CPS-1,  CPS-2,  CPS-3, 
CPS-4,  CPS-45,  HS-1,  HS-2,  HS;3,  and  HS-4)  under  the 
provisions  of  C26- 106.2  of  the  Building  Code.  The  pumps 
shall  be  permanently  labeled :  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  118-70-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change  of 
address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


143-70-SA 

APPLICANT — Mark  Indicator  Company,  Incorporated  for 
SI  Handling  Systems,  Incorporated,  owner. 

APPEARANCES— 

For  Applicant :  Robert  A.  Reese. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
143-70-SA — The  Mark  Indicator  Company,  Inc.,  New  York, 
representing  SI  Handling  Systems,  Inc.,  Easton,  Pennsyl¬ 
vania,  filed  for  approval  of  a  crane  boom  angle  indicator 
known  as  the  Mark  XV  Visalert  under  the  provisions  of 
C26-1909.3(d)  of  the  Building  Code  of  the  City  of  New 
York. 

PROPOSED  USE:  Crane  boom  angle  indicator  and  alarm. 
DESCRIPTION :  The  indicator  has  two  major  components. 
The  first  is  a  control  unit  located  in  the  interior  of  the  cab 
within  vision  of  the  crane  operator.  The  control  unit  houses 
a  meter  calibrated  in  degrees.  A  black  needle  indicates  the 
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angle  of  the  boom.  Two  red  needles  indicate  the  upper  and 
lower  limits  of  the  angle  of  the  boom.  The  lower  limit  is 
determined  by  using  an  independent  device  to  measure  the 
load  to  be  lifted  and  reading  the  chart  compiled  by  the  manu¬ 
facturer  which  correlates  the  weight  of  the  load,  the  length 
of  the  boom,  and  smallest  safe  angle  of  the  boom.  When 
the  indicated  angle  exceeds  the  upper  limit  or  falls  below 
the  lower  limit,  two  red  lights  flash  on  the  indicator,  a  high 
pitched  alarm  sounds  in  the  cab,  and  a  horn  sounds  outside 
of  the  cab.  The  warning  devices  are  also  activated  when  the 
power  source,  usually  the  crane’s  battery,  falls  below  8 
volts,  the  level  necessary  for  the  satisfactory  operation  of 
the  system. 

The  other  component  is  a  boom  angle  sensor  unit.  The 
unit  is  mounted  on  the  centerline  of  the  crane  boom  parallel 
to  the  longitudinal  axis.  The  unit  contains  a  potentiometer, 
a  pendulum  rigidly  attached  to  a  shaft,  and  the  wiring  neces¬ 
sary  to  relay  the  sensing  signal.  The  shaft  is  supported  on 
two  frictionless  ball  bearings.  The  shaft  and  pendulum  are 
perpendicular  to  each  other.  As  the  angle  of  the  boom  is 
changed  by  the  operator,  the  pendulum  finds  the  new  plumb 
line  and  rotates  the  shaft.  The  rotation  of  the  shaft  changes 
the  electrical  resistance  of  the  potentiometer  and  changes 
the  voltage  of  the  signal  from  the  sensor  unit  to  the  meter 
of  the  control  unit.  The  potentiometer  is  calibrated  to  pro¬ 
duce  a  meter  reading  of  within  0.5  degrees  of  the  actual  boom 
angle. 

INSPECTION  AND  TEST:  The  Mark  XV  Visalert  was 
inspected  and  tested  by  and  to  the  satisfaction  of  Commis¬ 
sioner  William  Nolan  and  Assistant  Engineer  Stuart  Lowen¬ 
thal.  The  angle  indicator  readings  corresponded  to  the 
readings  of  a  less  sophisticated  mechanical  angle  indicator. 
The  activation  of  the  warning  devices  was  observed  when 
the  readings  of  the  black  indicator  needle  coincided  with  the 
upper  and  lower  safety  settings  of  the  red  needles. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Mark  XV  Visalert  for  the  use  on 
truck,  crawler  cranes  with  standard  boom  and  tower  equip¬ 
ment  under  the  provisions  of  C26-1909.3 (d)  of  the  Building 
Code.  The  Mark  XV  Visalert  shall  be  permanently  labeled 
‘‘Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  143-70-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


477-70-SM 

APPLICANT — AB  PIAB,  owner;  SI  Handling  Systems, 
Inc.,  Agent. 

APPEARANCES— 

For  Applicant :  Robert  A.  Reese. 


ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
477-70-SM — The  Mark  Indicator  Co.,  Inc.,  New  York,  rep¬ 
resenting  AB  Piab,  Stockholm,  Sweden,  filed  for  approval 
the  crane  load  weigher  known  as  the  Piab  Dynamometer 
under  the  provisions  of  C26-1909.3(d)  of  the  Building  Code 
of  the  City  of  New  York. 

PROPOSED  USE:  Crane  load  weigher. 

DESCRIPTION :  The  Dynamometer  is  hung  from  an 
upper  eye  bracket.  The  load  bearing  cable  is  hung  from  a 
lower  eye  bracket.  When  the  Dynamometer  is  loaded,  a 
packet  of  spring  washers  is  compressed  by  a  piston  through 
the  movement  of  a  pulling  rod.  The  axial  movement  is  trans¬ 
mitted  by  the  piston  stem  to  a  dial  wheel  on  ball  bearings, 
which  is  brought  into  rotation.  The  dial  wheel  is  graduated, 
and  the  occurring  load  is  read  at  an  index  mark  on  the  dial 
window.  As  a  protection  against  quick  unloading,  the  piston 
is  equipped  with  a  special  damper  spring.  A  stop  bushing 
protects  the  spring  package  from  being  pressed  flat  by  over¬ 
loads.  1  he  rotation  of  the  dial  wheel  can  be  used  in  conjunc¬ 
tion  with  a  potentiometer  to  vary  the  resistance  and,  conse¬ 
quently  the  voltage  of  an  output  electrical  signal.  The  signal 
is  connected  to  a  remote  reading  (one  reading)  or  recording 
(charting  of  continuous  readings)  instrument.  The  instru¬ 
ments  may  be  cab  mounted  and  powered  by  the  cab’s  battery 
or  portable  and  powered  by  an  independent  battery.  The 
calibration  of  the  instruments  can  be  adjusted  for  change  in 
number  of  parts  of  the  crane. 

INSPECTION  AND  TEST :  The  Dynamometer  was  in¬ 
spected  and  tested  by  and  to  the  satisfaction  of  Commissioner 
V  illiam  Nolan  and  Assistant  Engineer  Stuart  Lowenthal.  A 
known  weight  of  4500  pounds  was  lifted  by  a  crane  and  sus¬ 
pended  at  the  end  of  a  cable  hung  from  the  lower  eye  bracket 
of  a  Dynamometer.  The  readings  of  portable  and  cab  battery 
powered  remote  instruments  were  observed  to  be  4500 
pounds. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Piab  Dynamometer  for  use  on 
truck,  crawler  cranes  with  standard  boom  and  tower  equip¬ 
ment  under  the  provisions  of  C26-1909.3  (d)  of  the  Building 
Code.  The  Piab  Dynamometer  shall  be  permanently  labeled: 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
m  New  York  City  under  Calendar  Number  477-70-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 
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479-70-SM 

APPLICANT — The  Gypsum  Association,  owner. 
APPEARANCES— 

For  Applicant:  H.  M.  Cole  and  J.  J.  Gefford. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

N  egative :  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
479-70-SM — H.  M.  Cole,  representing  the  Celotex  Corpora¬ 
tion,  a  subsidiary  of  The  Jim  Walters  Corp.,  New  York, 
filed  for  approval  of  Y%'  Thick  Gypsum  Wallboard  Fire 
Protection  under  the  provisions  of  C26-501.1  of  the  Building 
Code  of  the  City  of  New  York. 

PROPOSED  USE:  Two-hour  fire  resistant  protection  for 
steel  supporting  floor  system. 

DESCRIPTION :  The  assembly  consists  of  a  1J4"  fluted 
steel  floor  welded  to  the  top  of  the  flange  of  an  8-WF-24, 
ASTM  A36  steel  beam.  Two  layers  of  §4"  thick  type  “X” 
gypsum  wallboard  (UL  No.  40  U18.23)  surround  the  beam 
on  the  three  sides  not  welded  to  the  floor.  Steel  runner 
channels,  deep  with  1"  legs,  are  located  at  the  four 

inside  corners  of  the  wallboard.  The  beam  is  separated  from 
the  runner  channels  by  x/z"  in  all  directions.  Three  steel 
channel  brackets  are  located  against  the  inside  faces  of  the 
wallboard  between  the  runner  channels.  The  overall  dimen¬ 
sions  of  the  beam  and  its  wallboard  protection  are  1 334"x 
WY"-  The  separations  between  the  wallboard  runner  chan¬ 
nels  and  the  beam  reflected  by  the  overall  dimensions,  and 
the  channel  brackets  cause  a  suspension  system  effect.  Above 
the  steel  floor  is  2 y2"  of  sand-gravel  concrete.  Details  are 
contained  in  the  drawings  of  U.  L.  R4024-S,  on  file  with  the 
application. 

INSPECTION  AND  TEST :  The  wallboard  is  on  the 
Underwriters’  Laboratories  Building  Materials  List  ( Guide 
No.  40  U18.23).  The  entire  assembly  as  given  a  two-hour 
fire  rating  by  Underwriters’  Laboratories  (File  R4024-5, 
Assignment  64K5040). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  5/&"  Thick  Gypsum  Wallboard  Fire 
Protection  for  beams  under  the  provisions  of  C26-501.1  of 
the  Building  Code  as  a  two  hour  fire  resistive  construction 
when  installed  as  herein  described  and  beam  not  less  than 
herein  described.  The  wallboard  assembly  shall  be  perma¬ 
nently  labeled :  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Number 
479-70-SM.” 

The  Committee  further  recommends  that  all  plans  sub¬ 
mitted  to  the  Dept,  of  Buildings  showing  the  proposed  use 
of  this  construction  shall  be  labeled  “Approved  by  Board  of 
Standards  and  Appeals  under  Calendar  Number  479-70-SM” 
and  further  that  the  applicant  shall  submit  the  drawings  as 
herein  referred  to  the  Dept,  of  Buildings. 

It  is  further  recommended  that  this  construction  may  be 
marketed  by  Georgia  Pacific  Co. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval.  Failure  to  notify  the  Board  of  change  of 


ownership,  change  of  address  or  to  submit  the  annual  affi¬ 
davit  will  be  cause  of  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


480-70-SM 

APPLICANT — Bestwall  Gypsum  Company,  Georgia-Pacific 
Corporation,  owner. 

APPEARANCES— 

For  Applicant :  H.  M.  Cole  and  J.  J.  Gefford. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
480-70-SM — H.  M.  Cole,  representing  the  Celotex  Corpora¬ 
tion,  New  York,  a  subsidiary  of  Jim  Walter  Corp.,  filed  for 
approval  of  £4"  Thick  Gypsum  Wallboard  Fire  Protection 
under  the  provisions  of  C26-501.1  of  the  Building  Code  of  the 
City  of  New  York. 

PROPOSED  USE:  Two-hour  fire  resistant  protection  for 
open  web  steel  joists  supporting  ceiling  systems. 

DESCRIPTION :  The  top  layer  of  the  assembly  is  2 J4" 
thick  and  is  made  of  sand-gravel  concrete.  The  second  layer 
is  expanded,  J4"  ribbed  metal  lath,  attached  to  the  joists  with 
steel  wire.  The  next  layer  is  Type  12S4  steel  joists,  which  are 
welded  to  supports  and  spaced  24"  on  centers.  Horizontal 
bridging  is  provided  by  diameter  steel  bars  welded  to  top 
and  bottom  chords  of  each  joist.  Below  the  joists  is  a  No.  25 
gauge  galvanized  steel  furring  channel,  2 Y"  wide  x  7/s"  deep, 
spaced  24"  on  centers  and  secured  to  each  joist  with  a  double 
strand  of  steel  wire.  A  $4"  thick  layer  of  Type  “X”  gypsum 
wallboard  is  secured  to  the  furring  channel  with  No.  6 
Phillips  flathead  screws,  spaced  Y"  from  edges  and  12"  on 
centers.  The  assembly  is  in  accordance  with  Ill.-l  as  con¬ 
tained  in  U.L.  Report  R  2717-27. 

INSPECTION  AND  TEST :  The  wallboard  is  listed  under 
UL  Guide  No.  40  U18.23.  The  entire  assembly  has  been 
given  a  two-hour  rating  in  Underwriters’  Laboratories  File 
R2717-27,  Assignment  62K2587. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  §4"  Thick  Gypsum  Wallboard  Fire 
Protection  for  open  web  steel  joists  supporting  ceiling  sys¬ 
tems  as  a  two-hour  fire  rated  assembly  under  the  provisions 
of  C26-501.1  of  the  Building  Code. 

The  Committee  further  recommends  that  all  plans  sub¬ 
mitted  to  the  Dept,  of  Buildings  showing  the  proposed  use  of 
this  construction  shall  be  labeled  “Approved  by  Board  of 
Standards  and  Appeals  under  Calendar  Number  480-70-SM” 
and  further  that  the  applicant  shall  submit  the  drawings  as 
contained  in  U.  L.  Report,  as  herein  referred  to,  to  the  Dept, 
of  Buildings. 

It  is  further  recommended  that  this  construction  may  be 
marketed  by  Georgia  Pacific  Co. 
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A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  address  or  to  submit  the  annual  affidavit  will  be 
cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


481-70-SM 

APPLICANT — Bestwall  Gypsum  Division,  Georgia-Pacific 
Corporation,  owner. 

APPEARANCES— 

For  Applicant :  H.  M.  Cole  and  J.  J.  Gefford. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
481-70-SM — H.  M.  Cole,  representing  the  Celotex  Corpora¬ 
tion,  New  York,  a  subsidiary  of  The  Jim  Walters  Corp., 
filed  for  approval  of  54"  thick  Type  “X”  Gypsum  Wallboard 
non-load  bearing  Partitions  under  the  provisions  of  C26-501.1 
of  the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  One-hour  fire  rated  non-load  bearing 
partition. 

DESCRIPTION :  The  assembly  is  composed  of  five  layers. 
The  first  layer  is  54"  thick  type  “X”  gypsum  wallboard, 
meeting  the  requirements  of  ASTM  C36-62.  The  second 
layer  is  Donn  Products,  Inc.,  DS-58  354"  thick,  25  gage 
steel  studs,  spaced  24"  on  centers.  The  third  and  forth  layers 
are  54"  thick  type  “X”  gypsum  wallboard.  The  three  layers 
of  wallboard  are  fastened  to  the  steel  studs  with  drywall 
screws  16"  on  center.  The  fifth  layer  is  3"  thick  glass  fiber 
insulation  batts  stapled  to  the  wallboard.  The  partition  is 
held  in  place  by  Donn  Products.  Inc.,  DS-58C,  354"  deep, 
25  gage  steel  floor  and  roof  tracks,  fastened  with  drive  pins 
24"  on  center.  The  construction  is  in  accordance  with  Fig. 
3  as  contained  in  Ohio  State  University  Report  T-3126. 
INSPECTION  AND  TEST :  The  assembly  was  tested  by 
the  Ohio  State  University  Engineering  Experiment  Station 
(Report  No.  T-3126)  and  given  a  one-hour  fire  resistance 
rating. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  assembly  as  a  one-hour  fire  rated 
non-load  bearing  partition  under  the  provisions  of  C26-501.1 
of  the  Building  Code. 

The  Committee  further  recommends  that  all  plans  sub¬ 
mitted  to  the  Dept,  of  Buildings  showing  the  proposed  use 
of  this  construction  shall  be  labeled  “Approved  by  the  Board 
of  Standards  and  Appeals  under  Calendar  Number  481-70- 
SM  and  further  that  the  applicant  shall  submit  the  drawings 
as  contained  in  Ohio  State  Report,  as  herein  referred  to, 
to  the  Dept,  of  Buildings. 


The  Committee  further  recommends  that  this  system  may 
also  be  marketed  by  The  Georgia  Pacific  Co. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  or  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


482-70-SM 

APPLICANT — The  Celotex  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  H.  M.  Cole  and  J.  J.  Gefford. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  Q 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
482-70-SM — H.  M.  Cole,  representing  The  Celotex  Corpora¬ 
tion,  subsidiary  of  The  Jim  Walters  Corp.,  New  York,  filed 
for  approval  of  54”,  )4",  and  )4"  thick  Gypsum  Wallboard 
Non-Load  bearing  Partitions  under  the  provisions  of  C26- 
501.1  of  the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Two-hour  fire  rated  non-load  bearing- 
partition. 

DESCRIPTION :  The  assembly  is  composed  of  six  layers. 
The  first  two  layers  are  54"  thick  type  “FR”  gypsum  wall- 
board.  The  third  layer  is  composed  of  25  gage,  galvanized 
steel  studs,  measuring  354"  wide  x  1)4"  deep,  with  )4"  folded 
back  return  flange  legs  spaced  24"  on  centers.  The  stud  cav¬ 
ities  are  filled  with  1"  thick  UL  listed  glass  fiber  batts.  The 
last  three  layers  are  ^",  )4",  and  J4"  thick  gypsum  wall- 
board,  types  “FR”,  “SFR”,  and  “S”  respectively.  The  floor 
and  ceiling  runners  are  fabricated  from  25  gage  galvanized 
steel  and  measure  354"  wide  x  )4"  deep.  The  runners  are 
attached  to  the  floor  and  ceiling  with  steel  fasteners  spaced 
24"  on  center.  The  layers  of  wallboard  are  attached  to  the 
studs  and  runners  with  1"  and  154”  long,  self-drilling,  self¬ 
tapping  steel  screws.  The  glass  fiber  batts  are  stapled  to  the 
studs  12"  on  center.  The  construction  is  in  accordance  with 
ILL-1  as  contained  in  Underwriters  Laboratory  Report 
R  3660-1. 

INSPECTION  AND  TEST :  In  Underwriters  Labora¬ 
tories  Report  R  3660-1  the  results  of  two  tests  are  outlined. 

Test  (1)  consisted  of  two  layers  of  )4"  thick  gypsum 
wallboard  attached  to  each  face  of  the  stud  and  the  cavity 
filled  with  mineral  wool  batts. 

Test  (2)  consisted  of  two  layers  of  54"  thick  gypsum 
wallboard  attached  to  each  face  of  the  stud. 

On  the  basis  of  these  two  tests,  the  Underwriters  Labora- 
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tories  under  R  3660-1,  have  assigned  a  two  hour  fire-resistive 
rating  to  the  construction  herein  described  under  the  title 
“Description.” 

It  should  be  noted  that  Test  (1)  had  a  total  of  2"  of  gyp¬ 
sum  wallboard,  and  an  insulating  blanket;  Test  (2)  had 
2E>"  of  gypsum  wallboard  and  no  insulating  blanket  and  the 
proposed  partition  had  a  total  of  2§^"  of  gypsum  wallboard 
and  an  insulating  blanket;  5/i"  more  of  gypsum  wallboard 
than  Test  (1)  which  achieved  a  two-hour  fire  resistive 
rating. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  assembly  as  a  two-hour  fire  rated 
non-load  bearing  partition  under  the  provisions  of  C26-501.1 
of  the  Building  Code.  The  assembly  shall  be  permanently 
labeled  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number  482-70- 
SM.” 

The  Committee  further  recommends  that  all  plans  sub¬ 
mitted  to  the  Dept,  of  Buildings  showing  the  proposed  use 
of  this  construction  shall  be  labeled  “Approved  by  the  Board 
of  Standards  and  Appeals  under  Calendar  Number  482-70- 
SM.”  And  further  that  the  applicant  shall  submit  the  draw¬ 
ings  as  contained  in  the  U.  L.  Report,  as  herein  referred  to 
the  Dept,  of  Buildings.  It  is  further  recommended  that  this 
construction  may  be  marketed  by  Georgia  Pacific. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


613-70-SM 

APPLICANT — Georgia-Pacific  Corporation,  Gypsum  Divi¬ 
sion,  owner. 

APPEARANCES— 

For  Applicant:  J.  E.  Tierney. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
613-70-SM — Georgia  Pacific  Corp.,  Portland,  Oregon,  filed 
for  approval  of  the  material  known  as  Georgia  Pacific  Tile 
Backer  Board  under  the  provisions  of  C26-106.2  Building 
Code  of  the  City  of  New  York. 

PROPOSED  USE:  Water  resistant  gypsum  board  (J4" 
thick). 

DESCRIPTION :  The  backer  board  is  the  standard  gyp¬ 
sum  wallboard  approved  under  709-51-SM  with  the  addition 


of  an  asphaltic  emulsion  to  the  gypsum  core  and  the  use  of  a 
water  repellent  face  paper. 

INSPECTION  AND  TEST:  The  application  has  sub¬ 
mitted  a  report  of  test  conducted  by  Charlton  Laboratories 
which  showed  that  the  capillary  action  was  less  with  the 
treated  board  than  with  the  regular  gypsum  board.  On  the 
basis  of  this  test,  the  board  was  approved  by  the  County  of 
Los  Angeles. 

RECOMMENDATION  :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Georgia-Pacific 
Tile  Backer  Board  04"  thick)  under  the  provisions  of  C26- 
106.2  Building  Code  of  the  City  of  New  York  as  a  water- 
resistant  board  in  locations  wherein  a  fire  resistive  rating  is 
not  required  on  condition  that  the  board  shall  be  labeled 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  613-70-SM.” 
The  Committee  further  recommends  that  this  material  may 
be  marketed  by  Johns-Manville  under  the  trade  name  Johns- 
Manville  Water  Tight  Backer;  by  The  Flintkote  Co.  under 
the  trade  name  of  Sta-Dri  and  by  Celetox  Corp.  a  subsidiary 
of  Jim  Walker  Corp.  under  the  trade  name  Bath/Backer. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


743-70-SA 


APPLICANT — Robert  D.  Thulman  for  Majestic  Company, 

owner. 


APPEARANCES— 

For  Applicant:  None. 

AC  1  ION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 


THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker. 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
743-70-SA- — Robert  D.  Thulman,  representing  the  Majestic 
Company,  Huntington,  Indiana,  filed  for  approval  of  Ma- 
jestic-Thulman  Fireplaces  (Models  L-42,  L-42L,  L-42R, 
L-36A,  L-36LA,  L-36RA,  L-28)  under  the  provisions  of 
C26-504.14  of  the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Factory  built  fireplaces  and  chimneys. 
DESCRIPTION  :  Models  L-42L  and  L-36LA  are  front  and 
left  opening  fireplaces.  Models  L-42R  and  L-36RA  are  front 
and  right  opening  fireplaces.  Models  L-42,  L-36A,  and  L-28 
are  front  opening  fireplaces.  All  models  are  wood-burning. 
The  number  in  the  model  designation  indicates  the  width 
in  inches.  The  hearth  and  rear  face  are  2"  thick  refractory 
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material  and  the  side  is  20  gauge  porcelain  enamel  steel.  The 
open  faces  are  protected  by  screens.  Combustible  walls  at 
right  angles  and  within  40"  of  open  faces  and  combustible 
floors  within  20"  of  open  faces  are  protected  by  plates  made 
of  noncombustible  material.  The  flue  consists  of  three  con¬ 
centric  steel  pipes,  the  largest  being  13)4"  O.  D.  for  the  28" 
and  36"  models  and  16"  O.  D.  for  the  42"  models.  The  flue 
height  is  limited  to  90'.  The  top  of  the  flue  contains  baffles 
to  allow  the  products  of  combustion  free  access  to  the  outer 
air.  The  closed  faces  and  flue  of  the  28"  and  36"  models 
have  a  specified  2"  clearance  from  combustibles.  The  closed 
faces  and  flue  of  the  42"  models  have  a  specified  1"  clearance 
from  combustibles.  The  construction  is  in  accordance  with 
DWA  A-5661  as  contained  in  Underwriters’  Laboratory 
Report  MH  6018. 

INSPECTION  AND  TEST:  The  fireplaces  are  approved 
by  Underwriters’  Laboratories  and  listed  on  Card  MH  6018A. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Majestic-Thulman  Fireplaces  (Models 
L-42,  L-42L,  L-42R,  L-36A,  L-36LA,  L-36RA,  L-28)  under 
the  provisions  of  C26-504.14  of  the  Building  Code  on  con¬ 
dition  that  they  be  installed  in  accordance  with  the  manu¬ 
facturer’s  specified  protection  from  combustibles.  The  fire¬ 
places  shall  be  labeled :  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  743-70-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
aonroval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


3-71-SA 

APPLICANT — Acme  Fire  Alarm  Company,  Incorporated, 
owner. 

APPEARANCES— 

For  Applicant :  Laurence  S.  Glover. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads : 
3-71-SA — The  Acme  Fire  Alarm  Co.,  Inc.,  New  York,  filed 
for  approval  of  the  components  of  a  fire  alarm  system  known 
as  the  Model  59  Station  Locator  and  Model  33  Fire  Signal 
Transmitter  under  the  provisions  of  C26-1704.0  of  the  Build¬ 
ing  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Monitoring  and  transmission  of  fire 
alarms. 


DESCRIPTION :  The  station  locator  receives  the  signal 
of  an  activated  fire  signal  station,  selects  the  proper  circuit 
path,  and  energizes  its  associated  indicator  on  a  remote  an¬ 
nunciator.  A  loud  buzzer  will  sound  continuously  at  the 
annunciator  until  silenced  by  a  toggle  switch.  The  indicator 
remains  energized  until  the  annunciator  is  electrically  reset 
by  a  button  provided  for  this  purpose.  Any  “off  normal” 
condition  of  the  circuitry,  including  lamp  burn  out,  will  be 
indicated  both  visually  and  audibly  at  the  annunciator. 

The  signal  transmitter  functions  with  either  the  station 
locator  or  a  punch  register  unit.  A  signal  received  from  a 
fire  signal  station  will  automatically  start  a  timing  mechan¬ 
ism  which  is  set  to  activate  between  0  and  180  seconds. 
During  this  time,  the  signal  is  received  at  the  remote  an- 
nuciator  which  monitors  the  stations  included  in  the  system, 
but  not  at  the  outside  IFA  Control  Panel.  This  provides 
time  to  verify  whether  or  not  the  signal  is  a  false  alarm.  A 
closed  circuit  “fire  signal  abort”  push  button  is  provided  to 
enable  the  cancellation  of  a  signal  found  to  be  false.  If  the 
push  button  is  not  used  during  the  interval  set  by  the  timing 
mechanism,  a  signal  is  transmitted  four  times  to  the  IFA 
Control  and  all  fire  alarm  gongs  connected  to  it.  The  system 
has  an  18  fire  signal  station  capacity. 

INSPECTION  AND  TEST :  The  system  was  field  in¬ 
spected  by  the  Division  of  Fire  Prevention  and  was  recom¬ 
mended  for  approval. 

RECOMMENDATION :  The  Committee  on  Test  recom- 
a.PProYal  Model  59  Station  Locator  and 

Mod<d  33  Fire  Signal  Transmitter  under  the  provisions  of 
C26- 1704.0  of  the  Building  Code  on  condition  that  the  use 
2}.  the  system  shall  require  prior  written  approval  of  the 
hire  Commissioner  and  its  continued  use  shall  be  subject 
to  review  and  evaluation  by  the  Fire  Commissioner.  The 
system  shall  be  permanently  labeled:  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  3-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board, ^  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number, 
hanure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


4-71-SA 

APPLICANT — Acme  Fire  Alarm  Company,  Incorporated, 
owner. 

APPEARANCES— 

For  Applicant :  Laurence  S.  Glover. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  o 
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THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
4-71-SA — The  Acme  Fire  Alarm  Company,  Inc.,  New  York, 
filed  for  approval  of  the  Tamper  Proof  Fire  Alarm  Station 
(Models  K-200,  K-200S,  K-202,  K-202 S)  under  the  provi¬ 
sions  of  C26-1704  of  the  Building  Code  of  the  City  of  New 
York. 

PROPOSED  USE:  Locked  fire  signal  station. 
DESCRIPTION :  The  station  is  designed  for  use  where 
only  authorized  personnel  are  permitted  to  turn  in  a  fire 
alarm.  Access  to  the  operating  pull  lever  is  gained  only  by 
opening  the  outer  door  with  a  key.  The  front  cover  is  made 
of  heavy  cast  aluminum  and  finished  in  red-orange  with 
chromium  lettering.  The  interior  mechanism  is  made  of  heavy 
brass  enclosed  in  a  transparent  dust  proof  cover  and  mounted 
on  a  stamped  steel  plate.  Pulling  the  operating  handle  winds 
the  mechanism  and  causes  a  predetermined  code  number  to 
be  transmitted  four  times  to  the  system’s  signaling  devices. 
A  special  key  is  provided  to  test  the  mechanism  or  sound 
special  signals.  The  K-200  and  K-200S  Models  contain  one 
set  of  normally  closed  general  alarm  code  contacts.  The  K- 
202  and  K-202S  models  contain  one  set  of  normally  closed 
presignal  code  contacts  and  one  set  of  normally  closed  general 
alarm  key  operated  contacts.  The  K-200  and  K-202  Models 
are  mounted  semi-flush  to  the  wall  and  have  dimensions  of 
83/s"  X  6H"  X  15/s".  The  K-200S  and  IC-202S  Models  are 
mounted  on  the  surface  of  wall  and  have  dimensions  of  83/"  x 
6-54"  x  57/". 

INSPECTION  AND  TEST:  The  fire  alarm  station  has 
been  recommended  for  approval  by  deputy  Chief  Inspector 
Burton  D.  Myers  of  the  Division  of  Fire  Prevention  and  the 
Department  of  Public  Works. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Tamper  Proof  Fire  Alarm  Station 
(Models  K-200,  K-200S,  K-202,  K-202S)  under  the  pro¬ 
visions  of  C26-1704  of  the  Building  Code  for  use  where  the 
occupancy  warrants  same  as  determined  by  the  Fire  Com¬ 
missioner  in  writing.  The  fire  alarm  station  shall  be  per¬ 
manently  labeled :  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Number 
4-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


96-38-SM 

APPLICANT — Johns-Manville  Sales  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  5/17/38.  Product:  Corrugated  Transite. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD —  Approval  revoked. 


THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


132-39-SM 

APPLICANT — Johns-Manville  Sales  Corporation,  owner. 
SUBJECT- — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  6/7/39.  Product :  Steeltex  Type  “A”  for 
Plaster. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD —  Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


227-39-SM 

APPLICANT — Johns-Manville  Sales  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  10/31/39.  Product:  Rock  Wool  Home 
Insulation,  Types  A,  B  and  C. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  o 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


1081-48-SM 

APPLICANT — Johns-Manville  Sales  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  5/10/49.  Product:  Colorbestos  Drapery 
Fabrics. 
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APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


334-50-SM 

APPLICANT — Johns-Manville  Sales  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  10/13/54.  Product:  Colorbestos  Style  3942 
(drapery  fabric). 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


335-50-SM 

APPLICANT — Johns-Manville  Sales  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  10/13/54.  Product:  Colorbestos  Style  3956 
(drapery  fabric.) 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


336-50-SM 


APPLICANT — Johns-Manville  Sales  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  10/13/54.  Product:  Colorbestos  Style  3957 
(drapery  fabric.) 


APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 
THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative :  . 


5 

0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved ,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


195-53-SM 

APPLICANT — Johns-Manville  Sales  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  10/5/54.  Product:  Dutch  Brand  Tile  & 
Tub  Sealer. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  . ]**[*’”*' .  q 

THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
>  evoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


366-56-SM 

APPLICANT — Johns-Manville  Sales  Corporation,  owner. 
SUBJECT  Application  for  consideration  to  revoke  ap¬ 
proval,  dated  9/22/59.  Product:  Place- Wei  W  (additive 
for  Concrete  &  Motar.) 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  q 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
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basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereol. 


4-60-SM 

APPLICANT— Johns-Manville  Sales  Corporation,  owner. 
SUBJECT— Application  for  consideration  to  revoke  ap¬ 
proval,  dated  5/24/60.  Product:  Retardwel  (Admixture 
for  Concrete.) 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


1104-64-SM 

APPLICANT — Johns-Manville  Sales  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  7/13/65.  Product:  Placewel  grades  R,  Y, 
and  WH  admixture. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


1105-64-SM 

APPLICANT — Johns-Manville  Sales  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  7/13/65.  Placewel  Admixture  30. 

APPEARANCES— 

For  Anplicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


1106-64-SM 

APPLICANT — Johns-Manville  Sales  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  7/13/65.  Product:  Airecon  Air  entraining 
agent  for  concrete. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


198-58-SM 

APPLICANT — Maurice  J.  Schulkind  for  Beaver-Advance 
Corporation. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  o 


739-59-SM 

APPLICANT — The  Butler  Manufacturing  Company. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  q 


759-70-SM 

APPLICANT — United  States  Gypsum  Company,  owner. 
SUBJECT — Application  December  29,  1970 — \y2  Hour 
United  States  Gypsum  Curtain  Wall. 

APPEARANCES— 

For  Applicant:  E.  V.  Salvo. 

ACTION  OF  BOARD — Laid  over  to  March  23,  1971,  at 
2  P.M.,  for  continued  hearing. 
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4429-BZY — Vol.  VIII 

ACTION  OF  BOARD — Time  to  complete  construction 
extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  Board  finds  that  in  each  of  these  cases  the 
applicant  has  met  the  requirements  of  Section  11-324  of  the 
Zoning  Resolution  for  an  additional  extension  of  time  to 
complete  construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Reso¬ 
lution,  the  additional  extension  of  time  to  complete  con¬ 
struction  on  condition  that  this  approval  constitutes  a 
terminal  grant,  and  that  all  work  shall  be  completed  by  De¬ 
cember  15,  1971. 


819-68-A— Vol.  II 

APPLICANT — Sol  Feinberg  for  David  F.  Bolger,  owner; 
National  Can  Corporation,  lessee. 

SUBJECT — Application  January  12,  1971  reopened  as  Vol¬ 
ume  II — Appeal  from  a  decision  of  the  Fire  Commissioner 
re-  Install  additional  automatic  spray  units. 

PREMISES  AFFECTED — 4-40  44th  Drive,  south  side,  39 
feet  south  of  5th  Street,  Block  25,  Lot  15,  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Sol  Feinberg. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker. 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative  . q 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
November  30,  1970,  reads  : 

“In  reference  to  your  letter  of  November  28,  1970  please 
be  advised  that  the  approval  contained  under  Board  of 
Standards  and  Appeals  Calendar  Number  819-68-A  was 
for  19  units  of  automatic  spray  machines  only. 

Your  indicated  intention  to  install  10  additional  auto¬ 
matic  spray  units  cannot  be  accepted  by  this  Depart¬ 
ment  as  it  exceeds  the  number  (19)  shown  on  the  plans 
approved  under  Cal.  No.  819-68-A.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
November  30,  1970,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  conform  to  drawings  marked  “Received 
December  29,  1970,”  7  sheets;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


609-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 


SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 72  Brook  Avenue,  south  side, 
440.40  feet  east  of  Hylan  Boulevard,  Block  4728,  Lot  88 
Oakwood,  Borough  of  Richmond. 


APPEARANCES— 

For  Applicant:  Louis  Lieberman  and  John  J.  Turvey. 
ACTION  Ob  BOARD — Application  granted  on  condition. 
THE  VOTE— 


Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative  . 


5 

0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent 
dated  September  24,  1969  on  N.B.  Applic.  1139-69,  reads: 

“1.  No  C.  of  O.  can  be  issued  for  a  bldg,  which  is 
fronting  on  a  street  not  duly  on  the  official  map  (Art. 
Ill,  Sec.  36  of  the  General  City  Law).” 

and 


Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent 
dated  September  24,  1969,  acting  on  N.B.  Applic.  1139-69, 
Objection  No.  1  be  and  it  hereby  is  modi  fed  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways,  and  that  the  building  shall 
substantially  conform  to  drawings  filed  with  this  application 
and  marked  “Received,  October  22,  1969,”  two  sheets,  and 
that  all  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with. 


612-69-A 


APPLICANT— Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT  Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PR™ISES  AFFECTED — 88  Brook  Avenue,  west  side, 
602.48  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  101 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  L.  Lieberman  and  J.  J.  Turvey. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 


Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative :  . 

THE  RESOLUTION— 


i  ,  jcT  V  U1C  -Dorougn  superintendent, 

dated  September  24,  1969  on  N.B.  Applic.  1142-69,  reads- 

hi  XT  r  ^ 


and 


1.  No  C.  of  O.  can  be  issued  for  a  bldg,  which  is 
trontmg  on  a  street  not  duly  on  the  official  map 
(Art.  Ill,  Sec.  36  of  the  General  City  Law).” 


Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
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dated  September  24,  1969  acting  on  N.B.  Applic.  1142-69, 
Objection  No.  1  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways,  and  that  the  building  shall 
substantially  conform  to  drawings  filed  with  this  application 
and  marked  “Received,  October  22,  1969,”  two  sheets,  and 
that  all  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with. 


613-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 94  Brook  Avenue,  west  side, 
673.10  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  105, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  L.  Lieberman  and  J.  J.  Turvey. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

N  egative :  .  0 


HE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  24,  1969  on  N.  B.  Applic.  1143-69,  reads: 

“1.  No  C.  of  O.  can  be  issued  for  a  bldg,  which 
is  fronting  on  a  street  not  duly  placed  on  the  official 
map  (Art.  Ill,  Sec.  36  of  the  General  City  Law).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  24,  1969,  acting  on  N.B.  Applic.  1143-69, 
Objection  No.  1,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  be  in  accordance  with  the  stand¬ 
ards  of  the  Department  of  Highways,  and  that  the  building 
shall  substantially  conform  to  drawings  filed  with  this  ap¬ 
plication  and  marked  “Received,  October  22,  1969,”  two 
sheets,  and  that  all  laws,  rules  and  regulations  applicable 
shall  be  complied  with. 


614-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 130  Brook  Avenue,  west  side, 
1107.49  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot 
126,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  L.  Lieberman  and  J.  J.  Turvey. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  24,  1969  on  N.B.  Applic.  1151-69,  reads: 

“1.  No  C.  of  O.  can  be  issued  for  a  bldg,  which  is 
fronting  on  a  street  not  duly  placed  on  the  official  map 
(Art.  Ill,  Sec.  36  of  the  General  City  Law).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  24,  1969,  acting  on  N.B.  Applic.  1151-69, 
Objection  No.  1,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  sidewalk,  curb,  curb  cut  and  pavement  to 
the  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways,  and  that  the  building  shall 
substantially  conform  to  drawings  filed  with  this  application 
and  marked  “Received,  October  22,  1969,”  two  sheets,  and 
that  all  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with. 


615-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 136  Brook  Avenue,  west  side, 
1151.49  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot 
128,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  L.  Lieberman  and  J.  J.  Turvey. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  24,  1969  on  N.B.  Applic.  1152-69,  reads: 

“1.  No  C.  of  O.  can  be  issued  for  a  bldg,  which  is 
fronting  on  a  street  not  duly  placed  on  the  official  map 
(Art.  Ill,  Sec.  36  of  the  General  City  Law).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  24,  1969,  acting  on  N.B.  Applic.  1152-69, 
Objection  No.  1,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  sidewalk,  curb,  curb  cut  and  pavement  to 
the  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways,  and  that  the  building  shall 
substantially  conform  to  drawings  filed  with  this  application 
and  marked  “Received,  October  22,  1969,”  two  sheets,  and 
that  all  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with. 
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617-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 100  Brook  Avenue,  west  side, 
757.18  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  107, 
Oakwood,  Borough  fo  Richmond. 

APPEARANCES— 

For  Applicant :  L.  Lieberman  and  J.  J.  Turvey. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  24,  1969  on  N.B.  Applic.  1144-69,  reads: 

“1.  No  C.  of  O.  can  be  issued  for  a  bldg,  which  is 
fronting  on  a  street  not  duly  placed  on  the  official  map 
(Art.  Ill,  Sec.  36  of  the  General  City  Law).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  24,  1969,  acting  on  N.B.  Applic.  1144-69, 
Objection  No.  1,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  sidewalk,  curb,  curb  cut  and  pavement  to 
the  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways,  and  that  the  building  shall 
substantially  conform  to  drawings  filed  with  this  application 
and  marked  “Received,  October  22,  1969,”  two  sheets,  and 
that  all  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with. 


618-69-A 


APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 104  Brook  Avenue,  west  side, 
810.97  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  109, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  L.  Lieberman  and  J.  J.  Turvey. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative :  . 


5 

0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  24,  1969  on  N.B.  Applic.  1145-69,  reads: 

“1.  No  C.  of  O.  can  be  issued  for  a  bldg,  which  is 
fronting  on  a  street  not  duly  placed  on  the  official  map 
(Art.  Ill,  Sec.  36  of  the  General  City  Law).” 


and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  24,  1969,  acting  on  N.B.  Applic.  1145-69, 
Objection  No.  1,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  sidewalk,  curb,  curb  cut  and  pavement  to 
the  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways,  and  that  the  building  shall 
substantially  conform  to  drawings  filed  with  this  application 
and  marked  “Received,  October  22,  1969,”  two  sheets,  and 
that  all  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with. 


619-69-A 


APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT— Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 108  Brook  Avenue,  west  side, 
864.75  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot 
112,  Oakwood,  Borough  of  Richmond. 


APPEARANCES— 

For  Applicant :  L.  Lieberman  and  J.  J.  Turvey. 

AC  I  ION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 


Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

N egative :  . 


5 

0 


THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent 
dated  September  24,  1969  on  N.B.  Applic.  1146-69,  reads: 

1.  No  C.  of  O.  can  be  issued  for  a  bldg,  which  is 
fronting  on  a  street  not  duly  placed  on  the  official  map 
(Art.  Ill,  Sec.  36  of  the  General  City  Law).” 

and 


Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved ,  that  the  decision  of  the  Borough  Superintendent 
dated  September  24,  1969,  acting  on  N.B.  Applic.  1146-69* 
Objection  No.  1,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  sidewalk,  curb,  curb  cut  and  pavement  to 
the  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways,  and  that  the  building  shall 
substantially  conform  to  drawings  filed  with  this  application 
and  marked  “Received,  October  22,  1969,”  two  sheets,  and 
that  all  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with. 


620-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 114  Brook  Avenue,  west  side, 
918.54  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  115, 
Oakwood*  Borough  of  Richmond. 
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APPEARANCES— 

For  Applicant:  L.  Lieberman  and  J.  J.  Turvey. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  24,  1969  on  N.B.  Applic.  1147-69,  reads: 

“1  No  C.  of  O.  can  be  issued  for  a  bldg,  which  is 
fronting  on  a  street  not  duly  placed  on  the  official  map 
(Art.  Ill,  Sec.  36  of  the  General  City  Law).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  24,  1969,  acting  on  N.B.  Applic.  1147-69, 
Objection  No.  1,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  sidewalk,  curb,  curb  cut  and  pavement  to 
the  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways,  and  that  the  building  shall 
substantially  conform  to  drawings  filed  with  this  application 
and  marked  “Received,  October  22,  1969,”  two  sheets,  and 
that  all  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with. 


621-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 118  Brook  Avenue,  west  side, 
972.33  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  118, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  L.  Lieberman  and  J.  J.  Turvey. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  24,  1969  on  N.B.  Applic.  1148-69,  reads: 

“1.  No  C.  of  O.  can  be  issued  for  a  bldg,  which  is 
fronting  on  a  legal  street  not  duly  placed  on  the  official 
map  (Art.  Ill,  Sec.  36  of  the  General  City  Law).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  24,  1969,  acting  on  N.B.  Applic.  1148-69, 
Objection  No.  1,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  sidewalk,  curb,  curb  cut  and  pavement  to 
the  middle  of  the  street  be  in  accordance  with  the  standards 


of  the  Department  of  Highways,  and  that  the  building  shall 
substantially  conform  to  drawings  filed  with  this  application 
and  marked  “Received,  October  22,  1969,”  two  sheets,  and 
that  all  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with. 


622-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 122  Brook  Avenue,  west  side, 
1026.12  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot 
121,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  L.  Lieberman  and  J.  J.  Turvey. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  24,  1969  on  N.B.  Applic.  1149-69,  reads: 

“1.  No  C.  of  O.  can  be  issued  for  a  bldg,  which  is 
fronting  on  a  street  not  duly  placed  on  the  official  map 
(Art.  Ill,  Sec.  36  of  the  General  City  Law).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  24,  1969,  acting  on  N.B.  Applic.  1149-69, 
Objection  No.  1,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  sidewalk,  curb,  curb  cut  and  pavement  to 
the  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways,  and  that  the  building  shall 
substantially  conform  to  drawings  filed  with  this  application 
and  marked  “Received,  October  22,  1969,”  two  sheets,  and 
that  all  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with. 


623-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — -Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 126  Brook  Avenue,  west  side, 
1066.82  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot 
123,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  L.  Lieberman  and  J.  J.  Turvey. 

ACTION  OF  BOARD — -Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
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dated  September  24,  1969  on  N.B.  Applic.  1150-69,  reads: 

“1.  No  C.  of  O.  can  be  issued  for  a  bldg,  which  is 
fronting  on  a  street  not  duly  placed  on  the  official  map 
(Art.  Ill,  Sec.  36  of  the  General  City  Law).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  24,  1969,  acting  on  N.B.  Applic.  1150-69, 
Objection  No.  1,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  sidewalk,  curb,  curb  cut  and  pavement  to 
the  middle  of  the  street  be  in  accordance  with  the  Standards  of 
the  Department  of  Highways,  and  that  the  building  shall  sub¬ 
stantially  conform  to  drawings  filed  with  this  application 
and  marked  “Received,  October  22,  1969,”  two  sheets,  and 
that  all  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with. 


502-70- A 


APPLICANT —  Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Yeshiva  Mesifta  Arugath 
Habosem. 

SUBJECT — Application  September  8,  1970 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 171  Hooper  Street,  north  side, 
110  feet  east  of  Lee  Avenue,  Block  2200,  Lot  63,  Borough 
of  Brooklyn. 


APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D.  and  Capt.  J.  F. 
Petraglia,  F.  D. 

For  Opposition:  A.  Morfesis,  B.  D.,  M.  Nagan,  B.  D„ 
Josef  Friedman  and  B.  Kahn. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 


Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

N  egative :  . 


5 

0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
August  24,  1970,  reads : 

“Application  is  hereby  respectfully  made  to  the  Board  of 
Standards  and  Appeals,  in  accordance  with  the  provi¬ 
sions  of  1804.4.C.6  of  the  City  Charter,  to  modify  Certifi¬ 
cate  of  Occupancy  in  relation  to  the  following  building: 

171  Hooper  Street,  Brooklyn — Certificate  No. 
199409. 

1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building,  arranged  and  equipped  as  per 
Chapter  26,  Article  17,  Administrative  code.” 


and 


Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner  for 
modification  of  the  Certificate  of  Occupancy  be  and  it  hereby 
is  granted,  and  that  the  Certificate  of  Occupancy  be  modified 
to  require  that  sprinklers  be  installed  in  the  hallways  of  171 
and  173  Hooper  Street  throughout  the  building  in  accordance 
with  Section  187  of  the  Multiple  Dwelling  Law;  that  the 
cellars  in  171  and  173  Hooper  Street  shall  be  sprinklered 
throughout  with  an  approved  type  sprinkler  system;  that  a 
multiple  dwelling  type  fire  escape  at  171  and  173  Hooper 


Street  be  connected  at  the  first  floor  with  a  stairway  leading 
to  the  yard;  that  regular  supervised  fire  drills  be  held  twice 
monthly ;  that  the  plans  be  in  conformity  with  plans  filed 
under  Calendar  Number  47-71-A  granted  this  date;  and  that 
all  other  laws,  rules  and  regulations  shall  be  complied  with. 


503-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Yeshiva  Mesifta  Arugath 
Habosem. 

SUBJECT — Application  September  8,  1970 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 173  Hooper  Street,  north  side, 
138  feet  east  of  Lee  Avenue,  Block  2200,  Lot  62,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D.  and  Capt.  J.  F. 
Petraglia,  F.  D. 

For  Opposition:  A.  Morfesis,  B.  D.,  M.  Nagan,  B.  D., 
Josef  Friedman  and  B.  Kahn. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  q 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
August  24,  1970,  reads: 

“Application  is  hereby  respectfully  made  to  the  Board  of 
Standards  and  Appeals,  in  accordance  with  the  provi¬ 
sions  of  1804.4.C.6  of  the  City  Charter,  to  modify  Certifi¬ 
cate  of  Occupancy  in  relation  to  the  following  building : 

173  Hooper  Street,  Brooklyn — Certificate  No 
199410. 

1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building,  arranged  and  equipped  as  per 
Chapter  26,  Article  17,  Administrative  code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner  for 
modification  of  the  Certificate  of  Occupancy  be  and  it  hereby 
is  granted,  and  that  the  Certificate  of  Occupancy  be  modified 
to  require  that  sprinklers  be  installed  in  the  hallways  of  171 
and  173  Hooper  Street  throughout  the  building  in  accordance 
with  Section  187  of  the  Multiple  Dwelling  Law;  that  the 
cellars  in  171  and  173  Hooper  Street  shall  be  sprinklered 
throughout  with  an  approved  type  sprinkler  system;  that  a 
multiple  dwelling  type  fire  escape  at  171  and  173  Hooper 
Street  be  connected  at  the  first  floor  with  a  stairway  leading 
to  the  yard ;  that  regular  supervised  fire  drills  be  held  twice 
monthly  ;  that  the  plans  be  in  conformity  with  plans  filed 
under  Calendar  Number  47-71-A  granted  this  date;  and  that 
all  other  laws,  rules  and  regulations  shall  be  complied  with. 


679-70-A 

APPLICANT— Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Mid-City  Associates,  long-term  lessee. 

SUBJECT —  Application  November  13,  1970 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  escalators, 
corridors,  show  windows,  egress. 

PREMISES  AFFECTED — 206  to  262  West  34th  Street, 
southwest  corner  of  Seventh  Avenue,  Block  783,  Part  of 
Lot  1,  Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  5,  1970  on  N.B.  Applic.  85-68,  reads : 

“CIO — Escalators  and  stairs  open  through  two  floors 
(Intermediate  and  street  levels)  and  used  as  egress  does 
not  conform  to  Sections  C26-604.ll  (c),  C26-604.3(h)  (3) 
Table  3-4  and*C26-604.8(i)  (1). 

Cll — Metal  and  glass  enclosed  public  corridors  at 
lower  concourse  (2nd  sub-cellar),  main  concourse  (1st 
sub-cellar)  and  intermediate  level  (cellar)  requiring  one- 
hour  enclosure — does  not  conform  to  Section  C26- 
604.2(h)  (i). 

C12 — Show  windows  in  1st  floor  lobby  enclosing 
walls — does  not  conform  to  Section  C26.604.3(h)  (3)b. 

C13 — Egress  from  the  lower  concourse — does  not 
conform  to  Section  C26-604.8(i)  (1)  and  Table  3-4.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  5,  1970,  acting  on  N.B.  Applic.  85-68, 
Objection  Nos.  CIO,  Cll,  C12,  C13,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  conform  to  drawings  marked 
“Received  March  5,  1971,”  18  sheets ;  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 


757-70-A 

APPLICANT — Sol  Feinberg  for  Burns  Brothers  Preferred, 
Incorporated,  owner. 

SUBJECT — Application  December  29,  1970 — Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  Transportation  of 
fuel  oil  in  tanks  through  city  streets  not  in  conformity  with 
the  requirements  of  Administrative  Code  of  City  of  New 
York. 

APPEARANCES— 

For  Applicant :  Sol  Feinberg. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
December  7,  1970,  reads: 

“In  reference  to  your  letter  of  December  3,  1970  re¬ 
questing  permission  in  behalf  of  your  client,  Burns 
Brothers  Preferred,  Inc.,  to  load  fuel  oil  trucks  having 
capacity  of  6600  gallons  at  the  Greater  New  York  Ter¬ 
minal,  foot  of  Steinway  Street,  Astoria,  for  delivery  to 
points  in  Nassau  and  Suffolk  Counties,  with  no  deliv¬ 
eries  in  New  York  City,  please  be  advised  that  the  use  of 
tank  trucks  greater  than  4400  gallons  (5500  gallons  for 
#4,  # 5  and  #6  oil)  and  not  conforming  to  the  ‘Fire 
Department  Specifications  for  Tank  Trucks’  is  prohibited 
for  pick-up  or  delivery  in  the  City  of  New  York.” 


and 

Whereas,  the  plans  and  application  were  inspected  by  a 
committee  of  the  Board  which  recommended  that  the  Appeal 
be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
December  7,  1970,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  appli¬ 
cation  shall  conform  to  drawings  marked  “Received  Decem¬ 
ber  29,  1970,”  4  sheets;  on  further  condition  that  the  semi¬ 
trailer  tank  trucks  bear  Serial  Numbers  6001T  thru  6017T 
inclusive;  that  they  traverse  the  City  of  New  York  along  a 
route  to  be  approved  by  the  Fire  Commissioner  between  the 
bulk  oil  terminal  located  at  the  foot  of  Steinway  Street, 
Astoria,  and  the  Nassau  County  Line;  that  this  Appeal  is 
granted  for  a  term  of  5  years  ;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


749-70-A 

APPLICANT — Philip  P.  Agusta  for  Margaret  Sohl,  owner. 
SUBJECT — Application  December  21,  1970 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Sprinkler  System. 
PREMISES  AFFECTED— 59-01  Catalpa  Avenue,  north¬ 
east  corner  of  Forest  Avenue,  Block  3505,  Lot  45,  Ridge¬ 
wood,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Philip  P.  Agusta. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
April  27,  1967  and  November  20,  1970  on  Order  No.  F2367-7, 

reads : 

“1.  Install  and  approved,  wet  automatic  sprinkler 
system  throughout  the  building,  arranged  and  equipped 
as  per  Ch.  26  Art.  16  Adm.  Code.  Section  280  Labor 
Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  April  27,  1967  and  November  20,  1970,  acting  on 
Order  No.  F2367-7,  Objection  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  conform  to  drawings  marked 
“Received  December  21,  1970,”  4  sheets,  and  “February  17, 
1971,”  one  sheet;  on  further  condition  that  a  non-automatic 
sprinkler  system  be  installed  in  the  cellar  and  first  floor  with 
an  automatic  fire  alarm  with  central  office  connection;  on 
further  condition  that  the  plans  be  modified  to  omit  the  fire 
retarding  at  the  ceiling  of  the  first  floor;  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 


47-71-A 

APPLICANT — Harry  Soled  for  Yeshiva  Arugath  Habosem, 
owner. 

SUBJECT — Application  January  19,  1971 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  ex¬ 
tension  of  existing  school,  stairs  and  stair  enclosure. 
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PREMISES  AFFECTED — -171  Hooper  Street,  north  side, 
119.5  feet  east  of  Lee  Avenue,  Block  2200,  Lot  63,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  Friedman  and  B.  Kahn. 

For  Administration :  Antonio  Morfesis  and  Morton  Nagan, 
B.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  12,  1971  on  Alt.  Applic.  2004-70,  reads: 

“1.  The  proposed  extension  of  the  existing  school 
use,  to  the  2nd  and  3rd  stories  of  a  3  story  and  basement 
class  III  building,  is  contrary  to  (4.2.1)  Building  Code. 

2.  The  use  of  stairs  less  than  3'- 8"  wide  is  contrary 
to  (6.4.1. 1)  b.c. 

3.  Provide  a  3  hour  stair  enclosure  as  per  ( 6.4.1 .8. 1 ) 
b.c. 

4.  Carry  the  stairs  to  the  roof  as  per  (6.4.1.11)  b.c.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent 
dated  January  12,  1971,  acting  on  Alt.  Applic.  2004-70,  Objec¬ 
tion  Nos.  1,  2,  3,  4,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  build¬ 
ing  shall  conform  to  drawings  marked  “Received  March  1, 
1971,”  7  sheets;  and  that  all  laws,  rules  and  regulations  shall 
be  complied  with. 


76-71-A 

APPLICANT— Charles  Levine  for  Keystone  Chemical  Cor¬ 
poration,  owner. 

SUBJECT— Application  February  4,  1971— Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  flam¬ 
mable  mixtures  known  as  Keystone  Panel  Adhesive  and 
Keystone  Panel  and  Construction  Adhesive  in  11  fl.  oz. 
Fibre  Cartridges  not  in  compliance  with  regulations  of  the 
Administrative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant :  Patricia  Schneider. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  T.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  decision  of  the  Fire  Commissioner,  dated  Janu¬ 
ary  27,  1971,  reads : 

“We  regret  to  inform  you  that  your  application  to  reg¬ 
ister  your  products  (1)  Keystone  Panel  Adhesive — (2) 
Keystone  Panel  and  Construction  Adhesive — both  are 
classified  as  Flammable  Mixtures  in  containers  as  fol¬ 
lows :  11  fl.  oz.  Fibre  Cartridges  is  disapproved.  Such 
containers  are  not  in  compliance  with  our  regulations  to 
wit:  Sec.  C19-59.0.C  NYC  Adm.  Code  requires  that 


:  ■  --  . .  ■■■■■■■  1 

\ 

Flammable  Mixtures  products  be  packaged  in  meta. 
tainers  with  replaceable  tops  or  caps.” 

and 

Whereas,  the  drawing  and  sample  of  the  container  wei 
reviewed  bv  the  Board  and  the  Board  determined  that  the 
application  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  January  27,  1971,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
container  shall  comply  with  drawing  marked  “Received  Feb¬ 
ruary  4,  1971,”  one  sheet;  that  the  label  on  the  container  be 
in  such  style  and  working  as  is  satisfactory  to  the  Fire  Com¬ 
missioner;  and  that  in  all  other  respects,  all  laws,  rules  and 
regulations  shall  be  complied  with. 


77-71-A 

APPLICANT — Charles  Levine  for  Keystone  Chemical  Cor¬ 
poration,  owner. 

SUBJECT — Application  February  4,  1971 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  com¬ 
bustible  mixture  known  as  Keystone  Butyl  Caulk  in  11 
Fl.  oz.  Fibre  Cartridges  not  in  compliance  with  regulations 
of  the  Administrative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant :  Patricia  Schneider. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  q 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
January  27,  1971,  reads: 

“We  regret  to  inform  you  that  your  application  to  reg¬ 
ister  your  product  Keystone  Butyl  Caulk  classified  as 
a  Combustible  Mixture  (F.  P.  149°F.)  in  containers  as 
follows:  11  Fl.  oz.  Fibre  Cartridge  is  disapproved.  Such 
containers  are  not  in  compliance  with  our  regulations 
to  wit.  Sec.  C19-62.0.b  N.  Y.  C.  Adm.  Code  requires 
that  Combustible  Mixtures  be  packaged  in  glass  or 
metal  containers  with  replaceable  tops  or  caps.” 

and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board  and  the  Board  determined  that  the 
application  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  January  27,  1971,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
container  shall  comply  with  drawing  marked  “Received 
February  4,  1971,”  one  sheet;  that  the  label  on  the  con¬ 
tainer  be  in  such  style  and  working  as  is  satisfactory  to  the 
Fire  Commissioner;  and  that  in  all  other  respects,  all  laws, 
rules  and  regulations  shall  be  complied  with. 


573-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Yashica,  Incorporated. 

SUBJECT— Application  October  7,  1969 — Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 50-11  to  50-17  Queens  Boule¬ 
vard,  northwest  corner  of  51st  Street,  Block  1319,  Lot  21, 
Woodside,  Borough  of  Queens. 
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MINUTES 


APEARANCES— 

•or  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man- 
/  fredi,  F.  D. 

"For  Opposition:  Morton  Nagan,  B.  D.,  Antonio  Morfesis, 
B.  D.  and  Paul  M.  O’Connor. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  Fire  Department. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 


610-69-A 

APPLICANT— Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT— Application  October  22,  1969— Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 78  Brook  Avenue,  west  side 
476.36  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  92, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  L.  Lieberman  and  J.  J.  Turvey. 

ACTION  OF  BOARD— Laid  over  to  March  30,  1971,  at  2 
P.M.,  at  the  request  of  the  applicant.  Hearing  continued. 
Previously  inspected. 


611-69-A 

APPLICANT— Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 82  Brook  Avenue,  west  side, 
552.32  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  98, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  L.  Lieberman  and  J.  J.  Turvey. 

ACTION  OF  BOARD — Laid  over  to  March  30,  1971,  at  2 
P.M.,  at  the  request  of  the  applicant.  Hearing  continued. 
Previously  inspected. 

361-70-A 

APPLICANT — John  T.  O’Neill,  Commissioner,  Department 
of  Buildings. 

OWNER  OF  PREMISES — David  Zavinsky. 


SUBJECT- — Application  June  22,  1970 — Revocation  of  Cer¬ 
tificate  of  Occupancy  #201,576. 

PREMISES'  AFFECTED— 142  to  156  33rd  Street,  south 
side,  100  feet  west  of  4th  Avenue,  Block  684,  Lot  25, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Karl  Plofker,  B.  D. 

For  Opposition :  Larry  Meltzer. 

ACTION  OF  BOARD— Laid  over  to  April  6,  1971,  at 
2  P.M.,  for  a  further  progress  report.  Hearing  con¬ 
tinued.  Previously  inspected. 


728-70-A 

APPLICANT — Buckley  and  Kisseloff  for  Bank  Street  Col¬ 
lege  of  Education,  owner. 

SUBJECT — Application  December  8,  1970 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Omission 
of  a  suction  tank  for  the  Fire  Stand  Pipe  System,  Building 
Code. 

PREMISES  AFFECTED— 604  to  612  West  112th  Street, 
south  side,  75  feet  west  of  Broadway,  Block  1894,  Lots 
56  and  58,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  S.  J.  Kisseloff,  J.  F.  O’Heir  and  L. 
Reider. 

ACTION  OF  BOARD— Laid  over  to  March  23,  1971,  at 
2  P.M.  for  continued  hearing. 


51-71-A 

APPLICANT — Kenneth  H.  Koons  for  Gram  Holding  Cor¬ 
poration,  owner. 

SUBJECT— Application  January  6,  1971 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Sprinkler  System. 
PREMISES  AFFECTED— 1842  to  1846  A  Westchester 
Avenue,  south  side,  25.45  feet  east  of  Theriot  Avenue, 
Block  3766,  Lot  39,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  K.  H.  Koons. 

For  Administration :  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD— Laid  over  to  March  23,  1971,  at 
2  P.M.,  for  continued  hearing;  previously  inspected. 


Adjourned:  3:20  P.M. 

James  P.  Mulroy,  Secretary 
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NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  repre¬ 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  :et  down  by 
Calendar  Number  and  the  premises  under  the  late  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  hearing 
can  be  entertained  in  view  of  this  publication  and  of  the 
posting  of  the  calendars  on  the  bulletin  board  in  the  offices 
of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will  be 
held  in  abeyance  by  reason  of  failure  of  the  appellant  or 
applicant  to  file  necessary  data,  or  by  any  other  method  of 
delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 
in  notifying  property  owners,  they  may  obtain  «'yCh  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  80 
Lafayette  Street.  9th  floor,  Manhattan,  at  five  cents  each — 
add  postage  payment  if  the  forms  are  forwarded  by  mail. 
Purchase  payment  by  postage  stamps  NOT  ACCEPTABLE. 
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PETITION  AND  ORDER 
SERVED  ON  THE  BOARD  OF 
STANDARDS  AND  APPEALS. 

On  March  9,  1971,  Petition  and  Order  was  served  on  the  Board 
by  Max  M.  Lome  &  George  J.  Gross,  attorneys  for  petitioners,  Max 
K.  Brunschwig,  Siegfried  Rosenberger  and  Edith  Rosenberger,  object- 
property  owners,  seeking  a  review  of  the  Board’s  determination 
on  January  26,  1971,  authorizing  under  Section  11-324  of  the  Zoning 
Resolution  the  additional  extension  of  time  to  complete  construction 
to  December  15,  1971;  Calendar  Number  1687-BZY— Vol.  VII; 
Premises  118-18  Union  Turnpike,  Block  3335,  Lot  23  Borough  of 
Queens. 


CONTENTS 


William  A.  Nolan 


Commissioners. 


Notice  of  Petition  Served  on  The  Board  of  Standards 
and  Appeals. 

Docket. 

Notice  of  Hearing  of  Calendar. 

Minutes  of  Regular  Meeting,  Tuesday  Morning,  March 
16,  1971,  Affecting  Calendar  Numbers — 


Solomon  Sheer,  P.  E.,  Director 

38-66-A 

690-70-BZ 

507-66-BZ— Vol.  II 

44-39-BZ 

691-70-BZ 

538-67-BZ— Vol.  II 

378-45-BZ— Vol.  II 

695-70-BZ 

1066-67-BZ 

Herman  M.  Karson,  R.  A.,  Deputy  Director 

180-68-BZ 

700-70-BZ 

18-69-BZ— Vol.  Ill 

235-68-BZ 

708-70-BZ 

509-70-BZ 

141-69-BZ 

720-70-B  Z 

595-70-BZ 

James  P.  Mulrot,  Secretary 

545-70-BZ 

721-70-A 

625-70-BZ 

554-70-BZ 

723-70-B  Z 

630-70-BZ 

555-70-A 

742-70-B  Z 

638-70-BZ 

681-70-BZ 

751-70-BZ 

652-70-BZ 

682-70-BZ 

61-71-BZ 

669-70-BZ 

689-70-BZ 

62-71-A 

725-70-BZ 

John  B.  Cincotta,  Chief  Clerk 


Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  March 
16,  1971,  Affecting  Calendar  Numbers — 


Office — 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
York,  N.  Y.  10013. 

Telephone — 566-3174. 


750-70- A  83-7 1-A  762-70- A 

66-71- A  669-69-A  6-71-A 

738-70-A 

Correction  Affecting  Calendar  Number — 
713-70A 
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CALENDAR 


DOCKET 

New  Cases  Filed  up  to  March  16,  1971 
Cal.  No.  Dept.  Premises  Affected 

140-71-BZ — B.Q. — 12-40  to  12-42  150th  Street,  southwest 
corner  of  12th  Road,  Block  4505,  Lot  29,  Whitestone, 
Borough  of  Queens,  Alt.  No.  1482-70,  re-  Proposed  ex¬ 
tension  of  bakery,  Cl-2  district. 


141-71-A — B.R. — 91  Holly  Street,  east  side,  180  feet 
south  of  Hunton  Street,  Block  849,  Lot  252,  Midland 
Hills,  Borough  of  Richmond,  N.B.  2054-69,  re-  Building 
not  fronting  legal  street,  General  City  Law. 


142-71-A — B.R. — 99  Holly  Street,  east  side,  289.25  feet 
south  of  Hunton  Street,  Block  849,  Lot  250,  Midland 
Hills,  Borough  of  Richmond,  N.B.  2052-69,  re-  Building 
not  fronting  legal  street,  General  City  Law. 


143-71-A — B.R. — 97  Holly  Street,  east  side,  269.25  feet 
south  of  Hunton  Street,  Block  849,  Lot  251,  Midland 
Hills,  Borough  of  Richmond,  N.B.  2053-69,  re-  Building 
not  fronting  legal  street,  General  City  Law. 


144_71_A — B.R. — 101  Holly  Street,  east  side,  350  feet 
north  of  Vista  Avenue,  Block  849,  Lot  83,  Midland  Hills, 
Borough  of  Richmond,  N.B.  2051-69,  re-  Building  not 
fronting  legal  street,  General  City  Law. 


145-71- A — Cunningham  and  Kaming  for  Greater  New 
York  Equipment  Association  Incorporated,  re-  Use  of 
Cranes  in  New  York  City. 


146-71-A — F.D. — Packaging  of  inflammable  mixture 
known  as  Fondue  Heat  in  16  fluid  ounce  polyvinyl 
chloride  pinchwaist  cylinder,  not  in  compliance  with 
regulations  of  the  Administrative  Code. 


147-71-A — B.M. — 408  East  59th  Street,  south  side,  106  feet 
6  inches  east  of  1st  Avenue,  Block  1370,  Lot  44,  Borough 
of  Manhattan,  Alt.  No.  1517-70,  re-  Provide  a  30  foot 
rear  yard,  C2-5  in  R10  district. 


148-71-A — F.D. — Packaging  of  combustible  mixture 
known  as  Simoniz  Master  Wax  in  16  ounce  metal  can 
not  in  compliance  with  regulations  of  the  Administrative 
Code. 


149-71-SA — Cleaver-Brooks  Division,  Cleaver-Brooks 
Model  4  Watertube  Boiler  M4W,  M4S  and  M4HP  Series 
700  Natural  Gas,  manufactured  by  Cleaver-Brooks  Di¬ 
vision,  Appliance. 


150-71-SA — Cleaver-Brooks  Division,  Cleaver-Brooks 
Model  4  Watertube  Boiler  M4W,  M4S  and  M4HP  Series 
100  Number  2  Oil,  manufactured  by  Cleaver-Brooks  Di¬ 
vision,  Appliance. 


151-71-SA — Cleaver-Brooks  Division,  Cleaver-Brooks 
Model  4  Watertube  Boiler  M4W,  M4S  and  M4HP  Series 


200  Number  2  Oil  and  Gas,  manufactured  by  Cleaver- 
Brooks  Division,  Appliance. 


152-71-BZ— B.Q. — 31-06  to  31-08  Astoria  Boulevard, 
southwest  corner  of  32nd  Street,  Block  620,  Lot  16,  As¬ 
toria,  Borough  of  Queens,  Alt.  No.  925-69,  re-  Change 
of  use  of  existing  restaurant,  Cl-2  district. 


153-7 1-BZ — B.B. — 2467  to  2493  Ralph  Avenue,  southeast 
corner  of  Mill  Avenue,  Block  8383,  Lot  14,  Borough  of 
Brooklyn,  N.B.  894-69,  re-  Proposed  swimming  pool, 
R3-2  district. 


154-71-BZ — B.Bx. — 1025  East  233rd  Street,  northwest 
corner  of  Wickham  Avenue,  Block  4976,  Lots  29,  30,  31, 
32,  33,  37,  38,  Borough  of  The  Bronx,  N.B.  211-70,  re- 
Floor  area  excessive,  community  facility  building,  side 
yards,  sky  exposure  plane,  R4  district. 


155-7 1-BZ — B.B. — -189  21st  Street,  and  657  to  675  4th 
Avenue,  northeast  corner,  Block  640,  Lot  1,  Borough  of 
Brooklyn,  N.B.  816-52,  re-  The  enlargement  of  a  non- 
conforming  two  story  class  11B  Building,  R6  district. 


156-71-A — B.B. — 189  21st  Street,  and  657  to  675  4th  Ave¬ 
nue,  northeast  corner,  Block  640,  Lot  1,  Borough  of 
Brooklyn,  N.B.  816-52,  re-  Enlargement  of  existing  mez¬ 
zanine,  stairs  exterior  wall  rating,  R6  district. 


DESIGNATIONS:  D— Department  of  Buildings;  B.B. —Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — ^Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


APRIL  6,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  6,  1971,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 

777-46-BZ 

APPLICANT — Lama  &  Vassalotti  for  Joseph  Vitole,  owner. 
SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  January  17,  1971 — decision 
of  the  Borough  Superintendent ;  previously  granted  on  con¬ 
dition  under  Section  7e  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  local  retail  use  district,  the  manufacturing  of 
wearing  apparel. 

PREMISES  AFFECTED — 62  Tompkins  Avenue,  west  side, 
75  feet  north  of  Floyd  Street,  Block  1739,  Lot  42,  Borough 
of  Brooklyn. 


502-60-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  N.  S.  P.  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  February  1, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  and  residence  use  district 
the  use  of  a  parking  lot  for  the  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED — 4452-4456  Broadway,  southwest 
corner  of  Fairview  Avenue,  Block  2170,  Lots  400  and  62, 
Borough  of  Manhattan. 


738-50-BZ 

APPLICANT — Morton  S.  Cahn  for  estate  of  Nathan  Wan- 
shel,  owner.. 
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SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  16. 
1971 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7f  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  use  district,  the  alteration 
to  existing  storage  garage  and  the  erection  and  maintenance 
of  a  gasoline  service  station  and  lubritorium. 

PREMISES  AFFECTED— 248-264  Throop  Avenue  and 
203-209  Vernon  Avenue  (Block  1756,  Lots  37  and  42),  Bor¬ 
ough  of  Brooklyn. 

689-70-BZ 

APPLICANT — Thomas  P.  Crinnion  for  A.  &  D.  Halpert, 
owner. 

SUBJECT — Application  November  17,  1970 — Decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district  the  con¬ 
version  of  an  existing  two  family  dwelling  to  a  three 
family  dwelling  that  increases  the  degree  of  non-compli¬ 
ance  in  floor  area  ratio,  open  space  ratio  and  lot  area  per 
room  and  creates  non-compliance  on  the  outer  court. 

PREMISES  AFFECTED — 2026  Paulding  Avenue,  east 
side,  150  feet  south  of  Lydig  Avenue,  Block  4302,  Lot  37, 
Borough  of  The  Bronx. 

Laid  over  from  March  16,  1971,  for  hearing  at  the 

request  of  the  applicant  and  the  Community  Board. 


690-70-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Berardelli  and 
Reda,  owners. 

SUBJECT — Application  November  17,  1970 — Decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the  con¬ 
version  of  an  existing  two  family  dwelling  to  a  three 
family  dwelling  that  increases  the  degree  of  non-compliance 
in  floor  area  ratio,  open  space  ratio  and  lot  area  per 
room  and  creates  non-compliance  on  the  outer  court. 

PREMISES  AFFECTED — 2022  Paulding  Avenue,  east 
side,  216.67  feet  south  of  Lydig  Avenue,  Block  4302,  Lot 
34,  Borough  of  The  Bronx. 

Laid  over  from  March  16,  1971,  for  hearing  at  the 

request  of  the  applicant  and  the  Community  Board. 


691-70-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Celia  Fuchs, 
owner. 

SUBJECT — Application  November  17,  1970 — Decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R3-2  district,  the  con¬ 
version  of  an  existing  two  family  dwelling  to  a  three 
family  dwelling  that  increases  the  degree  of  non-compli¬ 
ance  in  floor  area  ratio,  open  space  ratio  and  lot  area 
per  room  and  creates  non-compliance  on  the  outer  court. 

PREMISES  AFFECTED — 2024  Paulding  Avenue,  east 
side  183.33  feet  south  of  Lydig  Avenue,  Block  4302,  Lot 
36,  Borough  of  The  Bronx. 

Laid  over  from  March  16,  1971,  for  hearing  at  the 

request  of  the  applicant  and  the  Community  Board. 


589-70-BZ 

APPLICANT — McGrath,  Cohen  and  McGrath  for  Lex- 
Parc  Properties,  owner ;  The  Ravelled  Sleave,  lessee. 

SUBJECT — Application  September  25,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -5  district,  in  an  existing 
five  story  building,  the  addition  to  the  use  of  the  first  floor 
restaurant  to  include  cabaret. 


PREMISES  AFFECTED — 1387  Third  Avenue,  east  side, 
21  feet  south  of  East  79th  Street,  Block  1433,  Lot  46,  Bor¬ 
ough  of  Manhattan. 


753-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  John  and  Sarah 
Napolitano,  owner. 

SUBJECT — Application  December  22,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  two  story  one  family  dwelling  that  encroaches  on  the 
required  side  yards. 

PREMISES  AFFECTED — 638  East  88th  Street,  west  side, 
235.08  feet  south  of  Farragut  Road,  Block  7992,  Lot  51, 
Borough  of  Brooklyn. 


7-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  New  York  Wel¬ 
fare  Building  Corporation,  owner. 

SUBJECT — Application  January  8,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  73-63 
of  the  Zoning  Resolution,  to  permit  in  an  R6  district,  on  a 
plot  previously  before  the  Board,  the  erection  of  a  one 
story  enlargement  that  increases  the  degree  of  non-compli¬ 
ance  in  floor  area  ratio  and  the  change  in  occupancy  from 
garage  to  offices,  record  room  and  printing  establishment. 

PREMISES  AFFECTED — 279  to  281  20th  Street,  north 
side,  235.11  feet  west  of  6th  Avenue,  Block  885,  Lot  57, 
Borough  of  Brooklyn. 


8-71-A 

APPLICANT — Lama  and  Vassalotti  for  New  York  Wel¬ 
fare  Building  Corporation,  owner. 

SUBJECT — Application  January  8,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  two  means  of 
egress,  required  width  of  stairs  enclosure. 

PREMISES  AFFECTED — 275  to  277  20th  Street,  north 
side,  235.11  feet  west  of  6th  Avenue,  Block  885,  Lot  57, 
Borough  of  Brooklyn. 


13-71-BZ 

APPLICANT — Millard  Bresin  for  Leemilt  Petroleum,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  13,  1971- — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-3  district,  the  reconstruc¬ 
tion  of  an  automotive  service  station  with  accessory  uses. 

PREMISES  AFFECTED — 4312  Fort  Hamilton  Parkway, 
southwest  corner  of  43rd  Street,  Block  5602,  Lot  41,  Bor¬ 
ough  of  Brooklyn. 


101-71-BZ 

APPLICANT — Martyn  and  Don  Weston  for  Board  of  Edu¬ 
cation,.  owner. 

SUBJECT — Application  February  23,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-641  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  three  story  and  basement  enlargement  to  a  public  school 
that  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 102-10  Rockaway  Boulevard, 
southeast  corner  of  101st  Street,  Block  9540,  Lot  2,  Ozone 
Park,  Borough  of  Queens. 


548-69-BZ — Vol.  II 

APPLICANT — McGee  and  Morse'.lino  for  Charles  F. 
Harding,  owner. 
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SUBJECT — Application  reopened  March  2,  1971  as  Volume 
II — decision  of  the  Borough  Superintendent,  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2  dis¬ 
trict,  the  erection  and  maintenance  of  an  automotive  service 
station  with  accessory  uses  and  accessory  sign. 

PREMISES  AFFECTED— 107-10  Astoria  Boulevard, 
southeast  corner  of  107th  Street,  Block  1694,  Lots  1,  2, 
6  and  9,  Borough  of  Queens. 


682-70-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  November  12,  1970 — Decision  of 
the  Borough  Superintendent,  under  Sections  73-11  (g)  and 
73-14  of  the  Zoning  Resolution,  to  permit  in  an  R6  district, 
at  an  existing  two  story  telephone  exchange,  the  erection 
of  a  two  story  enlargement  and  a  third  floor  that  increases 
the  degree  of  non-conformity. 

PREMISES  AFFECTED— 71-40  164th  Street,  west  side, 
131  feet  north  of  72nd  Avenue,  Block  6802,  Lot  16,  Flush¬ 
ing,  Borough  of  Queens. 

Laid  over  from  March  16,  1971,  for  hearing  at  the 

request  of  the  Community  Board. 


761-70-BZ 

APPLICANT — George  Fuchs  for  Oak-Dene  Realty  Corpo¬ 
ration,  owner;  Charles  Friedman,  lessee. 

SUBJECT — Application  December  30,  1970 — decision  of 
the  Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Sections  72-21  and  73-50  of  the 
Zoning  Resolution,  to  permit  in  a  C4-5  district,  in  an  exist¬ 
ing  8  story  building,  the  use  of  a  portion  of  the  first  floor 
as  a  store  with  show  windows,  entrances  and  signs  within 
20  feet  of  a  residence  district. 

PREMISES  AFFECTED— 3  to  5  West  8th  Street,  north 
side,  100  feet  west  of  5th  Avenue,  Block  572,  Lot  45,  Bor¬ 
ough  of  Brooklyn. 

Laid  over  from  March  2,  1971,  for  continued  hearing. 


662-70-BZ 

APPLICANT — Albert  Melniker  for  Aaron  Levine,  owner; 
NuCastle  Motors,  Inc.,  lessee. 

SUBJECT — Application  November  5,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-1  district,  the  con¬ 
struction  of  an  open  automobile  sales  establishment  with 
accessory  office. 

PREMISES  AFFECTED— 2175  Hylan  Boulevard,  north 
side  45.23  feet  west  of  Midland  Avenue,  Block  3591,  Lot 
57,  Grant  City,  Borough  of  Richmond. 

Laid  over  from  March  2,  1971,  for  continued  hearing. 


579-70-BZ 

APPLICANT — George  Fuchs  for  Fred  Schroeter,  owner. 

SUBJECT — Application  September  17,  1970— decision  of  the 
Borough  Superintendent  under  Sections  11-412  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  C2-2  and  R4  dis¬ 
trict,  the  enlargement  in  lot  area  and  floor  area  of  an 
existing  showroom  and  warehouse  structure  previously 
before  the  Board  by  constructing  a  second  floor  that  creates 
non-compliance  in  floor  area  ratio. 

PREMISES  AFFECTED — 64-04  to  64-10  Queens  Boule¬ 
vard,  southeast  corner  of  64th  Street,  Block  2325,  Lots  26, 
30,  32,  Woodside,  Borough  of  Queens. 

Laid  over  from  March  9,  1971,  for  continued  hearing. 


693-70-BZ 

APPLICANT — David  Weinberg  for  New  York  Bank  for 
Savings,  owner. 


SUBJECT— Application  November  18,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-42 
of  the  Zoning  Resolution,  to  permit  in  a  C6-2.  C2-5  and 
R8  district,  the  construction  and  maintenance  of  a  public 
parking  lot  extending  into  the  residence  portion  of  the  site. 
PREMISES  AFFECTED — 307  West  14th  Street,  north 
side,  125  feet  west  of  8th  Avenue,  89  to  95  8th  Avenue 
and  308  to  310  West  15th  Street,  Block  738,  Lots  30,  37, 
38,  40  and  46,  Borough  of  Manhattan. 

Laid  over  from  March  9,  1971,  for  continued  hearing. 

THOMAS  F.  GALVIN,  Chairman 

APRIL  6,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  6,  1971,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 

89-27-SR 

Rules  of  Procedures  of  the  Board  of  Standards  and  Ap¬ 
peals  adopted  February  15,  1927,  amended  December  2,  1930, 
April  14,  1931,  June  13,  1933,  April  30,  1935  and  revised 
September  22,  1959,  effective  October  28,  1959,  and  further 
amended  June  2,  1967. 

SUBJECT — Proposed  amendments  to  the  Rules  of  Proce¬ 
dure  by  deleting  paragraphs  4  (four)  and  7  (seven)  or  Ar- 
tile  V  and  substituting  new  sections.  Authority :  Section 
665  City  Charter  and  Article  VIII  of  the  Rules  of  Pro¬ 
cedure. 

659-65-SA 

APPLICANT — Peerless  Heater  Co.,  owner — Oil  fired 
boiler. 

527-69-SA 

APPLICANT — Aeronix,  Inc.,  owner — Warm  air  furnaces 
oil-fired. 

81- 70-SM 

APPLICANT — The  Kerotest  Manufacturing  Corporation, 
owner — Gas  line  valve. 

436-70-SA 

The  Olympic  Manufacturing,  Division  of  Consolidated  Foods, 
owner — Automatic  washing  and  rinsing  of  trucks. 

44-71-SM 

APPLICANT — A.  W.  Flint  Company,  owner — Work  plat¬ 
form. 

82- 71-SM 

APPLICANT — The  United  Coated  Fabrics  Corporation, 
owner — Decorative  wall  covering. 

86-71-SA 

APPLICANT — Heat-Timer  Corporation,  owner — Auto¬ 

matic  boiler  draft  controller. 

126-71-SA 

APPLICANT — Goulds  Pumps,  Inc.,  owner — Pump  for  fuel 
oil. 

361-70-A 

APPLICANT — John  T.  O’Neill,  Commissioner,  Depart¬ 
ment  of  Buildings. 
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OWNER  OF  PREMISES— David  Zavinsky. 

SUBJECT — Application  June  22,  1970 — Revocation  of  Cer¬ 
tificate  of  Occupancy  #201,576. 

PREMISES  AFFECTED— 142  to  156  33rd  Street,  south 
side,  100  feet  west  of  4th  Avenue,  Block  684,  Lot  25, 
Borough  of  Brooklyn. 


762-79-A 

APPLICANT — Reavis  and  McGrath  for  Sol  G.  Atlas  and 
John  P.  McGrath,  owner. 

SUBJECT — Application  December  30,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Metal  and 
glass  partition. 

PREMISES  AFFECTED— 2  New  York  Plaza  (117  Broad 
Street),  northeast  corner  of  South  Street,  Block  5,  Lot  1, 
Borough  of  Manhattan. 


78-71-A 

APPLICANT — C.  A.  Muller  for  Consolidated  Edison  Com¬ 
pany  of  New  York,  Incorporated,  owner. 

SUBJECT — Application  February  4,  1971 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  barge  tied  up  at 
pier. 

PREMISES  AFFECTED — 320  West  201st  Street,  from 
Academy  Street  to  West  202nd  Street  (including  Dock 
property),  Block  2183,  Lot  1,  Harlem  River,  Borough  of 
Manhattan. 


108-71-A 

APPLICANT — E.  E.  La  Rue  for  Siloo  Incorporated,  owner. 

SUBJECT — Application  February  25,  1971 — Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  Packaging  of 
combustible  mixture  known  as  Siloo  Enginseal  in  15  ounce 
sealed  metal  cans  with  pull-tab  not  in  compliance  with 
regulations  of  the  Administrative  Code  of  New  York  City. 


109-71-A 

APPLICANT — C.  A.  Muller  for  Consolidated  Edison  Com¬ 
pany  of  New  York,  Incorporated,  owner. 

SUBJECT — Application  February  26,  1971 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Installation  of  Fuel 
Oil  Supply  to  Water  Borne  Gas  Turbines,  Oil  Storage 
Barges  and  Associated  Work. 

PREMISES  AFFECTED— 104  27th  Street,  east  side,  Go- 
wanus  Bay  from  Foot  of  25th  Street  and  28th  Street,  In¬ 
cluding  Dock  Property,  Block  693,  Lot  3,  Borough  of 
Brooklyn. 

THOMAS  F.  GALVIN,  Chairmen 

APRIL  20,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuseday  morning,  April  20, 1971,  at  10  o’clock  at  80  Lafayette 

Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 

matters : 

651-60-BZ 

APPLICANT — Max  Siegel  Associates  for  Briar  Hill 
Apartments,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  7,  1971 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  for  a  period  of  ten  years,  permitting  in  a  residence 
use  district,  the  conversion  of  one  apartment  on  the  cellar 
floor  of  an  existing  multiple  dwelling  for  a  valet  service, 


such  as  pick-up,  mending  and  pressing,  without  cleaning 
service,  as  an  accessory  to  the  380  family  development. 

PREMISES  AFFECTED — 600  West  246th  Street,  south 
side,  285.8  feet  east  of  Independence  Avenue,  Block  3418, 
Lot  825,  Borough  of  The  Bronx. 


539-56-BZ 

APPLICANT— Norman  Riffman  for  Marino  Guilianelli  and 
Fiorina  Guilianelli,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  October  10, 
1972  and  reopening  for  amendment — decision  of  the  Bor¬ 
ough  Superintendent ;  previously  granted  on  condition, 
under  Sections  7e  and  21  of  the  Zoning  Resolution,  permit¬ 
ting  in  a  residence  use  district,  the  change  of  use  of  an 
existing  building  from  a  public  garage  to  wine  bottling  and 
storage  of  finished  products. 

PREMISES  AFFECTED — 318-320  54th  Street,  southeast 
corner  of  3rd  Avenue,  Block  822,  Lot  11,  (formerly  Lots 
11  and  13),  Borough  of  Brooklyn. 


705-68-BZ 

APPLICANT — Charles  M.  Spindler  for  Edna  A.  Knapp  and 
Charles  H.  Knapp,  owners. 

SUBJECT — Application  for  consideration — to  waive  the 
Rules  of  Procedure  and  reopening  for  extension  of  time  to 
complete  and  for  extension  of  term  of  variance  which  ex¬ 
pired  January  17,  1971 — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition,  under  Section 
11-412  of  the  Zoning  Resolution,  in  an  R5  district,  the  en¬ 
largement  of  area  of  a  public  parking  lot. 

PREMISES  AFFECTED— 88-14  to  88-22  (88-22  official) 
182nd  Street,  west  side,  128.02  feet  south  of  Hillside  Ave¬ 
nue,  Block  9917,  Lots  7 ,  11  and  143,  Jamaica,  Borough  of 
Queens. 


695-70-BZ 

APPLICANT — M.  Martin  Elkind  for  Vincent  Gianelli, 
owner. 

SUBJECT — Application  November  20,  1970 — Decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R2  district,  the  con¬ 
version  of  three  retail  stores  to  apartments  that  creates 
non-compliance  in  floor  area  ratio,  open  space  ratio  and 
lot  area  per  room. 

PREMISES  AFFECTED— 209-15  to  209-19  91st  Avenue, 
90-56  210th  Street,  northwest  corner,  Block  10558,  Lot 
68,  Hollis,  Borough  of  Queens. 

Laid  over  from  March  16,  1971,  for  hearing  at  the 

request  of  the  Community  Board. 

742-70-BZ 

APPLICANT — Hector  Ferreras  for  Pat  Fusco,  owner. 

SUBJECT — Application  December  14,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-1  district,  the 
erection  and  maintenance  of  an  automotive  service  station 
with  accessory  uses. 

PREMISES  AFFECTED — 830  Bav  Street,  southwest  cor¬ 
ner  of  Vanderbilt  Avenue,  Block  2836,  Lot  16,  Clifton, 
Borough  of  Richmond. 

Laid  over  from  March  16,  1971,  for  hearing  at  the 

request  of  the  Community  Board. 


745-70-BZ 

APPLICANT — Frederick  Goldberg  for  F.  V.  Realty  Cor¬ 
poration,  owner. 
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SUBJECT— Application  December  17,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  on  a  plot  pre¬ 
viously  before  the  Board  and  occupied  as  an  auto  repair 
shop  and  parking,  the  erection  of  a  one  story  building  as 
an  automobile  laundry. 

PREMISES  AFFECTED — 951  Soundview  Avenue,  south¬ 
west  corner  of  Banyer  Place,  Block  3661,  Lot  16,  Borough 
of  The  Bronx. 


42-71-BZ 

APPLICANT — Vito  J.  Tricarico  for  Animal  Hospital  of 
Brooklyn,  owner. 

SUBJECT — Application  January  14,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-63 
of  the  Zoning  Resolution,  to  permit  in  a  C2-2  district,,  the 
erection  of  a  one  story  enlargement  to  an  existing  animal 
hospital  that  increases  the  degree  of  non-conformity. 

PREMISES  AFFECTED— 2270  Flatbush  Avenue  and  4215 
to  4223  Fillmore  Avenue,  northwest  corner,  Block  8486, 
Lot  1,  Borough  of  Brooklyn. 


46-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Aquatic  Club  of 
Lindenwood,  owner. 

SUBJECT — Application  January  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  one  story  building  for  use  as  a  bank  with  accessory  park¬ 
ing  in  the  open  area. 

PREMISES  AFFECTED— 82-04  153rd  Avenue,  south  side 
from  82nd  Street  to  83rd  Street,  Block  11444,  Lot  25, 
Lindenwood,  Borough  of  Queens. 


48-71-BZ 

APPLICANT — Leonard  Lifschitz  of  Walzer,  Lifschitz  and 
Kessler  for  Patrick  and  Catherine  Consalvas,  owner. 

SUBJECT — Application  January  20,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  enlargement 
of  an  existing  dwelling  that  encroaches  on  the  required 
front  yard. 

PREMISES  AFFECTED — 9324  Glenwood  Road,  south¬ 
west  corner  of  East  94th  Street,  Block  8181,  Lot  43,  Bor¬ 
ough  of  Brooklyn. 


71-71-BZ 

APPLICANT — Joseph  Pell  Lombardi  for  John  Wolfson, 
owner;  Joseph  Pell  Lombardi,  lessee. 

SUBJECT — Application  February  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-2  district,  the  conver¬ 
sion  of  an  existing  three  story  and  basement  building  to 
offices. 

PREMISES  AFFECTED— 120  East  38th  Street,  south 
side,  153.6  feet  west  of  Lexington  Avenue,  Block  893,  Lot 
79,  Borough  of  Manhattan. 


98-71-BZ 

APPLICANT — Harold  Weinberg  for  Mesivta  Yeshiva 
Rabbi  Chaim  Berlin,  owner. 

SUBJECT — Application  February  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-1  and  R4  district,  the 
erection  of  a  one  story  and  cellar  school  that  encroaches 
on  the  required  front  and  side  yards. 


PREMISES  AFFECTED— 1423  East  95th  Street,  east  side, 
125  feet  south  of  Avenue  L,  Block  8260,  Lot  32,  Borough 
of  Brooklyn. 


545-70-BZ 

APPLICANT — Edwin  Storch  for  Queens  Stewart  Con¬ 
struction  Corporation,  owner. 

SUBJECT — Application  September  15,  1970 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R5  district,  the  erection  of  a  three 
story,  two  family  dwelling  that  encroaches  on  the  required 
side  yard  and  has  less  than  the  required  open  space  ratio. 

PREMISES  AFFECTED— 34-37  59th  Street,  east  side, 
178.80  feet  south  of  Broadway,  Block  1198,  Lot  23,  Wood- 
side,  Borough  of  Queens. 

Laid  over  from  March  16,  1971,  for  continued  hearing. 

THOMAS  F.  GALVIN,  Chairman 


APRIL  20,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  April  20,  1971,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 

92-7 1-A 

APPLICANT — Louis  B.  Santangelo  for  Hector  Wanves- 
traut,  owner. 

SUBJECT — Application  February  18,  1971 — filed  pursuant 
to  Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED— 438  West  2S9th  Street,  south 
side,  215  feet  west  of  Liebig  Avenue,  Block  5862,  Lot  42, 
Borough  of  The  Bronx. 


93-71-A 

APPLICANT — Louis  B.  Santangelo  for  Gaetano  Wanves- 
traut,  owner. 

SUBJECT — Application  February  18,  1971 — filed  pursuant 
to  Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED— 440  West  259th  Street,  south 
side,  185  feet  east  of  Riverdale  Avenue,  Block  5863,  Lot 
141,  Borough  of  The  Bronx. 


96-71-A 

APPLICANT — Atkin  and  Bassolino  for  Hunts  Point  Multi- 
Service  Center  Corporation,  owner. 

SUBJECT— Application  February  9,  1971 — Interpretation 
Section  22-14  of  the  Zoning  Resolution  re-  non  profit  Insti¬ 
tution. 

PREMISES  AFFECTED — 661  Cauldwell  Avenue,  west 
side,  299.81  feet  north  of  Westchester  Avenue,  Block  2624, 
Lot  75,  Borough  of  The  Bronx. 

103-71-A 

APPLICANT — Philip  P.  Agusta  for  Diego  Di  Simone, 
owner. 

SUBJECT — Application  February  23,  1971 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Change  of 
occupancy  and  exterior  wall. 
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PREMISES  AFFECTED — 18-17  Woodbine  Street,  west 
side,  139.45  feet  north  of  Seneca  Avenue,  Block  3458,  Lot 
41,  Ridgewood,  Borough  of  Queens. 

THOMAS  F.  GALVIN,  Chairman 


APRIL  27,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  27,  1971,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

740-70-BZ 

APPLICANT — Albert  Melniker  for  Athena  Baxivanis, 
owner. 

SUBJECT — Application  December  15,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  mainte¬ 
nance  of  an  open  stand  for  the  sale  of  agricultural  products 
grown  off -site. 

PREMISES  AFFECTED — 2100  Richmond  Avenue,  west 
side,  297.92  feet  north  of  Draper  Place,  Block  2100,  Lot  525, 
Bulls  Head,  Borough  of  Richmond. 


2-71-BZ 

APPLICANT — Fred  L.  Liebmann  for  Torston  Forsberg, 
owner. 

SUBJECT — Application  January  5,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Ml-1  district,  the  erection 
of  a  two  story  building  for  use  as  a  truck  terminal  with 
accessory  offices  that  exceeds  the  permitted  floor  area  ratio, 
encroaches  on  the  required  rear  yard  and  has  less  than  the 
required  parking.  , 

PREMISES  AFFECTED — 182-28  149th  Avenue,  southwest 
corner  of  183rd  Street,  Block  13411,  Lots  16,  18,  20,  22,  25, 
29  and  31,  Jamaica,  Borough  of  Queens. 


50-71-BZ 

APPLICANT — Larry  Meltzer  for  6401  to  6407  4th  Avenue 
Corporation,  owner. 

SUBJECT — Application  January  12,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-212 
of  the  Zoning  Resolution,  to  permit  in  a  C2-3  district,  the 
reconstruction  of  an  automotive  service  station  with  acces¬ 
sory  uses  previously  before  the  Board. 

PREMISES  AFFECTED — 6401  to  6407  4th  Avenue  and 
402  to  408  64th  Street,  southeast  corner,  Block  5818,  Lot  5, 
Borough  of  Brooklyn. 


69-71-BZ 

APPLICANT — Norman  L.  Reiffman  for  County  Associate, 
Incorporated,  owner. 

SUBTECT — Application  February  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  addition 
to  the  uses  of  an  existing  private  club  with  accessory  uses 
to  include  dancing  and  entertainment. 

PREMISES  AFFECTED — 89-00  23rd  Avenue,  southeast 
corner  of  89th  Street,  Block  1084,  Lot  1,  Jackson  Heights, 
Borough  of  Queens. 


81-71-BZ 


SUBJECT — Application  February  9,  1971 — Appeal  from  a 
decision  of  the  Borough  Superintendent,  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  Cl -2  dis¬ 
trict,  the  installation  of  an  accessory  recreation  area  and 
swimming  pool  for  an  existing  synagogue  and  school. 

PREMISES  AFFECTED — 2124  Bragg  Street,  west  side, 
180  feet  south  of  Avenue  U,  Block  7368,  Lots  15  and  16, 
Borough  of  Brooklyn. 


84-71-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  February  11,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  73-ll(g)  and  73- 
65  of  the  Zoning  Resolution,  to  permit  in  an  R3-2  district, 
the  enlargement  in  area  of  the  third  floor  of  an  existing 
three  story  telephone  exchange  that  increases  the  degree 
of  non-compliance  in  floor  area  ratio,  open  space  ratio 
and  height  of  the  front  wall. 

PREMISES  AFFECTED— 5515  Avenue  I,  1057  to  1081 
East  55th  Street,  northeast  corner,  and  1018  to  1040  East 
56th  Street,  Block  7759,  Lot  1,  Borough  of  Brooklyn. 


765-70-BZ 

APPLICANT — Morton  S.  Cahn  for  Apostolos  Moutop- 
oulos,  owner. 

SUBJECT — Application  December  31,  1970 — decision  of 
the  Borough  Superintendent  under  Section  666,  of  the 
New  York  City  Charter  and  Sections  72-21  and  73-62  of 
the  Zoning  Resolution,  to  permit  in  an  R4  district,  the  en- 
largement  in  area  of  the  second  floor  and  garage  of  an 
existing  one  family  dwelling  that  increases  the  degree  of 
non  compliance  on  the  front  yard. 

PREMISES  AFFECTED — 57-65  75th  Street,  east  side, 
117.99  feet  north  of  58th  Avenue,  Block  2814,  Lot  93  Elm¬ 
hurst,  Borough  of  Queens. 


686-69-A 

APPLICANT — Allen  A.  Sylvane  for  Bess  Kane,  owner; 
Rubin  Engelson,  lessee. 

SUBJECT — Application  November  20,  1969 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 137  Hudson  Street,  west  side, 
28  feet  north  of  Beach  Street,  Block  214,  Lot  24,  Borough 
of  Manhattan. 

Laid  over  from  February  9,  1971,  for  continued  hearing 
at  the  request  of  the  applicant. 


554-70-BZ 

APPLICANT — Lichtner  Associates  for  Michaelson  Realty 
Corporation,  owner. 

SUBJECT — Application  September  17,  1970 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the  erec¬ 
tion  of  a  one  story  enlargement  to  an  existing  store  and 
residence  building  and  the  change  in  occupancy  to  toy  store 
with  accessory  storage. 

PREMISES  AFFECTED — 289  to  295  Beach  14th  Street, 
west  side,  52.21  feet  south  of  New  Haven  Avenue,  Block 
15625,  Lot  46,  Far  Rockaway,  Borough  of  Queens. 

Laid  over  from  March  16,  1971,  for  continued  hearing 

at  the  request  of  the  Community  Planning  Board. 


555-70-A 


APPLICANT — David  Blinder  for  Shellbank  Jewish  Center,  APPLICANT — Lichtner  Associates  for  Michaelson  Realty 
Incorporated,  owner.  Corporation,  owner. 
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SUBJECT— Appeal  from  an  Administrative  decision  re- 
Class  4  construction,  tabular  limits. 

PREMISES  AFFECTED— 289  to  295  Beach  14th  Street, 
west  side,  52.21  feet  south  of  New  Haven  Avenue,  Block 
15625,  Lot  46,  Far  Rockaway,  Borough  of  Queens. 

THOMAS  F.  GALVIN,  Chairman 


APRIL  27,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  April  27 ,  1971,  at  2  o‘clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 


450-69-A 

APPLICANT— L.  Pulvermacher  and  Brothers,  Incorpo¬ 
rated  for  Broadway  Leonard  Company,  owner,  L.  Pulver¬ 
macher  and  Brothers,  Incorporated,  lessee. 

SUBJECT— Application  January  3,  1969— from  an  order 
and  a  decision  of  the  Fire  Commissioner  Re-  sprinkler 
system. 

PREMISES  AFFECTED— 350  Broadway,  103  to  105 
Leonard  Street,  northeast  corner,  Block  171,  Lot  1, 
Borough  of  Manhattan. 


120-71-A 

APPLICANT— Leonard  F.  Rothkrug  for  Barnard  School 
for  Boys,  Incorporated,  owner. 


SUBJECT— Application  March  5,  1971— Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Class  4  frame 
building,  live  load,  unenclosed  stair. 

PREMISES  AFFECTED — 4440  Tibbett  Avenue,  east  side, 
273.17  feet  south  of  West  246th  Street,  Block  5806,  Lot 
681,  Riverdale,  Borough  of  The  Bronx. 


114-71-A 

APPLICANT— Robert  L.  Campbell  for  Staten  Island  Foun¬ 
dations,  owner. 

SUBJECT— Application  March  3,  1971— Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  toilet  facilities 
contrary  to  C26-110.Z  (C)  of  the  Building  Code,  filed 
pursuant  to  Section  36,  Article  3,  General  City  Law  re¬ 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 25  Kinsey  Place,  southeast 
corner  of  Woodcliff  Avenue,  Block  1290,  Lot  61,  Mariners 
Harbor,  Borough  of  Richmond. 


124-71-A 

APPLICANT— Otto  J.  Sambach  for  Royal  Petroleum 
Corporation,  owner. 

SUBJECT — Application  March  3,  1971 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Department  re-  Overflow 
alarm  device  for  petroleum  tanks. 

PREMISES  AFFECTED— 4216  to  4220  Vernon  Boulevard, 
west  side,  90.28  feet  north  of  43rd  Avenue,  Block  484,  Lot 
23,  Long  Island  City,  Borough  of  Queens. 

THOMAS  F.  GALVIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  MARCH  16,  1971,  10  A.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Nolan. 


The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon  February  23, 1971  and  special 
meeting  February  25,  1971,  were  approved  as  printed  in  the 
Bulletin  of  March  4,  1971,  Vol.  56,  No.  9. 


38-66-A 

APPLICANT — Harry  Halbreich  for  Raycin  Realty  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  29, 
1968 — decision  of  the  Borough  Superintendent  re-  erection 
and  use  of  structure  for  indoor  tennis  courts. 

PREMISES  AFFECTED — 5381  Kings  Highway,  east  side, 
97.23  feet  south  of  Whitty  Lane,  Block  7949,  Lots  58  and 
191,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Harry  Halbreich. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  ap¬ 
plication  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative :  .  0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
March  29,  1966,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  March  16,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  March  29,  1966,  only  as  to  the 
term  of  the  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  two  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  Certificate  of  Oc¬ 
cupancy  shall  be  obtained.”  (Alt.  1941-70) 


44-39-BZ 

APPLICANT — Lama  and  Vassalotti  for  B.  P.  Oil  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  consideration — amendment  of 
resolution — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Sections  7c  and  21 
of  the  Zoning  Resolution,  permitting  in  a  business  use 
district,  the  erection  and  maintenance  of  a  gasoline  service 
station. 

PREMISES  AFFECTED — 108-15  Northern  Boulevard, 
northwest  corner  of  110th  Street,  Block  1703,  Lot  44, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 


THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan .  4 

Negative  .  0 

Absent:  Commissioner  Madigan  .  1 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
March  21,  1939,  on  certain  conditions;  and 

Whereas,  the  resolution  was  last  amended  on  July  7,  1954; 
and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  January  25,  1955;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
21,  1939,  as  amended  through  January  25,  1955,  by  adding 
thereto : 

“that  the  accessory  building  may  be  altered  substantially 
as  shown  on  revised  drawings  of  proposed  conditions 
marked  ‘Received  February  16,  1971’,  two  sheets,  on 
condition  that  other  than  as  herein  amended  the  resolution 
above  cited  shall  be  complied  with  in  all  respects.”  (B.N. 
62-71) 


378-45-BZ— Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  B.  P.  Oil  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — amendment  of 
resolution — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Sections  7c,  7i  and  21 
of  the  Zoning  Resolution,  permitting  in  residence  and  busi¬ 
ness  use  districts,  the  extension  and  reconstruction  of  an 
existing  gasoline  service  station  and  lubritorium  (previ¬ 
ously  granted  by  the  Board),  car  washing,  motor  vehicle 
repairs,  and  permitting  the  parking  of  more  than  five  motor 
vehicles  waiting  to  be  serviced. 

PREMISES  AFFECTED— 116-56  to  116-72  (116-62  offi¬ 
cial)  Sutphin  Boulevard,  148-01  to  148-11  Foch  Boulevard, 
northwest  corner  and  116-55  to  116-69  148th  Street,  Block 
12008,  Lot  34  (formerly  Lots  34,  36  and  201),  South  Jama¬ 
ica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan . 4 

Negative:  .  0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  March  27,  1951,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  May  22,  1952;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
27,  1951,  as  amended  through  May  22,  1952,  by  adding 
thereto : 

“that  the  accessory  building  may  be  altered  substantially 
as  shown  on  revised  drawings  of  proposed  conditions 
marked  ‘Received  February  16,  1971’,  two  sheets,  on  con¬ 
dition  that  other  than  as  herein  amended  the  resolution 


289 


MINUTES 


above  cited  shall  be  complied  with  in  all  respects.”  (B. 
N.  63-71) 

180-68-BZ 

APPLICANT— Andrew  Di  Camillo  for  Miraglia  Funeral 
Chapels,  Inc.,  owner. 

SUBJECT— Application  for  consideration— request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  time 
to  complete  which  expired  June  18,  1970 — decision  of  the 
Borough  Superintendent;  previously  granted  on  condition, 
under  Section  73-27  of  the  Zoning  Resolution,  permitting 
in  a  Cl -2  district,  the  change  of  occupancy  of  an  existing 
one  story  building  from  a  store  to  a  funeral  establishment 
with  accessory  loading  and  accessory  parking. 

PREMISES  AFFECTED— 85-19-85-47  New  Utrecht  Ave¬ 
nue,  northeast  corner  of  86th  Street,  1832  85th  Street, 
Block  6344,  Lots  19  and  57,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  Sellitto. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan .  4 

Negative:  . 0 

Absent:  Commissioner  Madigan .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  18,  1968,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  September  23,  1969 ;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  June  18,  1968,  as  amended  through 
September  23,  1969,  only  as  to  the  time  to  complete  the  work, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(Alt.  938-63) 

235-68-BZ 

APPLICANT — Daniel  Laitin  for  Anthony  Ciaffone,  owner. 
SUBJECT — Application  for  consideration — amendment  of 
resolution — decision  of  the  Borough  Superintendent ;  pre¬ 
viously  granted  on  condition,  under  Section  72-21  of  the 
Zoning  Resolution,  permitting  in  a  Cl-2  district,  in  an 
existing  3-story  building,  the  change  in  occupancy  of  the 
second  floor  from  residential  to  office  use,  and  the  erec¬ 
tion  of  a  one-story  and  cellar  enlargement  that  increases 
the  degree  of  non-compliance  in  the  floor  area  ratio  and 
open  space  ratio. 

PREMISES  AFFECTED— 3401-3403  Broadway,  3187  34th 
Street,  northeast  corner,  Block  624,  Lots  8  and  107,  As¬ 
toria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Daniel  Laitin. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan .  4 

Negative :  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  10,  1968,  on  certain  conditions ;  and 


Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  10,  1968,  by  adding  thereto: 

“that  the  building  shall  substantially  conform  to  revised 
drawing  of  proposed  conditions  marked  “Received  March 
10,  1971’,  one  sheet,  on  condition  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects.”  (Alt.  1216-67) 


141-69-BZ 

APPLICANT — Hector  Ferreras  for  Joseph  Palermo, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  6, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  no  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Cl-2  district,  the  erection  and 
maintenance  of  an  automotive  service  station  with  acces¬ 
sory  uses. 

PREMISES  AFFECTED — 1680  Richmond  Avenue,  north¬ 
west  corner  of  Victory  Boulevard,  Block  2100,  Lot  1,  Bulls 
Head,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan . 4 

N  egative :  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  6,  1970,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
6,  1970,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  January  6,  1971.”  (N.  B.  2531-68) 


545-70-BZ 

APPLICANT — Edwin  Storch  for  Queens  Stewart  Con¬ 
struction  Corporation,  owner. 

SUBJECT — Application  September  15,  1970 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R5  district,  the  erection  of  a  three 
story,  two  family  dwelling  that  encroaches  on  the  required 
side  yard  and  has  less  than  the  required  open  space  ratio. 

PREMISES  AFFECTED— 34-37  59th  Street,  east  side, 
178.80  feet  south  of  Broadway,  Block  1198,  Lot  26,  Wood- 
side,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Edwin  Storch. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  April  20,  1971,  at  10 
A.M.,  for  continued  hearing. 

554-70-BZ 

APPLICANT — Lichtner  Associates  for  Michaelson  Realty 
Corporation,  owner. 
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SUBJECT — Application  September  17,  1970 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  RS  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  store  and  resi¬ 
dence  building  and  the  change  in  occupancy  to  toy  store 
with  accessory  storage. 

PREMISES  AFFECTED — 289  to  295  Beach  14th  Street, 
west  side,  52.21  feet  south  of  New  Haven  Avenue,  Block 
15625,  Lot  46,  Far  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  William  Lichtner. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  April  27,  1971,  at  10 
A.M.,  for  hearing  at  the  request  of  the  Community  Board. 


555-70-A 

APPLICANT — Lichtner  Associates  for  Michaelson  Realty 
Corporation,  owner. 

SUBJECT — Appeal  from  an  Administrative  decision  re- 
Class  4  construction,  tabular  limits. 

PREMISES  AFFECTED — 289  to  295  Beach  14th  Street, 
west  side,  52.21  feet  south  of  New  Haven  Avenue,  Block 
15625,  Lot  46,  Far  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  William  Lichtner. 

ACTION  OF  BOARD — Laid  over  to  April  27,  1971,  at  10 
A.M.,  for  hearing  in  conjunction  with  Calendar  Number 
554-70-BZ. 


681-70-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 
SUBJECT — Application  November  12,  1970 — Decision  of 
the  Borough  Superintendent,  under  Section  73-14  and  73-65 
of  the  Zoning  Resolution,  to  permit  in  an  R3-2  district, 
the  erection  of  a  fourth  and  fifth  floor  to  an  existing 
telephone  exchange  that  increases  the  degree  of  non-com¬ 
pliance  in  floor  area  ratio,  open  space  ratio,  front  yard,  side 
yard  and  sky  exposure  plane. 

PREMISES  AFFECTED — 140-02  to  140-10  183rd  Street, 
182-08  to  182-26  140th  Avenue,  southwest  corner,  Block 
13040,  Lot  1,  Springfield  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  Chase,  D.  O.  Pringle,  S.  H.  Singer, 
A.  Squire  and  A.  Guasso. 

For  Opposition:  Muriel  N.  Carter,  John  B.  and  Bessie 
Boyd,  Evelyn  Stakeman,  Arber  T.  and  Josephine  Os¬ 
borne,  Lillie  Carter,  Margaret  A.  Hilmer,  Gladys  Nixon, 
Patricia  Holmes  and  Mabel  Lewis. 

ACTION  OF  BOARD — Laid  over  to  March  30,  1971  at  10 
A.M.,  for  continued  hearing.  Previously  inspected. 


682-70-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 
SUBJECT — Application  November  12,  1970 — Decision  of 
the  Borough  Superintendent,  under  Sections  73-11  (g) 
and  73-14  of  the  Zoning  Resolution,  to  permit  in  an  R6 
district,  at  an  existing  two  story  telephone  exchange,  the 
erection  of  a  two  story  enlargement  and  a  third  floor  that 
increases  the  degree  of  non-conformity. 

PREMISES  AFFECTED — 71-40  1  64th  Street,  west  side, 
131  feet  north  of  72nd  Avenue,  Block  6802,  Lot  16,  Flush¬ 
ing.  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  Chase  and  D.  D.  Pringle. 

For  Opposition:  None. 


ACTION  OF  BOARD — Laid  over  to  April  6,  1971,  at  10 
A.M.,  for  hearing  at  the  request  of  the  Community  Board. 

689- 70-BZ 

APPLICANT — Thomas  P.  Crinnion  for  A.  &  D.  Halpert, 
owner. 

SUBJECT — Application  November  17,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district  the  conversion 
of  an  existing  two  family  dwelling  to  a  three  family 
dwelling  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio,  open  space  ratio  and  lot  area  per  room  and 
creates  non-compliance  on  the  outer  court. 

PREMISES  AFFECTED — 2026  Paulding  Avenue,  east 
side,  150  feet  south  of  Lydig  Avenue,  Block  4302,  Lot  37, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Thomas  P.  Crinnion. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  April  6,  1971,  at  10 
A.M.,  for  hearing  at  the  request  of  the  applicant  and  the 
Community  Board. 

690- 70-BZ 

APPLICANT — Thomas  P.  Crinnion,  for  Berardelli  and 
Reda,  owner. 

SUBJECT — Application  November  17,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  conver¬ 
sion  of  an  existing  two  family  dwelling  to  a  three  family 
dwelling  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio,  open  space  ratio  and  lot  area  per  room 
and  creates  non-compliance  on  the  outer  court. 

PREMISES  AFFECTED — 2022  Paulding  Avenue,  east 
side,  216.67  feet  south  of  Lyding  Avenue,  Block  4302,  Lot 
34,  Borough  of  the  Bronx. 

APPEARANCES— 

For  Applicant:  Thomas  P.  Crinnion. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  April  6,  1971,  at  10 
A.M.,  for  hearing  at  the  request  of  the  applicant  and  the 
Community  Board. 

691- 70-BZ 

APPLICANT — Thomas  P.  Crinnion,  for  Celia  Fuchs, 
owner. 

SUBJECT  Application  November  17,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  R3-2  district,  the  conversion  of 
an  existing  two  family  dwelling  to  a  three  family  dwelling 
that  increases  the  degree  of  non-compliance  in  floor  area 
ratio,  open  space  ratio  and  lot  area  per  room  and  creates 
non-compliance  on  the  outer  court. 

PREMISES  AFFECTED — 2024  Paulding  Avenue,  east 
side.  183.33  feet  south  of  Lydig  Avenue,  Block  4302,  Lot 
36,  Borough  of  the  Bronx. 

APPEARANCES— 

For  Applicant :  Thomas  P.  Crinnion. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  April  6,  1971,  at  10 
A.M.,  for  hearing  at  the  request  of  the  applicant  and  the 
Community  Board. 

695-70-BZ 

APPLICANT — M.  Martin  Elkind,  for  Vincent  Gianelli, 
owner. 

SUBJECT — Application  November  20,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  the  conversion 
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of  three  retail  stores  to  apartments  that  creates  non-com¬ 
pliance  in  floor  area  ratio,  open  space  ratio  and  lot  area 
per  room. 

PREMISES  AFFECTED— 209-15  to  209-19  91st  Avenue, 
9056  210th  Street,  northwest  corner,  Block  10558,  Lot  68, 
Hollis,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  M.  Martin  Elkind. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  April  20,  1971,  at  10 
A.M.,  for  hearing  at  the  request  of  the  Community  Board. 


700-70-BZ 

APPLICANT — Abram  Shlefstein  for  Esther  Sheinbaum, 
owner,  Joseph  Sheinbaum,  lessee. 

SUBJECT — Application  November  20,  19701 — decision  of  the 
Borough  Superintendent,  under  Sections  73-211,  73-212  & 
11-421  of  the  Zoning  Resolution,  to  permit  in  a  C2-2  dis¬ 
trict,  the  enlargement  in  lot  area  and  the  reconstruction  of 
an  automotive  service  station  with  accessory  uses  pre¬ 
viously  before  the  Board. 

PREMISES  AFFECTED— 205-33  to  205-43  Hollis  Avenue 
and  109-42  Francis  Lewis  Boulevard,  northwest  corner, 
Block  10912,  Lots  30  and  32,  Hollis,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Abram  Shlefstein,  Frank  H.  Koenig  and 
Joseph  Leone  Jr. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  March  30,  1971,  at  10 
A.M.,  for  hearing  at  the  request  of  the  Community  Plan¬ 
ning  Board. 

708-70-BZ 

APPLICANT — Larry  Meltzer  for  Nettie  Bressner,  owner. 

SUBJECT — Application  November  23,  1970 — Decision  of 
the  Borough  Superintendent,  under  Sections  72-21  and  11- 
412  of  the  Zoning  Resolution,  to  permit  in  an  R2  district, 
the  erection  of  a  one  story  enlargement  to  an  existing  two 
family  dwelling  previously  before  the  Board,  that  increases 
the  degree  of  non-compliance  in  floor  area  ratio  and  open 
space  ratio. 

PREMISES  AFFECTED— 131  Beach  135th  Street,  west 
side,  67.21  feet  south  of  Rockaway  Beach  Boulevard,  Block 
16280,  Lot  41  Belle  Harbor,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

For  Opposition:  Charles  H.  Fier. 

ACTION  OF  BOARD — Laid  over  to  March  30,  1971,  at 
10  A.M.,  for  decision.  Hearing  closed.  Previously  in¬ 
spected. 


720-70-BZ 

APPLICANT — M.  Martin  Elkind,  for  La  Pilar  Realty  In¬ 
corporated,  owner. 

SUBJECT — Application  December  3,  1970 — Decision  of  the 
Borough  Superintendent,  under  Section  73-20  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-9  district,  in  a  proposed 
twelve  story  building,  the  use  of  a  portion  of  the  first 
floor  and  cellar  as  a  theatre. 

PREMISES  AFFECTED— 1468  to  1472  First  Avenue, 
east  side,  52  feet  south  of  East  77th  Street,  Block  1471, 
Lots  3,  4,  47,  and  48,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  M.  Martin  Elkind. 

For  Opposition:  Raymond  J.  Councell,  Walter  Eberhart, 
Walter  Eberhart,  Jr.  and  Emery  Tabor. 


ACTION  OF  BOARD— Laid  over  to  March  30,  1971,  at 
10  A.M.,  for  decision;  hearing  closed;  previously  inspected. 


721-70-A 

APPLICANT — M.  Martin  Elkind,  for  La  Pilar  Realty, 
Incorporated,  owner. 

SUBJECT — Application  December  3,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  yard. 

PREMISES  AFFECTED— 1468  to  1472  First  Avenue, 
east  side,  52  feet  south  of  East  77th  Street,  Block  1471, 
Lots  3,  4,  47,  and  48,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  M.  Martin  Elkind. 

ACTION  OF  BOARD— Laid  over  to  March  30,  1971,  at 
10  A.M.,  for  decision ;  hearing  closed ;  previously  inspected. 


723-70-BZ 

APPLICANT — Shea,  Gallop  Climenko  and  Gould,  for 
C.  B.  and  B.  Associates,  owner., 

SUBJECT — Application  December  4,  1970 — Decision  of  the 
Borough  Superintendent,  under  Section  72-01  (b)  of  the 
Zoning  Resolution,  to  permit  in  a  C4-2  district,  the  in¬ 
stallation  of  business  signs  that  exceed  the  permitted  sur¬ 
face  area  and  the  permitted  height  above  curb  level. 
PREMISES  AFFECTED — 135-30  140th  Street,  southwest 
corner  of  135th  Avenue,  Block  12093,  Lot  34,  South  Ozone 
Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Judah  Gribetz  and  Dorothy  Johnson. 

For  Opposition:  C.  Hughes. 

ACTION  OF  BOARD — Laid  over  to  March  30,  1971,  at 
10  A.M,  for  decision.  Previously  inspected.  Hearing  closed. 


742-70-BZ 

APPLICANT — Hector  Ferreras  for  Pat  Fusco,  owner. 

SUBJECT- — Application  December  14,  1970— Decision  of  the 
Borough  Superintendent,  under  Sections  72-01  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  Cl-1  district,  the 
erection  and  maintenance  of  an  automotive  service  station 
with  accessory  uses. 

PREMISES  AFFECTED — 830  Bay  Street,  southwest  cor¬ 
ner  of  Vanderbilt  Avenue,  Block  2836,  Lot  16,  Clifton,  Bor¬ 
ough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

For  Opposition:  Alexander  Weiss. 

ACTION  OF  BOARD — Laid  over  to  April  20,  1971,  at  10 
A.M.,  for  hearing  at  the  request  of  the  Community  Board. 

751-70-BZ 

APPLICANT— Andrew  Di  Camillo  for  Endy  Anderson, 
owner,  New  York  Telephone  Company,  lessee. 

SUBJECT — -Application  December  21,  1970 — Decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C4-2  and  C8-1  district, 
the  erection  of  a  five  story  garage  and  office  building  that 
exceeds  the  permitted  floor  area  ratio  and  has  less  than  the 
required  accessory  parking. 

PREMISES  AFFECTED— 409  to  425  89th  Street,  north 
side,  53.3  feet  East  of  4th  Avenue,  Block  6065,  Lots  43,  46, 
47,  49,  50,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  Sellitto. 

For  Opposition:  None.  , 
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ACTION  OF  BOARD — Laid  over  to  March  30,  1971,  at  10 
A.M.,  for  decision.  Hearing  closed.  Previously  inspected. 


61-71-BZ 

APPLICANT — Alfonso  Duarte  for  Health  Services  Ad¬ 
ministration,  owner. 

SUBJECT — Application  January  26,  1971 — Decision  of  the 
Borough  Superintendent,  under  Sections  72-21,  73-481, 
73-482  and  73-49  of  the  Zoning  Resolution,  to  permit  in  a 
C4-3  and  R6  district,  the  erection  of  a  nine  story  and  cellar 
hospital  that  penetrates  the  sky  exposure  plane,  exceeds  the 
maximum  number  of  accessory  parking  spaces  without  the 
required  screening  and  with  roof  parking. 

PREMISES  AFFECTED — 760  Broadway,  southwest  cor¬ 
ner  of  Flushing  Avenue,  Block  1723,  Lot  1,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfonso  Duarte,  Joseph  L.  Russo,  Richard 
Sonder,  Sanford  Mai  ter,  Oliver  E.  Cotajar  and  Thomas 
J.  Kupper. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  March  30,  1971,  at 
10  A.M.,  for  continued  hearing.  Previously  inspected. 


62-71-A 

APPLICANT — Alfonso  Duarte  for  Health  Services  Ad¬ 
ministration,  owner. 

SUBJECT — Application  January  26,  1971 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Corridors, 
Magnetic  door  devices. 

PREMISES  AFFECTED — 760  Broadway,  southwest  cor¬ 
ner  of  Flushing  Avenue,  Block  1723,  Lot  1,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfonso  Duarte,  Joseph  L.  Russo. 
ACTION  OF  BOARD — Laid  over  to  March  30,  1971,  at  10 
A.M.,  for  continued  hearing.  No  recommendation  received. 
Previously  inspected. 

507-66-BZ — Vol.  II 

APPLICANT — Albert  Melniker  for  301  Nelson  Avenue 
Restaurant  Incorporated,  owner. 

SUBJECT — Application  reopened  December  21,  1970  as 
Volume  II —  Decision  of  the  Borough  Superintendent,  un¬ 
der  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  C-l  district,  in  an  existing  two  story  building  the  addi¬ 
tion  to  the  use  of  the  first  floor  restaurant  to  include 
cabaret. 

PREMISES  AFFECTED — 301  Nelson  Avenue,  southeast 
corner  of  Hylan  Boulevard,  Block  5208,  Lot  1,  Great 
Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan .  4 

Negative:  .  0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
February  23,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  16,  1971;  and 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  1,  1970,  acting  on  Alt.  Applic.  266/19701, 
reads : 

“1.  Application  to  change  existing  premises  in  a 
Cl-1  district  Use  Group  6,  eating  or  drinking  place  with 
restrictions  on  entertainment  to  an  eating  or  drinking 
place  without  restrictions,  Use  Group  12  is  contrary  to 
the  Zoning  Resolution,  Section  35-15,  and  should  be  re¬ 
ferred  to  the  Board  of  Standards  and  Appeals.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
Cl-1  district,  in  an  existing  two-story  building,  the  addition 
to  the  use  of  the  first  floor  restaurant  to  include  cabaret,  for 
a  term  of  five  years,  on  condition  that  all  work  shall  conform 
to  drawings  filed  with  this  application  marked  “Received 
December  2,  1970,”  3  sheets ;  and  that  all  laws,  rules  and 
regulations  applicable  be  complied  with,  and  that,  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


538-67-BZ— Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Caldo  Realty  Cor¬ 
poration,  owner ;  The  Greenpoint  Savings  Bank,  lessee. 
SUBJECT — Application  reopened  October  6,  1970  as  Vol¬ 
ume  II — decision  of  the  Borough  Superintendent,  under 
Sections  72-01  (b)  and  72-21  of  the  Zoning  Resolution,  to 
permit  in  a  Cl -2  district,  the  maintenance  of  an  illumi¬ 
nated  sign  that  exceeds  the  permitted  surface  area. 
PREMISES  AFFECTED — 41-60  to  41-80  Main  Street  and 
133-30  to  133-50  Sanford  Avenue,  Block  5121,  Lot  23, 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan .  4 

Negative:  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  March  2,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  March  16,  1971;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  9,  1970  acting  on  E.  S.  Applic.  216/1967,  reads : 
“1.  Proposed  surface  area  of  sign  is  contrary  to 
Sec.  32-643  Zone  Resolution  for  an  illuminated  sign  in 
a  Cl -2  district.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Sections  72-01  (b)  and  72-21  of  the  Zoning  Resolution, 
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and  that  the  applicant  is  therefore  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Sections  72-01  (b)  and  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  the  maintenance 
of  an  illuminated  sign  that  exceeds  the  permitted  surface 
area,  on  condition  that  all  work  shall  conform  to  drawings 
filed  with  this  application  and  marked  “Received,  August 
7,  1970,”  four  sheets,  and  that  all  laws,  rules  and  regulations 
applicable  shall  be  complied  with,  and  that  substantial 
construction  shall  be  completed  within  one  year  from  the 
date  of  this  resolution. 


1066-67-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Harold  Sussman, 
owner;  Campus  Book  Stores,  Incorporated,  lessee. 

SUBJECT — Application  December  15,  1967- — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  in  an  existing 
one  story  structure  occupied  as  automotive  service  station, 
repair  shop  and  bookstore  previously  before  the  Board,  the 
erection  of  an  enlargement  to  the  book  store. 

PREMISES  AFFECTED — 65-01  Kissena  Boulevard,  south¬ 
east  corner  of  65th  Avenue,  Block  6742,  Lot  10,  Flushing, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition :  Thomas  Daly,  Ezra  Gomez  and  Charles 
Romer. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorably  recommended. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative: .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
March  5,  1968,  after  due  notice  by  publication  in  the  Bulletin ; 
laid  over  without  date;  then  set  for  March  2,  1971;  laid 
over  to  March  16,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  17,  1970,  acting  on  Alt.  Applic.  537/1967, 
reads : 

“1.  The  proposed  one  story  extension  to  an  existing 
one  story  store  occupancy  on  the  same  lot  with  an  exist¬ 
ing  gas.  service  sta.  located  within  R6  use  dist.  is  con¬ 
trary  to  Sect.  52-34  Zone  Resolutions.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-412  of  the  Zoning  Reso¬ 
lution,  the  extension  of  the  present  use,  the  enlargement  of 
the  present  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Section  11-412  of  the  Zoning  Resolution, 
in  an  R6  district,  in  an  existing  one-story  structure  occupied 
as  an  automotive  service  station,  repair  shop  and  bookstore 
previously  before  the  Board,  the  erection  of  an  enlargement 
to  the  bookstore,  on  condition  that  all  work  shall  conform  to 
drawings  filed  with  this  application  and  marked  “Received, 
January  7,  1971,”  five  sheets,  and  “December  15,  1967,”  3 
sheets ;  on  further  condition  that  a  legal  curb  and  curb  cut  be 
installed  along  65th  Avenue  in  accordance  with  the  regula¬ 


tions  of  the  Department  of  Highways,  and  the  driveway  in 
the  rear  of  the  premises  be  restricted  to  the  occasional  off- 
street  delivery  of  merchandise  to  the  bookstore,  and  that  all 
laws,  rules  and  regulations  applicable  be  complied  with  and 
substantial  construction  be  completed  within  one  year  of  the 
date  of  this  resolution. 


18-69-BZ — Vol.  Ill 

APPLICANT — Buckley  and  Kisseloff  for  Emalie  Heckard 
and  Chemical  Bank,  New  York  Trust  Company,  owner. 

SUBJECT — Application  reopened  December  15,  1970  as 
Volume  III — decision  of  the  Borough  Superintendent, 
under  Section  72-21  of  the  Zoning  Resolution,  and  Section 
666  of  the  New  York  City  Charter  to  permit  in  a  C5-3 
district,  at  an  existing  office  building  presently  under  con¬ 
struction,  the  conversion  of  mechanical  space  to  rented 
floor  area  that  increases  the  degree  of  non-compliance. 

PREMISES  AFFECTED — 489  Fifth  Avenue,  eastside,  73 
feet  south  of  East  42nd  Street,  12  East  42nd  Street,  Block 
1276,  Lots  4  and  68,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  .  0 

Absent :  Commissioner  Madigan .  1 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  2,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  March  16,  1971 ;  and 

W hereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  17,  1970,  acting  on  N.  B.  Applic.  110/1968, 
reads : 

“005 — Changing  use  of  certain  mechanical  spaces 
to  office  spaces  requires  permission  from  Board  of  Stand¬ 
ards  and  Appeals  to  modify  Resolution  18-69-BZ.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  ap¬ 
plicant  is  therefore  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit 
in  a  C5-3  district,  at  an  existing  office  building  presently 
under  construction,  the  conversion  of  mechanical  space  to 
rental  floor  area  that  increases  the  degree  of  non-compliance, 
on  condition  that  all  work  shall  conform  to  drawings  filed 
with  this  application  marked  “Received  November  25,  1970,” 
21  sheets;  and/hat  all  laws,  rules  and  regulations  applicable 
be  compiled  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


509-70-BZ 

APPLICANT — Joseph  Nirenberg  for  Mary  DiNicola, 
owner ;  Abetter  Processing  Corporation,  lessee. 

SUBJECT — Application  August  26,  1970 — decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  erection 
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of  a  one  story  enlargement  to  an  existing  metal  products 
factory  that  encroaches  on  the  required  rear  yard. 

PREMISES  AFFECTED — 984-988  East  35th  Street,  west 
side,  297.6  feet  north  of  Avenue  I,  Block  7580,  Lot  63, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  Nirenberg. 

For  Opposition:  Carrie  Cortez,  Betty  L.  Ruhl  and  Juan 


Cortez. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein  and  Commissioner  Nolan  .  4 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION: 


Whereas,  a  public  hearing  was  held  on  this  application 
on  February  2,  1971,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  February  17,  1971 ;  then  to  March 
16,  1971  ;  and 

W'hereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  1,  1970,  acting  on  Alt.  Applic.  486/1969, 
reads : 

“1.  On  a  lot  located  in  an  R6  zone  the  proposed  en¬ 
largement  of  non-conforming  Use  Group  17  (Manufac¬ 
ture  of  metal  products  including  anodizing  of  aluminum) 
for  storage  and  loading  and  unloading  including  curb 
cuts  is  contrary  to  the  following  sections  of  the  Zoning 
Resolution. 

(a)  A  30  foot  rear  yard  is  normally  required  Z.  R. 
23-47  and  24-36. 

(b)  Proposed  enlargement  is  contrary  to  Section 
52-40  Z.  R.  and  52-22. 

(c)  Uses  Section  22-00  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the.  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  findings  a,  b,  c,  under 
Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Sunerintendent, 
dated  September  1,  1970,  acting  on  Alt.  Applic.  486/1969, 
Objection  No.  1  (a.),  (b),  (c),  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 

595-70-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Madison  Holding  Corporation,  owner. 
SUBJECT — Application  September  30,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  m  an  R8  and  R10  district,  the  erection 
of  a  31  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio  and  has  less  than  the  required  lot  area 
per  room. 

PREMISES  AFFECTED— 1673  to  1685  York  Avenue, 
northwest  corner  of  East  88th  Street,  Block  1565,  Lots 
19,  21-27,  29,  30,  120,  128,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum,  Martin  Swang- 
man,  Philip  Bunbaum  and  Kenneth  Singer. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein  and  Commissioner  Nolan . 

Negative :  . 

Absent :  Commissioner  Madigan  . 


4 

0 

1 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
February  2,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin  ;  laid  over  to  February  17,  1971 ;  then  to  March  2,  1971 ; 
then  to  March  16,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  15,  1970,  acting  on  N.  B.  Applic.  85/1969, 
reads : 


A^^-The  Pr°Posed  building  located  partially  in  a 
R8  district  and  partially  in  a  R10  district  exceeds  the 
maximum  permitted  floor  area  contrary  to  Sec.  77-22, 
Sec.  23-142  and  Sec.  23-15  of  the  Zoning  Resolution.” 

^  “A  19 — The  proposed  building  located  partly  in  a 
R8  district  and  partially  in  a  R10  district  exceeds  the 
maximum  permitted  numbers  of  rooms  contrary  to  Sec. 
/7-25,  Sec.  23-222  and  Sec.  23-223  of  the  Zoning  Reso- 
lution.” 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
jS-rc  to  relief  on  the  grounds  of  practical 

difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion^  and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R8 
and  R10  district,  the  erection  of  a  31-story  multiple  dwelling 
that  exceeds  the  permitted  floor  area  ratio  and  has  less  than 
the  required  lot  area  per  room,  on  condition  that  all  work 
conform  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  September  30,  1970,”  7  sheets;  and  that  all  laws,  rules 
and  regulations  applicable  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 


625-70-BZ 


APPLICANT — Murray  Rudman  and  David  Pell  for 
Nicholas  G.  Nadola,  owner ;  L.  Glashow  Inc.,  lessee. 
SUBJECT  Application  October  16,  1970' — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  Cl -3  district,  in  an  existing  two  story 
building,  the  change  in  occupancy  of  the  first  floor  store 
to  a  limited  contractors  establishment. 

PREMISES  AFFECTED — 2921  Heath  Avenue,  southwest 
corner  of  West  230th  Street,  Block  3260,  Lot  31,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Murray  Rudman. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein  and  Commissioner  Nolan . 

Negative:  . 

Absent :  Commissioner  Madigan . ’ .  ’  . . . 

THE  RESOLUTION— 


4 

0 

1 


Wthereas.  a  public  hearing  was  held  on  this  application  on 
March  2,  1971,  after  due  notice  by  publication  in  the  Bulletin  • 
laid  over  to  March  16,  1971 ;  and 
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Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  17,  1970,  acting  on  Alt.  Applic.  388/19/0, 

rea(is  • 

“1.  Proposed  contractor’s  establishment  in  a  Cl-3 
Zoning  district  is  contrary  to  Sec.  32-00  of  the  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a  Cl-3 
district,  in  an  existing  two-story  building,  the  change  in  occu¬ 
pancy  of  the  first  floor  store  to  a  limited  contractor  s  estab¬ 
lishment,  on  condition  that  all  work  conform  to  drawings  fded 
with  this  application  marked  “Received  October  16,  1970,  ’  8 
sheets ;  and  that  all  laws,  rules  and  regulations  applicable  be 
complied  with,  and  that  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 


630-70-BZ 

APPLICANT— Buckley  and  Kisseloff  for  St.  Andrew  As¬ 
sociates,  owner;  Capitol  Industries,  Inc.,  lessee. 

SUBJECT — Application  October  16,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  666  of  the  New 
York  City  Charter  and  Section  72-01  (b)  of  the  Zoning 
Resolution,  to  permit  in  a  C6-6  district,  on  an  office  build¬ 
ing  the  installation  of  illuminated  signs  that  exceeds  the 
permitted  surface  area,  exceeds  the  permitted  height  above 
curb  level  and  an  advertising  sign  that  encroaches  on  the 
adjoining  lot. 

PREMISES  AFFECTED— 1368  to  1374  Avenue  of  the 
Americas,  64  to  68  West  56  Street,  southeast  corner,  71 
West  55th  Street,  Block  1271,  Lots  6,  70,  71  and  73,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  J.  KisselofT. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan .  4 

Negative:  .  0 

Absent :  Commissioner  Madigan .  1 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
December  15,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  19,  1971 ;  then  to  February  9, 
1971 ;  then  to  March  2,  1971 ;  then  to  March  16,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  8,  1970,  acting  on  E.S.  Applic.  375/1970,  reads: 

“C-l — Proposed  signs  exceed  40  ft.  height  limitation 
in  a  C6-6  Zoning  District,  Sec.  32-655  Zoning  Resolution. 

C-2 — Proposed  signs  exceed  allowable  area  of  500 
sq.  ft.  for  each  street  frontage,  contrary  to  Sec.  32-644 
Zoning  Resolution. 

C-3 — Proposed  sign  on  East  facade  of  building  pro¬ 
jects  beyond  property  or  lot  line.  This  sign  is  therefore 
on  the  adjacent  premises  and  must  be  considered  an  ad¬ 


vertising  sign  which  is  not  permitted  in  a  C6-6  Zoning 
District.  Sec.  32-63  of  Zoning  Resolution. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-01  .(b)  of  the  Zoning  Resolution;  and 
Whereas,  inspection  shows  that  buildings  within  close 
proximity  to  these  premises  have  similar  signs  above  the 
height  limits  set  forth  in  Section  32-655  of  the  Zoning  Reso¬ 
lution. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  grant  a  variation  in  the  application  of  the  Zoning 
Resolution  under  Section  72-01  (b)  to  permit  in  a  _  C6-6 
district,  the  erection  of  illuminated  signs  on  an  office  building 
that  exceed  the  permitted  height  above  curb  level,  and  ex¬ 
ceeds  the  permitted  surface  area,  on  condition  that  all  work 
shall  substantially  conform  to  drawings  filed  with  this  ap¬ 
plication  marked  “Received,  October  16,  1970,”  five  sheets, 
and  “February  5,  1971,”  seven  sheets,  and  that  all  laws,  rules 
and  regulations  applicable  shall  be  complied  with,  and  sub¬ 
stantial  construction  completed  within  one  year  from  the 
date  of  this  resolution. 


638-70-BZ 

APPLICANT— Aaron  Halpern  for  Helen  Scaringe,  owner. 
SUBJECT— Application  October  21,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  one  story  retail  store  that  encroaches  on  the  required 
side  yard. 

PREMISES  AFFECTED— 166-09  Baisley  Boulevard, 
north  side,  56.84  feet  east  of  166th  Street,  Block  12382,  Lot 
36,  Springfield  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Murray  Rudman,  Alphonse  J.  Russo, 
and  Helen  and  James  Scaringe. 

For  Opposition:  Geraldine  Fleshman  and  Medvene  Wil¬ 
liams. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  . . . _ . ; .  0 

Negative :  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein  and  Commissioner  Nolan . 4 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  23,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  16,  1971;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  16,  1970,  acting  on  N.  B.  Applic.  355/1970, 
reads  * 

“1.  The  proposed  one  story  structure,  to  be  oc¬ 
cupied  by  a  Dry  Cleaning  and  Clothes  Pressing  Es¬ 
tablishment,  and  Retail  Store  (Use  Group  6)  within  a 
Residential  R3-2  Zone,  is  contrary  to  Sec.  22-00  Z.  R. 

2.  Proposed  structure  with  less  than  two  side  yards, 
is  contrary  to  Sec.  23-464  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  findings  a,  b,  c,  under  Section 
72-21  of  the  Zoning  Resolution. 
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Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  16,  1970,  acting  on  N.  B.  Applic.  355/1970, 
Obpection  Nos.  1  and  2,  be  and  it  hereby  is  affirmed  and  that 
the  application  be  and  it  hereby  is  denied. 


652-70-BZ 

APPLICANT — Howard  Miller  for  Nicola  DiLorenzo, 
owner. 

SUBJECT — Application  November  2,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-27  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  the  change  in 
use  of  an  existing  one  story  building  from  store  and  dwell¬ 
ings  to  a  funeral  establishment  and  dwelling. 

PREMISES  AFFECTED — 4502  to  4506  Avenue  D,  south¬ 
east  corner  of  East  45th  Street,  Block  4979,  Lots  1  and  3, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Howard  Miller. 

For  Opposition :  Frank  Abbadessa. 
RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE: — 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  .  0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  a_  public  hearing  was  held  on  this  application 
on  February  17,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  2,  1971 ;  then  to  March  16,  1971 ; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  8,  1970,  acting  on  Alt.  Applic.  1308/1970, 
reads : 

“1.  Proposed  change  in  use  from  4  stores  U.  G.  6, 
and  2  families  to  one  store  U.  G.  6,  one  family,  and 
funeral  home  U.  G.  7,  within  a  Cl-2  in  an  R4  District 
is  contrary  to  Sect.  32-00  &  32-16  of  Z.  R. 

2.  Proposed  structural  alteration  to  a  non-con- 
forming  use  is  contrary  to  Sect.  52-22  of  Z.  R. 

3.  Refer  all  parking  and  signs  to  B.  S.  A.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-27  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-27  of  the  Zoning  Resolution,  to  permit  in 
a  Cl-2  district,  the  change  in  use  of  an  existing  one-story 
building  from  store  and  dwellings  to  a  funeral  establishment, 
store,  and  dwelling,  on  condition  that  all  work  conform  to 
drawings  filed  with  this  application  marked  “Recieved  No¬ 
vember  2,  1970,”  7  sheets,  and  “February  25,  1971,”  2  sheets; 
and  that  all  laws,  rules  and  regulations  applicable  shall  be 
complied  with,  and  that  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 


669-70-BZ 

APPLICANT — Buckley  &  Kisseloff  for  Romi  Cohen  & 
Leon  Traube,  owners. 

SUBJECT — Application  November  6,  1970 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 


story  store  and  residential  building  that  encroaches  on  the 
required  front  yard  and  with  accessory  parking. 
PREMISES  AFFECTED — 3555  Hylan  Boulevard,  north¬ 
west  corner  of  Redgrave  Avenue,  Block  5108,  Lots  13,  18, 
21,  23,  25,  27,  28,  29,  31-33,  38,  part  of  Lots  11  and  40, 
New  Dorp,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff  and  Romi  Cohen. 

For  Opposition:  Joseph  A.  Sherry,  Shirlee  Solomon, 
Veronica  Nanti,  Rosemary  Nattland  and  Louis  Squassi. 
For  Administration:  David  Gruber,  City  Planning  Com¬ 
mission. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  denied. 


THE  VOTE  TO  GRANT— 

Affirmative:  .  o 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein  and  Commissioner  Nolan  .  4 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


W HEREAS,  a  public  hearing  was  held  on  this  application  on 
January  26,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  February  9,  1971 ;  then  to  March  2,  1971 ; 
then  to  March  16,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  7,  1970,  acting  on  N.  B.  Applic.  1269/1969, 
reads : 

“1.  Proposed  building  with  stores,  U.  G.  6,  on  the 
1st  floor  and  residence,  U.  G.  2  (Cl,  A.,  M.  D.)  on  the 
2nd  floor  with  accessory  off  street  parking  for  122  cars 
is  not  permitted  as  of  right  in  a  R3-2  district  and  is  con¬ 
trary  to  Sect.  22-10  of  the  Zoning  Resolution. 

2.  Building  and  accessory  parking  within  a  re¬ 
quired  front  yard  is  contrary  to  Sec.  23-45  of  the  Zon¬ 
ing  Resolution. 

3.  As  the  Zoning  Resolution  has  no  provision  for 
a  building  within  a  residence  district  used  partly  for 
commercial  use  you  are  referred  to  the  Board  of 
Standards  and  Appeals  for  any  additional  requirements 
for  signs,  bulk,  parking  and  loading.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

.  W HEREAS,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  finding (s)  a,  b,  c,  under 
Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  7,  1970,  acting  on  N.  B.  Applic.  1269/1969, 
Objections  No.  1,  2,  3,  be  and  it  hereby  is  affirmed  and  that 
the  application  be  and  it  hereby  is  denied. 

725-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Xheudet  Mustafa, 
owner. 

SUBJECT — Application  December  4,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  the  enlarge¬ 
ment  in  area  of  an  existing  one  story  building  that  en¬ 
croaches  on  the  required  side  yard  and  the  maintenance  of 
the  Automobile  repair  establishment. 

PREMISES  AFFECTED — 11  Slater  Boulevard,  north  side, 
108.09  feet  east  of  Hylan  Boulevard,  Block  3656,  Lot  69, 
Dongan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug  and  Xheudet 
Mustafa. 

For  Opposition :  None. 
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RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Letter  received — no  recommendation. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  . ; .  1 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  2,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  17,  1971;  then  to  March  2, 
1971 ;  then  to  March  16,  1971 ;  and  . 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  1,  1970,  acting  on  Alt.  Applic.  267/1970, 
reads  *, 

“1.  The  change  in  use  of  an  existing  5  car  garage 
in  a  Cl-2  district  to  a  Motor  Vehicle  Repair  Shop  in 
Use  Group  16  is  contrary  to  Sec.  32-15  and  may  be  re¬ 
ferred  to  the  Board  of  Standards  and  Appeals. 

2.  Side  yard  less  than  8  feet  wide  is  contrary  to 
Sec.  33-25  and  may  be  referred  to  the  Board  of  Standards 
and  Appeals.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  dif¬ 
ficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to.  permit  in 
a  Cl-2  district,  the  enlargement  in  area  of  an  existing  one- 
story  building  that  encroaches  on  the  required  side  yard  and 
the  maintenance  of  the  automobile  repair  establishment,  on 
condition  that  all  work  shall  conform  to  drawings  filed  with 
this  application  marked  “Received  December  4,  1970,”  5 
sheets:  on  further  condition  that  all  repair  work  be  per¬ 
formed  inside  the  premises ;  that  the  storage  of  all  automo¬ 
biles  awaiting  repair  be  restricted  to  the  owner’s  own  prop¬ 
erty ;  that  no  automobiles  be  stored  in  the  driveway  outside 
the  building  overnight;  and  that  all  laws,  rules  and  regu¬ 
lations  applicable  be  complied  with,  and  that  substantial  con¬ 
struction  be  completed  within  one  year  from  the  date  of  this 
resolution. 

Adjourned  :  3  :30  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MARCH  16,  1971,  2  P.M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

750-70-A 

APPLICANT — Greyhound  Lines,  Incorporated,  owner. 
SUBJECT— Application  December  21,  1970— appeal  from 
a  decision  of  the  Fire  Commissioner  re-  Diesel  Oil  Pumps. 
PREMISES  AFFECTED— 525  to  531  11th  Avenue,  east 
side  of  12th  Avenue,  601  to  659  West  40th  Street,  600  to 
660  West  41st  Street,  Block  1088,  Lot  1,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  H.  M.  Cole  and  E.  D.  McGuire. 

For  Administration :  Capt.  J.  F.  Petraglia,  F.  D. 


ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice.  Chairman  Becker, 

Commissioner  Klein  and  Commissioner  Nolan .  4 

Negative:  . . .  - . . .  ® 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
October  21,  1970  and  November  23,  1970  on  Folder  No. 
E900053,  54,  55,  reads:  , 

“In  reply  to  your  letter  of  September  25,  1970,  I 
have  to  advise  you  that  this  Department  cannot  accept 
the  DeLaval  Diesel  Oil  Pumps  as  same  were  approved 
for  use  in  conjunction  with  oil  burner.” 

and 

Whereas,  the  Diesel  Oil  Pumps  and  premises  were  in¬ 
spected  by  a  committee  of  the  Board. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  October  21,  1970  and  November  23,  1970,  acting  on 
Folder  No.  E9000S3,  54,  55,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  conform  to  drawings  marked  “Received 
December  21,  1970,”  10  sheets;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


66-71-A 

APPLICANT— Buckley  and  Kisseloff  for  Greenwich  Sav¬ 
ings  Bank,  owner. 

SUB TECT— Application  January  28,  1971— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Proposed 
opening  from  unsprinklered  bank  to  exit  passageway. 
PREMISES  AFFECTED— 944  Third  Avenue,  156  to  164 
East  57th  Street,  southwest  corner  and  155  to  163  East 
56th  Street,  Block  1311,  Lots  29,  38,  40,  41,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff,  R.  C.  Heinriche,  L. 
Whiteside  and  Howard  A.  Talbot. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  . 0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  14,  1971  on  N.  B.  Applic.  58-68,  reads: 

“C-ll  Proposed  opening  from  unsprinklered  Bank 
space  to  exit  passageway  (lobby)  on  1st  floor  contrary 
to  C26-604.3  (h)  (3)  (a).” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  14,  1971,  acting  on  N.  B.  Applic.  58-68, 
Objection  No.  C-ll  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  conform  to  drawings  marked  “Received 
February  5,  1971,”  3  sheets ;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


83-71-A 

APPLICANT— A.  Corwin  Frost  for  New  York  City  Board 
of  Education  Office  of  School  Buildings,  owner. 

SUBJECT — Application  February  10,  1971— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Interior  cor¬ 
ridors  and  flexible  classrooms. 
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PREMISES  AFFECTED — 122  Amsterdam  Avenue,  north¬ 
west  corner  of  65th  Street,  Block  1157,  part  of  Lots  1, 
21  and  25,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  A.  Corwin  Frost,  F.  G.  Frost,  Jr.,  Arthur 
G.  Paletta,  Nathan  Klein,  Joseph  C.  Schmitt  and  Hugh 
McLaren,  Jr. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Nolan  .  4 


Negative :  .  0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  3,  1971  on  N.  B.  Applic.  19-69,  reads : 

“C-25  Comply  with  C26-603.2  par.  (b)  construc¬ 
tion  (1)  interior  corridors,  shall  be  constructed  of  non¬ 
combustible  materials  to  provide  a  minimum  fire  re¬ 
sistance  rating  of  one  (1)  hour. 

C-26  Comply  with  C-26-801.0  par.  (d)  Distribution 
of  Classes,  and  C26-801.ll  Safe  Areas  for  Flexible 
Classrooms  (Complex),  as  Places  of  Assembly.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  February  3,  1971,  acting  on  N.  B.  Applic.  19-69, 
Objection  Nos.  C25,  C26,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  conform  to  drawings  marked  “Received 
February  23,  1971,”  8  sheets;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


669-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Pierre  Associates  Incorpo¬ 
rated,  c/o  B.  Harrison  Frankel. 

SUBJECT — Application  November  13,  1969 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 29-33  Maiden  Lane  and  56 
Nassau  Street,  northeast  corner,  Block  67,  Lot  23,  Borough 
of  Manhattan, 

APPEARANCES— 

For  Applicant :  Capt.  J.  F.  Petraglia,  F.  D. 

For  Opposition:  Antonio  Morfesis,  Martin  Fradua,  David 
E.  Barry  and  George  Turner. 

ACTION  OF  BOARD — Laid  over  to  March  30,  1971,  at 
2  P.M.,  for  continued  hearing;  previously  inspected. 


738-70-A 

APPLICANT — Arthur  J.  McGee  and  Joseph  P.  Morsel- 
lino  for  Lew  Morris  Demolition  Company,  Incorporated, 
owner;  Pfaltz  and  Bauer,  Incorporated,  lessee. 

SUBJECT — Application  December  15,  1970 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Chemical  Supply 
House,  and  sprinkler  system. 

PREMISES  AFFECTED — 31-20  College  Point  Causeway, 
southwest  corner  of  128th  Street,  Block  4383,  Lot  5,  Flush¬ 
ing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Capt.  J.  F.  Petraglia,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  March  30,  1971,  at 
2  P.M.,  for  continued  hearing  at  the  request  of  the  ap¬ 
plicant  ;  applicant  to  submit  data  previously  requested. 


762-70-A 

APPLICANT — Reavis  and  McGrath  for  Sol  G.  Atlas  and 
John  P.  McGrath,  owner. 

SUBJECT — Application  December  30,  1970 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Metal  and 
glass  partition. 

PREMISES  AFFECTED — 2  New  York  Plaza  (117  Broad 
Street),  northeast  corner  of  South  Street,  Block  5,  Lot  1, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  W.  J.  Meckel,  II. 

ACTION  OF  BOARD — Laid  over  to  April  6,  1971,  at  2 
P.M.,  at  the  request  of  the  applicant. 


6-71-A 

APPLICANT — Vanguard  Transportation,  Incorporated, 

owner. 

SUBJECT — Application  January  7,  1971 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  individual  pipelines 
to  Tank  Compartments  on  Truck  Transporting  Flammable 
Solvents. 

APPEARANCES— 

For  Applicant:  Morton  E.  Kiel,  John  P.  Laughlin,  August 
H.  Nussen,  Edwin  J.  Morgan  and  W.  O.  Price. 

For  Administration:  Capt.  J.  F.  Petraglia,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  March  30,  1971,  at 
2  P.M.,  for  continued  hearing;  applicant  to  submit  addi¬ 
tional  data. 


Adjourned:  4:15  P.M. 

James  P.  Mulroy,  Secretary 
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CORRECTION 


CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  February  17,  1971  as  they 
appeared  in  Bulletin  No.  8,  Vol.  56  are  hereby  corrected  to 
read  as  follows : 

713-70-A 


APPLICANT— Stephen  B.  Jacobs  for  Alvin  C.  Hudgins, 
owner. 

SUBJECT— Application  November  30,  1970— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  egress. 

PREMISES  AFFECTED— 27-29  West  94th  Street,  north 
side,  243  feet  west  of  Central  Park  West,  Block  1208,  Lots 
22  and  £££&>  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Stephen  B.  Jacobs. 

ACTION  OFyBOARD — Appeal  granted  on  condition. 

THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative :  . 


“A4 — Provide  two  means  of  egress  from  each  floor 
as  per  Sect.  C26-603.1(b)  and  C26-603.2  A.  C.” 

and  additional  objections  dated  January  28,  1971,  reads: 

“A3 — Proposed  to  combine  two  converted  dwell¬ 
ings  under  the  new  code  and  increasing  the  height,  the 
building  shall  comply  with  the  requirements  of  a  new 
building,  therefore,  the  yard  and  courts  are  contrary  to 
Sect.  26,  sub.  5  and  7  of  the  M.  D.  L, 

A8— Provide  wheel  chair  access  as  per  Sect.  C26- 
601.1  A.  C. 

A9 — Provide  two  means  of  egress  from  each  apart¬ 
ment  as  per  Section  C26-603.1  A.  C.” 


and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  2,  1970,  acting  on  917-70 
Objection  No.  A4  and  a  further  decision  of  the  Borough 
Superintendent,  dated  January  28,  1971,  Objections  Nos.  A3, 
A8  &  A9,  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted,  on  condition  that  the  building  shall 
conform  to  drawings  marked  “Received,  November  30, 
1970,”  one  sheet,  “January  6,  1971,”  one  sheet,  and  “January 
22,  1971,”  four  sheets ;  and  that  all  laws,  rules  and  regula¬ 
tions  applicable  shall  be  complied  with. 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  2,  1970  on  Alt.  Applic.  917-70,  reads: 


*  Correction: — The  above  Subject  and  Premises  Affected 
sections  of  the  resolution  are  corrected  to  read  as  shown 
above  in  italics. 


'hS'St  £><i> 

Ne  / 
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ORDER  AND  PETITION 
SERVED  ON  THE  BOARD  OF 
STANDARDS  AND  APPEALS. 

On  March  10,  1971,  Order  and  Petition  was  served  on  the  Board 
by  McGee  &  Morsellino,  attorneys  for  petitioner,  Rosati  Homes,  Inc., 
owner,  seeking  a  review  of  the  Board’s  denial  on  February  9,  1971  of 
the  application,  based  on  a  decision  of  the  Borough  Superintendent 
under  Sections  73-211  and  73-212  of  the  Zoning  Resolution,  to  permit 
in  a  C2-2  district,  the  erection  and  maintenance  of  an  automotive 
service  station  with  accessory  uses;  Calendar  Number  440-70-BZ; 
Premises  90-11  Beach  Channel  Drive,  north  side,  287.57  feet  east  of 
Beach  92nd  Street,  Block  16109,  Lot  38  (Tent.),  Rockaway,  Borough 
of  Queens. 
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New  Cases  Filed  up  to  March  23,  1971 

Cal.  No.  Dept.  Premises  Affected 

157-71-BZ — B.Q. — 85-07  Woodhaven  Boulevard,  south¬ 
east  corner  of  85th  Avenue,  Block  8886,  Lot  52,  Wood- 
haven,  Borough  of  Queens,  N.B.  23-71,  re-  proposed 
front  yard,  side  yards,  R3-1  district. 


158-71-A— B.Q.— 85-07  Woodhaven  Boulevard,  southeast 
corner  of  85th  Avenue,  Block  8886,  Lot  52,  Woodhaven, 
Borough  of  Queens,  N.B.  23-71,  re-  building  accessibility 
for  wheelchairs,  R3-1  district. 


159-71-BZ — B.B. — 228  to  230  Court  Street,  northwest 
corner  of  Baltic  Street,  Block  307,  Lots  35,  36,  Borough 
of  Brooklyn,  Alt.  Nos.  1975,  1976-70,  re-  change  of  occu¬ 
pancy  to  funeral  establishment,  provide  one  loading 
berth,  Cl-3  in  R6  district. 


160-71-BZ — B.B. — 1983  Coney  Island  Avenue,  east  side, 
320  feet  north  of  Quentin  Road,  Block  6774,  Lot  63, 
Borough  of  Brooklyn,  Alt.  No.  2007-69,  re-  provide  30 
foot  open  lot  line,  C8-2  district. 


161-71-A — B.M. — 707  Broadway,  west  side,  50  feet  south 
of  Washington  Place,  and  272  Mercer  Street,  Block  546, 
Lot  35,  Borough  of  Manhattan,  re-  intallation  of  1000 
gallon  liquid  nitrogen  tank. 


162-71-BZ — B.B. — 109  to  115  3rd  Street,  north  side,  40 
feet  west  of  Bond  Street,  Block  461,  Lots  42,  44,  Borough 
of  Brooklyn,  Alt.  No.  19-71,  re-  proposed  enlargement  of 
an  existing  manufacturing  building,  R6  district. 


163- 71-A — B.Q. — Baisley  Boulevard,  Bedell  Street  and 
137th  Avenue,  Block  12495,  Lot  2,  Jamaica,  Borough  of 
Queens,  F.D.  Order  No.  F-2003-8,  re-  yard  hydrant 
system. 

164- 71-BZ — B.R. — 1705  Richmond  Avenue  and  3100 
Victory  Boulevard,  southeast  corner,  Block  2070,  Lot  42, 
Bulls  Head,  Borough  of  Richmond,  N.B.  78-71,  re¬ 
proposed  automotive  service  station,  accessory  double 
faced  ground  sign,  Cl-2  and  R3-2  districts. 


165-71-BZ — B.B. — 100-02  4th  Avenue,  southwest  corner 
of  100th  Street,  Block  6137,  Lot  81,  Borough  of  Brooklyn, 
N.B.  36-71  re-  automobile  sales  lot,  curb  cut,  R6  district. 


166- 71-BZ — B.B. — 3413-15  Ft.  Hamilton  Parkway,  south 
side,  150  feet  east  of  Chester  Avenue.  Block  5303,  Lot 
15,  Borough  of  Brooklyn,  Alt.  No.  1760-70,  re-  change 
in  occupancy,  to  include  body  work,  R5  district. 

167- 71-SM — Polacoat,  Incorporated,  Projection  screen 
material,  manufactured  by  Polacoat  Incorporated, 
Material. 


168-71-A— B.M. — 411  to  449  East  58th  Street,  north  side, 
86.554  feet  west  of  Sutton  Place  and  408  to  420  to  438 
East  59th  Street,  Block  1370,  Lots  6,  7,  8,  108,  15,  16,  17, 
117,  18,  30,  31,  44,  29,  Borough  of  Manhattan,  N.B.  29-70, 
re-  travel  distance  within  the  dwelling  units,  R-10  and 
C2-5  district. 

Restored  to  Docket 

1005-65-BZ — B.Q. — 707  Beach  9th  Street,  northwest 
corner  of  Caffrey  Avenue,  Block  15572,  Lot  1,  Far 
Rockaway,  Borough  of  Queens,  Alt.  968-64  re-  cellar 
apartments. 


1006-65-A — B.Q. — 707  Beach  9th  Street,  northwest 
corner  of  Caffrey  Avenue,  Block  15572,  Lot  1,  Far 


Rockaway,  Borough  of  Queens,  Alt.  968-64,  re-  minimum 
dimensions  of  yard. 

1212-66-A — B.Q. — 48-50  38th  Street,  west  side,  124.05 
feet  north  of  Greenpoint  Avenue,  Block  232,  Lot  18, 
Long  Island  City,  Borough  of  Queens,  Alt.  72-64  re¬ 
cellar  apartment. 


71-67-A — B.Q. — 631  Beach  9th  Street,  southwest  corner 
of  Caffrey  Avenue,  Block  (15584)  111,  Lot  4,  Far 

Rockaway,  Borough  of  Queens,  Alt.  2035-64  re¬ 
cellar  apartment. 


138-67-A — B.Q. — 102-40  Horace  Harding  Expressway, 
southwest  corner  of  Yellowstone  Boulevard,  Block  2121, 
Lot  21,  Forest  Hills,  Borough  of  Queens,  Alt.  1668-66 
re-  cellar  apartment. 


139-67-A — B.Q. — 407  Beach  20th  Street,  northwest 
corner  of  Elk  Drive,  Block  (15767)  249,  Lot  1,  Far 
Rockaway,  Borough  of  Queens,  Alt.  1676-66  re-  cellar 
apartment. 


216-67-A — B.Q. — 22-11  New  Haven  Avenue,  southwest 
corner  of  Beach  22nd  Street,  Block  (15762)  254,  Lot  70, 
Far  Rockaway,  Borough  of  Queens,  Alt.  1677-66  re¬ 
cellar  apartment. 


217-67-A — B.Q. — 63-09  108th  Street,  northeast  corner 
of  63rd  Road,  Block  2167,  Lot  1,  Forest  Hills,  Borough 
of  Queens,  Alt.  2354-64  re-  cellar  apartment. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D.- — Fire  Department. 


APRIL  20,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning,  April  20,  1971,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 

following  matters : 

651-60-BZ 

APPLICANT — Max  Siegel  Associates  for  Briar  Hill 
Apartments,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  7,  1971 
—decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  for  a  period  of  ten  years,  permitting  in  a  residence 
use  district,  the  conversion  of  one  apartment  on  the  cellar 
floor  of  an  existing  multiple  dwelling  for  a  valet  service, 
such  as  pick-up,  mending  and  pressing,  without  cleaning 
service,  as  an  accessory  to  the  380  family  development. 

PREMISES  AFFECTED — 600  West  246th  Street,  south 
side,  285.8  feet  east  of  Independence  Avenue,  Block  3418, 
Lot  825,  Borough  of  The  Bronx. 

539-56-BZ 

APPLICANT — Norman  Riffman  for  Marino  Guilianelli  and 
Fiorina  Guilianelli,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  October  10, 
1972  and  reopening  for  amendment — decision  of  the  Bor¬ 
ough  Superintendent ;  previously  granted  on  condition, 
under  Sections  7e  and  21  of  the  Zoning  Resolution,  permit¬ 
ting  in  a  residence  use  district,  the  change  of  use  of  an 
existing  building  from  a  public  garage  to  wine  bottling  and 
storage  of  finished  products. 
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PREMISES  AFFECTED — 318-320  54th  Street,  southeast 
11  and  13),  Borough  of  Brooklyn. 

corner  of  3rd  Avenue,  Block  822,  Lot  11,  (formerly  Lots 


705-68-BZ 

APPLICANT — Charles  M.  Spindler  for  Edna  A.  Knapp  and 
Charles  H.  Knapp,  owners. 

SUBJECT — Application  for  consideration — reopen  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  time  to 
complete  and  reopening  for  extension  of  term  of  variance 
which  expired  January  17,  1971— decision  of  the  Borough 
Superintendent;  previously  granted  on  condition,  under 
Section  11-412  of  the  Zoning  Resolution,  in  an  R5  district, 
the  enlargement  of  area  of  a  public  parking  lot. 

PREMISES  AFFECTED— 88-14  to  88-22  (88-22  official) 
182nd  Street,  west  side,  128.02  feet  south  of  Hillside  Ave¬ 
nue,  Block  9917,  Lots  7,  11  and  143,  Jamaica,  Borough  of 
Queens. 

695-70-BZ 

APPLICANT — M.  Martin  Elkind  for  Vincent  Gianelli, 
owner. 

SUBJECT — Application  November  20,  1970 — Decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R2  district,  the  con¬ 
version  of  three  retail  stores  to  apartments  that  creates 
non-compliance  in  floor  area  ratio,  open  space  ratio  and 
lot  area  per  room. 

PREMISES  AFFECTED — 209-15  to  209-19  91st  Avenue, 
90-56  210th  Street,  northwest  corner,  Block  10558,  Lot 
68,  Hollis,  Borough  of  Queens. 

Laid  over  from  March  16,  1971,  for  hearing  at  the 

request  of  the  Community  Board. 


742-70-BZ 

APPLICANT — Hector  Ferreras  for  Pat  Fusco,  owner. 
SUBJECT — Application  December  14,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-1  district,  the 
erection  and  maintenance  of  an  automotive  service  station 
with  accessory  uses. 

PREMISES  AFFECTED — 830  Bav  Street,  southwest  cor¬ 
ner  of  Vanderbilt  Avenue,  Block  2836,  Lot  16,  Clifton, 
Borough  of  Richmond. 

Laid  over  from  March  16,  1971,  for  hearing  at  the 
request  of  the  Community  Board. 


745-70-BZ 

APPLICANT — Frederick  Goldberg  for  F.  V.  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  December  17,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -2  district,  on  a  plot  pre¬ 
viously  before  the  Board  and  occupied  as  an  auto  repair 
shop  and  parking,  the  erection  of  a  one  story  building  as 
an  automobile  laundry. 

PREMISES  AFFECTED — 951  Soundview  Avenue,  south¬ 
west  corner  of  Banyer  Place,  Block  3661,  Lot  16,  Borough 
of  The  Bronx. 


42-71-BZ 

APPLICANT — Vito  J.  Tricarico  for  Animal  Hospital  of 
Brooklyn,  owner. 

SUBJECT — Application  January  14,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-63 


of  the  Zoning  Resolution,  to  permit  in  a  C2-2  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  animal 
hospital  that  increases  the  degree  of  non-conformity. 

PREMISES  AFFECTED — 2270  Flatbush  Avenue  and  4215 
to  4223  Fillmore  Avenue,  northwest  corner,  Block  8486, 
Lot  1,  Borough  of  Brooklyn. 

46-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Aquatic  Club  of 
Lindenwood,  owner. 

SUBJECT — Application  January  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  one  story  building  for  use  as  a  bank  with  accessory  park¬ 
ing  in  the  open  area. 

PREMISES  AFFECTED — 82-04  153rd  Avenue,  south  side 
from  82nd  Street  to  83rd  Street,  Block  11444,  Lot  25, 
Lindenwood,  Borough  of  Queens. 


48-71-BZ 

APPLICANT — Leonard  Lifschitz  of  Walzer,  Lifschitz  and 
Kessler  for  Patrick  and  Catherine  Consalvas,  owner. 

SUBJECT — Application  January  20,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  enlargement 
of  an  existing  dwelling  that  encroaches  on  the  required 
front  yard. 

PREMISES  AFFECTED — 9324  Glenwood  Road,  south¬ 
west  corner  of  East  94th  Street,  Block  8181,  Lot  43,  Bor¬ 
ough  of  Brooklyn. 


71-71-BZ 

APPLICANT — Joseph  Pell  Lombardi  for  John  Wolfson, 
owner;  Joseph  Pell  Lombardi,  lessee. 

SUBJECT — Application  February  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-2  district,  the  conver¬ 
sion  of  an  existing  three  story  and  basement  building  to 
offices. 

PREMISES  AFFECTED — 120  East  38th  Street,  south 
side,  153.6  feet  west  of  Lexington  Avenue,  Block  893,  Lot 
79,  Borough  of  Manhattan. 


98-71-BZ 

APPLICANT — Harold  Weinberg  for  Mesivta  Yeshiva 
Rabbi  Chaim  Berlin,  owner. 

SUBJECT — Application  February  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-1  and  R4  district,  the 
erection  of  a  one  story  and  cellar  school  that  encroaches 
on  the  required  front  and  side  yards. 

PREMISES  AFFECTED — 1423  East  95th  Street,  east  side, 
125  feet  south  of  Avenue  L,  Block  8260,  Lot  32,  Borough 
of  Brooklyn. 


545-70-BZ 

APPLICANT — Edwin  Storch  for  Queens  Stewart  Con¬ 
struction  Corporation,  owner. 

SUBJECT — Application  September  15,  1970 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R5  district,  the  erection  of  a  three 
story,  two  family  dwelling  that  encroaches  on  the  required 
side  yard  and  has  less  than  the  required  open  space  ratio. 
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PREMISES  AFFECTED— 34-37  59th  Street,  east  side, 
178.80  feet  south  of  Broadway,  Block  1198,  Lot  23,  Wood- 
side,  Borough  of  Queens. 

Laid  over  from  March  16,  1971,  for  continued  hearing. 

THOMAS  F.  GALVIN,  Chairman 


APRIL  20,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  April  20,  1971,  at  2  o  clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 

506-70-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— United  House  of  Prayer. 
SUBJECT— Application  September  8,  1970  for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 2310-2322  Eighth  Avenue,  east 
side  of  Eighth  Avenue,  between  West  124th  Street  and 
West  125th  Street,  271  West  124th  Street  and  272-280 
West  125th  Street,  Block  1930,  Lot  1,  Borough  of  Man¬ 
hattan. 


441-70-A 

APPLICANT — Paul,  Weiss,  Goldberg,  Rifkind,  Wharton 
and  Garrison  for  Amway  Corporation,  owner. 

SUBJECT — Application  August  17,  1970 — Appeal  from  Fire 
Department  regulations  re-  Pressurized  Products. 


737-70-A 

APPLICANT — Lama  and  Vassalotti  for  The  Brookdale 
Hospital  Center,  Hegeman  Avenue  Housing  Company  In¬ 
corporated,  owner. 

SUBJECT — Application  December  14,  1970 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Floor  ceiling 
construction. 

PREMISES  AFFECTED — 7  to  9  Hegeman  Avenue,  north¬ 
west  of  Amboy  Street,  Block  3621,  Lot  1,  Borough  of 
Brooklyn. 

92- 71-A 

APPLICANT— Louis  B.  Santangelo  for  Hector  Wanves- 
traut,  owner. 

SUBJECT— Application  February  18,  1971— filed  pursuant 
to  Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED— 438  West  259th  Street,  south 
side,  215  feet  west  of  Liebig  Avenue,  Block  5862,  Lot  42, 
Borough  of  The  Bronx. 

93- 71-A 

APPLICANT — Louis  B.  Santangelo  for  Gaetano  Wanves- 
traut,  owner. 

SUBJECT — Application  February  18,  1971 — filed  pursuant 
to  Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED — 440  West  259th  Street,  south 
side,  185  feet  east  of  Riverdale  Avenue,  Block  5863,  Lot 
141,  Borough  of  The  Bronx. 

96-71-A 

APPLICANT — Atkin  and  Bassolino  for  Hunts  Point  Multi- 
Service  Center  Corporation,  owner. 


SUBJECT— Application  February  9,  1971— Interpretation 
Section  22-14  of  the  Zoning  Resolution  re-  non  profit  Insti¬ 
tution. 

PREMISES  AFFECTED— 661  Cauldwell  Avenue,  west 
side,  299.81  feet  north  of  Westchester  Avenue,  Block  2624, 
Lot  75,  Borough  of  The  Bronx. 


103-71-A 

APPLICANT— Philip  P.  Agusta  for  Diego  Di  Simone, 
owner. 

SUBJECT — Application  February  23,  1971 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Change  of 
occupancy  and  exterior  wall. 

PREMISES  AFFECTED— 18-17  Woodbine  Street,  west 
side,  139.45  feet  north  of  Seneca  Avenue,  Block  3458,  Lot 
41,  Ridgewood,  Borough  of  Queens. 

THOMAS  F.  GALVIN,  Chairman 


APRIL  27,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  27,  1971,  at  10  o  clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters  : 

496-53-BZ 

APPLICANT— Douglas  F.  Herrlin  for  Lloyd  Realty  Com¬ 
pany,  owner. 

SUBJECT— Application  for  consideration— request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  May  25,  1969 — decision  of 
the  Borough  Superintendent ;  previously  granted  on  condi¬ 
tion,  under  Section  7e  of  the  Zoning  Resolution,  permitting 
in  a  residence  use  district  the  use  of  cellar  and  basement 
as  a  clinical  laboratory  in  existing  building  used  as  a 
doctor’s  office  and  multiple  dwelling. 

PREMISES  AFFECTED— 39  East  63rd  Street,  north  side, 
221  feet  east  of  Madison  Avenue,  Block  1378,  Lot  30,  Bor¬ 
ough  of  Manhattan. 


292-55-BZ 

APPLICANT— Millard  Bresin  for  240th  Jamaica  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  April  10.  1971 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7f  and  7i  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  retail  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station,  auto 
washing,  lubritorium,  office,  accessory  sales  and  minor 
renairs  (hand  tools  only). 

PREMISES  AFFECTED— 239-11  to  239-19  Jamaica  Ave¬ 
nue,  northwest  corner  of  240th  Street,  Block  8001,  Lot  1, 
Bellerose,  Borough  of  Queens. 


740-70-BZ 

APPLICANT — Albert  Melniker  for  Athena  Baxivanis, 
owner. 

SUBJECT — Application  December  15,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  mainte¬ 
nance  of  an  open  stand  for  the  sale  of  agricultural  products 
grown  off-site. 

PREMISES  AFFECTED — 2100  Richmond  Avenue,  west 
side,  297.92  feet  north  of  Draper  Place,  Block  2100,  Lot  525, 
Bulls  Head,  Borough  of  Richmond. 


304 


CALENDAR 


2-71-BZ 

APPLICANT — Fred  L.  Liebmann  for  Torston  Forsberg, 
owner. 

SUBJECT — Application  January  5,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Ml-1  district,  the  erection 
of  a  two  story  building  for  use  as  a  truck  terminal  with 
accessory  offices  that  exceeds  the  permitted  floor  area  ratio, 
encroaches  on  the  required  rear  yard  and  has  less  than  the 
required  parking. 

PREMISES  AFFECTED — 182-28  149th  Avenue,  southwest 
corner  of  183rd  Street,  Block  13411,  Lots  16,  18,  20,  22,  25, 
29  and  31,  Jamaica,  Borough  of  Queens. 


50-71-BZ 

APPLICANT — Larry  Meltzer  for  6401  to  6407  4th  Avenue 
Corporation,  owner. 

SUBJECT — Application  January  12,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-212 
of  the  Zoning  Resolution,  to  permit  in  a  C2-3  district,  the 
reconstruction  of  an  automotive  service  station  with  acces¬ 
sory  uses  previously  before  the  Board. 

PREMISES  AFFECTED — 6401  to  6407  4th  Avenue  and 
402  to  408  64th  Street,  southeast  corner,  Block  5818,  Lot  5, 
Borough  of  Brooklyn. 


69-71-BZ 

APPLICANT — Norman  L.  Reiffman  for  County  Associate, 
Incorporated,  owner. 

SUBTECT — Application  February  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  addition 
to  the  uses  of  an  existing  private  club  with  accessory  uses 
to  include  dancing  and  entertainment. 

PREMISES  AFFECTED — 89-00  23rd  Avenue,  southeast 
corner  of  89th  Street,  Block  1084,  Lot  1,  Jackson  Heights, 
Borough  of  Queens. 


81-71-BZ 

APPLICANT — David  Blinder  for  Shellbank  Jewish  Center, 
Incorporated,  owner. 

SUBJECT — Application  February  9,  1971 — Appeal  from  a 
decision  of  the  Borough  Superintendent,  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  Cl -2  dis¬ 
trict,  the  installation  of  an  accessory  recreation  area  and 
swimming  pool  for  an  existing  synagogue  and  school. 

PREMISES  AFFECTED — 2124  Bragg  Street,  west  side, 
180  feet  south  of  Avenue  U,  Block  7368,  Lots  15  and  16, 
Borough  of  Brooklyn. 


84-71-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  February  11,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  73-1 1  ( g)  and  73- 
65  of  the  Zoning  Resolution,  to  permit  in  an  R3-2  district, 
the  enlargement  in  area  of  the  third  floor  of  an  existing 
three  story  telephone  exchange  that  increases  the  degree 
of  non-compliance  in  floor  area  ratio,  open  space  ratio 
and  height  of  the  front  wall. 

PREMISES  AFFECTED— 5515  Avenue  I,  1057  to  1081 
East  55th  Street,  northeast  corner,  and  1018  to  1040  East 
56th  Street,  Block  7759,  Lot  1,  Borough  of  Brooklyn. 


765-70-BZ 

APPLICANT — Morton  S.  Cahn  for  Apostolos  Moutop- 
oulos,  owner. 


SUBJECT  Application  December  31,  1970 — decision  of 
the  Borough  Superintendent  under  Section  666,  of  the 
New  York  City  Charter  and  Sections  72-21  and  73-62  of 
the  Zoning  Resolution,  to  permit  in  an  R4  district,  the  en¬ 
largement  in  area  of  the  second  floor  and  garage  of  an 
existing  one  family  dwelling  that  increases  the  degree  of 
non  compliance  on  the  front  yard. 

PREMISES  AFFECTED — 57-65  75th  Street,  east  side, 
117.99  feet  north  of  58th  Avenue,  Block  2814,  Lot  93,  Elm¬ 
hurst,  Borough  of  Queens. 

554- 70-BZ 

APPLICANT — Lichtner  Associates  for  Michaelson  Realty 
Corporation,  owner. 

SUBJECT  Application  September  17,  1970 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the  erec¬ 
tion  of  a  one  story  enlargement  to  an  existing  store  and 
residence  building  and  the  change  in  occupancy  to  toy  store 
with  accessory  storage. 

PREMISES  AFFECTED— 289  to  295  Beach  14th  Street, 
west  side,  52.21  feet  south  of  New  Haven  Avenue,  Block 
15625,  Lot  46,  Far  Rockaway,  Borough  of  Queens. 

Laid  over  from  March  16,  1971,  for  continued  hearing 

at  the  request  of  the  Community  Planning  Board. 

555- 70-A  ~ 

APPLICANT — Lichtner  Associates  for  Michaelson  Realty 
Corporation,  owner. 

SUBJECT — Appeal  from  an  Administrative  decision  re- 
Class  4  construction,  tabular  limits. 

PREMISES  AFFECTED — 289  to  295  Beach  14th  Street, 
west  side,  52.21  feet  south  of  New  Haven  Avenue,  Block 
15625,  Lot  46,  Far  Rockaway,  Borough  of  Queens. 

THOMAS  F.  GALVIN,  Chairman 


APRIL  27,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  April  27,  1971,  at  2  o'clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 


686-69-A 

APPLICANT — Allen  A.  Sylvane  for  Bess  Kane,  owner; 
Rubin  Engelson,  lessee. 

SUBJECT — Application  November  20,  1969— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 137  Hudson  Street,  west  side, 
28  feet  north  of  Beach  Street,  Block  214,  Lot  24,  Borough 
of  Manhattan. 

Laid  over  from  February  9,  1971,  for  continued  hearing 
at  the  request  of  the  applicant. 


321-70-A 

APPLICANT — Department  of  Buildings,  City  of  New  York 
for  Abe  Maibach,  owner. 

SUBJECT — Application  May  25,  1970 — revocation  of  Cer¬ 
tificate  of  Occupancy  No.  199,978. 

PREMISES  AFFECTED— 1232  to  1256  East  80th  Street, 
north  side,  from  Paerdegat  8th  Street  to  Paerdegat  9th 
Street,  entire  block  front  36-46  Paerdegat  8th  Street  and 
35-45  Paerdegat  9th  Street,  Block  8058,  Lot  32,  Borough 
of  Brooklyn. 
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450-69-A 

APPLICANT— L.  Pulvermacher  and  Brothers,  Incorpo¬ 
rated  for  Broadway  Leonard  Company,  owner,  L.  Pulver¬ 
macher  and  Brothers,  Incorporated,  lessee. 

SUBJECT — Application  January  3,  1969 — from  an  order 
and  a  decision  of  the  Fire  Commissioner  Re-  sprinkler 
system. 

PREMISES  AFFECTED— 350  Broadway,  103  to  105 
Leonard  Street,  northeast  corner,  Block  171,  Lot  1, 
Borough  of  Manhattan. 


120-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  Barnard  School 
for  Boys,  Incorporated,  owner. 

SUBJECT — Application  March  5,  1971 — Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Class  4  frame 
building,  live  load,  unenclosed  stair. 

PREMISES  AFFECTED — 4440  Tibbett  Avenue,  east  side, 
273.17  feet  south  of  West  246th  Street,  Block  5806,  Lot 
681,  Riverdale,  Borough  of  The  Bronx. 

114-71-A 

APPLICANT — Robert  L.  Campbell  for  Staten  Island  Foun¬ 
dations,  owner. 

SUBJECT — Application  March  3,  1971 — Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  toilet  facilities 
contrary  to  C26-110.Z  (C)  of  the  Building  Code,  filed 
pursuant  to  Section  36,  Article  3,  General  City  Law  re¬ 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 25  Kinsey  Place,  southeast 
corner  of  Woodcliff  Avenue,  Block  1290,  Lot  61,  Mariners 
Harbor,  Borough  of  Richmond. 


124-71-A 

APPLICANT— Otto  J.  Sambach  for  Royal  Petroleum 
Corporation,  owner. 

SUBJECT — Application  March  3,  1971 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Department  re-  Overflow 
alarm  device  for  petroleum  tanks. 

PREMISES  AFFECTED— 4216  to  4220  Vernon  Boulevard, 
west  side,  90.28  feet  north  of  43rd  Avenue,  Block  484,  Lot 
23,  Long  Island  City,  Borough  of  Queens. 

THOMAS  F.  GALVIN,  Chairman 


SUBJECT — Application  November  4,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  on  a  plot 
with  two  dwellings,  the  subdivision  into  separate  lots  that 
creates  non-compliance  in  the  front  yard  and  lot  area  per 
person. 

PREMISES  AFFECTED— 99B  Schofield  Street,  north 
side,  111.98  feet  west  of  City  Island  Avenue,  Block  5628, 
Lot  131  (tent.),  Borough  of  The  Bronx. 


657-70-A 

APPLICANT — John  Zenir  for  Robert  Leyden,  owner. 

SUBJECT — Application  November  4,  1970 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 99B  Schofield  Street,  north 
side,  111.98  feet  west  of  City  Island  Avenue,  Block  5628, 
Lot  131  (tentative),  Borough  of  The  Bronx. 


52-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Emigrant  Sav¬ 
ings  Bank,  owner. 

SUBJECT — Application  January  15,  1971 — Decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  11-412 
of  the  Zoning  Resolution,  to  permit  in  a  Cl -2  and  R6 
district,  the  enlargement  in  area  of  a  parking  facility  pre¬ 
viously  before  the  Board. 

PREMISES  AFFECTED— 168-29  88th  Avenue,  northwest 
corner  of  168th  Place,  Block  9821,  Lot  16,  Jamaica, 
Borough  of  Queens. 


58-71-BZ 

APPLICANT — Charles  M.  Spindler  for  108th  Street  Serv¬ 
ice,  owner. 

SUBJECT — Application  January  14,  1971 — Decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  11-413 
of  the  Zoning  Resolution,  to  permit  in  an  R6  district,  at 
an  existing  automotive  service  station  and  auto  repair 
shop  previously  before  the  Board,  the  installation  of  an 
automotive  laundry. 

PREMISES  AFFECTED— 47-03  108th  Street,  southeast 
corner  of  47th  Avenue,  Block  2003,  Lot  1,  Corona,  Borough 
of  Queens. 


79-71-BZ 


MAY  4,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  4,  1971,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New'  York.  N.  Y.  10013  on  the  following 
matters : 

655-70-BZ 

APPLICANT— John  Zenir  for  Michael  Leyden,  owner. 
SUBJECT— Application  November  4,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  on  a  plot 
with  two  dwellings,  the  subdivision  into  separate  lots  that 
creates  non-compliance  in  the  rear  yard  and  lot  area  per 
room. 

PREMISES  AFFECTED— 99  A  Schofield  Street,  north 
side,  111.98  feet  west  of  City  Island  Avenue,  Block  5628, 
Lot  130,  Borough  of  The  Bronx. 


656-70-BZ 

APPLICANT — John  Zenir  for  Robert  Leyden,  owner. 


APPLICANT — Stanley  H.  Klein  for  Highland  Avenue 
Baptist  Church,  owner. 

SUBJECT — Application  February  8,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-64  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  enlarge¬ 
ment  in  area  of  an  existing  church  that  encroaches  on  the 
required  front  yard. 

PREMISES  AFFECTED— 87-04  162nd  Street,  southwest 
corner  of  Highland  Avenue,  Block  9770,  Lot  30,  Jamaica, 
Borough  of  Queens. 


127-71-BZ 

APPLICANT — Abram  Shlefstein  for  Bernard  Goldberg 
and  Riane  Gruss,  owner. 

SUBJECT — Application  March  8,  1971 — Decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C2-5  district,  on  a  plot 
presently  developed  as  a  parking  lot,  the  erection  and  main¬ 
tenance  of  an  automotive  service  station  with  accessory 
uses  and  accessory  signs. 
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PREMISES  AFFECTED — 250  East  Houston  Street,  north 
side,  120.4  feet  inch  east  of  Avenue  A,  Block  397,  Lot 
63,  Borough  of  Manhattan. 


139-71-BZ 

APPLICANT — Harry  Soled  for  Yeshiva  and  Masifta  Kehi- 
lat  Yakov,  owner. 

SUBJECT — Application  March  9,  1971 — Decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  enlargement 
in  area  of  an  existing  synagogue  that  will  create  non- 
compliance  in  lot  coverage,  rear  yard  encroachment,  dis¬ 
tance  between  buildings  and  outer  court  requirements. 

PREMISES  AFFECTED — 654  to  656  to  658  Bedford  Ave¬ 
nue,  west  side,  60  feet  north  of  Penn  Street  108  to  114 
Penn  Street,  Block  2217,  Lots  34,  35,  36,  37,  42  and  44, 
Borough  of  Brooklyn. 

THOMAS  F.  GALVIN,  Chairman 


MAY  4,  1971,  2  P.M. 

NOTICE  IS  HEREB\  GIVEN  of  a  public  hearing 
r uesday  afternoon,  May  4 ,  1971,  at  2  o’clock  at  80  Lafay¬ 
ette.  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 

1212-66-A 

APPLICANT  Jack  Brown  for  Greenwich  Leasing  Cor¬ 
poration,  owner. 

SUBJECT— Application  November  25,  1966— Restored  to 
Calendar  by  the  Board’s  action  re-  doctors’  offices  in 
cellar. 

PREMISES  AFFECTED — 48-50  38th  Street,  west  side, 
124.05  feet  north  of  Greenpoint  Avenue,  Block  232,  Lot  18,’ 
Long  Island  City,  Borough  of  Queens. 


71-67-A 

APPLICANT — Jack  Brown  for  Monte  Carlo  Leasing  Cor¬ 
poration,  owner. 

SUBJECT — Application  January  16,  1967 — Restored  to  Cal- 
enlar  by  the  Board’s  action  re-  cellar  apartments. 

PREMISES  AFFECTED — 631  Beach  9th  Street,  southwest 
corner  of  Caffrey  Avenue,  Block  (15584)  111,  Lot  4,  Far 
Rockaway,  Borough  of  Queens. 


138-67-A 

APPLICANT — Jack  Brown  for  Maple  Leasing  Corpora¬ 
tion,  owner. 

SUBJECT — Application  February  17,  1967 — Restored  to 
Calendar  by  the  Board’s  action  re-  cellar  apartments. 


PREMISES  AFbECTED — 102-40  Horace  Harding  Ex¬ 
pressway,  southwest  corner  of  Yellowstone  Boulevard, 
Block  2121,  Lot  21,  Forest  Hills,  Borough  of  Queens. 

139-67-A 

APPLICANT — Jack  Brown  for  Surf  Leasing  Corporation, 
owner. 

SUBJECT— Application  February  17,  1967 — Restored  to 
Calendar  by  the  Board’s  action  re-  cellar  apartments. 

PREMISES  AFFECTED — 407  Beach  20th  Street,  north¬ 
west  corner  of  Elk  Drive,  Block  (15767)  249,  Lot  1,  Far 
Rockaway,  Borough  of  Queens. 

216- 67-A 

APPLICANT — Jack  Brown  for  Ocean  Leasing  Corpora¬ 
tion,  owner. 

SUBJECT  Application  February  2,  1967 — Restored  to 
Calendar  by  the  Board’s  action  re-  cellar  apartments. 

PREMISES  AFFECTED — 22-11  New  Haven  Avenue, 
southwest  corner  of  Beach  22nd  Street,  Block  (15762) 
254,  Lot  70,  Far  Rockaway,  Borough  of  Queens. 

217- 67-A 

APPLICANT — Jack  Brown  for  Road  Leasing  Corporation, 
owner. 

SUBJECT — Application  February  27,  1967 — Restored  to 
Calendar  by  the  Board’s  action  re-  cellar  apartments. 

J  REMISES  AFFECTED — 63-09  108th  Street,  northeast 
corner  of  63rd  Road,  Block  2167,  Lot  1,  Forest  Hills, 
Borough  of  Queens. 

168-71-A 

APPLICANT — Julian  Roth  of  Emery  Roth  and  Sons  for 
Sigmund  Sommer,  owner. 

SUBJECT  Application  March  23,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  travel  distance 
within  the  dwelling  units. 

PREMISES  AFFECTED— 411  to  449  East  58th  Street, 
north  side,  86.5)4  feet  west  of  Sutton  Place  and  408  to  420 
to  428  East  59th  Street.  Block  1370,  Lots  6,  7.  8,  108,  15, 
16,  17,  117,  18,  30,  31,  44  and  29,  Borough  of  Manhattan. 


169-71-A 

APPLICANT — Department  of  Water  Resources,  owner. 

SUBJECT — Application  March  24,  1971— appeal  from  a 
decision  of  the  Department  of  Ports  and  Terminals  re¬ 
egress. 

PREMISES  AFFECTED— West  of  Hudson  Parkway, 
from  135th  Street  to  145th  Street,  Block  2101,  Lots  60 
100,  115,  117,  128,  131,  133,  141,  143,  151,  153,  171,  175,  181, 
185,  191,  195,  201,  205  and  400,  Borough  of  Manhattan. 

THOMAS  F.  GALVIN,  Chairman 
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SPECIAL  MEETING 

THURSDAY  MORNING,  MARCH  18,  1971,  10  A.M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

89-27-SR 

Rules  of  Procedures  of  the  Board  of  Standards  and  Ap¬ 
peals  adopted  February  15,  1927,  amended  December  2,  1930, 
April  14,  1931,  June  13,  1933,  April  30,  1935  and  revised 
September  22,  1959,  effective  October  28,  1959,  and  further 
amended  June  2,  1967. 

SUBJECT — Proposed  amendments  to  the  Rules  of  Proce¬ 
dure  by  deleting  paragraph  4  (four)  and  7  (seven)  of 
Article  V  and  substituting  new  sections.  Authority :  Sec¬ 
tion  665  City  Charter  and  Article  VIII  of  the  Rules  of 
Procedure. 

APPEARANCES— 

For:  David  McGregor  representing,  Chairman  of  The 
City  Planning  Commission ;  Peter  Detmold,  Commu¬ 
nity  Board  No.  6,  Manhattan;  Esther  T.  Rnnd,  Met¬ 
ropolitan  Council  on  Housing;  Jack  Rand,  East  Side 
Tenants  Council ;  Donald  A.  Morcone,  Community 
Board  No.  11,  Queens;  John  R.  Girardi,  Jr.,  for  Borough 
President  of  Brooklyn;  Robert  T.  Groh,  for  Borough 
President  of  Queens;  Bob  Castellanete,  for  Borough 
President  of  The  Bronx;  Edwin  Dean,  American 
Friends  Service  Committee;  Council  woman  Carol 
Greitzer;  John  McGrath  for  Robert  Malito  Chairman 
of  the  Urban  Task  Force,  S.  W.  Queens,  Joseph 
Williams,  Doris  Diether,  Community  Board  No.  2, 
Manhattan ;  Eleanor  Clark  French,  Murray  Hill  Com¬ 
mittee  ;  Margaret  Stillwell  &  Beatrice  Duggan,  Carnegie 
Hill  Neighbors  Association;  Parker  Jones;  S.  Fernando 
DeLeon  and  George  Espada,  Lexington  Planning  Coali¬ 
tion  ;  Marion  Reider,  East  Fifties  Association ; 
Assemblyman  Antonio  Olivieri,  Manhattan ;  Abe 
Zeitchick,  Community  Board  No.  17,  Brooklyn;  Allen 
B.  Tervesen,  Community  Board  No.  2,  Richmond; 
Susan  M.  Noreika,  Community  Board  No.  13,  Queens; 
Lily  Flasker  and  Barbara  Greenfield,  Rockwood  Park 
Civic  Association,  Queens ;  Carol  Lancelot,  Community 
Board  No.  10,  Queens;  Caroline  Manz ;  Jean  Colan- 
tuoni ;  George  Vissichelli ;  Maribeth  Flynn  for 
Congressman  Edward  I.  Koch. 

Opposition :  Hannibal  F.  Zumbo,  A.I.A.,  Real  Estate 
Board  of  New  York,  Robert  L.  Roper,  Leonard  F. 
Rothkrug;  Noah  N.  Sherman;  Philip  P.  Agusta, 
Community  Board  No.  5,  Queens  and  Architects 
Council;  John  M.  Hronec. 

ACTION  OF  BOARD— Laid  over  from  March  18,  1971 
to  April  6,  1971,  at  10  A.M.,  for  decision.  Hearing  closed. 


Adjourned:  3:30  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  MORNING,  MARCH  23,  1971,  10  A.M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon,  March  2,  1971  and 
special  meeting  March  4,  1971,  were  approved  as  printed 
in  the  Bulletin  of  March  11,  1971,  Vol.  56,  No.  10. 


603-57-BZ 

APPLICANT— Borden  &  Ball  for  DH  and  DF  Company, 
owners. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  March  22, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the  use 
of  subject  premises  for  business  proposes  (offices). 

PREMISES  AFFECTED— 124  East  38th  Street,  south 
side,  124.8  feet  west  of  Lexington  Avenue,  Block  893,  Lot 
77,  Borough  of  Manhatan. 

APPEARANCES— 

For  Applicant :  Stephen  Sussman. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein, 


Commissioner  Madigan  and  Commissioner  Nolan....  4 

Negative :  .  0 

Absent :  Vice  Chairman  Becker  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  19,  1960,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  23,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
19,  1960,  as  amended  through  November  28,  1967,  only  as 
to  the  term  of  the  variance,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“granted  for  a  term  of  five  years  from  March  22,  1971, 
to  permit  .  .  . ;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  1437-67) 


1336-61-BZ 

APPLICANT — De  Rose  and  Cavalieri  for  Charlotte  Park¬ 
ing  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  December  12, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the 
maintenance  of  a  parking  lot  for  the  parking  and  storage 
of  more  than  five  motor  vehicles  for  a  term  of  ten  years. 

PREMISES  AFFECTED — 1613  Charlotte  Street,  west 
side,  100  feet  north  of  Boston  Road,  Block  2939,  Lot  24, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  George  J.  Cavalieri. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative :  .  y 

Absent :  Vice  Chairman  Becker  .  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 

December  12,  1961,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 

March  23,  1971,  after  due  notice  by  publication  in  the 

Bulletin. 
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Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  December 
12,  1961,  only  as  to  the  term  of  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“granted  for  a  term  of  five  years  from  December  12, 
1971,  to  permit  .  .  .  ;  on  condition  that  all  debris  be  re¬ 
moved  and  the  lot  kept  clean ;  that  all  fences  be  repaired 
and  mantained  in  good  condition ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (Alt.  540-61). 


1316-64-BZ 

APPLICANT — Otto  J.  Schumm  for  Lowell  C.  Camps, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  October  25, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-21  for  a  term  of 
five  years,  permitting  in  an  R7-2  district,  the  change  in 
occupancy  of  an  existing  four-story  and  basement  build¬ 
ing  from  community  facility  and  residence  uses  to  offices 
on  the  basement  and  first  floor. 

PREMISES  AFFECTED — 119  East  38th  Street,  north 
side,  109  feet  west  of  Lexington  Avenue,  Block  894,  Lot 
14,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Otto  J.  Schumm. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Vice  Chairman  Becker  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
October  25,  1966,  on  certain  conditions  ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
March  23,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
25,  1966,  as  amended  through  December  12,  1967,  only  as  to 
the  term  of  the  variance,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“granted  for  a  term  of  five  years  from  October  25,  1971, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects  ;  and  that  a  new  Certificate  of  Occupancy  shall  be 
obtained.”  (Alt.  1848-64). 


17-69-BZ — Vol.  II 

APPLICANT — Charles  M.  Spindler  for  Palmer  Brocco, 
owner. 

SUBJECT — Application  reopened  December  21,  1970  as 
Volume  II — decision  of  the  Borough  Superintendent; 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R4  district,  the  enlargement  in  area  of  an  existing 
restaurant  with  accessory  parking  and  with  refuse  con¬ 
tainer  and  business  entrances  within  the  required  yard 
along  a  district  boundary. 

PREMISES  AFFECTED— 1273  to  1291  86th  Street, 
northwest  corner  of  13th  Avenue,  Block  6338,  Lot  43, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 


ACTION  OF  BOARD — Application  withdrawn  at  the 
request  of  the  applicant. 

TPIE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein, 
Commissioner  Madigan,  and  Commissioner  Nolan... 

Negative:  . 

Absent:  Vice  Chairman  Becker . 


1005-65-BZ 

APPLICANT — Jack  Brown  for  Riviera  Leasing  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — to  reopen  and 
restore  to  the  Docket  (previously  withdrawn) — decision 
of  the  Borough  Superintendent ;  under  Section  72-21  of 
the  Zoning  Resolution,  permitting  in  a  R5  district  in  an 
existing  multiple  dwelling  the  change  in  use  of  the 
doctors’  offices  in  the  cellar  to  apartments. 

PREMISES  AFFECTED — 707  Beach  9th  Street,  north¬ 
west  corner  of  Caffrey  Avenue,  Block  15572,  Lot  1  Far 
Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Jack  Brown. 

ACTION  Oh  BOARD — Application  reopened  and  restored 
to  the  Docket. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein, 
Commissioner  Madigan,  and  Commissioner  Nolan...  4 


Negative :  .  q 

Absent :  Vice  Chairman  Becker  .  1 


1006-65-A  ' 

APPLICANT:  Jack  Brown  for  Riviera  Leasing  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  consideration — to  reopen  and 
restore  to  the  Docket  (previously  withdrawn)— decision 
of  the  Borough  Superintendent ;  filed  pursuant  to  Section 
310  of  the  Multiple  Dwelling  Law  for  variation  of  Section 
34,  Subd.  6a  of  the  Multiple  Dwelling  Law  re — minimum 
dimension  of  yard. 

PREMISES  AFFECTED — 707  Beach  9th  Street,  north¬ 
west  corner  of  Caffrey  Avenue,  Block  15572,  Lot  1,  Far 
Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Jack  Brown. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  Docket. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein, 


Commissioner  Madigan,  and  Commissioner  Nolan...  4 

Negative :  .  q 

Absent:  Vice  Chairman  Becker  .  1 


1212-66-A 

APPLICANT — Jack  Brown  for  Greenwich  Leasing  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — to  reopen  and 
restore  to  the  Docket  (previously  withdrawn) — decision 
of  the  Borough  Superintendent;  filed  pursuant  to  Section 
310  of  the  Multiple  Dwelling  Law  for  variation  of  Section 
34.  subd.  6  of  the  Multiple  Dwelling  Law,  re-  doctors’ 
offices  in  cellar. 

PREMISES  AFFECTED — 48-50  38th  Street,  west  side. 
124.05  feet  north  of  Greenpoint  Avenue,  Block  232,  Lot  18, 
Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Jack  Brown. 
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ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  Docket. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative :  .  0 

Absent:  Vice  Chairman  Becker  .  1 


71-67-A 

APPLICANT— Jack  Brown  for  Monte  Carlo  Leasing  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — to  reopen  _  and 
restore  to  the  Docket  (previously  withdrawn) — decision 
of  the  Borough  Superintendent;  filed  pursuant  to  Section 
310  of  the  Multiple  Dwelling  Law,  for  variation  of  Section 
34,  subd.  6  of  the  Multiple  Dwelling  Law,  re-  cellar 
apartments. 

PREMISES  AFFECTED— 631  Beach  9th  Street,  south¬ 
west  corner  of  Caffrey  Avenue,  Block  (15584)  111,  Lot 
4,  Far  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Jack  Brown. 

ACTION  OF  BOARD— Application  reopened  and  restored 
to  the  Docket. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative :  .  0 

Absent :  Vice  Chairman  Becker  .  1 


138-67-A 

APPLICANT — Jack  Brown  for  Maple  Leasing  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — to  reopen  and 
restore  to  the  Docket  (previously  withdrawn) — decision  of 
the  Borough  Superintendent;  filed  pursuant  to  Section  310 
of  the  Multiple  Dwelling  Law  for  variation  of  Section  34 
subd.  6  of  the  Multiple  Dwelling  Law,  re-  cellar  apart¬ 
ments. 

PREMISES  AFFECTED— 102-40  Horace  Harding  Ex¬ 
pressway,  southwest  corner  of  Yellowstone  Boulevard, 
Block  2121,  Lot  21,  Forest  Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Jack  Brown. 

ACTION  OF  BOARD— Application  reopened  and  restored 
to  the  Docket. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  . .  ® 

Absent:  Vice  Chairman  Becker  .  1 


APPEARANCES— 

For  Applicant:  Jack  Brown. 

ACTION  OF  BOARD— Application  reopened  and  restored 
to  the  Docket. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein 
Commissioner  Madigan  and  Commissioner  Nolan....  4 

Negative  .  0 

Absent:  Vice  Chairman  Becker .  1 


216-67-A 

APPLICANT — Jack  Brown  for  Ocean  Leasing  Corpora¬ 
tion,  owner. 

SUBJECT— Application  for  consideration — to  reopen  and 
restore  to  the  Docket  (previously  withdrawn) — decision 
of  the  Borough  Superintendent;  filed  pursuant  to  Section 
310  of  the  Multiple  Dwelling  Law  for  variation  of  Section 
34,  subd.  6  of  the  Multiple  Dwelling  Law,  re — cellar 
apartments. 

PREMISES  AFFECTED— 22-11  New  Haven  Avenue, 
southwest  corner  of  Beach  22nd  Street,  Block  15762 
(254),  Lot  70,  Far  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Jack  Brown. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  Docket. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein 
Commissioner  Madigan  and  Commissioner  Nolan....  4 


Negative :  .  0 

Absent:  Vice  Chairman  Becker .  1 


217-67-A 

APPLICANT — Jack  Brown  for  Road  Leasing  Corporation, 
owner. 

SUBJECT — Application  for  consideration — to  reopen  and 
restore  to  the  Docket  (previously  withdrawn)— decision 
of  the  Borough  Superintendent ;  filed  pursuant  to  Section 
310  of  the  Multiple  Dwelling  Law  for  variation  of  Section 
34,  subd.  6  of  the  Multiple  Dwelling  Law,  re — cellar 
apartment. 

PREMISES  AFFECTED — 63-09  108th  Street,  northeast 
corner  of  63rd  Road,  Block  2167,  Lot  1,  Forest  Hills, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Jack  Brown. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  Docket. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan....  4 


Negative  .  0 

Absent:  Vice  Chairman  Becker .  1 


139-67-A 

APPLICANT— Jack  Brown  for  Surf  Leasing  Corporation, 
owner. 

SUBJECT— Application  for  consideration— to  reopen  and 

"  restore  to  the  Docket  (previously  withdrawn) — decision 
of  the  Borough  Superintendent;  filed  pursuant  to  Section 
310  of  the  Multiple  Dwelling  Law  for  variation  of  Sec¬ 
tion  34  subd.  6  of  the  Multiple  Dwelling  Law,  re— cellar 
apartment. 

PREMISES  AFFECTED— 407  Beach  20th  Street,  north¬ 
west  corner  of  Elk  Drive,  Blocks  15767,  249,  Lot  1,  Far 
Rockaway,  Borough  of  Queens. 


418-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Richard  DiLoretto 
and  Salvatore  Sciortino,  owners. 

SUBJECT— Application  July  27,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  enlargement  in 
area  of  an  existing  swimming  club  previously  before  the 
Board  for  use  as  tennis  courts  with  accessory  parking. 

PREMISES  AFFECTED— 28-51  216th  Street,  east  side, 
125  feet  south  of  28th  Road,  Blocks  6019  and  6050,  Lots 
2,  5  and  45  and  12,  Bayside,  Borough  of  Queens. 
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APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino,  Saverio  E.  Sciortino 
and  Richard  I.  Pezenik. 

For  Opposition:  William  J.  Karp,  Sophie  G.  Karp,  Elea¬ 
nor  Ignal,  Janies  Recca,  Roland  Schaefer,  Bernard 
Kaufman  and  Howard  Albert. 

ACTION  OF  BOARD — Laid  over  to  April  6,  1971,  at 
10  A.M.,  for  continued  hearing.  Applicant  to  submit  ad¬ 
ditional  material.  Previously  inspected. 


419-70-A 

APPLICANT  Arthur  J.  McGee  for  Richard  DiLoretto 
and  Salvatore  Sciortino,  owners. 

SUBJECT  Application  July  27,  1970 — filed  pursuant  to 
Section  35,  Article  3  General  City  Law  re-  erection  of 
building  in  bed  of  a  mapped  street. 

PREMISES  AFFECTED — 28-51  216th  Street,  east  side, 
125  feet  south  of  28th  Road,  Block  6019,  Lots  2,  5,  45,’ 
Block  6059,  Lot  12,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Laid  over  to  April  6,  1971,  at 
10  A.M.,  for  continued  hearing.  Applicant  to  submit  ad¬ 
ditional  information.  Previously  inspected. 


704-70-BZ 

APPLICANT  Wax  Associates,  for  Sigmund  Sommer 
Construction  Corporation,  owner. 

SUBJECT— Application  November  24,  1970— decision  of  the 
Borough  Superintendent,  under  Sections  73-1 1  (g)  &  73-50 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-9  district,  the 
erection  of  a  one  story  and  mezzanine  building  for  use  as 
a  theatre  with  business  entrances  and  signs  within  20  feet 
of  a  residence  district. 

PREMISES  AFFECTED — 249  to  251  East  53rd  Street, 
north  side,  61.5  feet  west  of  2nd  Avenue,  Block  1327,  Lot 
120,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sheldon  Bryman  and  Norman  Wax. 

For  Opposition :  Rose  Presti,  Raymond  J.  Councell,  James 
D.  Mahan  and  Spofford  J.  Beadle. 

ACTION  OF  BOARD — Laid  over  to  April  6,  1971,  at  10 
A.M.,  for  decision.  Hearing  closed.  Previously  inspected. 


722-70-BZ 

APPLICANT — Juster  and  Saltzman,  for  Board  of  Edu¬ 
cation,  owner. 

SUBJECT — Application  December  3,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-19  of  the 
Zoning  Resolution,  to  permit  in  an  R6  and  Ml-1  district, 
the  erection  of  a  four  story  public  school  extending  into 
the  manufacturing  district. 

PREMISES  AFFECTED — 730  Bryant  Avenue,  northeast 
corner  of  Spofford  Avenue,  Block  2763,  Lot  279, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Celial  Saltzman,  Sarah  Wachtell,  Eliza¬ 
beth  Ruttkay,  Elizabeth  Santiago,  Joan  Pipalo,  Arthur 
G.  Poletta,  Joseph  C.  Schmitt,  Aida  Mercado,  Marie 
Henelery,  Elizabeth  Resseque  and  Mary  Thompson. 

For  Opposition:  Daniel  Pasqua,  Joseph  Steen  and 
Abraham  H.  Ceffner. 

ACTION  OF  BOARD — Laid  over  to  April  6,  1971,  at  10 
A.M.,  for  decision.  Hearing  closed.  Previously  inspected. 


63-71-BZ 


APPLICANT  Samuel  H.  Lindenbaum  of  Lindenbaum 
and  Young  for  Sheldon  H.  Solow,  owner,  d/b/a  Solovieff 
Realty  Company. 


SUBJECT  Application  January  26,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-20  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-9  and  R8  district 
m  a  proposed  45  story  building  previously  before  the 
Board,  the  installation  of  an  additional  theatre. 


*  .  C AFFECTED-1261  to  1281  2nd  Avenue,  251 

East  66th  Street,  northwest  corner  and  222  to  250  East 
6/th  Street,  Block  1421,  Lot  21,  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant :  Kenneth  Singer. 

For  Opposition :  Ruth  Schiurnmake  and  Myron  C.  Simon. 
ACTION  OF  BOARD — Laid  over  to  March  30  1971  at 
10  A.M.,  for  hearing  at  the  request  of  the  Community 
rlannmg  Board ;  applicant  concurs. 


546-70-BZ 


APPLICANT  Max  Siegel  Associates  for  Stratford  Hold- 
mg  Company,  owner;  York  73rd  Garage  Corporation, 


D  J  ,7  Application  September  16,  1970— decision  of  the 
Borough  Superintendent,  under  Section  60(3)  of  the  Mul¬ 
tiple  Dwelling  Law  to  permit  in  an  R8  and  R10  district 
in  an  existing  34  story  multiple  dwelling  the  addition  to 
the  uses  to  include  transient  parking  for  the  unused  or 
surplus  tenant  spaces  for  a  term  of  15  years 

™E“ISEf  AFFECTED-1377  to  1391  Yo'rk  Avenue  and 
aH  43/Jra,st  73rd  Street-  northwest  corner,  and  492  to 
496  East  74th  Street,  Block  1468,  Lot  21,  Borough  of 
Manhattan. 


APPEARANCES— 

For  Applicant :  Max  Siegel  and  Jacob  R.  Heller 
For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD— Opposed  to  the  application. 

ACTION  OF  BOARD— Application  granted  on  condition 
THE  VOTE— 


ffirmative  .-  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative :  Commissioner  Madigan  . ]  ’  ’  j 

THE  RESOLUTION— 


Whereas  a  public  hearing  was  held  on  this  application  on 
January  5,  1971,  after  due  notice  by  publication  in  the  Bul- 
letin;  laid  over  to  February  9,  1971;  then  to  March  9,  1971 ; 
then  to  March  23,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  10,  1970,  acting  on  Alt.  Applic.  978/1970, 

rea.Qs  ! 


‘  A-l.  Proposed  transient  parking  within  an  exist¬ 
ing  accessory  Garage  in  a  Class  A  M.D.  located  in  a 
R8  and  RIO  use  district  is  contrary  to  Section  25-412  of 
Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
60(3)  of  the  Multiple  Dwelling  Law. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  Zoning  Resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  Section  60  (3)  of  the 
Multiple  Dwelling  Law,  to  permit  in  an  R8  and  R10  district, 
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in  an  existing  34-story  multiple  dwelling,  the  addition  to  the 
uses  to  include  transient  parking  for  the  unused  and  surplus 
tenants’  spaces,  not  to  exceed  50  cars,  for  a  term  of  15  years, 
on  condition  that  all  work  shall  conform  to  drawings  filed 
with  this  application  marked  “Received  September  16,  1970,” 
3  sheets;  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 

547-70-A 

APPLICANT — Max  Siegel  Associates  for  Stratford  Hold¬ 
ing  Company,  owner;  York  73rd  Garage  Corporation, 
lessee. 

SUBJECT— Application  September  16,  1970— filed  pursuant 
to  Section  60  of  the  Multiple  Dwelling  Law  re-  use  of 
accessory  garage  to  a  Multiple  Dwelling  for  transient 
parking. 

PREMISES  AFFECTED— 1377  to  1391  York  Avenue  and 
433  to  437  East  73rd  Street,  northwest  corner,  and  492  to 
496  East  74th  Street,  Block  1468,  Lot  21,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Jacob  R.  Heller  and  Max  Siegel. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  Commissioner  Madigan .  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  10,  1970  on  Alt.  Applic.  978-70,  reads : 

“A-2.  Proposed  transient  parking  by  non  occupants 
of  the  M.D.  within  an  existing  accessory  garage  is 
contrary  to  Sec.  60,  sub.  1  of  the  M.D.  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  10,  1970,  acting  on  Alt.  Applic.  978-60, 
Objection  No.  2,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  60  of  the  Multiple 
Dwelling  Law,  and  that  the  appeal  be  and  it  hereby,  is 
granted,  on  condition  that  all  work  shall  conform J:o  drawing 
approved  this  date  under  Calendar  Number  546-70-BZ;  and 
that  all  other  laws,  rules  and  regulations  shall  be  complied 
with. 


590-70-BZ 

APPLICANT — Max  Siegel  Associates  for  Cambridge  Hold¬ 
ing  Company,  owner ;  Cambridge  Garage  Corporation, 
lessee. 

SUBJECT — Application  September  28,  1970 — decision  of 
the  Borough  Superintendent,  under  Section  60(3)  of  the 
Multiple  Dwelling  Law,  to  permit  in  an  R10  district,  in 
an  existing  22  story  multiple  dwelling,  the  addition  to  the 
uses  to  include  transient  parking  for  the  unused  and  sur¬ 
plus  tenants  spaces  for  a  term  of  fifteen  years. 

PREMISES  AFFECTED— 1596  to  1608  York  Avenue  and 
508  East  85th  Street,  southeast  corner,  Block  1581,  Lot  49, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Max  Siegel  and  Jacob  R.  Heller. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 


ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  Commissioner  Madigan .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
February  9,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  9,  1971;  then  to  March  23, 
1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  10,  1970,  acting  on  Alt.  Applic.  1009/1970, 
reads : 

“A-l.  Proposed  transient  parking  within  an  exist¬ 
ing  accessory  Garage  in  a  Class  A  M.D.  located  in  a 
R10  Use  District  is  contrary  to  Section  25-412  of  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
60  (3)  of  the  Multiple  Dwelling  Law. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  Zoning  Resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  Section  60  (3)  of  the 
Multiple  Dwelling  Law,  to  permit  in  an  R10  district,  in 
an  existing  22-story  multiple  dwelling,  the  addition  to  the 
uses  to  include  transient  parking  for  the  unused  and  surplus 
tenants’  space,  not  to  exceed  23  cars,  for  a  term  of  15  years, 
on  condition  that  all  work  shall  conform  to  drawings  filed 
with  this  application  marked  “Received  September  28,  1970,” 
3  sheets ;  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with,  and  that  substantial  construction.be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


591-70-A 

APPLICANT — Max  Siegel  Associates  for  Cambridge  Hold¬ 
ing  Company,  owner ;  Cambridge  Garage  Corporation, 
lessee. 

SUBJECT — Application  September  28,  1970 — filed  pursuant 
to  Section  60  of  the  Multiple  Dwelling.  Law  re-  use.  of 
accessory  garage  to  a  Multiple  Dwelling  for  transient 
parking. 

PREMISES  AFFECTED — 1596  to  1608  York  Avenue  and 
508  East  85th  Street,  southeast  corner,  Block  1581,  Lot  49, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Max  Siegel. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  Commissioner  Madigan .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  10,  1970  on  Alt.  Applic.  1009-70,  reads: 

“A-2.  Proposed  transient  parking  by  non  occupants 
of  the  M.D.  within  an  existing  accessory  garage  is  con¬ 
trary  to  Sec.  60  Sub.  1  of  the  M.D.  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  10,  1970,  acting  on  Alt.  Applic.  1009-70, 
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Objection  No.  A-2,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  60  of  the  Multiple 
Dwelling  Law,  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  all  work  shall  conform  to  draw¬ 
ings  approved  this  date  under  Calendar  Number  590-70-BZ; 
and  that  all  other  laws,  rules  and  regulations  applicable  be 
complied  with. 


668-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Nappi  Furniture, 
Incorporated. 

SUBJECT — Application  November  6,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  one  story  enlargement  to  an  existing  furniture  products 
manufacturing  establishment  previously  before  the  Board. 

PREMISES  AFFECTED — 1838  Adee  Avenue,  southwest 
corner  of  Ely  Avenue,  Block  4791,  Lot  6,  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Letter  received — no  recommendation. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  . .  4 
Negative :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  9,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  23,  1971;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  29,  1970,  acting  on  Alt.  Applic.  242/1970, 
reads : 

“2.  Proposed  Enlargements  of  a  use  (Furniture 
Manufacturing)  previously  approved  by  the  Board  of 
Standards  and  Appeals  under  Cal.  No.  656-67-BZ  must 
be  returned  to  the  Board  for  its  consideration  (11-412 
Zoning  Resolution) . 

Note :  Premises  in  a  R4  District. 

Since  there  are  no  applicable  bulk  or  yard  requirements 
or.  regulations,  or  parking  &  loading  requirements  for 
this  Use  in  a  Residence  Zoning  District,  the  Applicant 
is  referred  to  the  Board  of  Standards  &  Appeals.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  everyone  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  Jhe  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R4  district,  the  erection  of  a  one-story  enlargement  to  an 
existing  furniture  products  manufacturing  establishment 
previously  before  the  Board,  on  condition  that  all  work 
shall  conform  to  drawings  filed  with  this  application  marked 
“Received  November  6,  1970,”  3  sheets;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


678-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Dormar  Service, 
Incorporated,  owner. 

SUBJECT — Application  November  10,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  11-413 
of  the  Zoning  Resolution,  to  permit  in  a  C2-3  district,  on  a 
plot  previously  before  the  Board,  the  change  in  use  from 
garage,  gasoline  service  station  and  automobile  repair  shop 
to  an  automobile  laundry. 

PREMISES  AFFECTED — 2419  to  2425  Church  Avenue, 
north  side,  146.7)4  feet,  east  of  Bedford  Avenue,  Block 
5090,  Lot  86,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorably  recommended. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative :  .  0 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  March  9,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  23,  1971;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  29,  1970,  acting  on  Alt.  Applic.  1393/1970, 
reads : 

“1.  Proposed  change  of  use  in  a  C2-3  Zoning  Dis¬ 
trict  from  Gasoline  Service  Station  (Use  Gr.  16)  Public 
Garages  (Use  Gr.  8)  and  other  accessory  uses  (Use 
Gr.  6)  requiring  structural  changes  and  enlargement  for 
the  proposed  use  as  Automobile  Laundry  (Use  Gr.  16) 
is  contrary  to  Sec.  52-22  and  52-40  of  the  Zoning  Reso¬ 
lution. 

2.  The  proposed  change  of  a  conforming  four  (4) 
car  Public  Garage  (U.  G.  3)  to  a  non-conforming 
Automobile  Laundry  (U.  G.  16)  in  a  C2-3  in  R6  Dis¬ 
trict  is  contrary  to  Section  32-00  of  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

W hereas,  the  Board  finds  that  this  is  not  an  appropriate 
case  in  which  to  permit  under  Section  11-413  of  the  Zoning 
Resolution,  the  change  in  use  of  the  present  building. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  29,  1970,  acting  on  Alt.  Applic.  1393/1970, 
Objection  Nos.  1  and  2,  be  and  it  hereby  is  affirmed  and  that 
the  application  be  and  it  hereby  is  denied. 

683-70-BZ 

APPLICANT — Lama  and  Vassalotti  for  Albert  and  Marie 
Sabini  and  Gerald  and  Eleanor  Rodelli,  owners. 

SUBJECT — Application  November  16,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district  the  enlarge¬ 
ment  in  area  and  reconstruction  of  an  automotive  service 
station  with  accessory  uses  previously  before  the  Board. 
PREMISES  AFFECTED — 68-09  to  68-19  Queens  Boule¬ 
vard  and  43-28  to  44-10  69th  Street,  northwest  corner, 
Block  1348,  Lots  37,  40,  Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  Eva  E.  Puentzner,  Agnes  Sturm,  Therese 
Alberp  and  Jean  Donnell. 
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RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  .  0 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  9,  1971,  after  due  notice  by  publication  in  the  Bulletin: 
laid  over  to  March  23,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  9,  1970,  acting  on  N.  B.  Applic.  433/1970, 
reads : 

“1.  Proposed  erection  of  an  Automotive  Service 
Station  and  accessory  uses,  Use  Group  16,  on  a  lot 
located  in  a  C2-2  Zon.  district,  mapped  within  a  RS 
district  is  contrary  to  N.  Y.  C.  Zon.  Res.  32-25  and  is 
contrary  to  B.  S.  A.  Cal.  #197-49-BZ. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

W hereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  findings  required  under 
Section  73-211  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  9,  1970,  acting  on  N.  B.  Applic.  433/1970, 
Objection  No.  1,  be  and  it  hereby  is  affirmed  and  that  the 
application  be  and  it  hereby  is  denied, 

10-71-BZ 

APPLICANT — R.  Jackson  Smith  of  The  Eggers  Partner¬ 
ship  for  Polytechnic  Institute  of  Brooklyn,  owner. 

SUBJECT — Application  January  6,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-1  district,  in  conjunction 
with  the  conversion  of  a  three  story  building  to  a  College, 
the  installation  of  a  roof  air  structure  that  encroaches  on 
the  required  side  yard. 

PREMISES  AFFECTED — 122  to  144  Johnson  Street  and 
110  to  124  Duffield  Street,  southwest  corner  295  to  301 
Bridge  Street,  Block  2047,  Lot  13,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  L.  Braun,  R.  Jackson  and  Paul  R. 
De  Cicco. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
March  23,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  24,  1970,  acting  on  Alt.  Applic.  231/1968, 
reads : 

_  “1.  Proposed  air  structure  in  a  C6-1  district  with 
a  5'-6"  side  yard  is  contrary  to  33-25  of  the  Z.  R. 
(Where  side  yard  is  provided  it  must  be  8  ft.  min.)” 

and 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a  C6-1 
district,  in  conjunction  with  the  conversion  of  a  three-story 
building  to  a  college,  the  installation  of  a  roof  air  structure 
that  encroaches  on  the  required  side  yard,  on  condition  that 
all  work  shall  conform  to  drawings  filed  with  this  applica¬ 
tion  marked  “Received  January  6,  1971,”  7  sheets;  and  that 
all  laws,  rules  and  regulations  applicable  be  complied  with, 
and  that  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 


11-71-A 

APPLICANT — R.  Jackson  Smith  of  The  Eggers  Partner¬ 
ship  for  Polytechnic  Institute  of  Brooklyn,  owner. 
SUBJECT — Application  January  6,  1971 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Egress,  Change 
of  occupancy  to  a  College. 

PREMISES  AFFECTED — 122  to  144  Johnson  Street  and 
110  to  124  Duffield  Street,  southwest  corner,  295  to  301 
Bridge  Street,  Block  2047,  Lot  13,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  L.  Braun,  R.  Jackson  and  Paul  R.  De 
Cicco. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  24,  1970  on  Alt.  Applic.  231-68,  reads: 

“II.  1.  Proposed  air  structure  closer  than  twenty  feet 
to  a  lot  line  is  contrary  to  C26-718.2. 

2.  Proposed  air  structure  located  closer  than  30  feet 
to  an  unprotected  opening  and  required  stairway  or 
exit  door  is  contrary  to  C26-718.2. 

III.  1.  Proposed  change  of  occupancy  to  college 
is  contrary  to  B.S.A.  variance  granted  under  Cal. 
No.  769-54-A.  Provide  2  means  of  egress  from  3rd 
floor,  6.1. 2.2.3.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  December  24,  1970,  acting  on  Alt.  Applic.  231-68 
Objections  No.  II.  1  and  2,  III.  1,  be  and  it  hereby  is 
modified and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  conform  to  drawings 
approved  this  date  under  Calendar  Number  10-71-BZ;  and 
that  all  other  laws,  rules  and  regulations  shall  be  complied 
with. 


Adjourned:  12:25  P.M. 

James  P.  Mulroy,  Secretary 
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REGULAR  MEETING 

TUESDAY  AFTERNOON,  MARCH  23,  1971,  2  P.M. 


Stuart  Lowenthal, 
Asst.  Engr., 

Present:  Chairman  Galvin,  Vice  Chairman  Becker  j?  ,  j  ,  ,  Committee  on  Test. 

Commissioner  Klein,  Commissioner  Madigan  and  hereof  T  B°ard  7  Standards  and  Appeals  does 

the  abovr  report"  ^  reS°luti°n  in  accordan<*  with 


Commissioner  Nolan. 

355-41-SM 


APPLICANT — The  Flintkote  Company. 
APPEARANCES— 

For  Applicant :  Vincent  M.  Cortese. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  s  c 

Negative:  . ’  ’ '  ‘  ”  . .  ^ 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads  : 
355-41-SM— Amendment  to  resolution  to  add  an  asphalt 

FHn  Inf”’ TS1ZeiS’uthlCineSfS’  and  a  decofative  coating  to 
Flintkote  Insulating  Board  Products. 

The  Flintkote  Company,  New  York,  requested  that  the 
resolution  adopted  June  6,  1942  and  amended  through  Decern- 

ended  to  ,r  er  ^  3,55~41-SM  be  reefpened  and 

nended  to  add  an  asphalt  emulsion,  sizes,  thicknesses  and 

a  decorative  ciating  to  Flintkote  Insulation  Board  Products. 

H<S0B3oardED  USE:  CombustibIe  wal1  and  ceiling  insula- 

DESCRIPTION :  The  proposed  drop-in  ceiling  panels  are 
identical  to  those  previously  approved  with  the  exception  of 
an  increase  in  thickness  from  y2"  to  5/"  The 
siding  backer  board  and  shingle  backer  vary  from  prevffiusly 

mateFal  wth  the  addition  of  an  asphalt  emulsion 
and  decreases  in  th^kness  from  y2"  to  3/8"  or  7/16"  and  y2" 

‘  i  or  Tv  Y'  i^SPJlat  eJnuhjon  is  also  added  to  4'  x8' 

Stalwart  /2  ^ber  board  and  Intermediate  Density 

Stalwart  Sheathing.  Cant  strips  of  previously  approved 

matenal  are  cut  to  thicknesses  of  1"1H",  and  2"  aiid  sizes 

Tt,  A-i  48  /2'13/16  face)  and  3"  x  3"  x  48"  (4*  face) 

betweT  V"SL?/ ?Tr°-VeC!  ZT  Tu,ation  is  increased  from 
between  14  and  2  to  include  2J4"  and  3".  A  plain  or  tex- 

Tm- n,V<lry  Tlte,  coating  is  added  to  one  side  of  approved 

siTis^T  ^  wallboard,  and  a  fine  screened  impres¬ 
sion  is  added  on  the  reverse  side 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  6  1942  and  amended 

eo°nUghdDeC;mber  1956  ™der  Cal.  No  355  41-Sm  be 

rtTiTd  and  ameiJded  to  add  an  asphalt  emulsion  sizes 
BoardeSPrn’rlnntd  f  decorat.ive  coating  to  Flintkote  Insulation 
™d  PJ°dmtS  for,.Hse  ln  Class  2  combustible,  non-rated 
TnlTC  n  T  condltlon  that  the  provisions  of  the  original 
resolution  and  previous  amendments  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac- 
turer,  familiar  with  the  materials,  processes  and  controls  of 

BoearP;°dUCit-TmanUfiCtUredJ  sha11  be  fiIed  annually  with  this 

are  he’inf  ymZ-  aZ  SUch  mat?naIs-  Processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 

FffiW  t°r  Z7TuS  approYaIs  under  this  Calendar  Number. 
ai  7/  t0  n°tlfy  7e  ?oard  of  change  of  ownership,  change 

r°;add;ess  7  to  subn?!t  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 


907-42-SM 

APPLICANT — Von  Duprin  Inc. 

APPEARANCES— 

For  Applicant :  Walter  R.  Janis. 

Afiln  amen^d  ?0ARD— • Application  reopened  and  resolu- 
CoSteTn  Jt.the  reP°rt  and  reCOmnKn- 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan .  e 

Negative :  . . .  q 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads  • 

' -ATYnendme?t  to  resolution  as  to  change  of  own- 
t,  fb  p;  Von  Durpin ,  Inc.,  Indianapolis,  Indiana,  requested 

Number  QQ742 ld°pted  Ju?e  22>  1943  under  Calendar 
-Number  907-4.,- SM  be  reopened  and  amended  to  record  the 

txssst9  from  Von  Duprin’ Inc-  *° &mark  c- 

PROPOSED  USE:  Fire  and  panic  exit  bolts. 
DESCRIPTION:  Vonnegut  Hardware,  owned  by  the  Von 
^vestment  Corporation  (formerly  Von  Duprin  Inc  )  sold 

exit°bo  tsaStSer  inClU,dT  the  above-mentioned  fire  and  panic 
tbiTi  •’  1  C57arT  Corporation,  Indiana.  Certification  of 

Von  ASSiS*aM  SeCre'ary  °f 

BB^Z4^4'?'^b)Ad'IC)N — The  Committee  on  Test  recom- 

TrnNumbe?9e07eTU^7KadOPted  Ju,ne  22’  1943  under  CaIen- 
dar  Number  907-42-SM  be  reopened  and  amended  to  record 

the  change  in  ownership  of  A,  A2,  B2  C2  E  F  H  T  K  T 

8*  S’  U,  VI,  X,  and  Y  Von  Duprin  fi’re  and  p^nic  ex^’t^oUs 

from_  \  on  Duprin,  Inc.  to  Comark  Corporation,  Indiana  on 

complied  with  pr°vls,ons  of  the  original  resolution  be 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac- 
J7er’  fam,har  with  the  materials,  processes  and  controls  of 
the  product  manufactured  shall  be  filed  annually  with  this 
Board,,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number 
Failure  to  notify  the  Board  of  change  of  ownership  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
ffie^bov^  report.6  6  ^  resoIution  in  accordance  with 


(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 


911-42-SM 


APPLICANT — Busch  Code-Pruf,  Inc. 
APPEARANCES— 

For  Applicant:  None. 
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ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recommen¬ 
dation  of  the  Committee  on  Test. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  " 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

91 1-42-SM— Amendment  to  resolution  to  change  model  num¬ 
bers  and  manner  of  expressing  capacities  of  grease  traps. 
Busch  Code-Pruf,  Inc.,  Bronx,  New  York,  requested  that  the 
resolution  adopted  February  24,  1943  under  Calendar  Number 
91 1-42-SM  be  reopened  and  amended  to  change  model  num¬ 
bers  and  the  manner  of  expressing  capacities  of  Codepruf 
Grease  Traps. 

PROPOSED  USE:  Interception  and  retention  of  grease 
from  waste  water. 

DESCRIPTION :  The  new  model  numbers  refer  to  the 
identical  filters  previously  approved.  The  original  resolution 
denoted  the  input  rate  of  water  and  grease  as  an  expression 
of  the  capacity  of  the  trap.  The  expression  of  the  capacity  is 
changed  to  give  a  rate  of  output  water  (less  than  the  former 
specification  of  rate  of  input  water)  plus  the  weight  of  grease 
that  can  be  retained  in  the  trap : 


lei  Number 

Maximum  Weight 
of  Retained 

Grease  (lbs.) 

Output  Flow 
Rate  (gallons 
per  minute) 

8000-A 

14 

7 

8001 

20 

10 

8002 

30 

15 

8003 

40 

20 

8003-A 

40 

20 

8004 

50 

25 

8005 

70 

35 

8005-A 

70 

35 

8006 

100 

50 

RECOMMENDATION — The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  24,  1943  under 
Calendar  Number  91 1-42-SM  be  reopened  and  amended  to 
change  model  numbers  and  the  manner  of  expressing  capaci¬ 
ties  of  Codepruf  Grease  Traps  on  condition  that  the  trap 
shall  be  removed  at  interval  of  not  more  than  one  week  and 
the  provisions  of  the  original  resolution  shall  be  complied 
with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 


(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


815-47-SM 

APPLICANT— Armstrong  Cork  Company,  owner. 

APPEARANCES— 

For  Applicant :  David  R.  Dombar. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  ~ 

Negative :  .  ® 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
815-47-SM — Amendment  to  resolution  as  to  facing  and 
change  of  binder. 

Armstrong  Cork  Co.,  New  York,  requested  that  the  reso¬ 
lution  adopted  December  2,  1947  and  as  amended  through 
November  7,  1962  under  Calendar  Number  815-47-SM  be 
reopened  and  amended  so  as  to  show  a  change  of  binder  and 
the  addition  of  an  aluminum  facing. 

PROPOSED  USE:  Incombustible  acoustical  tile. 
DESCRIPTION :  The  acoustical  tile,  known  as  Travertone, 
originally  consisted  of  mineral  wool  bonded  with  a  binder,  the 
chief  components  being  starch  and  gypsum.  The  tile  as  pres¬ 
ently  manufactured  consists  of  the  mineral  wool  bonded  with 
a  binder  consisting  of  starch  and  clay.  This  change  has  in¬ 
creased  the  weight  of  the  tile  from  1.3  to  1.4  lbs./sq.  ft. 

The  face  of  the  tile  may  be  either  embossed,  punched,  fis¬ 
sured  or  faced  with  aluminum. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  2,  1947  and  as 
amended  through  November  7,  1962  under  Calendar  Number 
815-47-SM  be  reopened  and  amended  so  as  to  incorporate  the 
modifications  as  herein  described  on  condition  that  the  re¬ 
quirements  of  the  resolution  adopted  December  2,  1947  and 
as  amonded  through  November  7,  1962  under  Calendar  Num¬ 
ber  815-47-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change  of 
address  or  to  submit  the  annual  affiavit  will  be  cause  for  revo¬ 
cation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 
Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards _  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


683-56-SM 

APPLICANT — Georgia-Pacific  Corp. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 
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THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

W hereas,  the  report  of  a  Committee  on  Test  reads : 

683-56-SM — Amendment  to  resolution  as  to  change  of  own¬ 
er-manufacturer. 

Georgia-Pacific  Corp.,  Portland,  Oregon,  requested  that 
the  resolution  adopted  October  29,  1957  and  as  amended  June 
6,  1961  under  Calendar  Number  683-56-SM  be  reopened  and 
amended  so  as  to  show  a  change  of  owner-manufacturer. 
PROPOSED  USE:  Exterior  sheathing. 

DESCRIPTION :  There  has  been  no  change  in  the  mate¬ 
rials  used  nor  in  the  method  of  manufacture  of  the  sheathing. 
The  request  is. to  show  a  change  of  owner-manufacturer. 

Georgia-Pacific  Corp.  has  submitted  an  affidavit  showing 
they  purchased  all  rights,  assets,  etc.  of  the  Bestwall  Gyp¬ 
sum  Co. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  29,  1957  and  as 
amended  June  6,  1961  under  Calendar  Number  683-56-SM  be 
reopened  and  amended  so  as  to  show  a  change  of  owner- 
manufacturer ;  new  owner-manufacturer  being  Georgia-Pa¬ 
cific  Corp.  on  condition  that  the  requirements  of  the  resolu¬ 
tion  adopted  October  29,  1957  and  as  amended  June  6,  1961 
under  Calendar  Number  683-56-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 
Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

446-59-SA 

APPLICANT — William  M.  Wilson’s  Sons,  Inc. 
APPEARANCES— 

For  Applicant :  Patrick  M.  Cummiskey. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative.:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads  : 

446-59-SA — Amendment  to  resolution  as  to  additional  models 
of  gasoline  dispensing  pumps. 

William  M.  Wilson’s  Sons,  Inc.,  Lansdale,  Pa.,  requested 
that  the  resolution  adopted  June  7,  1960  and  as  amended 
through  November  10,  1964  under  Calendar  Number  446-59- 


SA  be  reopened  and  amended  so  as  to  include  additional 
models  of  gasoline  dispensing  pumps. 

PROPOSED  USE:  Gasoline  dispensing  pumps. 
DESCRIPTION :  The  requested  Models  305,  52,  53,  54,  55, 
56,  57,  58,  390,  390-40  and  1850  are  basically  the  same  as 
the  presently  approved  models  differing  only  as  to  styling. 
INSPECTION  AND  TEST :  The  requested  models  have 
been  approved  by  the  Underwriters’  Laboratories  under 
MH  4314. 

RECOMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  7,  1960  and  as  amend¬ 
ed  through  November  10,  1964  under  Calendar  Number  446- 
59-SA  be  reopened  and  amended  so  as  to  include  the  addi¬ 
tional  gasoline  dispensing  pumps,  as  herein  described,  on 
condition  that  the  requirements  of  the  resolution  adopted 
June  7,  1960  and  as  amended  through  November  10,  1964 
under  Calendar  Number  446-59-SA  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 
Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


60-60-SM 

APPLICANT — Zonolite,  Construction  Products  Division, 
W.  R.  Grace  &  Co. 

APPEARANCES— 

For  Applicant:  John  C.  Ottinger  and  William  K.  Rogers. 
ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  o 


THE  RESOLUTION— 

W hereas,  the  report  of  a  Committee  on  Test  reads : 

60-60-SM — Amendment  to  resolution  as  to  change  of  formu¬ 
lation  of  fireproofing  media. 

Zonolite,  Construction  Products  Division,  W.  R.  Grace  & 
Co.,  requested  that  the  resolution  adopted  October  18,  1960 
and  as  amended  through  Setember  16,  1969  under  Calendar 
Number  60-60-SM  be  reopened  and  amended  so  as  to  show 
a  change  in  formulation  of  the  fireproofing  media. 
PROPOSED  USE:  Four  hour,  re-  resistive  column. 
DESCRIPTION :  The  requested  fireproofing  media  is 
known  as  Mono-Kote  IV  and  the  originally  approved  mate¬ 
rial  was  known  as  Mono-Kote  III. 

In  compliance  with  the  requirements  of  Air  Resources  De¬ 
partment  of  the  Environmental  Protection  Administration 
relative  to  the  use  of  asbestos  as  a  part  of  a  fireproofing 
media,  Zonolite  modified  the  formulation  of  their  product 


■ 
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Mono-Kote  III  by  removing  the  asbestos  which  comprised 
approximately  10%  of  the  finished  product  and  substituted 
the  same  percentage  of  another  inert  material  and  to  differ¬ 
entiate  the  two  products,  the  new  product  is  known  as  Mono- 
Kote  IV. 

As  the  formulation  of  this  material,  Mono-Kote  IV  is  of  a 
proprietary  nature,  the  Board  has  placed  the  formula  in  a 
sealed  envelope  and  deposited  it  in  the  Board’s  safe. 
INSPECTION  AND  TESTS:  As  the  original  approval 
and  subsequent  amendments  under  this  calendar  number  in¬ 
cluded  approvals  of  various  beams  and  floor  constructions 
protected  with  Mono-Kote  III,  it  was  decided  that  the  re¬ 
quested  amendment  would  cover  beam  protection  only. 

The  applicant  has  submitted  a  report  of  the  Underwriters’ 
Laboratories  R4339-35  which  embodies  a  full  scale  test,  small 
scale  tests  and  engineering  evaluation.  On  the  basis  of  the 
above,  the  Underwriters’  Laboratories  extended  the  ratings 
on  various  constructions  using  Mono-Kote  III  to  the  same 
assemblies  using  Mono-Kote  IV  without  the  necessity  of  con¬ 
ducting  full  scale  tests  on  which  Mono-Kote  IV  was  the  fire¬ 
proofing  media. 

Beam- — 4  hour  fire  resistive — The  construction  is  the  same 
as  the  construction  approved  November  1,  1966  under  Calen¬ 
dar  Number  60-60-SM  except  that  Mono-Kote  IV  is  the  fire¬ 
proofing  media  and  is  applied  in  the  same  thickness,  namely 
Yz" ,  to  and  following  the  contour  of  the  beam.  The  construc¬ 
tion  is  in  accordance  with  Dwg.  Ill.  I  as  contained  in  Under¬ 
writers’  Laboratories  Report  R4374-24  and  is  designated  as 
Design  40 — 4  Hrs. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  18,  1960  and  as 
amended  through  September  16,  1969  under  Calendar  Num¬ 
ber  60-60-SM  be  reopened  and  amended  so  as  to  include  the 
construction  as  herein  described  using  Mono-Kote  IV  as  the 
fireproofiing  media  on  condition  that  the  requirements  of  the 
resolution  adopted  October  18,  1960  and  as  amended  through 
September  16,  1969  under  Calendar  Number  60-60-SM  be 
complied  with.  The  Committee  further  recommends  that  in 
addition  to  the  marking  of  the  plans  submitted  to  the  De¬ 
partment  of  Buildings  showing  the  approval  of  this  material, 
the  applicant  shall  also  submit  the  drawings  herein  referred 
to. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  anually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 
Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


843-60-SA 

APPLICANT — General  Electric  Company,  Sales  and  Dis¬ 
tribution  Dept.,  owner. 

APPEARANCES— 

For  Applicant:  Elias  Schoenborg.  , 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recommen¬ 
dation  of  the  Committee  on  Test. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
843-60-SA — Amendment  to  include  additional  models  of  auto¬ 
matic  clothes  washing  machines. 

The  General  Electric  Company,  New  York,  requested  that 
the  resolution  adopted  May  22,  1962  and  amended  through 
November  19,  1963  under  Calendar  Number  843-60-SA  be 
reopened  and  amended  to  include  additional  models  of  auto¬ 
matic  clothes  washing  machines. 

PROPOSED  USE:  Automatic  clothes  washing  machines. 

DESCRIPTION :  All  models  are  basically  the  same  as  the 
WA,  WC,  and  WT  models  presently  approved,  differing  only 
in  styling,  trim,  cycling  selection  feature,  and  clothes  load 
capacities.  There  has  been  no  major  change  in  water  supply 
or  air  gap  features.  WC  and  WWC  models  are  for  commer¬ 
cial  application  and  incorporate  an  anti-syphon  valve  in  the 
drain  line.  All  models  are  27"  wide  except  for  WT  models 
1  D  and  E  suffixes  and  WWT  models  with  an  L  suffix, 
which  are  24"  wide.  The  following  is  a  list  of  the  models 
with  their  load  capacities  in  pounds,  and  UL  Section  Number  : 


Model* 

UL  Sec. 

Load  Capacity-lb. 

WA500U 

15 

14 

WA534D 

12 

14 

WA540E 

15 

14 

WA630E 

12 

16 

WA640E 

15 

16 

WA730E 

15 

16 

WA732E 

12 

16 

WA733U 

15 

16 

WA740E 

15 

16 

WA743E 

12 

16 

WA750D 

12 

16 

WA750E 

15 

16 

WA830D 

12 

16 

WA833D 

12 

16 

WA840D 

12 

16 

WA850D 

12 

16 

WA850E 

15 

16 

WA880E 

14 

16 

WA882E 

14 

16 

WA1030E 

12 

14 

WA1040E 

15 

16 

WA1050E 

15 

16 

WWA5000L 

15 

10 

WWA5400L 

15 

14 

WWA5500L 

15 

14 

WWA6400L 

15 

16 

WWA7030L 

15 

14 

WWA7300L 

15 

16 

WWA7330L 

15 

18 

WWA7340L 

15 

14 

WWA7400L 

15 

16 

WWA7430L 

15 

16 

WWA7500L 

15 

18 

WWA7530L 

15 

18 

WWA8050 

15 

18 

WWA8330L 

15 

18 

WWA8400L 

15 

18 

WWA8430L 

15 

18 

WWA8500L 

15 

18 

WWA8S20L 

15 

18 

WWA8800L 

14 

18 

WWA9300L 

15 

14 

WWA9400L 

15 

16 

WWA9S00L 

15 

18 

WC570E 

12 

14 

WC574D 

17 

14 
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Model* 


UL  Sec.  Load  Capacity-lb. 


WC574E 

17 

WC772E 

17 

WWC5720L 

17 

WWC5740L 

17 

WWC6620L 

17 

WWC6740L 

17 

WWC7720L 

17 

WWC8700L 

15 

WT3632D 

11 

WT3632E 

11 

WT3640E 

11 

WT3650E 

11 

WT3730E 

11 

WT3750D 

11 

WT3753E 

11 

WT3833D 

18 

WWT6320L 

18 

WWT6400L 

18 

WWT7300L 

18 

WWT7530L 

18 

14 

14 

18 

18 

14 

14 

18 

18 

14 

14 

14 

14 

14 

14 

14 

14 

14 

14 

14 

14 


INSPECTION  AND  TEST :  All  models  have  been  ap¬ 
proved  by  Underwriters’  Laboratories  under  Report  El 848? 
Volume  I,  Sections  11,  12,  14,  15,  17,  and  18. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  resolution  adopted  May  22,  1962  and  amended 
through  November  19,  1963  under  Calendar  Number  843-60- 
bA  be  reopened  and  amended  to  include  additional  models  of 
automatic  clothes  washing-  machines  on  condition  that  the 
requirements  of  the  original  resolution  and  previous  amend¬ 
ments  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board, .  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calender  Number. 

ailure  to  notify  the.  Board  of  change  of  ownership,  change  of 
address,  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 


(Sgd.)  Solomon  Sheer,  P.E., 
Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


621-61-SM  ~  “ 

APPLICANT — Acoustical  Ceilings  Accessories  Co.,  Inc. 
APPEARANCES— 

For  Applicant :  E.  E.  Brady. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
a  mended  in  accordance  with  the  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative.:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  . !!!!!!!!”!!!!!”  0 

THE  RESOLUTION— 

W hereas,  the  report  of  a  Committee  on  Test  reads : 

621-61-SM— Amendment  to  resolution  as  to  additional  “Z” 
bar. 


Acoustical  Ceilings  Accessories  Co.,  Inc.,  Bronx,  New 
York  requested  that  the  resolution  adopted  June  26,  1962  and 
as  amended  December  14,  1965  under  Calendar  Number  621- 
61-SM  be  reopened  and  amended  so  as  to  include  an  addi¬ 
tional  “Z”  bar. 

PROPOSED  USE:  Zee  bar  to  be  used  in  acoustical  system. 
DESCRIPTION  :  The  bar  is  known  as  Exposed  “Z”  bar  Cat 
520ZX  and  is  manufactured  of  24  gauge  electro-galvanized 
cold  rolled  steel  The  bar  is  1-9/16"  high  and  has  a  horizontal 
tile  supporting  face  1  wide. 

INSPECTION  AND  TESTS  :  The  applicant  has  submitted 
a  report  of  tests  conducted  by  R.  W.  Hunt  Co.  showing  that 
the  load  causing  a  deflection  of  1/360  of  the  span  on  a  4'-0" 
span  was  \2J/2  lbs./lin.  ft. 

RECOMMENDATION :  The  Committee  on  Test  recom- 
mends  that  the  resolution  adopted  June  26,  1962  and  as 
December  14,  1965  under  Calendar  Number  621- 
[e°Pene?  and  amended  so  as  to  include  the  addi- 
10m  „•  ,ar  as  hereln  described  with  loads  not  exceeding 
10  lbsyhn.  ft.  on  a  maximum  of  4'-0"  span  on  condition  that 
all  other  requirements  of  the  resolution  adopted  June  26  196? 
“d  as  amended  December  14,  1965  under  Calendar  Number 
621-61-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying. that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 

an ure  to  notify  the  Board  of  change  of  ownership,  change 
of  address,  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 
Director, 

John  A.  Darts, 

Asst.  Engr. 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


583-63-SA 

APPLICANT  Hotpoint/ General  Electric. 
APPEARANCES— 

For  Applicant :  Elias  Schoenberg. 

ACTION  OF  BOARD— Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  r 

Negative :  . ”  ‘  ’  ’  ’  ‘  ”  "  '. .  q 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 

wa6shirsSA~Amendment  t0  reSoIution  as  t0  additional  clothes 

General  Electric  Co.,  Chicago,  Illinois,  requested  that  the 
'c  l  adopted  January  11,  1966  under  Calendar  Number 
P86-63-SA  be  reopened  and  amended  so  as  to  include  addi¬ 
tional  models  of  clothes  washers. 

PROPOSED  USE:  Clothes  washers. 

DESCRIPTION :  The  requested  models,  WLW  1020 
WLW  1100,  WLW  1600,  WLW  1630,  WLW  2020  WLW 
2100  WLW  2400,  WLW  2600,  WLW  2620,  WLW  2630 
WLW  4800,  WLW  4820,  WLW  4830,  WLW  4900  WLW 
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5000,  WLW  7150,  WLW  7160  and  WLW  7260  are  basically 
the  same  as  the  presently  approved  washers  dififering  only  as 
to  styling  and  trim. 

The  water  supply  feature  in  the  requested  models  is  the 
same  as  in  the  presently  approved  models. 

INSPECTION  AND  TEST:  The  requested  models  have 
been  approved  by  the  Underwriters’  Laboratories  under 
E  19068. 

RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  11,  1966  under 
Calendar  Number  586-63-SA  be  reopened  and  amended  so  as 
to  include  the  additional  clothes  washers  as  herein  described 
on  condition  that  the  requirements  of  the  resolution  adopted 
January  11,  1966  under  Calendar  Number  586-63-SA  be 
complied  with  and  that  all  installations  comply  with  the 
requirements  of  P104-12  Building  Code  of  the  City  of  New 
York. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change  of 
address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 
Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 


Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


30-64-SA 

APPLICANT — General  Electric  Co. 

APPEARANCES— 

For  Applicant:  Elias  Schasberg. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
30-64-SA— Amendment  to  include  additional  models  of  clothes 
dryers. 

The  General  Electric  Company,  New  York,  requested  that 
the  resolution  adopted  February  9,  1965  and  amended  October 
4,  1966  under  Calendar  Number  30-64-SA  be  reopened  and 
amended  to  include  additional  models  of  clothes  dryers. 
PROPOSED  USE:  Gas-fired  clothes  dryer. 
DESCRIPTION :  The  following  table  includes  all  changes 
in  the  additional  models  and  their  equivalent  Hotpoint  models. 
The  Hotpoint  models  vary  in  type  of  back  splash,  trim,  num¬ 
ber  of  dry  cycles,  and  type  of  switching  (push-button  to 
rotary). 


Model  No. 

Hotpoint  Model  No. 

BTU/hr. 

Type  of 
Ignition 

Type  of 

Drv  Cycle 

Use 

Width 

DC4482E 

LL4280E 

30,000 

Electric 

Timed 

Coin  Op. 
Commercial 

27" 

DG4510D 

22,000 

Pilot 

Automatic 

Domestic 

30" 

DG4514U 

22,000 

Pilot 

Timed 

Domestic 

27" 

DG4516U 

22,000 

Pilot 

Timed 

Domestic 

27" 

DG4520E 

DLS1100 

22,000 

Pilot 

Timed 

Domestic 

27" 

DG4610E 

DLL1020,  DLL1100,  DLL1600 

22,000 

Pilot 

Timed 

Domestic 

27" 

DG4710E 

22,000 

Electric 

Timed 

Domestic 

27" 

DG4713E 

22,000 

Electric 

Timed 

Domestic 

27" 

DG4714U 

22,000 

Electric 

Timed 

Domestic 

27" 

DG4720E 

22,000 

Electric 

Timed 

Domestic 

27" 

DG4813D 

22,000 

Electric 

Automatic 

Domestic 

27" 

DG4820E 

22,000 

Electric 

Electronic 

Domestic 

27" 

DDG4000L 

22,000 

Pilot 

Timed 

Domestic 

27" 

DDG5140L 

22,000 

Pilot 

Timed 

Domestic 

27" 

DDG5160U 

22,000 

Pilot 

Timed 

Domestic 

27" 

DDG5200L 

DT  S 1 200 

22,000 

Pilot 

Timed 

Domestic 

27" 

DDG5800L 

22,000 

Pilot 

Timed 

Domestic 

27" 

DDG6100L 

22,000 

Electric 

Timed 

Domestic 

27" 

DDG7100L 

22,000 

Electric 

Timed 

Domestic 

27" 

DDG7103L 

22,000 

Pilot 

Timed 

Domestic 

27" 

DDG7130L 

22,000 

Electric 

Timed 

Domestic 

27" 

DDG7140L 

22,000 

Electric 

Timed 

Domestic 

27" 

DDG7200L 

22,000 

Electric 

Electronic 

Domestic 

27" 

DDG7230L 

22,000 

Electric 

Automatic 

Domestic 

27" 

DDG7233L 

22,000 

Pilot 

Automatic 

Domestic 

27" 

DDG7900L 

22,000 

Electric 

Electronic 

Domestic 

27" 

DDG8040L 

25,000 

Electric 

Automatic 

Domestic 

30" 

DDG8100L 

DLL2680,  DLL2800 

25,000 

Electric 

Automatic 

Domestic 

30" 

DDG8200L 

DLL3900 

25,000 

Electric 

Electronic 

Domestic 

30" 

DDG9200L 

25,000 

Electric 

Electronic 

Domestic 

30" 
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INSPECTION  AND  TEST :  The  above  models  have  been 
approved  under  American  Gas  Association  certificates 
6-81.201,  6-81.101,  and  6-109.001. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  9,  1965  and 
amended  October  4,  1966  under  Calendar  Number  30-64-SA 
be  reopened  and  amended  to  include  additional  models  of 
clothes  dryers  on  condition  that  the  requirements  of  the  orig¬ 
inal  resolution  and  previous  amendment  be  complied  with 
and  that  the  dryers  be  installed  in  accordance  with  the  provi¬ 
sions  of  RS-16,  P104.12  of  the  Building  Code. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 
Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
herebv  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

152-64-SM 

APPLICANT — Zonolite  Division,  W.  R.  Grace  and  Com¬ 
pany,  owner. 

APPEARANCES— 

For  Applicant:  John  C.  Ottinger  and  William  K.  Rogers. 
ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recommen¬ 
dation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
152-64-SM :  Amendment  to  resolution  as  to  change  of  for¬ 
mulation  of  fireproofing  media  and  to  include  additional  fire 
resistive  construction. 

Zonolite,  Construction  Products  Division,  W.  R.  Grace  and 
Co.,  requested  that  the  resolution  adopted  September  29,  1964 
and  as  amended  at  various  times  through  December  19,  1967 
under  Calendar  Number  152-64-SM  be  reopened  and 
amended  as  to  change  in  formulation  of  the  fireproofing 
media. 

PROPOSED  USE:  Fireproofing  of  columns  and  floor  con¬ 
struction  (various  hourly  ratings). 

DESCRIPTION:  The  requested  fireproofing  media  is  known 
as  Mono-Kote  IV  and  the  originally  approved  material  was 
known  as  Mono-Kote  III. 

In  compliance  with  the  requirements  of  Air  Resources  De¬ 
partment  of  the  Environmental  Protection  Administration 
relative  to  the  use  of  asbestos  as  a  part  of  a  fireproofing 
media,  Zonolite  modified  the  formulation  of  their  product 
Mono-Kote  III  by  removing  the  asbestos  which  comprised 
approximately  10%  of  finished  product  and  substituted  the 
same  percentage  of  another  inert  material  and  to  differentiate 


the  two  products,  the  new  product  is  known  as  Mono-Kote 
IV. 

As  the  formulation  of  this  material ;  Mono-Kote  IV  is  of  a 
proprietary  nature,  the  Board  has  placed  the  formula  in  a 
sealed  envelope  and  deposited  it  in  the  Board’s  safe. 

INSPECTION  AND  TEST:  As  the  original  approval  and 
subsequent  amendments  under  this  calendar  number  included 
approvals  of  various  columns  and  floor  constructions  pro¬ 
tected  with  Mono-Kote  III,  it  was  decided  that  the  requested 
amendment  would  cover  columns  and  floor  constructions  using 
Mono-Kote  IV. 

The  applicant  has  submitted  a  report  of  the  Underwriters’ 
Laboratories  R4339-35  dated  October  26,  1970  which  em¬ 
bodies  a  full  scale  test,  small  scale  tests  and  engineering 
evaluation.  On  the  basis  of  the  above,  the  Underwriters’ 
Laboratories  extended  the  ratings  on  various  construction 
using  Mono-Kote  III  to  the  same  assemblies  using  Mono- 
Kote  IV  without  the  necessity  of  conducting  full  scale  tests 
on  all  assemblies  in  which  Mono-Kote  IV  was  the  fireproof¬ 
ing  media. 

The  applicant  has  only  requested  the  extension  to  be 
granted  to  the  following: 

Column  I — 4  Hours — Steel  column  protected  within  2)4 
inch  thick  Mono-Kote  IV,  having  a  density  of  27.8  lbs./cu. 
ft.  applied  directly  to  and  following  the  contour  of  the  column. 
The  construction  is  in  accordance  with  Ill.  I  as  contained  in 
Lnderwriters  Laboratories  Report  R4374-8  and  is  designated 
as  Column  Design  No.  15 — 4  Hours. 

Column  II — 2  Hours — Steel  column  protected  with  1J4 
thick  Mono-Kote  IV  having  a  density  of  25.5  lbs./cu.  ft.  ap¬ 
plied  directly  to  and  following  the  contour  of  the  column.  The 
construction  is  in  accordance  with  Ill.  I  as  contained  in  Un¬ 
derwriters  Laboratories  Report  R4374-13  and  is  designated 
as  Column  Design  No.  7 — 2  Hours. 

Column  III — 4  Hours — Heavy  weight  steel  column 

(14WF228  or  larger)  protected  with  2  inch  thick  Mono  Kote 
IV  having  an  average  density  of  21  lbs./cu.  ft.  applied  di¬ 
rectly.  to  and  following  the  contour  of  the  column.  The  con¬ 
struction  is  in  accordance  with  Ill.  I  as  contained  in  Under¬ 
writers’  Laboratories  Report  R  4374-21-23  and  is  designated 
as  Column  Design  No.  37 — 4  Hours. 

Column  IV — 3  Hours — Heavy  weight  steel  column 

(14WF228  or  larger)  protected  with  7/8  inch  thick  Mono- 
Kote  IV  having  a  density  of  21  lbs./cu.  ft.  applied  directly  to 
and  following  the  contour  of  the  column.  The  construction  is 
in  accordance  with  Ill.  I  as  contained  in  Underwriters’  Labo¬ 
ratories  Report  R4374-21-23  and  is  designated  as  Column 
Design  No.  32 — 3  Hours. 

Floor  System — I — 3  Hour  Floor  and  ceiling  construction. 
Tins  construction  is  the  same  as  the  construction  approved  by 
the  Board  on  December  19,  1967  under  the  Calendar  Number 
with  the  exception  that  Mono-Kote  IV  is  used  as  the  fire¬ 
proofing  media  instead  of  Mono-Kote  III  and  is  in  accord¬ 
ance  with  the  details  as  shown  in  the  Underwriters’  Labora¬ 
tories  Report  R4374-15  and  is  designated  as  Floor  and  Ceil¬ 
ing  Design  No.  72 — 3  Hours. 

Floor  System — II — 3  Hours  Floor  and  ceiling  construc¬ 
tion.  This  construction  consists  of  3"  steel  deck,  2l/2  inches  of 
concrete  over  the  top  plane  of  the  steel  deck.  The  steel  deck 
is  protected  by  7/8  inches  of  Mono-Kote  IV  density  20  lbs./cu. 
ft.  on  the  under-side  and  side  of  the  units  and  1  inch  on  the 
underside  of  the  upper-face  of  the  steel  units.  The  construc¬ 
tion  is  in  accordance  with  Drawing  designated  as  Class  C — 
3  Hrs.  Design  No.  80 — 3  hours  as  contained  in  Underwriters’ 
Laboratories  Report  R4374-18. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  September  29,  1964  and  as 
amended  through  December  19,  1967  under  Calendar  Number 
152-64-SM  be  reopened  and  amended  so  as  to  include  the 
fire-resistive  ratings  for  the  constructions  as  herein  described, 
using  Mono-Kote  IV  as  the  fireproofing  media  on  condi¬ 
tion  that  the  requirements  of  the  resolution  adopted  Septem¬ 
ber  29,  1964  and  as  amended  through  December  19,  1967 
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under  Calendar  Number  152-64-SM  be  complied  with.  The 
Committee  further  recommends  that  in  addition  to  the  mark¬ 
ing  of  plans  submitted  to  the  Department  of  Buildings  show¬ 
ing  the  approval  of  this  material,  the  applicant  shall  also 
submit  the  drawings  herein  referred  to. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approval  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 
Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


353-65-SM 


APPLICANT — New  Castle  Products,  Inc. 
APPEARANCES— 

For  Applicant:  John  Bellocchi. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recommen¬ 
dation  of  the  Committee  on  Test. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

W hereas,  the  report  of  a  Committee  on  Test  reads : 
353-65-SM :  Amendment  to  resolution  as  to  change  of  owner- 
manufacturer. 

American  Standard  Inc.,  New  York,  requested  that  the 
resolution  adopted  November  22,  1966  under  Calendar  Num- 
ber  353-65-SM  be  reopened  and  amended  so  as  to  show  a 
change  of  owner-manufacturer. 

PROPOSED  USE:  Subdividing  partition. 

DESCRIPTION :  There  has  been  no  change  in  the  mate¬ 
rials  used  nor  in  the  method  of  manufacture  of  the  partition. 
The  request  is  to  show  a  change  of  owner-manufacturer. 

American  Standard  Inc.  have  filed  a  notarized  statement 
of  the  Joint  Agreement  of  Merger  between  American  Stand¬ 
ard  Inc.  and  New  Castle  Products  Inc.  which  shows  that 
New  Castle  Products  Inc.  is  no  longer  a  separate  corpora¬ 
tion  but  an  operating  division  of  American  Standard  Inc. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  22,  1966  under 
Calendar  Number  353-65-SM  be  reopened  and  amended  so 
as  to  show  a  change  of  owner-manufacturer;  new  owner- 
manufacturer  to  be  known  as  American  Standard  Inc.  on 
condition  that  the  requirements  of  the  resolution  adopted 
November  22,  1966  undei  Calendar  Number  353-65-SM  are 
complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 


Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

771-65-SM 


APPLICANT — Space  Conditioning,  Inc. 
APPEARANCES— 

For  Applicant :  None. 

AC1ION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  On  Test. 


THE  VOTE— 


Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative :  . 


5 

0 


THE  RESOLUTION: 


W hereas,  the  report  of  a  Committee  on  Test  reads : 
//1-65-SA— Amendment  to  resolution  as  to  additional  oil 
burner. 

Dunham-Bush  Inc.,  Space  Conditioning  Division,  Harrisen- 
burg,  Va.,  requested  that  the  resolution  adopted  June  21,  1966 
amended  April  29,  1970  under  Calendar  Number 
771-65-SA  be  reopened  and  amended  so  as  to  include  an 
additional  oil  burner. 


r KUrUbblJ  USE:  Oil  Burner. 

DESCRIPTION :  The  requested  Model  AO  25.5  is  identical 
m  all  respects  to  the  presently  approved  Model  AO  22  5  ex¬ 
cept  that  the  Model  AO  25.5  has  a  25  H.P.  motor  and  the 
BTU  input  is  25,500,000  BTU/HR  and  the  Model  AO  22.5 
H.P.  motor  and  the  BTU  input  is  22,500,000 

d  1  U/ HR. 


The  requested  burner  has  been  approved  by  the  Under¬ 
writers’  Laboratories  under  MP725. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  21,  1966  and  as 
amended  April  29,  1970  under  Calendar  Number  771-65-SA 
be  reopened  and  amended  so  as  to  include  the  additional  oil 
burner  as  herein  described  on  condition  that  the  requirements 
of  the  resolution  adopted  June  21,  1966  and  as  amended 
April  29,  1970  under  Calendar  Number  771-65-SA  be  com¬ 
plied  with  and  that  all  installations  comply  with  the  require¬ 
ments  of  Article  14  Building  Code  of  the  City  of  New  York. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 


(Sgd.)  Solomon  Sheer,  P.E., 
Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

655-66-SM  ~ 


APPLICANT  Acoustical  Ceiling  Accessories  Company  In¬ 
corporated,  owner. 

APPEARANCES— 

For  Applicant:  E.  E.  Brady. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative.:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  . .  0 

THE  RESOLUTION— 

Whekeas,  the  report  of  a  Committee  on  Test  reads : 
655-66-SM— Amendment  to  resolution  as  to  an  additional 
hanger. 

Acoustical  Ceiling  Accessories  Co.,  Inc.,  Bronx,  N.  Y„ 
requested  that  the  resolution  adopted  October  17,  1967  under 
Calendar  Number  655-66-SM  be  reopened  and  amended  so 
as  to  include  an  additional  hanger. 

PROPOSED  USE:  Hanger  for  suspended  ceilings. 
DESCRIPTION  :  The  hanger  is  designated  as  HC-2  and  is 
manufactured  of  18  gauge  galvanized  cold  rolled  steel  \V2 
inches  wide  and  m  lengths  to  meet  the  construction  req’uire- 

m<hj  ,  f  he  \op  of  -the  haI?£er  is  notched  to  fit  over  the  cold 
rolled  channels  and  is  provided  with  a  lock  tab  adjacent  to  the 
notch  to  prevent  the  hanger  from  slipping  off  the  supporting 
o?ann,  ,9  lower  part  of  the  hanger  is  notched  to  provide 
three  legs  which  are  formed  to  go  around  and  under  the  bulb 
ol  the  grid  beam  commonly  used.  A  channel  shaped  skirt 

1Si°£C?j  lOWn  .mto  a  locked  Posit'on  over  the  formed  legs 
and  held  there  by  a  lanced  projection  in  the  center  leg  just 
above  the  skirt. 

INSPECTION  AND  TEST :  The  applicant  has  submitted 
a  report  of  tests  conducted  by  R.  W.  Hunt  showing  that  the 
hanger  carried  a  load  of  164  lbs.  before  it  began  to  yield 

RECOMMENDATION:  The  Committee  on  Test  'recom- 

r!inda  th \t  thu  recS?rU^°o  ad°Pted  October  17,  1967  under 
Calendar  Number  655-66-SM  be  reopened  and  amended  so  as 
include  the  additional  hanger,  as  herein  described,  as  a 
hanger  to  suspend  the  acoustical  grid  system  from  the  re¬ 
quired  grillage  on  condition  that  the  load  on  each  hanger  shall 
not  exceed  50  lbs.  and  that  the  length  of  the  hanger  shall  be 
as  the  job  condition  warrants  and  that  all  other  requirements 

W,ir«TcHd0hPted  October  17,  1967  under  Calendar 
Number  655-66-SM  be  complied  with. 

The  Committee  further  recommends  that  in  lieu  of  a  report 
trom  an  independent  testing  laboratory  being  submitted  annu¬ 
ally,  as  required  under  the  approval  granted  under  this  cal- 
n  ,  f’  a  affidavit  by  a  responsible  officer  of 

rr.ntmainnff^uUrer’  jamdiar  W]dl  the  materials,  processes  and 
21s.ofihe  Product  manufactured,  shall  be  filed  annually 
™  h  thl,s  Board,  certifying  that  such  materials,  processes 
and  controls  are  being  maintained  as  were  in  effect  at  the 

22®  °fxTthlSuappr?^a-,  or  Previous  approvals  under  this  Cal¬ 
endar  Number.  Fai  ure  to  notify  the  Board  of  change  of 
wnership  chsmge  of  address  or  to  submit  the  annual  affi¬ 
davit  will  be  cause  for  revocation  of  approval  be  accepted. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  011  Test. 


w/h  °lVnd’  M  the.  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

656-66-SM 


APPLICANT— Acoustical  Ceiling  Accessories  Co.,  Inc. 
SUBJECT— Acoustical  Ceiling  Taper  Tab  Grid  System. 
APPEARANCES— 

For  Applicant :  E.  E.  Brady. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirma.tive.:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  . . .  0 

THE  RESOLUTION— 

W hereas,  the  report  of  a  Committee  on  Test  reads : 

656-66-SM— Amendment  to  resolution  as  to  allowable  load 
on  the  approved  grid  system. 

Acoustical  Ceiling  Accessories  Co.,  Inc.,  Bronx  N  Y 
requested  that  the  resolution  adopted  January  16,  1968  and  as 
amended  through  January  12,  1971  under  Calendar  Number 
656-66- SM  be  reopened  and  amended  so  as  to  show  a  change 
m  allowable  loads  to  be  supported  on  the  grid  system. 
PROPOSED  USE:  Suspension  system. 

DESCRIPTION:  There  has  been  no  change  in  the  mate¬ 
rials  used  nor  in  the  configuration  of  the  members.  The  re¬ 
quest  is  to  permit  an  increase  in  the  allowable  loads. 
INSPECTION  AND  TEST:  The  applicant  has  submitted 
oad  tests  conducted  by  R.  W.  Hunt  Co.  showing  that  the 
loads  that  caused  deflection  of  1/360  of  the  span  conformed 

t0,  .  1,e  :oad  tables  as  shown  in  the  applicant’s  catalogue  ACA 
which  is  on  file  with  the  record. 

RECOMMENDATION :  The  Committee  on  Test  recom- 
mends  that  the  resolution  adopted  January  16,  1968  and  as 

January  12,  1971  under  Calendar  Number 
656-66-SM  be  reopened  and  amended  so  as  to  permit  the 
loading  as  shown  in  the  applicant’s  catalogue  ACA  on  condi- 
T‘°n  ,  t,|^noB?er  requirements  of  the  resolution  adopted 
January  16,1968  and  as  amended  through  January  12,  1971 
under  Calendar  Number  656-66-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board, _  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number, 
hailure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


583-68-SM 

APPLICANT — H.  H.  Robertson  Company. 

^^riodeis"^  Q’Lock  Steel  Floor  and  Form  Units,  various 
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MINUTES 


APPEARANCES— 

For  Applicant :  Jeremiah  Walsh. 

For  Opposition:  N.  L.  McGrath,  Sr. 

THE  RESOLUTION— 

583-68-SM— Request  of  Commissioner  of  Buildings  to  re¬ 
consider  the  action  taken  by  the  Board  on  April  1,  1969  under 
this  calendar  number. 

Joseph  Ferro,  Commissioner  of  Buildings,  requested  by 
letter  of  September  30,  1970,  that  the  Board  reopen  the  above 
mentioned  calendar  number  to  require  additional  fire  proof¬ 
ing,  clarification  as  to  gauge  of  metal  deck  and  extent  of 
fireproofing. 

The  application  was  reopened  December  15,  1970  and  set 
for  hearing  March  4,  1971. 

At  the  hearing  of  March  4th,  the  Department  of  Buildings 
and  the  Fire  Department  presented  arguments  to  substantiate 
the  Department  of  Buildings’  request  and  H.  H.  Robertson 
Co.  and  a  representative  of  the  American  Iron  and  Steel  In¬ 
stituted  entered  arguments  in  rebuttal. 

The  building  department  admitted  that  the  construction 
granted  approval  under  the  above  calendar  number  was  tested 
and  successfully  met  the  requirements  of  ASTM  E119  which 
is  the  requirement  of  RS  5-2  of  the  new  building  code. 

It  should  be  noted  that  Paragraph  1(b)  of  ASTM  E119 
states  “It  is  the  intent  that  classification  shall  register  per¬ 
formance  during  the  period  of  exposure  and  shall  not  be 
construed  as  having  determined  suitability  for  use  after  fire 
exposure.” 

H.  H.  Robertson  Co.  entered,  in  rebuttal,  a  slide  demon¬ 
stration,  showing  actual  fire  testing,  in  accordance  with  the 
reouirements  of  ASTM  El  19,  at  Underwriters’  Laboratories, 
of  a  floor  construction  similar  to  the  one  in  question. 

It  is  to  be  noted  that  although  the  approval  by  the  Board 
was  for  a  two  hour  fire  resistive  rating,  the  construction  was 
subjected  to  a  three  hour  test  so  that  a  higher  fire  resistive 
rating  could  be  made  on  the  structural  beam. 

A  representative  of  the  American  Iron  &  Steel  Institute 
also  requested  that  the  Board  deny  the  request  of  the  Depart¬ 
ment  of  Buildings. 

RECOMMENDATION :  On  reevaluating  the  record  and 
from  the  testimony  at  the  public  hearing  on  March  4,  1971, 
the  board  recommends  that  the  request  of  the  Commissioner 
of  Buildings  as  outlined  in  his  letter  of  September  30,  1970 
be  denied  and  the  approval  granted  April  1,  1969  under  Calen¬ 
dar  Number  583-68-SM  be  maintained.  Since  it  conforms 
with  requirements  of  the  Building  Code.  It  is  further  recom¬ 
mended,  that  if  studies  by  the  Building.  Department  and  the 
Fire  Department  emanating  from  experience  gained  from  re¬ 
cent  fire  in  hi-rise  office  buildings  dictate  changes  in  code 
requirements  for  testing  that  these  agencies  propose  such 
remedial  legislation  to  the  City  Counsel  forthwith. 

ON  THE  MOTION  TO  GRANT— The  Building  Commis¬ 
sioner’s  request  for  a  modification  of  the  approval  of  the 

Board’s  approval  under  583-68-SM. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

The  Building  Commissioner’s  request  for  a  modification  of 
the  approval  granted  under  Cal.  583-68-SM  is  denied  and  the 
approval  granted  under  Cal.  583-68-SM  is  maintained. 


357-70-SM 

APPLICANT — W.  A.  Dunlap  for  the  Dow  Chemical  Com¬ 
pany,  owner. 

APPEARANCES— 

For  Applicant :  Marvin  Wiener,  Irwin  Cantor,  Don  Dirkse, 
Raymond  C.  Max  and  W.  A.  Dunlap. 


ACTION  OF  BOARD— Material  approved  in  accordance 

with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
357-70-SM — W.  A.  Dunlap  for  the  Dow  Chemical  Company, 
Midland,  Michigan,  filed  for  approval  of  Sarabond  Brand 
Mortar  Additive  under  the  provisions  of  RS  10-1  of  the 
Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Mortar  additive  for  brick  unit  masonry. 
DESCRIPTION :  Sarabond  is  a  polymeric  emulsion  de¬ 
signed  to  be  added  to  portland  cement  systems  to  improve 
structural  properties  of  brick  masonry  mortar.  The  mortar 
and  additive  are  mixed  in  the  following  proportion : 

mason  sand — 2 E?-3!4  cu.  ft. 

Portland  cement  (type  I  or  III) — 1  bag/  (94  lbs.) 
workability  additive  (marble  or  limestone) — 1  bag/ 
(50  lbs.) 

Sarabond  Brand  Additive — 4  gallons 
water — as  required  up  to  4  gallons 

The  composition  of  Sarabond  is  confidential  and  is  filed 
in  the  safe  of  the  Chief  Clerk. 

INSPECTION  AND  TEST:  The  National  Research  Coun¬ 
cil  of  Canada  (Report  No.  186)  compared  the  strength  of 
of  bonds  of  mortar  with  and  without  Sarabond  Additive.  The 
tests  indicated  that  “the  strength  of  bond  of  Sarabond  motar 
is  much  higher  than  that  of  conventional  mortars.”  Most 
of  the  breaks  occurred  in  the  bricks  held  together  with 
Sarabond  additive  instead  of  at  the  mortar-brick  interface. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Sarabond  Brand  Mortar  Additive  on 
condition  that  it  be  used  as  specified  by  RS  10-1  of  the  Build¬ 
ing  Code.  The  containers  of  Sarabond  additive  shall  be 
permanently  labeled :  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  357-70-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  fixed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals,  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


439-70-SM 

APPLICANT — United  States  Gypsum  Company,  owner: 
J.  R.  Dowling  and/or  D.  G.  Kottke,  agent. 

APPEARANCES— 

For  Applicant :  Dan  G.  Kottke. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 
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MINUTES 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
439-70-SM — The  United  States  Gypsum  Company,  New 
York,  filed  for  approval  of  USG  Exterior  Curtain  Wall,  2 
Hour  Assembly  with  Stucco  Exterior,  under  the  provisions  of 
C26-501.1  of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  2  hour  fire  resistant  curtain  wall. 
DESCRIPTION :  The  wall  is  unsymmetrical  and  non-load 
bearing.  It  has  a  total  thickness  of  5)4".  The  interior  of  the 
wall  is  composed  of  3Y&"  wide  20  gauge  steel  studs  spaced 
16"  on  center.  A  layer  of  Y%"  thick  insulating  gypsum  wall- 
board  is  screw,  attached  to  one  side  of  the  studs.  The  other 
side  is. faced  with  a  layer  of  screw  attached  J4"  thick  gypsum 
sheathing,  3.4  lb.  galvanized  self-furring  metal  lath,  and  1" 
thick  lime-cement  stucco.  The  stucco  is  composed  of  1  part 
Portland  cement  to  Ya  part  lime  to  6  parts  sand  by  volume. 
The  ingredients  are  mixed  with  sufficient  water  to  form  a 
workable  mixture.  The  cavities  between  the  studs  are  filled 
with  3"  thick  Themafiber  mineral  insulating  blankets. 
INSPECTION  AND  TEST :  The  wall  was  tested  by  the 
Ohio  State  University  Engineering  Experiment  Station  (Re¬ 
port  No.  4851)  and  was  given  a  two  hour  fire  resistive  rating. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  USG  Exterior  Curtain  Wall,  2  Hour 
Assembly  with  Stucco  Exterior,  under  the  provisions  of 
C26-501.1  of  the  Building  Code. 

The  Committee  further  recommends  that  the  limiting- 
height  of  the. wall  shall  be  in  accordance  with  the  limitations 
as  set  forth  in  the  applicant  s  catalogue  e/1821  which  is  on 
file  with  the  record.  All  plans  submitted  to  the  Department 
of  Buildings  showing  the  proposed  use  of  this  construction 
shall  be  labeled  ‘  Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Number 
439-70-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product,  manufactured,  shall  be  filed  annually  with  this 
Board,,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  of 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


639-70-SA 

APPLICANT  Puritan-Bennett  Corporation,  owner;  Mr. 
Earl  Mayfield,  agent. 

APPEARANCES— 

For  Applicant:  Jack  Brennan  and  Earl  Mayfield. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker. 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  . . .  0 


THE  RESOLUTION— 

\Vhereas,  the  report  of  a  Committee  on  Test  reads : 
639-70-SA :  Puritan-Bennett  Corporation,  Kansas  City,  Mis- 
souri,  filed  for  approval  of  a  Gas  Valve  Zone  Box  Assembly 
under  the  provisions  of  RS-16,  PI  15.6  of  the  Building  Code 
of  the  City  of  New  York. 

PROPOSED  USE:  Intermediate  system  valve  for  zone  dis¬ 
tribution  of  Medical  gas. 

DESCRIPTION :  The  zone  box  is  constructed  of  18  gauge 
steel  with  a  white,  baked  enamel  finish,  and  is  provided  with 
two  steel  brackets  to  anchor  the  box  in  the  wall.  The  box 
measures  8^"  wide  x  7%"  high  x  3 Ys"  deep. 

The  valve  sizes  are  J4",  Ya"  and  1".  The  valve  is  a  full 
now,  double  seal,  ball  type.  Its  components  include  a  bronze 
body,  Buna-N  seals,  C-Ring  packing,  and  a  chrome  plated 
Drass  ball.  The  valve  is  designed  for  pressures  up  to  300  psi. 
A  of  the  handle  encompasses  the  full  range  of  the 

valve.  When  the  valve  handle  is  in  the  closed  position  it 

P£°!rUmLS  ir°,m  the  box  and  Prevents  the  door  from  being 
shut..  The  valve  is  mounted  to  the  back  of  the  zone  box  and 
provided  with  K  or  L  copper  tube  extensions  for  making  con¬ 
nections  to  pipe  lines  outside  the  box.  The  zone  box  has  a 
sliding,  transparent  polycarbonate  door  with  a  pull  handle 
and  spring-loaded  release  button  that  retains  the  door  in  open 
and.  closed  positions.  The  release  button  contains  a  locking 
device  to  prevent  operation  by  unauthorized  persons.  In  an 
emergency  the  door  can  be  snapped  out.  The  zone  box  is 
provided  with  a  molded  ABS  front  cover.  The  front  cover  is 
provided  with  interlocking  edges  for  vertical,  gang-mounted 
installations  and  is  trimmed  with  satin  finish  stainless  steel 
t  he  zone  box.  is  supplied  with  color-coded  gas  identification 
labels  to  indicate  oxygen,  nitrous  oxide,  vacuum,  or  air 
service. 

INSPECTION  AND  TEST :  The  valve  of  the  zone  box 
assembly  was  tested  to  300  psi  for  24  hours  by  Frank  Toma- 
sick,  P.E.  No..  62-14960,  Illinois.  Observations  revealed  no 
leakage  or  significant  temperature  rise 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  he  approval  of  the  Gas  Valve  Zone  Box  Assembly 
under  the  provisions  of  RS-16,  P115.6  of  the  Building  Code 
tli;e-sTby csbad  b<;  Permanently  labeled:  “Approved  bv 
the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  639-70-SA  ” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product,  manufactured,  shall  be  filed  annually  with  this 
Board,,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
annroval  or  previous  approvals  under  this  Calendar  Number 

SU_!J2e  to  not’fy  tbe  .Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


640-70-SA 

APPLICANT— Puritan-Bennett  Corporation,  owner;  Mr. 
Earl  Mayfield,  agent. 

APPEARANCES— 

For  Applicant:  Jack  Brennan  and  Earl  Mayfield. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 
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MINUTES 


THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION: 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
640-70-SA — The  Puritan-Bennet  Corporation,  Kansas  City, 
Missouri,  filed  for  approval  of  the  Diameter  Index  Safety 
System  Medical  Gas  Service  Outlet  under  the  provisions  of 
RS-16,  PI  15.6  of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Terminal  station  for  medical  gas  central 
supply  systems. 

DESCRIPTION :  The  outlet  gas  passes  through  a  machined 
brass,  stem  and  plunger  valve.  The  valve  and  block  have 
Buna-N  rubber  rings  and  seals.  The  diameters  of  the 
threaded  couplers  connected  to  the  outlet  valves  vary  in  ac¬ 
cordance  with  an  index  safety  system  to  prevent  interchange- 
ability  between  services  for  the  different  medical  gases  that 
are  used  with  the  outlet :  oxygen,  nitrous  oxide,  air  and 
vacuum.  The  centerline  spacing  between  outlets  providing 
different  gas  services  is  either  3 Y\"  or  5".  An  automatic 
secondary  service  valve  prevents  gas  flow  when  the  primary 
valve  is  removed.  Individual  coverplates,  permanently  im¬ 
printed  with  color  coded  gas  identifications  are  provided  for 
each  gas  service.  The  coverplates  are  made  of  stainless  steel 
and  a  layer  of  ABS  polymer.  The  box  is  4^4"  high  x  3J4" 
or  5"  wide  and  is  made  of  steel.  The  outlet  has  8"  lengths  of 
H"  o.d.  type  K  or  L  seamless  copper  tubing  which  is  silver 
brazed  to  the  valve  block  and  an  adapter  for  connection  to 
J4"  o.d.  drops. 

INSPECTION  AND  TEST:  The  valve  of  the  medical 
gas  service  outlet  was  tested  to  150  psi  for  24  hours  by 
Frank  Tomasick,  P.  E.  No.  6214960,  Illinois.  Observations 
revealed  no  leakage  or  significant  temperature  rise. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Diameter  Index  Safety  System 
Medical  Gas  Service  Outlet  under  the  provisions  of  RS-16, 
PI  15.6  of  the  Building  Code  on  Condition  that  the  outlet  be 
used  for  gas  lines  whose  pressures  do  not  exceede  150  psi. 
The  outlets  shall  be  permanently  labeled:  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  640-70-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

('Sgd.')  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


641-70-SA 

APPLICANT — Puritan-Bennett  Corporation,  owner;  Mr. 
Earl  Mayfield,  agent. 

APPEARANCES— 

For  Applicant:  Jack  Brennan  and  Earl  Mayfield. 


ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
641-70-SA — The  Puritan-Bennett  Corporation,  Kansas  City, 
Missouri,  filed  for  approval  of  the  Quick  Connect  Medical 
Gas  Service  Outlet  under  the  provisions  of  RS  16,  PI  15.6  of 
the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Terminal  station  for  medical  gas  central 
supply  systems. 

DESCRIPTION :  The  outlet  valve  can  be  quickly  connected 
or  disconnected.  A  gas  line  is  snapped  on  to  the  coupler  and 
removed  by  pushbutton.  Variations  of  geometric  shapes  of 
the  couplers  prevent  interchangeability  of  gas  lines.  A  locking 
rin?  retains  valve  connections.  The  valve  stem,  block,  and 
bodv  are  made  of  brass.  The  valve  block  contains  Buna-N 
O-Rings  and  seals.  Centerline  spacing  between  gas  services 
is  3lA".  A  secondary  valve  prevents  gas  flow  when  the  prim¬ 
ary  valve  is  removed.  The  coverplates  of  the  outlets  are  per¬ 
manently  imprinted  with  color  coded  gas  identification.  The 
medical  gases  for  which  the  outlets  are  used  are  oxygen, 
nitrous  oxide,  air,  and  vacuum.  The  coverplate  and  outlet  box 
are  3  5/16"  wide  x  4^4"  high  and  are  made  of  ABS  polymer 
and  steel.  The  outlet  has  8"  of  34"  o.d.  type  K  or  L  seamless 
copper  tubing,  silver  brazed  to  the  valve  block,  and  an  adapter 
for  connection  to  J4"  drops. 

INSPECTION  AND  TEST :  The  value  of  the  medical  gas 
service  outlet  was  tested  to  150  psi  for  24  hours  by  Frank 
Tomasick,  P.  E.  No.  62-14960,  Illinois.  Observations  revealed 
no  leakage  or  significant  temperature  rise. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Quick  Connect  Medical  Gas  Serv¬ 
ice  Outlet  under  the  provisions  of  RS-16,  P  115.6  of  the 
Building  Code  on  condition  that  the  outlet  be  used  for  gas 
lines  whose  pressures  do  not  exceed  150  psi.  The  outlet  shall 
be  permanently  labeled :  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  the  New  York  City  under  Calen¬ 
dar  Number  641-70-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

674-70-SA 

APPLICANT — Dole  Division,  Eaton  Yale  and  Towne,  In¬ 
corporated,  owner. 

APPEARANCES— 

For  Applicant:  Gerald  A.  Parkes. 
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ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads : 
674-70-SA — The  Dole  Division  of  Eaton  Yale  and  Towne, 
Inc.,  Carol  Stream,  Illinois,  filed  for  approval  of  the  PA-166 
Electronic  Boom  Angle  Indicator  System  under  the  provi¬ 
sions  of  C26-1909.3(d)  of  the  Building  Code  of  the  City  of 
New  York. 

PROPOSED  USE:  Boom  angle  indicator  for  operator  aid 
on  construction  cranes. 

DESCRIPTION  :  The  transducer  unit  of  the  angle  indicator 
is  attached  to  the  crane  boom  in  a  way  that  the  center  line 
of  the  unit  is  aligned  with  the  longitudinal  axis  of  the  boom. 
The  unit  consists  of  a  gravity  regulated  mechanism  which 
converts  an  angular  change  in  position  of  the  boom  into  an 
electronic  change  in  the  circuit  to  the  control  unit.  A  pendu¬ 
lum,  free  to  rotate  with  change  of  boom  angle,  changes  a 
potentiometer  setting  and  produces  a  voltage  proportional, 
within  3%,  to  the  boom  angle.  The  voltage-angle  relationship 
is  linear  and  retains  the  same  constant  of  proportionality. 
Therefore,  the  transducer  can  be  calibrated  by  only  adjusting 
the  output  to  produce  0  volts  when  the  boom  is  horizontal. 

The  control  unit  is  mounted  in  the  cab  within  sight  and 
reach  of  the  operator.  Dual  digital  limit  switches,  a  test  but¬ 
ton,  a  pilot  lamp,  and  a  power  switch  are  located  on  the  front 
panel.  The  limit  .  switches  set  the  maximum  and  minimum 
angles  within  which  the  crane  can  safely  operate.  The  test 
button  activiates  a  mechanism  which  checks  the  circuitry  of 
the  audible  and  visual  alarms  and  the  metered  transducer 
output.  The  power  switch  turns  on  the  12  or  24  volt  d.c. 
current,  whose  source  is  the  battery  of  the  cab. 

The  meter  is  calibrated  in  degrees  from  0  to  90,  and  indi¬ 
cates  the  boom  angle  in  relation  to  the  true  horizontal  from 
which  the  zero  point  was  determined.  The  meter  measures 
the  voltage  output  of  the  transducer.  A  warning  light  pro¬ 
vides  visual  alarm  indication  when  the  set  limits  of  the  boom 
angle  are  exceeded.  Simultaneously,  the  audible  alarm,  a 
high  pitched  sounder  which  can  be  heard  above  engine  noise, 
is  actuated. 

INSPECTION  AND  TEST  :  The  angle  indicator  is  a  com¬ 
ponent  of  the  Dole  Moment  Computer,  which  was  field  in¬ 
spected  and  found  to  be  satisfactory  by  Commissioner  Wil¬ 
liam  Nolan.  A  demonstration  of  the  functioning  of  the  angle 
indicator  as  an  independent  system  was  observed  at  the  of¬ 
fices  of  the  Board. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  PA-166  Electronic  Boom  Angle 
Indicator  for  use  on  truck,  crawler  cranes  using  the  norma! 
boom^  and  tower  structures  under  the  provisions  of  C26- 
1909.3(d)  of  the  Building  Code.  The  angle  indicator  shall 
be  permanently  labeled:  “Approved  by  the  Board  of  Stan¬ 
dards  and  Appeals  for  use  in  the  New  York  City  under 
Calendar  Number  674-70-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board, ,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 


John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


675-70-SA 


APPLICANT — Dole  Division,  Eaton  Yale  and  Towne,  Inc., 
owner. 

APPEARANCES— 

For  Applicant :  Gerald  A.  Parkes. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

W hereas,  the  report  of  a  Committee  on  Test  reads : 
675-70-SA — The  Dole  Division  of  Eaton  Yale  and  Towne, 
Inc.,  Carol  Stream,  Illinois,  filed  for  approval  of  the  PA-181 
Electronic  Hook  Scale  System  under  the  provisions  of  C26- 
1909.3(d)  of  the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Operator  aid  for  construction  cranes 
to  determine  load  in  pounds  being  lifted. 

DESCRIPTION :  The  scale  may  be  mounted  at  the  dead 
end  of  the  hoist  cable  anchored  to  the  boom  tip  or  at  any 
other  point,  either  tension  or  compression,  where  the  effect 
of  the  weight  of  the  load  is  present.  It  is  mounted  with  a 
safety  link  to  protect  against  metal  failure.  The  stretching 
or  compression  of  the  load  is  transmitted  to  the  core  of  the 
transformer  of  a  load  cell  within  the  scale.  As  the  core 
moves  in  relationship  to  the  fixed  coils,  the  output  voltage  is 
varied.  The  power  for  the  signal  is  provided  by  12  or  24 
\olt  crane  batteries.  The  output  voltage  is  connected  to  a 
meter  and  the  weight  of  the  load  is  read,  in  pounds,  to  within 
3%  accuracy. 

The  control  unit  contains  a  digital  volt  switch  which  sets 
an  upper  limit  to  the  weight  lifted  by  the  crane.  When  the 
limit  is  exceeded,  an  audible  alarm  is  sounded  and  a  red 
light  is  flashed.  These  alarms  are  in  the  meter  unit.  The 
control  unit  and  meter  are  within  reach  and  sight  of  the 
crane  operator.  The  control  unit  features  also  include  a 
power  switch,  a  test  button,  to  test  the  circuitry  of  the  alarms 
and  the  metered  load  cell  output,  and  coarse  and  fine  calibra- 
ti°n  knobs..  The  meter  is  calibrated  by  lifting  a  known  weight 
and  adjusting  the  knobs  to  achieve  the  proper  reading.  The 
load  cell  may  be  situated  such  that  it  does  not  get  the  full 
effect  of  the  load,  but  the  calibration  procedure  makes  the 
correct  meter  reading  possible  in  this  situation.  A  switch 
on  the  meter  controls  the  multiplication  of  the  reading  to 
account,  for  the  number  of  parts  of  cable.  Therefore,  the 
calibration  with  a  known  weight  must  be  performed  with 
this  switch  at  the  correct  setting.  The  setpoint  for  activation 
of  the  alarms  is  independent  of  the  meter  and  is  not  affected 
by  the  calibration  of  the  meter. 

INSPECTION  AND  TEST:  The  PA-181  Electronic 
Hook  Scale  System  is  a  component  of  the  Dole  Moment 
Computer,  which  was  field  inspected  and  found  to  be  satis¬ 
factory  by  Commissioner  William  Nolan.  A  demonstration 
of  the  functioning  of  the  scale  system  as  an  independent 
system  was  observed  at  the  offices  of  the  Board. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  PA-181  Electronic  Hook  Scale 
System  for  use  on  truck,  crawler  cranes  using  the  normal 


327 


MINUTES 


boom  and  tower  structures  under  the  provisions  of  C26-1909. 
3(d)  of  the  Building  Code.  The  scale  system  shall  be  per¬ 
manently  labeled:  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  675-70-SA.” 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Apneals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


733-70-SM 

APPLICANT — John  H.  Squires  for  Lexsuco  Incorporated, 
owner. 

APPEARANCES— 

For  Applicant:  John  H.  Squires. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
733-70-SM — John  H.  Squires,  representing  Lexsuco,  Inc., 
Solon,  Ohio,  filed  for  approval  of  Lexfoam  Rigid  Urethane 
Insulation  under  the  provisions  of  C26-503.7(c)  of  the 
Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Roof  deck  and  wall  insulation. 
DESCRIPTION :  The  panels  of  insulation  are  molded  to 
size.  Their  dimensions  are  2'  x  4',  with  thicknesses  of  1", 
1  )4",  1  Yz",  \3A" ,  and  2".  The  insulation  is  made  of  rigid 
urethane  foam  integrally  bonded  during  manufacture  to  glass 
reinforced  asphalt  absestos  felt  skins.  The  urethane  has  a 
density  of  1.76  pounds  per  cubic  foot,  a  thermal  conductivity 
at  75°F.  of  .36  BTu-in./hr.-square  ft.-  Deg.  F.,  a  compres¬ 
sive  strength  of  20-25  psi,  a  dimensional  change  of  .2% 
after  humid  aging  for  72  hours  at  158°F.  and  100%  relative 
humidity,  and  is  self-extinguishing. 

INSPECTION  AND  TEST:  The  urethane  foam  was 
tested  under  the  supervision  of  William  A.  Ashe,  Section 
Head  of  physical  testing,  BASF  Wyandotte  Corporation, 
Wyandotte,  Michigan.  The  foam  was  found  to  be  self¬ 
extinguishing  under  the  procedure  of  ASTM  D  1692-68 
and  have  a  density  and  thermal  conductivity  as  stated  above 
under  the  procedure  of  .ASTM  C177-63. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Lexfoam  Rigid  Urethane  Insulation 
under  the  provisions  of  C26-503.7(c)  of  the  Building  Code 
on  condition  that  it  be  protected  by  a  covering  applied  di¬ 
rectly  upon  it.  The  insulation  shall  be  labeled :  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Calendar  Number  733-70-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  address  or  to  submit  the  annual  affidavit  will  be 
cause  for  revocation  of  approval. 


(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

759-70-SM 

APPLICANT :  United  States  Gypsum  Company 
APPEARANCES— 

For  Applicant:  Dan  G.  Kottke 
ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads : 
759-70-SM — United  States  Gypsum  Co.,  New  York,  filed 
for  approval  of  a  1)4  Hour  Curtain  Wall  under  the  pro¬ 
visions  of  C26-501.1  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  1)4  hour  non-load  bearing  unsymmetri- 
cal  curtain  wall. 

DESCRIPTION  :  The  overall  thickness  of  this  wall  is  5)4 
inches.  In  installation,  the  floor  and  ceiling  runners,  3)4 
wide  by  )4"  deep  and  20  gauge  steel  are  first  installed. 
Steel  studs,  3)4"  deep  known  as  Trussteel  Studs  and  formed 
of  4  vertical  and  one  web  wire,  all  0.180"  diameter  are  in¬ 
stalled  ;  24"  on  centers.  Resilient  channels  2)4"  deep  and 
formed  of  0.021"  steel  are  attached  to  one  face  of  the  studs 
on  16"  centers.  The  )4"  thick  Firecode  “C”  is  attached  to  the 
resilient  channels  by  means  of  screws  spaced  12"  on  centers. 
(The  Firecode  C  may  be  covered  with  1/16"  plaster  finish 
or  left  unplastered).  The  space  between  the  studs  is  filled 
with  1.82  lbs./cu.  ft.  density  Thermofiber  blankets  to  act  as 
an  insulating  media.  The  exterior  face  of  the  wall  consists 
of  3.4  lb./sq.  yd.  poly-backed  metal  lath  attached  to  the 
flange  of  the  steel  stud  and  faced  with  1"  of  lime-cement 
stucco.  The  construction  is  in  accordance  with  Fig.  2  as 
contained  in  Ohio  State  Research  Report  4866-B  which  is  on 
file  with  the  record. 

INSPECTION  AND  TEST :  A  wall  constructed  as  herein 
('escribed,  but  without  the  1/16"  plaster  finish  was  tested  at 
Ohio  State  University  Research  Station  in  accordance  with 
the  requirements  of  ASTM  E  119  and  successfully  met  the 
fire  and  hose  stream  requirements  of  RS5-2  for  a  fire  resis¬ 
tive  rating  of  1)4  hours.  The  complete  Report  4866-B  is  on 
file  with  the  record. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  1)4  Hour  Curtain  Wall  Assembly 
for  use  in  New  York  City  as  having  met  the  requirements 
of  C26-501.1  Building  Code  of  the  City  of  New  York  on 
condition  that  the  construction  be  as  herein  described,  and 
the  Firecode  C  may  or  may  not  be  covered  with  1/16"  finish 
plaster  and  in  accordance  with  Fig.  2  as  contained  in  Report 
4866-B  which  is  on  file  with  the  record.  All  plans  submitted 
to  the  Department  of  Buildings  showing  the  proposed  use  of 
this  construction  shall  be  labeled  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  759-70-SM”  and  in  addition,  the  applicant 
shall  also  furnish  the  drawing  as  herein  described. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
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the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

Stuart  Lowenthal, 
Asst.  Engr., 

John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


9-71-SM 

APPLICANT — Kiesling  Hess  Fabric  Service  Company, 
owner. 

APPEARANCES— 

For  Applicant :  Richard  Hess. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
9-71-SM — Kiesling  Hess  Fabric  Service  Co.,  Philadelphia, 
Pennsylvania,  filed  for  approval  of  a  flame  retardant  known 
as  Flamefoe  KH  under  the  provisions  of  the  Flameproofing 
Rules  of  the  Board  of  Standards  and  Appeals. 

PROPOSED  USE:  Flame  retardant  chemical  application 
to  various  fabrics  for  decorative  purposes. 

DESCRIPTION  :  The  chemical  composition  of  Flamefoe 
KH  is  proprietary  and  is  on  file  with  the  application.  The  re- 
tradant  is  used  for  the  following  materials :  dacron  polyester, 
linen,  60%  viscose  rayon —  40%  acetate,  cellulosic  (50% 
cotton — 50%  viscose  rayon),  and  acrylic. 

INSPECTION  AND  TEST :  The  above  materials,  pro¬ 
tected  with  Flamefoe  KH,  were  tested  by  the  Better  Fabrics 
Testing  Bureau  (Report  No.  2032)  and  met  the  requirements 
of  the  Flameproofing  Rules  of  the  Board. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Flamefoe  KH  under  the  provisions  of 
the  Flameproofing  Rules  of  the  Board  on  condition  that  it 
he  used  for  the  materials  listed  above.  The  containers  for 
Flamefoe  KH  shall  be  permanently  labeled  :  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  9-71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product,  manufactured,  shall  be  filed  annually  with  this 
Board,,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 


John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

14-71-SM 

APPLICANT — Kiesling  Hess  Fabric  Service  Company, 
owner. 

APPEARANCES— 

For  Applicant :  Richard  Hess. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  . .  o 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
14-71-SM— The  Kiesling-Hess  Fabric  Service  Company, 
Philadelphia,  Pennsylvania,  filed  for  approval  of  a  flame  re¬ 
tardant  known  as  Flamefoe  WP  under  the  provisions  of  the 
h  lameproofing  Rules  of  the  Board  of  Standards  and  Appeals. 
PROPOSED  USE:  Flame  retardant  chemical  application 
to  various  materials  for  decorative  purposes. 

DECRIPTION :  The  chemical  composition  of  Flamefoe 
WP  is  proprietary  and  is  on  file  with  the  application.  The 
flame  retardant  is  used  for  the  following  materials :  cellulosic 
fiber  (50%  cotton — 50%  viscose  rayon),  cotton,  and  viscose 
rayon. 

INSPECTION  AND  TEST :  The  above  materials,  pro¬ 
tected  with  Flamefoe  WP,  were  tested  by  the  Better  Fabrics 
Testing  Bureau  (Report  Nos.  1942  and  2134)  and  met  the 
requirements  of  the  Flameproofing  Rules  of  the  Board. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Flamefoe  WP  under  the  provisions 
of  the  Flameproofing  Rules  of  the  Board  on  condition  that 
it  be  used  for  the  materials  listed  above.  The  containers  for 
Flamefoe  WP  shall  be  permanently  labeled :  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  14-71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

33-46-SA 

APPLICANT — Industrial  Oven  Division  of  Stebbins  En¬ 
gineering  Co.,  owner. 
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SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  4/30/46.  Product:  Stebbins  Indirect  Gas 
Fired  Air  System,  Type  A,  B,  and  E. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited;  and 

Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  ad¬ 
dress”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

49-46-SM 

APPLICANT — Heat  Transfer  Products  Inc.,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  3/19/46.  Product:  HTP  275  Gallon  Fuel 
Oil  Storage  Tank. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited ;  and 
Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding 
address”. 

Resolved ,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

76-46-SM 

APPLICANT — Giant  Portland  Cement  Company,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  5/6/52.  Product :  Giant  Portland  Cement, 
Types. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 


Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


252-46-SM 

APPLICANT — Unshako  Self  Locking  Nut  Corporation, 
owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  7/15/47.  Product:  Unshako  Self  Locking 
Nut. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited ;  and 

Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding 
address”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


323-46-SM 

APPLICANT — Bethlehem  Industrial  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval  dated,  July  9,  1946.  Product:  Kwicklean  Trap 
(“P”  trap  with  cleanout.) 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  cited ;  and 

Whereas,  as  one  of  the  conditions  of  approval  was  the 
requirement  of  filing  an  annual  affidavit  effective  date  being 
the  date  of  approval ;  and 

Whereas,  the  date  of  filing  of  the  affidavit  for  this  ap¬ 
proval  was  July  1968/1969/1970;  and 

Whereas,  the  applicant  has  not  filed  the  required  affida¬ 
vit  within  the  specified  period ;  and 

Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  ad¬ 
dress”  ;  and 

Whereas,  a  fourteen  day  notice  of  this  hearing  has  been 
mailed  to  the  applicant. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


331) 


MINUTES 


439-46-SM 

APPLICANT — Grenby  Manufacturing  Company,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  5/27/47.  Product:  Grenby  Hygienic  Toilet 
Seat. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited ;  and 
Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  ad¬ 
dress”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

505-46-SM 

APPLICANT — Prestigiacomo  Company,  Inc.,  owner. 
SUBJECT :  Application  for  consideration  to  revoke  ap¬ 
proval,  dated  4/29/47.  Product:  Concrete  Units  (cement 
blocks  and  cinder  blocks.) 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker. 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited ;  and  , 
Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding 
address”. 

Resolved ,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

567-46-SM 

APPLICANT — The  DeNoyelles  Brick  Company,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  5/27/47.  Product:  DeNoyelles  Concrete 
Face  Brick. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker. 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative : 


THE  RESOLUTION— 

.  Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited;  and 

Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  ad¬ 
dress”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


740-46-SM 

APPLICANT — Elevator  Entrances,  Inc.,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  3/25/47.  Product:  3  hour  fire  test  Hollow 
Metal  Door. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  o 

THE  RESOLUTION— 


Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited;  and 

Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  ad¬ 
dress”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


748-46-SM 

APPLICANT — Staten  Island  Block  Company,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  7/15/47.  Product:  Staten  Island  Block  Co., 
Cinder  and  Cement  Block. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker. 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  . . .  o 

THE  RESOLUTION— 


Whereas,  the  Board  has  attempted  to  reach  this  appli¬ 
cant  in  order  to  verify  that  the  material  was  being  manu¬ 
factured  in  accordance  with  the  resolution  above  cited;  and 
Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding 
address”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend- 
0  ments  thereof. 
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767-46-SM 

APPLICANT— Ideal  Cinder  &  Cement  Block  Company, 
owner. 

SUBJECT— Application  for  consideration  to  revoke  ap¬ 
proval,  dated  7/1/47.  Product:  Ideal  Cinder  and  Cement 
Blocks. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Approval  revoked. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited ;  and 

Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  ad¬ 
dress”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


914-46-SA 

APPLICANT — Harvey-Whipple  Inc.,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  7/22/47.  Product :  Master  Kraft  Oil  Burner 
and  Sun  Blaze  Boiler  Units,  various  models. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited ;  and 

Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  ad¬ 
dress”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


1033-46-SM 

APPLICANT — D.  T.  Welding  Service,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  3/25/47.  Product:  Welding  Service  275 
Gal.  Fuel  Oil  Storage  Tank. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein,  Commissioner  Madigan  and  ^ 

Commissioner  Nolan  .  ~ 

Negative  .  ^ 

THE  RESOLUTION : 

W hereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited ;  and 

Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown  ’  and  no  forwarding 
address”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


1066-46-SM 

APPLICANT— Tavolacci  &  Cernigilia  for  Builders  Block 
Block  Co.,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  5/27/47.  Product :  Builders  Block  Co. 
(concrete  blocks.) 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

N  egative  :  .  0 

THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited ;  and 

Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  address”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


132-70-SA 

APPLICANT — Bettcher  Manufacturing  Corp. 

SUBJECT — Panelbloc  Tampered  Air  Heaters,  withdrawal. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  ivithdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


560-60-SM 

APPLICANT — Narragansett  Industries,  Inc. 

SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 
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THE  VOTE— 

Affirmative :  Chairman  Galvin,  V  ice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative :  . 


571-61-SM 

APPLICANT  F  and  S  Wrought  Iron  Manufacturing 
Corp. 

SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  .  .  n 


893-64-SA 

APPLICANT  Norge,  Division  of  Borg-WArner  Corp. 
SUBJECT— Norge  or  B-W,  Models  AWE-5012,  5013  and 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  without  date. 


488-70-SA 


APPLICANT  Sheila  Hardy  and  the  DeVilbiss  Company 
owner;  William  H.  White,  Jr.,  agent. 

SUBJECT— Application  August  25,  1970— Dispo  Spray 
Booths,  approval  of. 


APPEARANCES— 

For  Applicant:  None. 

— Lmd  over  to  April  6,  1971  at  2 
P.M.,  for  continued  hearing. 


4233-BZY — Vol.  VIII 

ACTION  OF  BOARD— Laid  over  to  April  27,  1971,  at  2 
r.M.,  tor  continued  hearing.  Previously  inspected. 

537-65-A  - - 


APPLICANT — Elliot  Saltzman  for  Abe  Maibach,  owner. 
SUBJECT  Application  for  consideration — reopening  fo 
amendment  of  resolution— decision  of  the  Borough  Super 
mtendent;  previously  granted  on  condition  re-  zonin' 
matter.  ! 

pREMIsES  AFFECTED — 1232-1256  East  80th  Street,  36 
46  Paerdegat  8  Street  and  35-45  Paerdegat  9  Street 
Lot  3f  (formerly  35-45  Paerdegat  9  Street 

T  !!"ic  Street,  northwest  corner,  Block  8058 

Lots  35,  38  and  40)  Borough  of  Brooklyn. 

appearances— 

For  Applicant:  Elliot  Saltzman. 

ACTION  OF  BOARD— Application  reopened  and  resolu 
tion  amended. 


THE  VOTE— 


Affirmative:  Chairman 
Commissioner  Klein, 
Commissioner  Nolan 
Negative :  . 


Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and 


5 

0 


THE  RESOLUTION— 

Whereas  this  applicant  was  granted  by  the  Board  on 
July  7,  1965,  on  certain  conditions;  and 

\\  hereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  7 
1965,  by  adding  thereto: 

that  the  premises  shall  substantially  conform  to  revised 
drawing  of  proposed  conditions  marked  ‘Received  Feb¬ 
ruary  23,  1971’,  one  sheet,  on  condition  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects.”  (Alt.  1781-70) 


321-70-A 


A?,PI:I9ANT~Dep.artment  of  Buildings,  City  of  New 
York  for  Abe  Maibach,  owner. 


SUBJECT  Application  May  25,  1970 — Revocation  of  Cer¬ 
tificate  of  Occupancy  No.  199,978. 

PREMISES  AFFECTED— 1232  to  1256  East  80th  Street 
north  side,  from  Paerdegat  8th  Street  to  Paerdegat  9th 

^tr!ctAentlIie  bIock’  front  36'46  Paerdegat  8th  Street  and 
35-45  Paerdegat  9th  Street,  Block  8058,  Lot  32,  Borough 
of  Brooklyn. 


APPEARANCES— 

For  Applicant :  Karl  Plofker,  B.  D. 

For  Opposition  :  Elliot  Saltzman. 

ACTION  OF  BOARD— Laid  over  to  April  27,  1971,  at  2 
P.M.  for  progress  report.  Hearing  continued.  Previously 
inspected. 


728-70-A 


ARPLICANT  Buckley  &  Kisseloff  for  Bank  Street  College 
ot  Lducation,  owner. 

SUBJECT— Application  December  8,  1970— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  omission  of  a 
suction  tank  for  the  Fire  Stand  Pipe  System,  Building 


PREMISES  AFFECTED— 604  to  612  West  112th  Street 
south  side,  75  feet  west  of  Broadway,  Block  1894,  Lots  56 
and  58,  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant:  Irving  Kirschenbaum  and  Samuel  T 
Kisseloff. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 

THE  RESOLUTION— 


a  Ra  vt  AS’  Jhe  decision  °f  the  Borough  Superintendent, 
dated  November  6  and  December  1,  1970'  on  Misc.  Applic 
1168-66,  reads: 


Upon  completion  of  installation  of  the  proper  size  con¬ 
nection,  based  on  the  tests  submitted  to  date,  a  tempo¬ 
rary  certificate  of  occupancy  may  be  issued  for  the 
entile  building,  provided  the  applicant  has  submitted 
either : 


1. 

2. 


Acceptable  plans  for  installation  of  the  required 
suction  tank,  or 


-u,v  lucnce  or  tne  mins 


r  J  r‘2“°  01  an  aPPeai  to  the  Board 

or  standards  and  Appeals  from  the  requirements 
of  section  P107.9(b)(2)  of  Reference  Standard 

Ko-lo. 


and 
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Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  6,  1970  and  December  1,  1970,  acting  on 
Misc.,  Applic.,  1168-66  Objection  Nos.  1  and  2,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
qr anted  on  condition  that  the  building  shall  conform  to 
drawings  marked  “Received  December  8,  1970,’  6  sheets  ;  and 
that  all  laws,  rules  and  regulations  shall  be  complied  with. 

80-71-A 

APPLICANT— P.  B.  Mutrie  Motor  Transportation,  Incor¬ 
porated,  owner. 

SUBJECT— Application  February  3,  1971— Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Transportation  of 
Lubricating  Oils. 

APPEARANCES— 

For  Applicant:  Edward  J.  Smith. 

For  Administration :  Capt.  J.  F.  Petraglia,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
January  26,  1971,  reads : 

“This  is  in  reference  to  your  letter  of  September  22nd, 
1970  sent  to  you  concerning  the  position  of  this  Depart¬ 
ment  in  relation  to  vehicles  used  for  the  pick  up  of  and/ 
or  delivery  of  lubricating  oil  within  New  York  City. 
Such  vehicles  are  required  to  comply  with  this  Depart¬ 
ment  Specifications  for  Tank  Trucks.” 

and 

Whereas,  the  application  and  plans  were  inspected  by  a 
committee  of  the  Board  which  recommended  that  the  Ap¬ 
peal  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
January  26,  1971,  be  and  it  hereby  is  modified '  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition,  that  the 
trucks  shall  conform  to  drawings  marked  “Received  Feb¬ 
ruary  3,  1971,”  3  sheets;  on  further  condition  that  the  tank 
trailer  trucks  bearing  serial  numbers  FRUEHAUF  195101- 
195110,  182008-182010,  206401  and  206402,  be  approved  by 
the  Interstate  Commerce  Commission;  that  they  traverse 
the  City  of  New  York  along  a  route  to  be  approved  by  the 
Fire  Commissioner,  between  the  Mobil  Oil  bulk  plant  on 
Kingsland  Avenue,  Brooklyn,  and  the  New  England  Thru¬ 
way  to  the  north  and  the  Gothels  Bridge  to  the  west;  that 
this  appeal  be  granted  for  a  term  of  five  vears ;  and  that  all 
laws,  rules  and  regulations  shall  be  complied  with. 

88-71-A 

APPLICANT — S.  M.  Frank  and  Company,  Incorporated, 
owner. 

SUBJECT — Application  February  17,  1971 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  Flam¬ 
mable  mixtures  known  as  “Medico  Visible  Refill  Butane”, 
Nylon  round  tubes,  net  volume  3.32  fluid  ounces,  with  self 
sealing  valve,  not  in  compliance  with  regulations  of  the 
Administrative  Code. 

APPEARANCES— 

For  Applicant:  Earl  Darwin  and  Donald  H.  Levy. 

For  Administration:  Capt.  J.  F.  Petraglia,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and  _ 

Commissioner  Nolan  .  3 

Negative:  .  ® 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
February  16,  1971,  reads: 

“We  regret  to  inform  you  that  your  application  to  regis¬ 
ter  your  product  ‘Medico  Visible  Refill  Butane  classified 
as  a  flammable  mixture  in  containers  as  follows :  Nylon 
round  tubes,  net  vol.  3.32  fl.  oz.,  with  self  sealing  valve 
is  Disapproved.  Such  containers  are  not  in  compliance 
with  our  regulations  to  wit:  Sec.  C19-59.0c.  Adm.  Code 
City  of  New  York  requires  that  Flammable  Mixtures 
be  packaged  in  glass  or  metal  containers.” 

and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board  and  it  was  determined  that  the  Ap¬ 
peal  be  granted. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
February  16,  1971,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  con¬ 
tainer  comply  with  drawing  marked  “Received  February  17, 
1971,”  one  sheet;  on  further  condition  that  the  label  on  the 
container  be  in  such  style  and  wording  as  is  satisfactory  to 
the  Fire  Commissioner;  and  that  in  all  other  respects,  all 
other  laws,  rules  and  regulations  applicable  shall  be  complied 
with. 

51-71-A 

APPLICANT — Kenneth  H.  Koons  for  Gram  Holding  Cor¬ 
poration,  owner. 

SUBJECT — Application  January  6,  1971 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Sprinkler  System. 
PREMISES  AFFECTED— 1842  to  1846A  Westchester  Av¬ 
enue,  south  side,  25.45  feet  east  of  Theriot  Avenue,  Block 
3766,  Lot  39,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  K.  H.  Koons. 

For  Administration:  Capt.  J.  F.  Petraglia,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Nolan  .  1 


621-70-A 

APPLICANT- — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Grand  Paradise  Company,  Inc. 
SUBJECT — Application  October  15,  1970 — for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 318  to  330  Grand  Street,  119  to 
131  Havemeyer  Street,  southeast  corner,  265  to  271  South 
1st  Street,  Block  2396,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Capt.  J.  F.  Petraglia,  F.  D. 

For  Opposition :  Kenneth  Singer. 

ACTION  OF  BOARD— Laid  over  to  April.  6,  1971,  at  2 
P.M.  at  the  request  of  the  owner.  Hearing  continued. 
Previously  inspected. 


623-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
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OWNER  OF  PREMISES — Howard  Stores  Corporation. 
SUBJECT  Application  October  15,  1970 — for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 82  and  84  Stanton  Street,  north¬ 
east  corner  of  Allen  Street,  Block  417,  Lots  70  and  71 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Capt.  J.  F.  Petraglia,  F.  D. 

For  Opposition:  Morton  Nagan,  B.  D.,  Herbert  Newman 
and  Martin  Fradua,  B.  D. 

ACTION  OF  BOARD — Laid  over  to  April  6,  1971,  at  2 
P.M.  for  continued  hearing  and  progress  report.  Pre¬ 
viously  inspected. 


637-70-A 


APPLICANT — John  J.  Macchia  for  National  Cylinder  Gas, 
Division  of  Chemetron  Corporation,  owner. 

SUBJECT  Application  October  21,  1970 — Appeal  from  an 
order  of  the  Fire  Commissioner  re-  transportation  of  liquid 
oxygen  nitrogen  in  open  vented  trucks. 


APPEARANCES— 


For  Applicant :  Anson  M.  Keller  and  Gerald  F.  Cain 
For .  Administration :  Capt.  J.  F.  Petraglia,  F.  D.  and 
Milton  Fishkin,  Chief  Insp.,  F.  D. 


ACTION  OF  BOARD— Laid  over  to  April  6,  1971,  at  2 
P.M.,  for  decision;  hearing  closed. 


737-70-A 

APPLICANT  Lama  and  Vassalotti  for  The  Brookdale 
Hospital  Center,  Hegeman  Avenue  Housing  Company  in¬ 
corporated,  owner. 

SUBJECT— Application  December  14,  1970— Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Floor  ceiling 
construction. 

PREMISES  AFFECTED — 7  to  9  Hegeman  Avenue,  north¬ 
west  of  Amboy  Street,  Block  3621,  Lot  1,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 


ACTION  OF  BOARD— Laid  over  to  April  20,  1971,  at 
2  P.M.,  at  the  request  of  the  owner.  Previously  inspected. 
Hearing  continued. 

724-70-A 

APPLICANT — Salvator  A.  Caradonna,  Jr.  for  Associated 
World  Travel,  Incorporated,  owner. 

SUBJECT— Application  December  4,  1970— Appeal  from  a 
decision  of  Borough  Superintendent  re-  Occupancy  Multi¬ 
ple  Dwelling,  Dormitories. 

AFFECTED — 38  West  88th  Street,  south  side, 
412  feet  west  of  Central  Park  West,  Block  1202  Lot  49 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Robert  Tesdell. 

ACTION  OF  BOARD — Laid  over  to  March  30,  1971,  at 
2  P.M.,  for  decision;  previously  inspected;  hearing  closed. 

64-7 1-A 

APPLICANT  William  H.  Byrne,  P.  E.  of  Bilbyrne  Cor¬ 
poration  for  Consolidated  Edison  Company  of  New  York 
Incorporated,  owner. 

SUBJECT— Application  January  28,  1971— Appeal  from  a 

S!1°A1n0f  1116  Borough  Superintendent  re-  Installation  of 
300,000  Barrel  L.  N.  G.  Tank. 

PREMISES  AFFECTED — 19  to  39  20th  Avenue,  east 
side,  2,300  feet  north  of  East  River,  Block  850,  Lot  1 
Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  William  H.  Byrne,  John  Campbell,  Ken- 
neth  Glasser,  Joseph  Klapper,  W.  C.  Ross  and  John 
Pier. 

For  Administration :  Capt.  John  F.  Petraglia,  F.  D.,  Asst 
Chief  J.  F.  Connor,  F.  D.,  Chief  Insp.  M.  Fishkin,  F  D 
Joseph  Madigan,  P.  &  T.  and  Galen  Thomas,  E.  D.  X! 
ACTION  OF  BOARD — Laid  over  without  date. 


Adjourned:  5:25  P.M. 


James  P. 


Mulroy, 


Secretary 
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NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  repre¬ 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  hearing 
can  be  entertained  in  view  of  this  publication  and  of  the 
posting  of  the  calendars  on  the  bulletin  board  in  the  offices 
of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will  be 
held  in  abeyance  by  reason  of  failure  of  the  appellant  or 
applicant  to  file  necessary  data,  or  by  any  other  method  of 
delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 
in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  80 
Lafayette  Street,  9th  floor.  Manhattan,  at  five  cents  each- 
add  postage  payment  if  the  forms  are  forwarded  by  mail. 
Purchase  payment  by  postage  stamps  NOT  ACCEPTABLE. 


336 


BULLETIN 


OF  THE 

BOARD  OF  STANDARDS  AND  APPEALS 

OF  THE  CITY  OF  NEW  YORK 


Issued  under  authority  of  Chapter  27,  Section  665  of  the  Charter  of  the  City  of  New  York 
Published  weekly  by  the  Board  of  Standards  and  Appeals  at  its  office.  80  Lafayette  Street,  9th  Floor.  Manhattan, 

New  York,  N.  Y.  10013 


Vol.  LVI 


Subscription 
S25.00  a  year 


April  8,  1971  By  ^ail’  65  cents  (Cash  only) 

Single  Copies,  50  cents 


DIRECTORY 

BOARD  OF  STANDARDS  AND  APPEALS 


No.  14 


CONTENTS 


THOMAS  F.  GALVIN,  Chairman 

b 

,,  or 

W-' 

Samuel  L.  Becker.  Vice  Chairman 

Joseph  B.  Klein 

Francis  V.  Madigan 

Docket. 

William  A.  Nolan 

Notice  of  Hearing  of  Calendar. 

Commissioners. 

r 

Minutes  of  Regular  Meeting,  Tuesday  Morning,  March 

30,  1971,  Affecting  Calendar  Numbers — 

128-68-A 

681-70-BZ 

68-71-B  Z 

491-27-BZ 

687-70-BZ 

210-70-BZ 

524-50-BZ 

699-70-BZ 

700-70-BZ 

Solomon  Sheer,  P.  E.,  Director 

827-55-BZ 

714-70-BZ 

708-70-BZ 

386-65-BZ 

715-70-A 

720-70-BZ 

721-67-BZ 

751-70-BZ 

721-70-A 

Herman  M.  Karson,  R.  A.,  Deputy  Director 

911-68-BZ 

767-70-BZ 

723-70-BZ 

345-69-BZ 

59-71-BZ 

61-71-BZ 

James  P.  Mulroy.  Secretary 

656-69-BZ 

63-71-BZ 

62-71-A 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  March 


30,  1971,  Affecting  Calendar  Numbers — 


70-7 1-A 

610-69-A 

738-70-A 

87-71-A 

611-69-A 

6-71-A 

John  B.  Cincotta,  Chief  Clerk 

89-71-A 

724-70-A 

75-71-A 

669-69-A 

145-71-A 

Warning  Notice. 

Office — 80  Lafayette  Street.  9th  Floor,  Manhattan.  New 
York.  N.  Y.  10013. 

Telephone — 566-5174. 


337 


CALENDAR 


docket 


New  Cases  Filed  up  to  March  30,  1971 

Cal.  No.  Dept.  Premises  Affected 

169-71-A _ B.M. — West  of  Henry  Hudson  Parkway, 

from  135th  Street  to  145th  Street  Block  2101,  Lots  60, 
100,  115,  117,  128,  131,  133,  141,  143,  151,  153  m,  175, 
181  185  191,  195,  201,  205,  400,  Borough  of  Manhattan, 
Department  of  Ports  and  Terminals,  Application  No. 
700586,  re-  egress,  Ml  district. 


170-71-A — F.D. — Sunshine  Coal  and  Fuel  Oil  Com¬ 
pany  Incorporated,  Fire  Department  Letter,  re-  trans¬ 
portation  of  fuel  oil  in  tanks  thru  city  street  not  in 
conformity  with  the  requirements  of  Administrative 

Code. 


17 1- 71- A — B.B. — 202  to  242  41st  Street,  207  to  237  42 
Street  and  4101  to  4123  2nd  Avenue,  Block  717,  Lot  1, 
Borough  of  Brooklyn,  Alt.  No.  2287-69  re-  one  frame 
enlargement,  egress,  fire  alarm  system,  Ml-2  district. 

172- 71-BZ— B.Q.— 80-35  Springfield  Boulevard,  north¬ 
east  corner  of  Grand  Central  Parkway,  Block  7912,  Lot 
2,  Queens  Village,  Borough  of  Queens,  Alt.  No  50-71, 
re-  multiple  dwelling-accessory  parking,  R-3-2  district. 

173- 71-BZ— B.Q.— 224-14  Union  Turnpike,  south  side, 
100.01  feet  east  of  Springfield  Boulevard,  Block  7912  Lot 
30,  Queens  Village,  Borough  of  Queens,  Alt.  No.  51-71, 
re-  proposed  public  parking  lot,  R-3-2  district. 

174- 71-BZ — B.R. — 1139  Hylan  Boulevard,  north  side,  80 
feet  west  of  Allendale  Road,  Block  3227,  Lot  5,  Gras- 
mere,  Borough  of  Richmond,  N.B.  901-70,  re-  proposed 
office’  building  with  accessory  parking  C-2-1  within 
R-2  district. 


175-71-A — F.D. — Packaging  of  combustible  mixture 
known  as  DuPont  Gas  Booster  in  8  fluid  ounce  cylin¬ 
drical  metal  sealed  containers  not  in  compliance  with  the 
regulations  of  the  Administrative  Code. 


176-71-SM — Smith  Filter  Corporation,  Steel  aluminum 
filters  for  kitchen  exhaust  hoods  steel/smith,  manufac¬ 
tured  by  Smith  Filter  Corporation,  Material. 


177-71-SM— Smith  Filter  Corporation,  aluminum  steel 
filters  for  air  conditioning,  heating  standard,  thrift-aire, 
steel/smith,  Perm-A-Steel,  manufactured  by  Smith 
Filter  Corporation,  Material. 


178-71-A — F.D.— 17  Lexington  Avenue,  southeast  corner 
of  Twenty-third  Street,  Block  878,  Lot  20,  Borough  of 
Manhattan,  F.D.  Order  No.  69-2473,  re-  storage  of 
granular  calcium  hypochlorite. 


179-71-A — B.B. — 211  Clinton  Street,  east  side,  33.6  feet 
north  of  Amity  Street,  Block  292,  Lot  2,  Borough  of 
Brooklyn,  Alt.  No.  991-70,  re-  egress,  R6  district. 


180-71-BZ — B.B.— 918  62nd  Street,  south  side,  140  feet 
east  of  9th  Avenue,  Block  5729,  Lot  14,  Borough  of 
Brooklyn,  N.B.  207-70,  re-  proposed  two  family  resi¬ 
dence,  Ml-1  district. 


181-71-A — F.D. — 1-50  55th  Avenue,  southwest  corner 
of  2nd  Street,  Block  1  and  1,  Lots  1,  11,  Long  Island 
City,  Borough  of  Queens,  F.D.  Order  No.  W800386,  re¬ 
storage  of  4,000  gallon  tanks,  not  in  compliance  with 
the  regulations  of  the  Administrative  Code. 


182-71-SM— Artistic  Creations  Incorporated,  Flame 
Proof  Polyethylene  used  in  the  following  forms:  Can. 
Spruce,  Cedar,  Hemlock,  Balsam,  manufactured  by 
Artistic  Creations  Incorporated,  Material. 


183- 71- A — B.R.— 45  Gorge  Road,  Block  866,  Lot  501, 
Dongan  Hills,  Borough  of  Richmond,  N.B.  1750-65,  re¬ 
building  not  fronting  on  a  legal  street,  General  City  Law. 

184- 71-A— B.M. — 90  Trinity  Place,  southwest  corner  of 
Thames  Street,  Block  51,  Lot  15,  Borough  of  Manhattan, 
N.B.  58-69,  re-  connecting  bridge  between  school  build¬ 
ing,  C5-5  district. 


185-7 1-BZ — B.M. — 888  Lexington  Avenue,  southwest 
corner  of  East  66th  Street,  Block  1400,  Lot  58,  Borough 
of  Manhattan,  Alt.  No.  890-70,  re-  proposed  extension 
of  funeral  establishment,  Cl-9  district. 


186-71-A — B.M. — 888  Lexington  Avenue,  southwest 
corner  of  East  66th  Street,  Block  1400,  Lot  58,  Borough 
of  Manhattan,  Alt.  No.  890-70,  re-  egress,  Cl-9  district. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M.— Department  of  Buildings,  Manhattan; 
B.O. — Department  of  Buildings,  Queens;  B.R.  ^Department  of  iiuild- 
ings,  Richmond;  B.Bx.- — Department  of  Buildings,  Bronx;  xi.D.— 
Health  Department;  F.D.— Fire  Department. 


APRIL  20,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning,  April  20,  1971,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 

following  matters : 

651-60-BZ 

APPLICANT— Max  Siegel  Associates  for  Briar  Hill 
Apartments,  Inc.,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  March  7;  1971 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  for  a  period  of  ten  years,  permitting  in  a  residence 
use  district,  the  conversion  of  one  apartment  on  the  cellar 
floor  of  an  existing  multiple  dwelling  for  a  valet  service, 
such  as  pick-up,  mending  and  pressing,  without  cleaning 
service,  as  an  accessory  to  the  380  family  development. 

PREMISES  AFFECTED— 600  West  246th  Street,  south 
side,  285.8  feet  east  of  Independence  Avenue,  Block  3418, 
Lot  825,  Borough  of  The  Bronx. 

539-56-BZ 

APPLICANT— Norman  Riffman  for  Marino  Guilianelli  and 
Fiorina  Guilianelli,  owners. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expires  October  10, 
1972  and  reopening  for  amendment — decision  of  the  Bor¬ 
ough  Superintendent ;  previously  granted  on  condition, 
under  Sections  7e  and  21  of  the  Zoning  Resolution,  permit¬ 
ting  in  a  residence  use  district,  the  change  of  use  of  an 
existing  building  from  a  public  garage  to  wine  bottling  and 
storage  of  finished  products. 

PREMISES  AFFECTED— 318-320  54th  Street,  southeast 
corner  of  3rd  Avenue,  Block  822,  Lot  11,  (formerly  Lots 
11  and  13),  Borough  of  Brooklyn. 


705-68-BZ 

APPLICANT — Charles  M.  Spindler  for  Edna  A.  Knapp  and 
Charles  H.  Knapp,  owners. 
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SUBJECT  Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  time 
to  complete  and  reopening  for  extension  of  term  of  variance 
which  expired  January  17,  1971 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition,  under 
Section  11-412  of  the  Zoning  Resolution,  in  an  RS  district 
the  enlargement  of  area  of  a  public  parking  lot. 

PI?SMaI!?S  AFFECTED — 88-14  to  88-22  (88-22  official) 
18-nd  Street  west  side  128.02  feet  south  of  Hillside  Ave- 

Qifeens00^  P°tS  ^ ^  ancl  Jama^ca,  Borough  of 


695-70-BZ  - 

AownerCANT~M'  Martin  Flkind  for  Vincent  Gianelli, 

SUBJECT— Apphcatipn  November  20,  197(L-decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R2  district,  the  con¬ 
version  of  three  retail  stores  to  apartments  that  creates 
non-compliance  in  floor  area  ratio,  open  space  ratio  and 
lot  area  per  room. 

^Ifofh^P^r209-15  10  209-19  91st  Avenue> 

« "  u  , 10tk  Streeb  northwest  corner,  Block  10558,  Lot 
o»,  Hollis,  Borough  of  Queens. 

Laid  oyer  from  March  16,  1971,  for  hearing  at  the 
request  of  the  Community  Board.  g  * 


742-70-BZ  - - - 

cr^o^^ANT~HeCt0r  Ferreras  for  Pat  Fnsco,  owner. 

Pnrn,iVPPl'C(atioJn  December  14,  1970-decision  of  the 
Borough  Superintendent,  under  Sections  72-01  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-1  district  the 

of  an  au,omoti'-e  && 
PneErM„IfS  Bav  Stre"-  -^west  cor- 

B7™gh  rf  Rich!; Advenue' B,ock  2836- Lot  1<5-  cm°* 

request  h“ri"«  *he 


767-70-BZ  - - 

ACPLS„TL“°errt0n  S'  Cah"  f°r  &  H-  ^ 

Resolution,  to  permit  in  a  C8-1  and  R5  district  the  ex- 
tension  of  an  existing  automotive  storage  and  repair  shop 
into  the  residence  portion  of  the  building  P 

P^^ISE,S  AFpFCTED — 127-25  Metropolitan  Avenue 
northwest  corner  of  129th  Street,  Block  9249,  Lot  52 
Richmond  Hill,  Borough  of  Queens. 

Laid  over  from  March  30,  1971,  for  continued  hearing 
at  the  request  of  the  Local  Community  Board. 


745-70-BZ 

APPLICANT — Frederick  Goldberg  for  F.  V.  Realty  Cor¬ 
poration,  owmer. 

SUBJECT— Application  December  17,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -2  district,  on  a  plot  pre¬ 
viously  before  the  Board  and  occupied  as  an  auto  repair 
shop  and  parking,  the  erection  of  a  one  storv  building  as 
an  automobile  laundry. 

PREMISES  AFFECTED— 951  Soundview  Avenue,  south- 
MSThCe0Bron0xf  Banyer  BI°Ck  3661’  Lot  16'  Borou^h 


42-71-BZ 

AcPH9ANT—Vit0  J-  Tricarico  for  Animal  Hospital  of 
Brooklyn,  owner. 

SUBJECT— Application  January  14,  1971— decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-63 
of  the  Zoning  Resolution,  to  permit  in  a  C2-2  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  animal 
hospital  that  increases  the  degree  of  non-conformity. 

PREMISESAFFECTED-2270  Flatbush  Avenue  and  4215 
to  4223  A  ulmore  Avenue,  northwest  corner,  Block  8486 
Lot  1,  Borough  of  Brooklyn. 


46-71-BZ  - - - 

Ar5Pj,1EAlslJ  Charles  M.  Spindler  for  Aquatic  Club  of 
-Linaenwooa,  owner. 

SUBJECT— Application  January  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  one  story  building  for  use  as  a  bank  with  accessory  park¬ 
ing  in  the  open  area. 

PREMISES  AFFECTED — 82-04  153rd  Avenue,  south  side 
from  82nd  Street  to  83rd  Street,  Block  11444,  Lot  25 
Lindenwood,  Borough  of  Queens 


48-71-BZ - 

APPL1CANT-Le°nard  Lifschitz  of  Walzer,  Lifschitz  and 
essler  for  Patrick  and  Catherine  Consalvas,  owner. 

SUBJECT— Application  January  20,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  enlargement 
of  an  existing  dwelling  that  encroaches  on  the  required 
tront  yard. 

PREMISES  AFFECTED — 9324  Glenwood  Road,  south- 
west  corner  of  East  94th  Street,  Block  8181,  Lot  43,  Bor¬ 
ough  of  Brooklyn. 


71-71-BZ  - 

APPLICANT— Joseph  Pell  Lombardi  for  John  Wolfson 
owner;  Joseph  Pell  Lombardi,  lessee. 

SUBJECT— Application  February  3,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-2  district,  the  conver- 
offices  311  6XIStlng  three  story  and  basement  building  to 

East  38th  street- 

side  i 53.6  [eet  west  of  Lexington  Avenue,  Block  893,  Lot 
79,  Borough  of  Manhattan. 


98-71-BZ - 

ApPiLKICAN-T~DHar0ld  W einberg  for  Mesivta  Yeshiva 
Kabbi  Chaim  Berlin,  owner. 

SUBJECT— Application  February  19,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-1  and  R4  district  the 
erection  of  a  one  story  and  cellar  school  that  encroaches 
on  the  required  front  and  side  yards. 

PREMIES  AFFECTED — 1423  East  95th  Street,  east  side, 
f  Bet  kl°UtH  °f  Avenue  L’  BIock  8260’  Lot  32>  Borough 


545-70-BZ  - 

APPLICANT— Edwin  Storch  for  Queens  Stewart  Con- 
struction  Corporation,  owner. 

SUBJECT— Application  September  15,  1970— decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso- 
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lution,  to  permit  in  an  R5  district,  the  erection  of  a  three 
story  two  family  dwelling  that  encroaches  on  the  required 
side  yard  and  has  less  than  the  required  open  space  ratio. 
PREMISES  AFFECTED  34-37  59th  Street  east  side, 
178.80  feet  south  of  Broadway,  Block  1198,  Lot  23,  Wood- 
side,  Borough  of  Queens. 

Laid  over  from  March  16,  1971,  for  continued  hearing. 


63-71-BZ 

\PPI  I  CANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Sheldon  H.  Solow,  owner,  d/b/a  Solovieff 
Realty  Company. 

SUBECT— Application  January  26,  1 971— decision  of  the 
Borough  Superintendent  under  Section  73-20  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-9  and  R8  district  m  a 
proposed  45  story  building  previously  before  the  Board, 
the  installation  of  an  additional  theatre. 

PREMISES  AFFECTED — 1261  to  1281  2nd  Avenue ,  251 
East  66th  Street,  northwest  corner  and  222  to  250  Dast 
67th  Street,  Block  1421,  Lot  21,  Borough  oi  Manhattan. 
Laid  over  from  March  30,  1971  for  continued  hearing. 


699-70-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Phillip  Pepper, 
owner. 

SUBJECT — Application  November  18,  1970 — Decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  one  story  building  for  use  as  a  store  with  accessory 
parking  in  the  open  area. 

PREMISES  AFFECTED— 2940  Cropsey  Avenue,  north¬ 
west  corner  of  Bay  53rd  Street,  Block  6949,  Lot  37,  Bor¬ 
ough  of  Brooklyn. 

Hearing  closed. 

THOMAS  F.  GALVIN,  Chairman 


APRIL  20,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  April  20,  1971,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 

506-70-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— United  House  of  Prayer. 
SUBJECT— Application  September  8,  1970  for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 2310-2322  Eighth  Avenue,  east 
side  of  Eighth  Avenue,  between  West  124th  Street  and 
West  125th  Street,  271  West  124th  Street  and  272-280 
West  125th  Street,  Block  1930,  Lot  1,  Borough  of  Man¬ 
hattan. 


441-70-A 

APPLICANT— Paul,  Weiss,  Goldberg,  Rifkind,  Wharton 
and  Garrison  for  Amway  Corporation,  owner. 

SUBJECT— Application  August  17,  1970— Appeal  from  Fire 
Department  regulations  re-  Pressurized  Products. 


737-70-A 

APPLICANT— Lama  and  Vassalotti  for  The  Brookdale 
Hospital  Center,  Hegeman  Avenue  Housing  Company  In¬ 
corporated,  owner. 


SUBJECT — Application  December  14,  1970 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Floor  ceiling 
construction. 

PREMISES  AFFECTED— 7  to  9  Hegeman  Avenue,  north¬ 
west  of  Amboy  Street,  Block  3621,  Lot  1,  Borough  of 
Brooklyn. 


610-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUB  TECT— Application  October  22,  1969— Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 78  Brook  Avenue,  west  side. 
476.36  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  92, 


61 1-69- A 

APPLICANT— Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT— Application  October  22,  1969— Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 82  Brook  Avenue  west  side, 
552.32  feet  south  of  Hylan  Boulevard,  Block  4/28,  Lot  98, 
Oakwood,  Borough  of  Richmond. 


738-70-A 

APPLICANT— Arthur  J.  McGee  and  Joseph  P.  Morsel- 
lino  for  Lew  Morris  Demolition  Company,  Incorporated, 
owner;  Pfaltz  and  Bauer,  Incorporated,  lessee. 

SUBJECT— Application  December  15,  1970— appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Chemical  Supply 
House,  and  sprinkler  system. 

PREMISES  AFFECTED— 31-20  College  Point  Causeway, 
southwest  corner  of  128th  Street,  Block  4383,  Lot  5,  Flush- 
ing,  Borough  of  Queens. 


92-71-A 

APPLICANT— Louis  B.  Santangelo  for  Hector  Wanves- 
traut,  owner. 

SUB  TECT — Application  February  18,  1971 — filed  pursuant 
to  Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED— 438  West  259th  Street,  south 
side,  215  feet  west  of  Liebig  Avenue,  Block  5862,  Lot  42, 
Borough  of  The  Bronx. 


93-71-A 

APPLICANT — Louis  B.  Santangelo  for  Gaetano  Wanves- 
traut,  owner. 

SUBJECT — Application  February  18,  1971 — filed  pursuant 
to  Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED— 440  West  259th  Street,  south 
side,  185  feet  east  of  Riverdale  Avenue,  Block  5863,  Lot 
141,  Borough  of  The  Bronx. 


96-71-A 

APPLICANT— Atkin  and  Bassolino  for  Hunts  Point  Multi- 
Service  Center  Corporation,  owner. 

SUB  TECT — Application  February  9.  1971 — Interpretation 
Section  22-14  of  the  Zoning  Resolution  re-  non  profit  Insti¬ 
tution. 
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PREMISES  AFFECTED — 661  Cauldwell  Avenue,  west 
side,  299.81  feet  north  of  Westchester  Avenue,  Block  2624 
Lot  75,  Borough  of  The  Bronx. 


103-71-A  - - 

APPLICANT  Philip  P.  Agusta  for  Diego  Di  Simone 
owner.  ’ 

SUBJECT— Application  February  23,  1971— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Change  of 
occupancy  and  exterior  wall. 

PREMISES  AFFECTED — 18-17  Woodbine  Street,  west 
side,  139.45  feet  north  of  Seneca  Avenue,  Block  3458,  Lot 
41,  Ridgewood,  Borough  of  Queens. 

145-71-A 

APPLICANT— Cunningham  and  Naming  for  Greater 
New  York  Equipment  Association,  Incorporated,  owner. 

SUBJECT  Application  March  10,  19/1 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  load  moment 
device.  (Use  of  Cranes) 

THOMAS  F.  GALVIN,  Chairman 


SUBJEC1  Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  April  10  1971 
—decision  of  the  Borough  Superintendent;  previously 
planted  on  condition,  under  Sections  7f  and  7i  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  retail  use  district,  the  erec- 
washiW  I^^ln.tfen?nce  of  ' a  gasoline  service  station,  auto 

accessory  sa,es  and  minor 

PREMISES  AFFECTED — 239-11  to  239-19  Jamaica  Ave¬ 
nue  northwest  corner  of  240th  Street,  Block  8001  Lot  I 
Bellerose,  Borough  of  Queens. 


-Albert  Melniker  for  Athena  Baxivanis, 


740-70-BZ 

applicant- 

owner. 

SUBJECT— Applicadon  December  15,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon- 
ng  Resolution,  to  permit  in  an  R3-2  district,  the  mainte- 

gSwn0offa-nsite.en  S  f°r  ^  Sak  °f  agricultural  Products 

P^M90S7Eo?  AFFECTED — 2100  Richmond  Avenue  west 

RnH  u  l  fpet  n0rt,h  °A  D.raper  FUce,  Block  2100,  Lot  525, 
Bulls  Head,  Borough  of  Richmond. 


APRIL  22,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
1  hursday  morning,  April  22,  1971,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  fol¬ 
lowing  matters : 

135-70-A 

APPLICANT  Penn  Central  Transportation  Company  for 
Pennsylvania  Tunnel  and  Terminal  Railroad  Company 
owner.  ’ 

SUBJECT— Application  March  12,  1970— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  stand¬ 
pipe  system,  extinguishers. 

PREMISES  AFFECTED — 28th  Street  from  Borden  Ave¬ 
nue  to  54th  Street,  Long  Island  City,  Borough  of  Queens. 

THOMAS  F.  GALVIN,  Chairman 


APRIL  27,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
l  uesday  morning,  April  27,  1971,  at  10  o'clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

496-53-BZ 

APPLICANT— Douglas  F.  Herrlin  for  Lloyd  Realty  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  May  25,  1969— decision  of 
the  Borough  Superintendent ;  previously  granted  on  condi¬ 
tion,  under  Section  7e  of  the  Zoning  Resolution,  permitting 
m  a  residence  use  district  the  use  of  cellar  and  basement 
as  a  clinical  laboratory  in  existing  building  used  as  a 
doctor’s  office  and  multiple  dwelling. 

PREMISES  AFFECTED — 39  East  63rd  Street,  north  side, 
421  ieet  east  ot  Madison  Avenue,  Block  1378,  Lot  30,  Bor¬ 
ough  of  Manhattan. 


2-71-BZ  - 

AownerCANT~Fred  L'  Liebmann  for  Torston  Forsberg, 

SUBJECT— Application  January  5,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon- 

ofga  two  slo°rv  in  a  MF1  Strict,  the  erection 

accessorv  nffiZ  foJ  U,Se  as  a  truck  terminal  with 

encroarhP,  ffi  il  h  “ds  the  Permitted  floor  area  ratio, 

?e,ShepSaAlnte  ^  ^  ***  haS  'eSS  th“ 

Uo  JVJVitTPTVU  VAi  Vth  Avenue-  southwest 
corner  of  183id  Street,  Block  13411,  Lots  16,  18  20  22  25 

29  and  31,  Jamaica,  Borough  of  Queens  ’  ’ 


50-71-BZ  - 

APPLICANT— Larry  Meltzer  for  6401  to  6407  4th  Avenue 
Corporation,  owner.  e 

S  Pn^,C?TApP^Cati^n  January  12,  1971-decision  of  the 
Borough  Supenntendent,  under  Sections  72-21  and  73-?12 

°*  de+  r!-ng  ResoIution>  to  permit  in  a  C2-3  district,  the 
econstruction  of  an  automotive  service  station  with  acces¬ 
sory  uses  previously  before  the  Board. 

P  4^ISang  ^J'?ECTED_T6401  to  6407  4th  Avenue  and 
40-  to  408  64th  Street,  southeast  corner,  Block  5818,  Lot  5 
Borough  of  Brooklyn. 


69-71-BZ 


APPLICANT — Norman  L.  Reiffman  for  County  Associate 
Incorporated,  owner. 


SUB  TECT— Application  February  2,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  addition 
to  the  uses  of  an  existing  private  club  with  accessory  uses 
to  include  dancing  and  entertainment. 


PREMISES  AFFECTED— 89-00 
corner  of  89th  Street,  Block  1084 
Borough  of  Queens. 


23rd  Avenue,  southeast 
,  Lot  1,  Jackson  Heights, 


81-71-BZ 


292-55-BZ  ’ 

APPLICANT— Millard  Bresin  for  240th  Jamaica  Realty 
Lorporation,  owner. 


APPLICANT  David  Blinder  for  Shellbank  Jewish  Center 
Incorporated,  owner. 

SUBJECT— Application  February  9,  1971— Appeal  from  a 
decision  of  the  Borough  Superintendent,  under  Section 
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72-21  of  the  Zoning  Resolution,  to  permit  in  a  C1--  dis¬ 
trict  the  installation  of  an  accessory  recreation  area  and 
swimming  pool  for  an  existing  synagogue  and  school. 

PREMISES  AFFECTED — 2124  Bragg  Street,  west  side, 
180  feet  south  of  Avenue  U,  Block  7368,  Lots  15  and  16, 
Borough  of  Brooklyn. 


84-71-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT— Application  February  11,  1971rr decision  of  the 
Borough  Superintendent,  under  Sections  73-ll(g)  and  76- 
65  of  the  Zoning  Resolution,  to  permit  in  an  R3-2  district, 
the  enlargement  in  area  of  the  third  floor  of  an  existing 
three  story  telephone  exchange  that  increases  the  degree 
of  non-compliance  in  floor  area  ratio,  open  space  ratio 
and  height  of  the  front  wall. 

PREMISES  AFFECTED  5515  Avenue  I  1057  to  1081 
East  55th  Street,  northeast  corner,  and  1018  to  1040  East 
56th  Street,  Block  7759,  Lot  1,  Borough  of  Brooklyn. 


765-70-BZ 

APPLICANT — Morton  S.  Cahn  for  Apostolos  Moutop- 
oulos,  owner.  ,  . 

SUBJECT— Application  December  31,  1970— decision  of 
the  Borough  Superintendent  under  Section  666,  of :  the 
New  York  City  Charter  and  Sections  72-21  and  /3-6_  ot 
the  Zoning  Resolution,  to  permit  in  an  R4  district,  the  en¬ 
largement  in  area  of  the  second  floor  and  garage  of  an 
existing  one  family  dwelling  that  increases  the  degree  ot 
non  compliance  on  the  front  yard. 

PREMISES  AFFECTED-57-65  75th  Street,  east  side, 
117.99  feet  north  of  58th  Avenue,  Block  2814,  Lot  93,  Elm¬ 
hurst,  Borough  of  Queens. 


PREMISES  AFFECTED— 140-02  to  140-10  183rd  Street, 
182-08  to  182-26  140th  Avenue,  southwest  corner,  Block 
13040,  Lot  1,  Springfield  Gardens,  Borough  of  Queens. 
Laid’  over  from  March  30,  1971,  at  the  request  of 
Community  Board,  for  continued  hearing. 


751-70-BZ 

APPLICANT — Andrew  Di  Camillo  for  Endy  Anderson, 
owner;  New  York  Telephone  Company,  lessee. 

SUBJECT— Application  December  21,  1970— decision  of 

the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C4-2  and  C8-1  district, 
the  erection  of  a  five  story  garage  and  office  building  that 
exceeds  the  permitted  floor  area  ratio  and  has  less  than 
the  required  accessory  parking. 

PREMISES  AFFECTED— 409  to  425  89th  Street,  north 
side,  53.3  feet  East  of  4th  Avenue,  Block  6065,  Lots  43,  46, 
47,  49,  50,  Borough  of  Brooklyn. 

Hearing  closed. 

THOMAS  F.  GALVIN,  Chairman 


APRIL  27,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  April  27,  1971,  at  2  o'clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 

60-71-SA 

APPLICANT  —  Ametek,  Inc.,  owner  —  Dry  cleaning 
machines. 


554-70-BZ 

APPLICANT — Lichtner  Associates  for  Michaelson  Realty 
Corporation,  owner. 

SUBJECT— Application  September  17.  1970— decision  of 
the  Borough  Superintendent,  under  Section  72--1  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the  erec¬ 
tion  of  a  one  story  enlargement  to  an  existing  store  and 
residence  building  and  the  change  in  occupancy  to  toy  store 
with  accessory  storage. 

PREMISES  AFFECTED— 289  to  295  Beach  14th  Street, 
west  side,  52.21  feet  south  of  New  Haven  Avenue,  Block 
15625,  Lot  46,  Far  Rockaway,  Borough  of  Queens. 

Laid  over  from  March  16,  1971,  for  continued  hearing 

at  the  request  of  the  Community  Board. 


555-70-A 

APPLICANT— Lichtner  Associates  for  Michaelson  Realty 
Corporation,  owner. 

SUBJECT— Appeal  from  an  Administrative  decision  re- 
Class  4  construction,  tabular  limits. 

PREMISES  AFFECTED— 289  to  295  Beach  14th  Street, 
west  side,  52.21  feet  south  of  New  Haven  Avenue,  Block 
15625,  Lot  46,  Far  Rockaway,  Borough  of  Queens. 

681-70-BZ 

APPLICANT— New  York  Telephone  Company,  owner. 

SUBJECT— Application  November  12,  1970— decision  of  the 
Borough  Superintendent,  under  Sections  73-14  and  73-65  of 
the  Zoning  Resolution,  to  permit  in  an  R3-2  district,  the 
erection  of  a  fourth  and  fifth  floor  to  an  existing  telephone 
exchange  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio,  open  space  ratio,  front  yard,  side  yard  and 
sky  exposure  plane. 


85-71-SM 

APPLICANT  —  Celotex  Corporation,  owner  —  Display 
board. 


97-71-SA 

APPLICANT — The  Star  Sprinkler  Corporation,  owner 
— Valves. 

107-71-SA 

APPLICANT— ARA  Services,  Inc.,  owner— Vending 

machine. 


113-71-SM 

APPLICANT— United  States  Steel  Corporation,  owner 
—One  hour  fire  resistant  exterior  panel. 


686-69-A 

APPLICANT— Allen  A.  Sylvane  for  Bess  Kane,  owner; 
Rubin  Engelson,  lessee. 

SUBJECT — Application  November  20,  1969 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 137  Hudson  Street,  west  side. 
28  feet  north  of  Beach  Street,  Block  214,  Lot  24,  Borough 


321-70-A 

APPLICANT — Department  of  Buildings,  City  of  New  York 
for  Abe  Maibach,  owner. 
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SUBJECT— Application  May  25,  1970— revocation  of  Cer¬ 
tificate  of  Occupancy  No.  199,978. 

PREMISES  AFFECTED — 1232  to  1256  East  80th  Street, 
north  side,  from  Paerdegat  8th  Street  to  Paerdegat  9th 
Sn  eet,  entii  e  block  front  36-46  Paerdegat  8th  Street  and 
35-45  Paerdegat  9th  Street,  Block  8058,  Lot  32,  Borough 
of  Brooklyn. 


75-71-A 

APPLICANT  Union  Carbide  Corporation,  owner. 
SUBJECT— Application  February  4,  1971— Review  of  a 
decision  of  the  Fire  Commissioner  re-  Linde  Oxveen 
Walker  System. 


64-71-A 

APPLICANT  William  H.  Byrne  of  Bilbyrne  Corporation 
for  Consolidated  Edison  Company  of  New  York  Incorpo¬ 
rated,  owner. 

SUBJECT  Application  January  28,  1971 — Appeal  from  a 
decision  of  the  Fire  Commissioner  and  Department  of 
Ports  and  Terminals  re-  Installation  of  300,000  Barrel 
L.  N.  G.  Tank. 

PREMISES  AFFECTED — 19  to  39  20th  Avenue,  east 
side,  2,300  feet  north  of  East  River,  Block  850,  Lot  1, 
Long  Island  City,  Borough  of  Queens. 

THOMAS  F.  GALVIN,  Chairman 


450-69-A  ' 

APPLICANT— L.  Pulvermacher  and  Brothers,  Incorpo¬ 
rated  for  Broadway  Leonard  Company,  owner,  L.  Pulver¬ 
macher  and  Brothers,  Incorporated,  lessee. 

SUBJECT  -Application  January  3,  1969 — from  an  order 
and  a  decision  of  the  Fire  Commissioner  Re-  sprinkler 
system. 

PREMISES  AFFECTED — 350  Broadway,  103  to  105 
Leonard  Street,  northeast  cornei,  Block  171  Lot  1 
Borough  of  Manhattan. 


120-71-A 


^?^^CANT  Eeonard  F.  Rothkrug  for  Barnard  School 
tor  Boys,  Incorporated,  owner. 

SUBJECT  Application  March  5,  1971 — Appeal  from  a  de- 
cision  of  the  Borough  Superintendent  re-  Class  4  frame 
building,  live  load,  unenclosed  stair. 


P-^^fJSES  AFFECTED — 4440  Tibbett  Avenue,  east  side. 

£i-1C,-feet,s,outh  of  West  246th  Street,  Block  5806,  Lot 
681,  Riverdale,  Borough  of  The  Bronx. 


MAY  4,  1971,  10  A.M. 

, NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  4,  1971,  at  10  o’clock  at  80  Lafayette 
Street.  9th  floor,  New  York.  N.  Y.  10013  on  the  following 
matters : 

583-61-BZ 

APPLICANT — Atkin  &  Bassolino  for  Consiglia  De  Pas- 
quale,  owner. 

SUBJECT  Application  for  consideration — reopening  for 
extension  .  of  term  of  variance  which  expires  October  4, 
19/1  decision  of  the  Borough  President;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  retail  and  residence  use  dis¬ 
trict,  the  maintenance  of  a  parking  lot  for  the  parking 
and  storage  of  more  than  five  motor  vehicles. 
PREMISES  AFFECTED — 685  East  187th  Street,  north 
side,  159.86  feet  west  of  Beaumont  Avenue  and  694  East 
188th  Street,  Block  3090,  Lot  16,  Borough  of  The  Bronx. 


114-71-A 


APPLICANT  Robert  L.  Campbell  for  Staten  Island  Foun¬ 
dations,  owner. 


SUBJECT— Application  March  3,  1971— Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  toilet  facilities 
contrary  to  C26-110.Z  (Q  of  the  Building  Code  filed 
pursuant  to  Section  36,  Article  3,  General  City  Law  re¬ 
building  not  fronting  on  a  legal  street 

PREMISES  AFFECTED-25  Kinsey  Place,  southeast 
corner  of  Woodcliff  Avenue,  Block  1290,  Lot  61,  Mariners 
Harbor,  Borough  of  Richmond. 


124-71-A 

AEPUICA.NT  Otto  J.  Sambach  for  Royal  Petroleum 
Corporation,  owner. 

SUBJECT— Application  March  3,  1971— Appeal  from  an 
order  and  a  decision  of  the  Fire  Department  re-  Overflow 
alarm  device  for  petroleum  tanks. 

PREMISES  AFFECTED — 4216  to  4220  Vernon  Boulevard, 
west  side,  90.28  feet  north  of  43rd  Avenue.  Block  484.  Lot 
23,  Long  Island  City,  Borough  of  Queens. 

THOMAS  F.  GALVIN,  Chairman 


APRIL  29,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
lhursday  morning,  April  29,  1971,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 


1022-47-BZ — Vol.  II 

APPLICANT— Joseph  A.  Trapani  for  Millie  Cardillo, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  March  30,  1969— decision  of  the 
Borough  Superintendent;  previously  granted  on  condition 
under  Section  7e  of  the  Zoning  Resolution,  permitting 
lrJ  l°CaI  re^a^  an<^  residence  use  district,  the  continuation 
of  the  storage  of  building  material,  garage  for  three  trucks, 
office  and  showrooms. 

PREMISES  AFFECTED — 131-24  Springfield  Boulevard, 
west  side,  104.52  feet  north  of  Adair  Street,  Block  12729, 
Lot  16,  Springfield,  Borough  of  Queens. 


655-70-BZ 

APPLICANT — John  Zenir  for  Michael  Leyden,  owner. 

SUBJECT — Application  November  4,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,,  to  permit  in  an  R3-2  district,  on  a  plot 
with  two  dwellings,  the  subdivision  into  separate  lots  that 
creates  non-compliance  in  the  rear  yard  and  lot  area  per 
room. 

PREMISES  AFFECTED— 99  A  Schofield  Street,  north 
side,  111.98  feet  west  of  City  Island  Avenue,  Block  5628, 
Lot  130,  Borough  of  The  Bronx. 


656-70-BZ 

APPLICANT — John  Zenir  for  Robert  Leyden,  owner. 
SUBJECT — Application  November  4,  1970 — decision  of  the 
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Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  on  a  plot 
with  two  dwellings,  the  subdivision  into  separate  lots  that 
creates  non-compliance  in  the  front  yard  and  lot  area  per 
person. 

PREMISES  AFFECTED— 99B  Schofield  Street,  north 
side,  111.98  feet  west  of  City  Island  Avenue,  Block  5628, 
Lot  131  (tent.),  Borough  of  The  Bronx. 


657-70-A 

APPLICANT— John  Zenir  for  Robert  Leyden,  owner. 

SUBJECT— Application  November  4,  1970— filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 99B  Schofield  Street,  north 
side,  111.98  feet  west  of  City  Island  Avenue,  Block  5628, 
Lot  131  (tentative),  Borough  of  The  Bronx. 


52-71-BZ 

APPLICANT— McGee  and  Morsellino  for  Emigrant  Sav¬ 
ings  Bank,  owner. 

SUBJECT— Application  January  15,  1971— Decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  11-412 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  and  R6 
district,  the  enlargement  in  area  of  a  parking  facility  pre¬ 
viously  before  the  Board. 

PREMISES  AFFECTED— 168-29  88th  Avenue,  northwest 
corner  of  168th  Place,  Block  9821,  Lot  16,  Jamaica, 
Borough  of  Queens. 


58-71-BZ 

APPLICANT— Charles  M.  Spindler  for  108th  Street  Serv¬ 
ice,  owner. 

SUBJECT— Application  January  14,  1971— Decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  11-413 
of  the  Zoning  Resolution,  to  permit  in  an  R6  district,  at 
an  existing  automotive  service  station  and  auto  repaii 
shop  previously  before  the  Board,  the  installation  of  an 
automotive  laundry. 

PREMISES  AFFECTED— 47-03  108th  Street,  southeast 
corner  of  47th  Avenue,  Block  2003,  Lot  1,  Corona,  Borough 
of  Queens. 


79-71-BZ 


APPLICANT— Stanley  H.  Klein  for  Highland  Avenue 


Baptist  Church,  owner. 

SUBJECT— Application  February  8,  1971— decision  of  the 
Borough  Superintendent,  under  Section  73-64  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  enlarge¬ 
ment  in  area  of  an  existing  church  that  encroaches  on  the 


required  front  yard. 

PREMISES  AFFECTED— 87-04  162nd  Street,  southwest 
corner  of  Highland  Avenue,  Block  9770,  Lot  30,  Jamaica, 
Borough  of  Queens. 


PREMISES  AFFECTED— 250  East  Houston  Street,  north 
side.  120.4  feet  H  inch  east  of  Avenue  A,  Block  397,  Lot 
63,  Borough  of  Manhattan. 


139-71-BZ 

APPLICANT— Harry  Soled  for  Yeshiva  and  Masifta  Kehi- 
lat  Yakov,  owner. 

SUBJECT— Application  March  9,  1971— Decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  enlargement 
in  area  of  an  existing  synagogue  that  will  create  non- 
compliance  in  lot  coverage,  rear  yard  encroachment,  dis¬ 
tance  between  buildings  and  outer  court  requirements. 

PREMISES  AFFECTED— 654  to  656  to  658  Bedford  Ave¬ 
nue,  west  side,  60  feet  north  of  Penn  Street  108  to  114 
Penn  Street,  Block  2217,  Lots  34,  35,  36,  37,  42  and  44, 
Borough  of  Brooklyn. 

THOMAS  F.  GALVIN,  Chairman 


MAY  4,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  4,  1971,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 

1212-66-A 

APPLICANT — Jack  Brown  for  Greenwich  Leasing  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  25,  1966 — Restored  to 
Calendar  by  the  Board’s  action  re-  doctors’  offices  in 
cellar. 

PREMISES  AFFECTED— 48-50  38th  Street,  west  side, 
124.05  feet  north  of  Greenpoint  Avenue,  Block  232,  Lot  18, 
Long  Island  City,  Borough  of  Queens. 


71-67-A 

APPLICANT— Jack  Brown  for  Monte  Carlo  Leasing  Cor¬ 
poration,  owner. 

SUBJECT— Application  January  16,  1967— Restored  to  Cal¬ 
endar  by  the  Board’s  action  re-  cellar  apartments. 

PREMISES  AFFECTED— 631  Beach  9th  Street,  southwest 
corner  of  Caffrey  Avenue,  Block  (15584)  111,  Lot  4,  Far 
Rockaway,  Borough  of  Queens. 


138-67-A 

APPLICANT— Jack  Brown  for  Maple  Leasing  Corpora¬ 
tion,  owner. 

SUBJECT— Application  February  17,  1967— Restored  to 
Calendar  by  the  Board’s  action  re-  cellar  apartments. 

PREMISES  AFFECTED— 102-40  Horace  Harding  Ex¬ 
pressway,  southwest  corner  of  Yellowstone  Boulevard, 
Block  2121,  Lot  21,  Forest  Hills,  Borough  of  Queens. 


127-71-BZ 

APPLICANT — Abram  Shlefstein  for  Bernard  Goldberg 
and  Riane  Gruss,  owner. 

SUBJECT— Application  March  8,  1971— Decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C2-5  district,  on  a  plot 
presently  developed  as  a  parking  lot,  the  erection  and  main¬ 
tenance  of  an  automotive  service  station  with  accessory 
uses  and  accessory  signs. 


139-67-A 

APPLICANT— Jack  Brown  for  Surf  Leasing  Corporation, 
owner. 

SUBJECT— Application  February  17,  1967— Restored  to 
Calendar  by  the  Board’s  action  re-  cellar  apartments. 

PREMISES  AFFECTED— 407  Beach  20th  Street,  north¬ 
west  corner  of  Elk  Drive,  Block  (15767)  249,  Lot  1,  Far 
Rockaway,  Borough  of  Queens. 
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2 16- 67- A 

APPLICANT  Jack  Brown  for  Ocean  Leasing  Corpora¬ 
tion,  owner. 

SUBJECT  Application  February  2,  1967 — Restored  to 
Calendar  by  the  Board’s  action  re-  cellar  apartments. 

PREMISES  AFFECTED — 22-11  New  Haven  Avenue 
southwest  corner  of  Beach  22nd  Street,  Block  (15762) 
254,  Lot  70,  Far  Rockaway,  Borough  of  Queens. 

217- 67-A  "  ' 

APPLICANT — Jack  Brown  for  Road  Leasing  Corporation, 
owner. 

SUBJECT— AppHcation  February  27,  1967— Restored  to 
Calendar  by  the  Board  s  action  re-  cellar  apartments. 

PREMISES  AFFECTED — 63-09  108th  Street,  northeast 
corner  of  63rd  Road,  Block  2167,  Lot  1,  Forest  Hills 
Borough  of  Queens. 

168-71-A 

APPLKZANT— Julian  Roth  of  Emery  Roth  and  Sons  for 
bigmund  Sommer,  owner. 


SUBJECT— Application  March  23,  1971— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  travel  distance 
within  the  dwelling  units. 

PREMISES  AFFECTED— 411  to  449  East  58th  Street, 
north  side,  86.5^4  feet  west  of  Sutton  Place  and  408  to  420 
to  428  East  59th  Street,  Block  1370,  Lots  6,  7,  8,  108,  15, 
16,  17,  117,  18,  30,  31,  44  and  29,  Borough  of  Manhattan. 


169-71-A 


APPLICANT — Department  of  Water  Resources,  owner. 
SUBJECT  Application  March  24,  1971 — appeal  from  a 
decision  of  the  Department  of  Ports  and  Terminals  re¬ 
egress. 


r  ATTECTED-West  of  Hudson  Parkway, 

from  135th  Street  to  145th  Street,  Block  2101  Lots  60 
00,  115,  117,  128,  131,  133,  141,  143,  151,  153,  171,  175  181 
185,  191,  195,  201,  205  and  400,  Borough  of  Manhattan. 


THOMAS  F.  GALVIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  MARCH  30,  1971,  10  A.M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon  March  9,  1971,  were  ap- 
proved  as  printed  in  the  Bulletin  of  March  18,  1971,  Vol. 
56,  No.  10. 


128-68-A 

APPLICANT— Baar,  Bennett  &  Fullen  for  Gregory  Fab¬ 
ricating  Corporation,  owner. 

SUBJECT— Application  for  consideration— to  rescind  the 
Resolution  of  July  2,  1968— decision  of  the  Borough 
Superintendent,  re-  wall,  reconstruction,  etc. 

PREMISES  AFFECTED— 4900  Grand  Avenue,  south  side, 
1129.69  feet  west  of  54th  Street,  Block  2611,  Lot  121,  Mas- 
peth,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Herbert  Bernstein. 

ACTION  OF  BOARD— Resolution  of  July  2,  1968  re¬ 
scinded. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  ~ 

Negative:  .  u 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  2,  1968,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  that  the  resolution  be 
rescinded,  in  view  of  the  Department  of  Buildings  approval 
indicating  that  this  building  is  of  Class  3  construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  rescind  the  resolution  adopted  on  July  2,  1968,  on 
condition  that  the  building  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto,  to  the  satisfaction  of  the 
Borough  Superintendent.  (Alt.  1904-67) 


491-27-BZ 

APPLICANT— New  York  Telephone  Company  for  Mid- 
ville  Land  &  Improvement  Corporation,  owner. 
SUBJECT— Application  for  consideration— reopening  for 
amendment — decision  of  the  Borough  Superintendent  .pre¬ 
viously  granted  on  condition,  under  Sections  7e  and  21  of 
the  Building  Zone  Resolution,  permitting  in  a  business 
use  district  the  erection  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 773-793  East  New  York  Ave¬ 
nue,  north  side,  58  feet  4)4  inches  east  of  Troy  Avenue, 
Block  1429,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  Chase. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  ^ 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  18,  1927,  on  certain  conditions;  and 


Whereas,  the  resolution  was  amended  on  September  16, 
1930;  and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  18,  1927,  as  amended  through  September  16,  1930,  by 
adding  thereto : 

“that  the  building  may  be  altered  substantially  as  shown 
on  revised  drawings  of  proposed  conditions  marked 
‘Received  February  22,  1971’,  four  sheets,  and  used,  for 
the  parking  and  storage  of  commercial  motor  vehicles 
owned  and  operated  by  the  New  York  Telephone  Com¬ 
pany,  on  condition  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (Alt.  2309-69) 


524-50-BZ 

APPLICANT— Larry  Meltzer  for  John  Massabni  and 
George  Massabni,  Jr.,  owners. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which,  expired  January  10, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7e.  of.  the  Zoning 
Resolution,  permitting  in  a  business  use  district  the  use  of 
the  2nd  and  3rd  floors  for  manufacturing. 

PREMISES  AFFECTED— 4808-4810  4th  Avenue,  west 
side,  50  feet  2  inches  south  of  48th  Street,  Block  773, 
Lot  40,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  5,  1950,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  March  30,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  5,  1950,  as  amended  through  January  10,  1961,  only  as 
to  the  term  of  the  variance,  so  that  as  amended  this  portion  of 
the  resolution  shall  read  : 

“granted  for  a  term  of  ten  years  from  January  10,  1971, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  1986-50) 


827-55-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Michaels  Service 
Station.  Inc.,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  January  31, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7f  and  7 A  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  retail  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station,  car  wash 
(non  automatic),  lubritorium,  oil  selling,  sales  and  curb 
cuts  less  than  75  feet  from  the  residence  use  district. 

PREAUSES  AFFECTED— 245-20  139th  Avenue  and  245-22 
to  245-32  South  Conduit  Avenue,  southwest  corner  and 
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139-02  to  139-10  24th  Street,  Block  13614,  Lot  23  (formerly 
Lots  23  and  24),  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


W hereas,  this  application  was  granted  by  the  Board  on 
January  31,  1956,  on  certain  conditions:  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
March  30,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
31,  1956,  as  amended  through  July  7,  1965,  only  as  to  the 
term  of  the  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  January  31,  1971, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (N.B.  4413-55) 

386-65-BZ 

APPLICANT — Edwin  Storch  for  Alfredo  Guidi,  owner. 
SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
tune  to  complete  which  expired  March  22,  1967— decision 
of  the  Borough  Superintendent;  previously  granted  under 
Section  72-21  of  the  Zoning  Resolution  permitting  in  an 
_R5  district,  the  erection  of  a  three-story,  two-family  dwell¬ 
ing  that  encroaches  on  the  required  side  yards  and  with 
less  than  the  required  accessory  parking. 

PREMISES  AFFECTED — 39-14  Skillman  Avenue,  south 
side,  75  feet  west  of  39th  Place,  Block  187,  Lot  23,  Wood- 
side,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Edwin  Storch. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  obtain  Certificate  of  Occupancy 
extended. 

THE  VOTE— 

Affii  mative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  . '  ’  [  ’  .  q 

THE  RESOLUTION— 

Whereas  this  application  was  granted  by  the  Board  on 
March  22,  1966,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  a  Certificate  of  Occupancy. 

Resolved,,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  March  22,  1966,  only  as  to  the 
time  to  obtain  a  Certificate  of  Occupancy,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

‘that  a  Certificate  of  Occupancy  shall  be  obtained  within 
one  year  from  the  date  of  this  amended  resolution.”  (Alt. 
116-65) 

721-67-BZ  " 

APPLICANT — Otto  J.  Sambach  for  Cirillo  Bros.  Gasoline 
Corporation,  owner. 


SUBJECT  Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November  28, 
1968 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  and  grants  a 
Special  Permit  under  Section  73-211,  permitting  in  a  C2-2 
within  an  R5  district,  the  reconstruction  of  an  automotive 
service  station  with  accessory  uses. 

PREMISES  AFFECTED — 7310-7322  New  Utrecht  Ave¬ 
nue,  northwest  corner  of  74th  Street,  Block  6203,  Lot  1 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Otto  J.  Sambach. 

ACTION  OF  BOARD— Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  obtain  Certificate  of  Occu¬ 
pancy  extended. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  . . .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
.November  28,  1967,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  November  28,  1967,  only  as  to  the 
time  to  obtain  a  Certificate  of  Occupancy,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“that  a  Certificate  of  Occupancy  shall  be  obtained  within 
®r!e.  y?ar  from  the  date  of  this  amended  resolution.” 
(Alt.  870-67) 


911-68-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  East  Coast  De¬ 
velopment  Corporation,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  time  to  complete  which  expired  February 
.’  decision  of  the  Borough  Superintendent;  pre¬ 

viously  granted  on  condition,  under  Sections  73-44  and 
73-48  of  the  Zoning  Resolution,  permitting  in  an  Ml-3 
district,  in  conjunction  with  the  erection  of  a  parking 
facility  that  exceeds  105  spaces  and  the  reduction  in  the 
number  of  required  accessory  parking  spaces. 

PREMISES  AFFECTED — 41-14  Crescent  Street,  southwest 
corner  of  41st  Avenue,  Block  414,  Lots  23  and  123,  Long 
Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  q 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  25,  1969,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  March  10,  1970;  and 
.  Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
25,  1969,  as  amended  through  March  10,  1970  only  as  to  the 
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time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  February  25,  1971.”  (N.B.  988-68) 


345-69-BZ 

APPLICANT— Alexander  Potter  Associates  for  City  of 
New  York,  Department  of  Water  Resources,  owner. 
SUBJECT— Application  for  consideration— request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
time  to  complete  which  expired  December  16,  19/0  deci¬ 
sion  of  the  Borough  Superintendent ;  previously  granted 
on  condition,  under  Section  73-14  of  the  Zoning  Resolu¬ 
tion,  permitting  in  an  R4  district,  the  installation  of  a  sew¬ 
age  pumping  station. 

PREMISES  AFFECTED— 345  Mersereau  Avenue,  east 
side,  17.5  feet  north  of  Netherland  Avenue,  Block  1248,  Lot 
1,  Mariners  Harbor,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  L.  O’Realt 

ACTION  OF  BOARD — Rules  of  Procedure  waived;  appli¬ 
cation  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  16,  1969,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  December  16,  1969,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  52-69) 


656-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Charles  La  Bella, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  March  10, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R5  district,  the  construction 
of  an  off-site  accessory  parking  facility  for  a  funeral  estab¬ 
lishment. 

PREMISES  AFFECTED— 2617  to  2623  Harway  Avenue, 
208  to  218  Bay  43rd  Street,  northwest  corner,  Block  6897, 
Lots  1  and  2,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
March  10,  1970,  on  certain  conditions;  and 


Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
10,  1970,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  March  10,  1971.”  (Alt.  1910-68) 


681-70-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  November  12,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  73-14  and  73-65  of 
the  Zoning  Resolution,  to  permit  in  an  R3-2  district,  the 
erection  of  a  fourth  floor  to  an  existing  telephone  exchange 
that  increases  the  degree  of  non-compliance  in  floor  area 
ratio,  open  space  ratio,  front  yard,  side  yard  and  sky  ex¬ 
posure  plane. 

PREMISES  AFFECTED— 140-02  to  140-10  183rd  Street, 
182-08  to  182-26  140th  Avenue,  southwest  corner  and 
182nd  Street,  Block  13040,  Lot  1,  Springfield  Gardens, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  Chase. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  April  27,  1971,  at  10 
A.M.,  at  the  request  of  the  Local  Planning  Board.  Hearing 
continued.  Previously  inspected. 


687-70-BZ 

APPLICANT — George  J.  Vassilev  for  Vincent  Lodico, 
owner. 

SUBJECT — Application  November  17,  1970 — Decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-2  district,  at  an 
existing  three  story  building,  the  erection  of  a  one  story 
enlargement  to  the  first  floor  store  that  increases  the  degree 
of  non-compliance  in  floor  area  ratio,  open  space  ratio  and 
lot  area  per  room. 

PREMISES  AFFECTED — 69-53  Grand  Avenue,  north  side, 
137.90  feet  west  of  69th  Lane,  Block  2501,  Lot  37,  Mas- 
peth,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  George  J.  Vassilev. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  June  15,  1971,  at  10 
A.M.,  for  decision;  previously  inspected;  hearing  closed. 


699-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Philip  Pepper, 
owner. 

SUBJECT — Application  November  18,  1970 — Decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  one  story  building  for  use  as  a  store  with  accessory 
parking  in  the  open  area. 

PREMISES  AFFECTED — 2940  Cropsey  Avenue,  north¬ 
west  corner  of  Bay  53rd  Street,  Block  6949,  Lot  37,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug,  Phil  Pepper  and 
Louis  Bellini. 

For  Opposition:  Frank  M.  Turco,  Ralph  E.  Mueller, 
Viola  and  Fred  Mirra,  Matthew  J.  Deaveiro,  Gerard 
Lopez  and  Vinzo  Rizzo. 

ACTION  OF  BOARD— Laid  over  to  April  20,  1971,  at  10 
A.M.,  for  decision;  previously  inspected;  hearing  closed. 
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714-70-BZ 

APPLICANT— Lama  and  Vassalotti  for  Orphan  Asylum 
Society  of  the  City  of  Brooklyn,  owner. 

SUBJECT  Application  December  1,  1970 — Decision  of  the 
Borough  Superintendent,  under  Section  73-641  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  in  an  existing 
three  story  social  service  building,  the  extension  of  the 
office  use  to  the  second  and  third  floors  that  will  exceed 
the  floor  area  limitations. 

PREMISES  AFFECTED — 361  to  363  Adelphi  Street,  east 
side,  70.5  feet  north  of  Green  Avenue,  Block  2121,  Lot  1, 
Borough  of  Brooklyn. 

APPEARANCES  — 

For  Applicant:  James  E.  Vassalotti  and  John  D.  Lyman 
Jr. 

ACTION  OF  BOARD— Laid  over  to  April  6,  1971,  at  10 
A.M.,  for  decision ;  previously  inspected ;  hearing  closed. 


715-70-A 


APPLICANT — Lama  and  Vassalotti  for  Orphan  Asylum 
Society  of  the  City  of  Brooklyn,  owner. 

SUBJECT  Application  December  1,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Stairway. 

PREMISES  AFFECTED — 361  to  363  Adelphi  Street,  east 
side,  70.5  feet  north  of  Green  Street,  Block  2121,  Lot  1, 
Borough  of  Brooklyn. 

APPEARANCES— 


For  Applicant:  James  E.  Vassalotti  and  John  D.  Lyman 
Jr. 


ACTION  OF  BOARD — Laid  over  to  April  6,  1971,  at  10 
A.M.,  in  conjunction  with  Cal.  No.  714-70-BZ;  hearing 
closed. 


751-70-BZ 


APPLICANT — Andrew  Di  Camillo  for  Endy  Anderson, 
owner;  New  York  Telephone  Company,  lessee. 

SUBJECT — Application  December  21,  1970 — Decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C4-2  and  C8-1  district, 
the  erection  of  a  five  story  garage  and  office  building  that 
exceeds  the  permitted  floor  area  ratio  and  has  less  than 
the  required  accessory  parking. 

PREMISES  AFFECTED — 409  to  425  89th  Street,  north 
side,  53.3  feet  east  of  4th  Avenue,  Block  6065,  Lots  43,  46, 
47,  49,  50,  Borough  of  Brooklyn. 

APPEARANCES— 


For  Applicant :  Frank  Sellitto. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  April  27,  1971,  at  10 
A.M.,  at  the  request  of  the  Local  Community  Board. 
Hearing  continued.  Previously  inspected. 


767-70-BZ 

APPLICANT — Morton  S.  Cahn  for  D.  G.  H.  Realty  Cor¬ 
poration,  owner. 

SUBJECT  Application  December  31,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-42  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  and  R5  district,  the 
extension  of  an  existing  automotive  storage  and  repair 
shop  into  the  residence  portion  of  the  building. 

PREMISES  AFFECTED — 127-25  Metropolitan  Avenue, 
northwest  corner  of  129th  Street,  Block  9249,  Lot  52,  Rich¬ 
mond  Hill,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant :  Morton  S.  Cahn. 

For  Opposition:  None. 

AC  I  ION  OF  BOARD — Laid  over  to  April  20,  1971,  at  10 
A.M.,  for  continued  hearing.  Laid  over  at  the  request  of 
the  Local  Community  Board.  Previously  inspected. 


59-71-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 
SUBJECT  Application  January  20,  1971 — Decision  of  the 
Borough  Superintendent,  under  Sections  73-11  (g)  and 
73-65  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district,  the  enlargement  in  floor  area  of  an  existing  one 
story  telephone  exchange. 

PREMISES  AFFECTED — 5180  Amboy  Road,  south  side, 
164.15  feet  west  of  Philip  Avenue,  Block  6511,  Lot  111 
Annabale,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  David  L.  Sohn,  Donald  Pingle  and  Daniel 
Beaton. 

For  Opposition:  None 

ACTION  OF  BOARD— Laid  over  to  April  6,  1971,  at  10 
A.M.,  for  decision;  applicant  to  file  revised  plan;  previ- 
ously  inspected;  hearing  closed. 


63-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  and  Young  for 
Sheldon  H.  Solow,  owner,  d/b/a  Solovieff  Realty  Com¬ 
pany. 

SUBJECT  Application  January  26,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-20  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-9  and  R8  district,  in  a 
proposed  45  story  building  previously  before  the  Board, 
the  installation  of  an  additional  theatre. 

I  REMISES  AFFEC1  ED — 1261  to  1281  2nd  Avenue,  251 
East  66th  Street,  northwest  corner  and  222  to  250  East 
67th  Street,  Block  1421,  Lot  21,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum,  Sheldon  H 
Solow,  Arthur  Geller,  Richard  Rosenthal,  Henry  Burger 
and  Kenneth  Singer. 

For  Opposition:  Ruth  Schoonmaker,  Myron  C.  Simon 
and  Raymond  J.  Councell. 

ACTION  OF  BOARD— Laid  over  to  April  20,  1971,  at 
10  A.M.,  for  continued  hearing.  Previously  inspected.  Hear¬ 
ing  continued. 


68-71-BZ 

APPLICANT— Alfonso  Duarte  for  Board  of  Education, 
owner. 

SUBJECT — Application  February  2,  1971 — Decision  of  the 
Borough  Superintendent,  under  Section  73-641  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  district,  the  erection  of 
a  six  story  addition  to  an  existing  high  school  that  will 
penetrate  the  sky  exposure  plane. 

PREMISES  AFFECTED — 232  to  242  Broome  Street  and 
75  to  81  Essex  Street,  northwest  corner,  Block  409,  Lots 
35,  37,  38,  41,  43,  57,  58,  60,  62  through  66,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Alfonso  Duarte  and  Giorgio  Cavaglieri. 
For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  April  6,  1971,  at  10 
A.M.,  for  decision;  previously  inspected;  hearing  closed. 
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210-70-BZ 

APPLICANT— Arthur  J.  McGee  for  Morris  J.  Goldberg, 

owner. 

SUBJECT— Application  April  3,  1970— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  RS  district,  the  erection  of  a 
one  story  building  for  use  as  a  factory  with  accessory 
loading  and  parking  in  the  open  area. 

PREMISES  AFFECTED— 111-02  Astoria  Boulevard, 
southeast  corner  of  111th  Street,  Block  1705,  Lots  1  and 
5,  Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


700-70-BZ 

APPLICANT — Abram  Shlefstein  for  Esther  Sheinbaum, 
owner ;  Joseph  Sheinbaum,  lessee. 

SUBJECT — Application  November  20,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  73-211,  73-212 
and  11-412  of  the  Zoning  Resolution,  to  permit  in  a  C2-2 
district,  the  enlargement,  in  lot  area  and  the  reconstruction 
of  an  automotive  service  station  with  accessory  uses  pre¬ 
viously  before  the  Board. 

PREMISES  AFFECTED— 205-33  to  205-43  Hollis  Avenue 
and  109-42  Francis  Lewis  Boulevard,  northwest  corner, 
Block  10912,  Lots  30  and  32,  Hollis,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Abram  Shlefstein. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorably  recommended. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker. 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  16.  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  March  30,  1971;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  23,  1970,  acting  on  N.  B.  Applic.  472/1970. 
reads : 

“1.  Proposed  Auto  Service  Station.  Use  Group  16, 
in  a  C2-2  district  is  referred  to  the  B.  S.  &  A.  for 
Special  Permit  as  per  Sec.  32-31  Z.  R.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Sections  73-211  and  73-212  of  the  Zoning  Resolution;  and 
Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  110412  of  the  Zoning  Reso¬ 
lution,  the  extension  of  the  present  use  and  enlargement  of 
the  present  building. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Sections  73-211  and  73-212,  and  under  Section 
11-412  of  the  Zoning  Resolution,  to  permit  in  a  C2-2  dis¬ 
trict,  the  enlargement  in  lot  area  and  the  reconstruction  of 
an  automotive  service  station  with  accessory  uses  previously 
before  the  Board,  on  condition  that  all  work  shall  conform 
to  drawings  filed  with  this  application  marked  “Received 
November  20,  1970,”  4  sheets,  “February  18,  1971,”  one  sheet, 
and  “March  24,  1971,”  one  sheet;  and  that  all  laws,  rules  and 
regulations  applicable  be  complied  with,  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 

708-70-BZ 

APPLICANT— Larry  Meltzer  for  Nettie  Bressner,  owner. 
SUBJECT— Application  November  23,  1970 — decision  of 
the  Borough  Superintendent,  under  Sections  72-21  and 
11-412  of  the  Zoning  Resolution,  to  permit  in  an  R2  dis¬ 
trict,  the  erection  of  a  one  story  enlargement  to  an  exist¬ 
ing  two  family  dwelling  previously  before  the  Board,  that 
increases  the  degree  of  non-compliance  in  floor  area  ratio 
and  open  space  ratio. 

PREMISES  AFFECTED— 131  Beach  135th  Street,  west 
side,  671.21  feet  south  of  Rockaway  Beach  Boulevard, 
Block  16280,  Lot  41,  Belle  Harbor,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  2.  1971.  after  due  notice  by  publication  in  the  Bulletin ; 
laid  over  to  March  16,  1971 ;  then  to  March  30,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  6,  1970,  acting  on  Alt.  Applic.  124/1970, 
reads : 

“1.  The  proposed  construction,  in  an  R2  District, 
of  a  one  story  Class  IV  extension  to  an  existing  one 
story  and  basement  Class  IV  two  family  dwelling  where 
the  existing  floor  area  ratio  presently  exceeds  the  maxi¬ 
mum  of  0.50  permitted,  will  result  in  an  increase  of  floor 
area  and  the  degree  of  non-compliance,  and  is  contrary 
to  Section  23-141  and  Section  54-31  of  the  Zoning  Reso¬ 
lution.” 

2.  The  proposed  construction,  in  an  R2  District,  of 
a  one  story  Class  IV  extension  to  an  existing  one  story 
and  basement  Class  IV  two  family  dwelling  where  the 
existing  open  space  ratio  is  presently  less  than  the 
minimum  permitted  of  150,  will  result  in  a  decrease  of 
open  space  with  an  increase  in  the  degree  of  non-com¬ 
pliance,  and  is  contrary  to  Section  23-141  and  Section 
54-31  of  the  Zoning  Resolution. 

3.  The  proposed  construction  of  a  one  story  Class 
IV  extension  to  an  existing  one  story  and  basement 
Class  IV  two  family  dwelling  which  was  the  subject  of 
a  conditional  zoning  variance  granted  by  the  Board  of 
Standards  and  Appeals  under  Calendar  #564-57-BZ 
must  be  referred  back  to  the  Board  for  their  considera¬ 
tion.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
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Whereas,  the  Board  has  determined  that  the  evidence  in 
record  supports  the  findings  required  to  be  made  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship;  and 

Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-412  of  the  Zoning  Reso¬ 
lution,  the  extension  of  the  present  use  and  enlargement  of 
the  present  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Sections  72-21  and  11-412  of  the  Zoning  Resolution,  to 
permit  in  an  R2  district,  the  erection  of  a  one-story  enlarge¬ 
ment  to  an  existing  two-family  dwelling  previously  before 
the  Board,  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio  and  open  space  ratio,  on  condition  that  all 
work  shall  conform  to  drawings  filed  with  this  application 
marked  “Received  November  23,  1970,”  6  sheets ;  and  that 
all  laws,  rules  and  regulations  applicable  be  complied  with, 
and  that  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 


720-70-BZ 


APPLICANT — M.  Martin  Elkind  for  La  Pilar  Realty  In¬ 
corporated,  owner. 

SUBJECT — Application  December  3,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-20  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-9  district,  in  a  proposed 
twelve  story  building,  the  use  of  a  portion  of  the  first  floor 
and  cellar  as  a  theatre. 

PREMISES  AFFECTED — 1468  to  1472  First  Avenue,  east 
side,  52  feet  south  of  East  77th  Street,  Block  1471,  Lots  3, 
4,  47,  and  48,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  M.  Martin  Elkind. 

For  Opposition:  None. 


RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative :  . 


5 

0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
February  17,  1971,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  March  16,  1971  ;  then  to  March  30, 
1971 ;  and 


Whereas,  the  decision  of  the  Borough  Superintendent 
dated  September  14,  1970  and  reconsidered  on  November  2 
1970,  acting  on  N.B.  Applic.  45/1970,  reads : 

“A3 — The  proposed  theater  is  not  a  permitted  use 
as  a  matter  of  right  in  a  Cl-9  district.  Sec.  32-17  Zon¬ 
ing  Resolution.” 


and 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
record  supports  the  findings  required  to  be  made  under  Sec¬ 
tion  73-20  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-20  of  the  Zoning  Resolution,  to  permit  in 
a  Cl-9  district,  in  a  proposed  twelve-story  building,  the  use 
of  a  portion  of  the  first  floor  and  cellar  as  a  theatre,  on  con¬ 


dition  that  all  work  shall  conform  to  drawings  filed  with 
this  application  marked  “Received  December  3,  1970,”  8 
sheets,  and  “February  10,  1971.”  2  sheets;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


721-70-A 

APPLICANT — M.  Martin  Elkind  for  La  Pilar  Realty  In¬ 
corporated,  owner. 

SUBJECT — Application  December  3,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  yard. 

PREMISES  AFFECTED — 1468  to  1472  First  Avenue,  east 
side,  52  feet  south  of  East  77th  Street,  Block  1471,  Lots  3, 
4,  47,  and  48,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  M.  Martin  Elkind. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  o 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  2,  1970  on  N.B.  Applic.  45-70,  reads : 

“A8 — Request  reconsideration  to  waive  request  for 
a  30'  yard  in  southern  portion  of  property  which  is  70' 
in  depth  and  which  is  within  100'  of  nearest  intersec¬ 
tion.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  14,  1970,  acting  on  N.B.  Applic.  45-70,  Ob¬ 
jection  No.  A8,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  build¬ 
ing  shall  conform  to  drawings  filed  with  Calendar  Number 
720-70-BZ ;  and  that  in  all  other  respects,  all  laws,  rules  and 
regulations  shall  be  complied  with. 


723-70-BZ 

APPLICANT— Shea,  Gallop  Climenko  and  Gould  for  C.  B. 
and  B.  Associates,  owner. 

SUBJECT — Application  December  4,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-01 (b)  of  the 
Zoning  Resolution,  to  permit  in  a  C4-2  district,  the  in¬ 
stallation  of  business  signs  that  exceed  the  permitted  sur¬ 
face  area  and  the  permitted  height  above  curb  level. 
PREMISES  AFFECTED — 135-30  140th  Street,  southwest 
corner  of  135th  Avenue,  Block  12093,  Lot  34,  South  Ozone 
Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  F.  Dowd. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  Q 
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THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  16,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  March  30,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  12,  1970,  acting  on  E.S.  Applic.  187,  188  and 
189/1970,  reads: 

“E.S.  187/70 

(1)  Proposed  height  of  sign  of  more  than  40'  above 
curb  level  is  contrary  to  Sec.  32-655  Z.R. 

E.S.  188/70  and  189/70 

(1)  Proposed  area  of  sign  adjacent  to  a  residential 
district  is  contrary  to  Sec.  32-67  and  Sec.  32-643^  Z.R. 

(2)  Proposed  height  of  sign  of  more  than  25'  above 
curb  level  is  contrary  to  Sec.  32-67  and  Sec.  32-655  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

W hereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-01  (b)  of  the  Zoning  Resolution,  and  that  the  ap¬ 
plicant  is  therefore  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  and/or  unnecessary  hardship  ;  and 

Whereas,  the  inspection  shows  the  building  in  close 
proximity  to  this  building  of  similar  size. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-01  (b)  of  the  Zoning  Resolution,  to  permit  in  a 
C4-2  district,  the  installation  of  business  signs  that  exceed 
the  permitted  surface  area  and  the  permitted  height  above 
curb  level,  on  condition  that  all  work  conform  to  drawings 
filed  with  this  application  marked  “Received  December  4, 
1970,”  7  sheets;  and  that  all  laws,  rules  and  regulations  ap¬ 
plicable  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 


61-71-BZ 

APPLICANT — Alfonso  Duarte  for  Health  Services  Ad¬ 
ministration,  owner. 

SUBJECT — Application  January  26,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21,  73-481,  73- 
482  and  73-49  of  the  Zoning  Resolution,  to  permit  in  a  C4-3 
and  R6  district,  the  erection  of  a  nine  story  and  cellar  hos¬ 
pital  that  penetrates  the  sky  exposure  plane,  exceeds  the 
maximum  number  of  accessory  parking  spaces  without  the 
required  screening  and  with  roof  parking. 

PREMISES  AFFECTED — 760  Broadway,  southwest  corner 
of  Flushing  Avenue,  Block  1723,  Lot  1,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfonso  Duarte,  Thomas  J.  Kupper  and 
Joseph  L.  Russo. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

N  egative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
March  16,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin  ;  laid  over  to  March  30,  1971 ;  and 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  21,  1971,  acting  on  N.B.  Applic.  197/1970, 

reads : 

“1.  Proposed  hospital  building  in  a  C4-3  and  R6 
district  with  stair  towers  penetrating  the  sky  exposure 
plane  is  contrary  to  24-522  and  33-432  of  the  Z.R. 

2.  Proposed  accessory  parking  exceeding  150  spaces 
is  contrary  to  25-12  of  the  Z.R. 

3.  Proposed  accessory  parking  on  3rd  floor  is  ques¬ 
tioned  as  being  permissible,  25-11  of  the  Z.R. 

4.  Provide  screening  for  open  parking  as  per  25-77 
of  the  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Sections  73-481,  73-482  and  73-49  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution  and  grants  a 
Special  Permit  under  Sections  73-481,  73-482  and  73-49  of 
the  Zoning  Resolution,  to  permit  in  a  C4-3  and  R6  district, 
the  erection  of  a  nine-story  and  cellar  hospital  that  pene¬ 
trates  the  sky  exposure  plane,  exceeds  the  maximum  number 
of  accessory  parking  spaces  without  the  required  screening 
and  with  roof  parking,  on  condition  that  all  work  shall  con¬ 
form  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  January  26,  1971,”  one  sheet,  and  “March  25,  1971,” 
20  sheets;  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  two  years  from  the  date  of  this  resolution. 


62-71-A 

APPLICANT — Alfonso  Duarte  for  Health  Services  Ad¬ 
ministration,  owner. 

SUBJECT — Application  January  26,  1971 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Corridors, 
Magnetic  door  devices. 

PREMISES  AFFECTED — 760  Broadway,  southwest  cor¬ 
ner  of  Flushing  Avenue,  Block  1723,  Lot  1,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfonso  Duarte,  Thomas  J.  Kupper  and 
Joseph  L.  Russo. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  21,  1971  on  N.B.  Applic.  197-70,  reads: 

“5.  Max.  travel  distance  from  any  point  within  the 
boiler  room  to  an  exit  shall  not  exceed  30  ft.  C26-704.6. 

6.  Proposed  corridors  penetrating  through  more 
than  2  floors  shall  be  treated  as  shafts.  Provide  2  hour 
enclosure  for  the  above  corridors.  C26-504.6  and  Table 
3-4. 

7.  Provide  1  hour  rating  for  visitors’  corridors. 
C26.604.2. 
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8.  Proposed  magnetic  hold-open  devices  on  doors 
at  horizontal  exists  are  contrary  to  C26-604.6(b) . 

9.  Max.  travel  distance  of  an  open  parking  struc¬ 
ture  shall  not  exceed  100  ft.  as  per  C26-710.10(a).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  21,  1971,  acting  on  N.B.  Applic.  197-70,  Ob¬ 
jection  Nos.  5,  6,  7,  8,  9,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  substantially  conform  to  drawings  filed 
with  this  Calendar  Number  61-71-BZ;  and  that  in  all  other 
respects,  all  laws,  rules  and  regulations  shall  be  complied 
with. 


Adjourned:  12:20  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MARCH  30,  1971,  2  P.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

70-71-A 

APPLICANT — Edward  J.  Ledogar  for  Edward  T.  Gilli¬ 
land,  owner. 

SUBJECT  Application  February  3,  1971 — Filed  pursuant 
to  Section  35  Article  3,  General  City  Law  re-building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED — 167-10  120th  Avenue,  south 
side,  80  feet  east  of  167th  Street,  Block  12385,  Lot  56, 
Baisley  Park,  Queens. 


SUBJECT — Application  February  17,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  two  means  of 
egress  and  fire  escape. 

PREMISES  AFFECTED — 247  to  249  West  36th  Street, 
north  side,  286  feet  east  of  8th  Avenue,  Block  786,  Lot  18, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Luke  Li  Calzi  and  George  Zaharia. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  q 


THE  RESOLUTION— 

W hereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  22,  1971  on  Alt.  Applic.  900-70,  reads : 

“Cl — Section  271  (la)  Labor  Law,  two  required 
means  of  egress  per  floor. 

C2— Fire  escape  does  not  conform  to  a  required  exit 
in  buildings  over  six  stories  in  height  as  per  Section  271 
(la)  L.L.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  Borough  Superintendent, 
dated  January  22,  1971,  acting  on  Alt.  Applic.  900-70,  Ob¬ 
jection  Nos.  Cl  and  C2,  and  that  the  appeal  be  and  it  hereby 
is  granted,  on  condition  that  the  building  shall  conform  to 
drawings  marked  “Received  February  17,  1971,”  4  sheets; 
and  that  all  laws,  rules  and  regulations  shall  be  complied 
with. 

89-71-A 


APPEARANCES— 

For  Applicant:  Edward  J.  Ledogar. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent 
dated  January  13th,  1971  on  N.B.  Applic.  130-70,  reads: 

“L  Building  encroaches  on  bed  of  a  mapped  street 
and  is  therefore  contrary  to  Sec.  35,  Art.  3  of  General 
City  Law.” 


and 


Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  13,  1971,  acting  on  N.B.  Applic.  130-70,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  35  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  construction  shall  conform  to  drawings  marked 
“Received  February  3,  1971,”  2  sheets;  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 


87-71-A 


APPLICANT — Luke  Licalzi  of  Licalzi  and  Balogh  for  Port 
Chester  Main  Corporation,  owner. 


APPLICANT — New  York  Telephone  Company  for  Mid- 
ville  Land  and  Improvement  Corporation,  owner.  New 
York  Telephone  Company,  lessee. 

SUBJECT — Application  February  17,  1971 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress. 
PREMISES  AFFECTED — 779  to  795  East  New  York 
Avenue,  north  side,  8.4J4  feet  East  of  Troy  Avenue,  Block 
1429,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  Chase  and  James  R.  Morandi. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  3,  1971  on  Alt.  Applic.  2309-69,  reads: 

“1.  Provide  2  legal  means  of  egress  from  1st,  2nd 
and  basement  floors,  6.1.2.2.3,  6.1.2.2.2  and  6.I.2.4.” 


and 


Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  February  3,  1971,  acting  on  Alt.  Applic.  2309-69, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
resolution  adopted  this  day  under  Calendar  Number  491-27- 
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BZ  be  complied  with ;  and  that  the  building  shall  be  equipped 
with  an  approved  automatic  sprinkler  system  throughout. 


669-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Pierre  Associates  Incorporated, 
c/o  B.  Harrison  Frankel. 

SUBJECT— Application  November  13,  1969— for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 29-33  Maiden  Lane  and  56 
Nassau  Street,  northeast  corner,  Block  67,  Lot  23,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia,  F.D. 

For  Opposition:  Morton  Nagan,  B.D.,  Martin  Fradua  and 
David  E.  Barry. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


610-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT— Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 78  Brook  Avenue,  west  side, 
476.36  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  92, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  John  J.  Turvey. 

For  Opposition:  Robert  Araindell. 

ACTION  OF  BOARD — Laid  over  to  April  20,  1971,  at  2 
P.M.,  for  continued  hearing  at  the  request  of  the  City 
Planning  Commission  and  applicant. 


611-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 82  Brook  Avenue,  west  side, 
552.32  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  98, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  John  J.  Turvey. 

For  Opposition :  Robert  Araindell. 

ACTION  OF  BOARD— Laid  over  to  April  20,  1971,  at  2 
P.M.,  for  continued  hearing  at  the  request  of  the  City 
Planning  Commission  and  applicant. 


724-70-A 

APPLICANT — Salvator  A.  Caradonna,  Jr.  for  Associated 
World  Travel,  Incorporated,  owner. 

SUBJECT — Application  December  4,  1970 — Appeal  from  a 
decision  of  Borough  Superintendent  re-  Occupancy  Multi¬ 
ple  Dwelling.  Dormitories. 

PREMISES  AFFECTED— 38  West  88th  Street,  south 
side,  412  feet  west  of  Central  Park  West,  Block  1202,  Lot 
49,  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Laid  over  to  April  6,  1971,  at  2 
P.M.,  for  continued  hearing. 


738-70-A 

APPLICANT — Arthur  J.  McGee  and  Joseph  P.  Morsel- 
lino  for  Lew  Morris  Demolition  Company,  Incorporated, 
owner;  Pfaltz  and  Bauer,  Incorporated,  lessee. 

SUBJECT— Application  December  15,  1970 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  chemical  supply 
House,  and  sprinkler  system. 

PREMISES  AFFECTED— 31-20  College  Point  Causeway, 
southwest  corner  of  128th  Street,  Block  4383,  Lot  5,  Flush¬ 
ing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Administration:  Capt.  J.  F.  Petraglia,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  April  20,  1971,  at  2 
P.M.,  for  continued  hearing  at  the  request  of  the  applicant. 

6-71-A 

APPLICANT — Vanguard  Transportation,  Incorporated, 
owner. 

SUBJECT — Application  January  7,  1971 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Individual  pipelines 
to  Tank  Compartments  on  Truck  Transporting  Flammable 
Solvents. 

APPEARANCES— 

For  Applicant:  Morton  E.  Kiel  and  August  H.  Nusser. 
For  Administration:  Capt.  J.  F.  Petraglia,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  April  6,  1971,  at  2 
P.M.,  for  continued  hearing. 

75-71-A 

APPLICANT — Union  Carbide  Corporation,  owner. 

SUBJECT— Application  February  4,  1971 — Review  of  a 
decision  of  the  Fire  Commissioner  re-  Linde  Oxygen 
Walker  System. 

APPEARANCES— 

For  Applicant:  R.  M.  Neary. 

For  Administration:  Capt.  J.  F.  Petraglia,  F.  D. 

ACTION  OF  BOARD— Laid  over  to  April  27,  1971,  at  2 
P.M.,  for  continued  hearing. 


145-71-A 

APPLICANT — Cunningham  and  Kaming  for  Greater  New 
York  Equipment  Association,  Incorporated,  owner. 
SUBJECT— Application  March  10,  1971 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Load  moment 
device.  (Use  of  Cranes) 

APPEARANCES— 

For  Applicant:  Joseph  S.  Kaming,  Joseph  Bernardo, 
James  Reid,  Robert  Thume,  Raymond  Heun  and  Frank 
Phelan. 

For  Opposition:  Joseph  Stein,  Dep.  Comm.,  B.  D.,  Jere¬ 
miah  Walsh,  Exec.  Eng.,  B.  D.,  Louis  Beck,  Dep. 
Counsel,  B.  D.  and  Jack  Grill. 

ACTION  OF  BOARD— Laid  over  to  Apil  20,  1971,  at  2 
P.M.,  for  continued  hearing. 


Adjourned:  4:15  P.M. 

James  P.  Mulroy,  Secretary 
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NOTiCE 

_ 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  repre¬ 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing.  - 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  hearing 
can  be  entertained  in  view  of  this  publication  and  of  the 
posting  of  the  calendars  on  the  bulletin  board  in  the  offices 
of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will  be 
held  in  abeyance  by  reason  of  failure  of  the  appellant  or 
applicant  to  file  necessary  data,  or  by  any  other  method  of 
delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 
in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  80 
Lafayette  Street.  9th  floor,  Manhattan,  at  five  cents  each- 
add  postage  payment  if  the  forms  are  forwarded  by  mail. 
Purchase  payment  by  postage  stamps  NOT  ACCEPTABLE. 
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DOCKET 

New  Cases  Filed  Up  to  April  6,  1971 

Cal.  No.  Dept.  Premises  Affected 

187-71-A — B.Q. — 51-02  to  51-04  103rd  Street,  southwest 
corner  of  Radcliffe  Avenue,  Block  1933,  Lots  60  and  62, 
Corona,  Borough  of  Queens,  Alt.  No.  998-70,  re-  change 
of  occupancy,  use  Class  3,  stairways,  R6  district. 


188-71-BZ — B.B. — 563  Kings  Highway,  north  side,  96 
feet  2 inches  west  of  East  5th  Street,  Block  6661,  Lot 
42,  Borough  of  Brooklyn,  Alt.  No.  1868-70,  re-  maximum 
floor  area  excessive,  Cl-3  in  an  R-5  district. 


189-71-BZ — B.B. — 1674-78  Broadway,  south^side,  57  feet 
4  inches  west  of  Decatur  Street,  and  747-55  Decatur 
Street,  Block  1503,  Lot  31,  Borough  of  Brooklyn,  Alt. 
No.  2106-69,  re-  change  of  use  from  stores  to  manufactur¬ 
ing,  Cl-3  in  R6  district. 


190-71-BZ — B.Q. — 245-20  Grand  Central  Parkway,  south 
side,  990.23  feet  east  of  Commonwealth  Boulevard,  Block 
8401,  Lot  600,  Bellerose,  Borough  of  Queens,  Alt.  No. 
1261-70,  re-  proposed  commercial  use,  Group  6,  R3-2 
district. 


191-71-BZ — B.B. — 1230  36th  Street,  south  side,  240  feet 
7/%  inches  east  of  12th  Avenue,  Block  5296,  Lot  15,  Bor¬ 
ough  of  Brooklyn,  Alt.  No.  309-71,  re-  change  of  occu¬ 
pancy  to  residential  use,  Ml-2  district. 


192-71-A — B.M. — 143  West  27th  Street,  north  side,  275 
feet  east  of  Seventh  Avenue,  Block  803,  Lot  14,  Borough 
of  Manhattan,  Alt.  No.  1740-69,  re-  live  load,  egress,  Ml-6 
district. 


193-71-BZ — B.B. — 1476  Flatbush  Avenue,  west  side,  120 
feet  north  of  Glenwood  Road,  Block  5249,  Lot  67,  Bor¬ 
ough  of  Brooklyn,  Alt.  No.  244-70,  re-  proposed  change 
in  use  from  store  to  eating  and  drinking  place,  C2-3  dis¬ 
trict. 


194-71-BZ — B.Q. — 385  Seneca  Avenue,  northwest  corner 
of  Stanhope  Street,  Block  3426,  Lots  1,  2,  4,  6,  and  46, 
Ridgewood,  Borough  of  Queens,  N.B.  164-71,  re-  pro¬ 
posed  factory  with  retail  store,  R6  district. 


195-71-BZ — B.B. — 631  Utica  Avenue,  east  side,  42.21  feet 
south  of  Winthrop  Street,  Block  4620,  Lot  50,  Borough 
of  Brooklyn,  N.B.  4-71,  re-  proposed  school,  rear  lot  line, 
C8-2  district. 


196-71-SM — P.  P.  G.  Industries,  Incorporated  Fiber  Glass 
Division,  Fiber  Glass  Insulation  Board,  manufactured 
by  P.  P.  G.  Industries,  Material. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


APRIL  27,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  27, 1971,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 


SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  wThich  expired  May  25,  1969 — decision  of 
the  Borough  Superintendent;  previously  granted  on  condi¬ 
tion,  under  Section  7e  of  the  Zoning  Resolution,  permitting 
in  a  residence  use  district  the  use  of  cellar  and  basement 
as  a  clinical  laboratory  in  existing  building  used  as  a 
doctor’s  office  and  multiple  dwelling. 

PREMISES  AFFECTED— 39  East  63rd  Street,  north  side, 
221  feet  east  of  Madison  Avenue,  Block  1378,  Lot  30,  Bor¬ 
ough  of  Manhattan. 


292-55-BZ 

APPLICANT — Millard  Bresin  for  240th  Jamaica  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  April  10,  1971 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7f  and  7i  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  retail  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station,  auto 
washing,  lubritorium,  office,  accessory  sales  and  minor 
repairs  (hand  tools  only). 

PREMISES  AFFECTED— 239-11  to  239-19  Jamaica  Ave¬ 
nue,  northwest  corner  of  240th  Street,  Block  8001,  Lot  1, 
Bellerose,  Borough  of  Queens. 


740-70-BZ 

APPLICANT — Albert  Melniker  for  Athena  Baxivanis, 
owner. 

SUBJECT — Application  December  15,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  mainte¬ 
nance  of  an  open  stand  for  the  sale  of  agricultural  products 
grown  off-site. 

PREMISES  AFFECTED — 2100  Richmond  Avenue,  west 
side,  297.92  feet  north  of  Draper  Place,  Block  2100,  Lot  525, 
Bulls  Head,  Borough  of  Richmond. 


2-71-BZ 

APPLICANT — Fred  L.  Liebmann  for  Torston  Forsberg, 
owner. 

SUBJECT — Application  January  5,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Ml-1  district,  the  erection 
of  a  two  story  building  for  use  as  a  truck  terminal  with 
accessory  offices  that  exceeds  the  permitted  floor  area  ratio, 
encroaches  on  the  required  rear  yard  and  has  less  than  the 
required  parking. 

PREMISES  AFFECTED — 182-28  149th  Avenue,  southwest 
corner  of  183rd  Street,  Block  13411,  Lots  16,  18,  20,  22,  25, 
29  and  31,  Jamaica,  Borough  of  Queens. 


50-71-BZ 

APPLICANT — Larry  Meltzer  for  6401  to  6407  4th  Avenue 
Corporation,  owner. 

SUBJECT — Application  January  12,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-212 
of  the  Zoning  Resolution,  to  permit  in  a  C2-3  district,  the 
reconstruction  of  an  automotive  service  station  with  acces¬ 
sory  uses  previously  before  the  Board. 

PREMISES  AFFECTED— 6401  to  6407  4th  Avenue  and 
402  to  408  64th  Street,  southeast  corner,  Block  5818,  Lot  5, 
Borough  of  Brooklyn. 


496-53-BZ  69-71-BZ 

APPLICANT — Douglas  F.  Herrlin  for  Lloyd  Realty  Com-  APPLICANT — Norman  L.  Reiffman  for  County  Associate, 

pany,  owner.  Incorporated,  owner. 
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SUBJECT — Application  February  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  addition 
to  the  uses  of  an  existing  private  club  with  accessory  uses 
to  include  dancing  and  entertainment. 

PREMISES  AFFECTED — 89-00  23rd  Avenue,  southeast 
corner  of  89th  Street,  Block  1084,  Lot  1,  Jackson  Heights, 
Borough  of  Queens. 

81-71-BZ 

APPLICANT — David  Blinder  for  Shellbank  Jewish  Center, 
Incorporated,  owner. 

SUBJECT — Application  February  9,  1971 — Appeal  from  a 
decision  of  the  Borough  Superintendent,  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  dis¬ 
trict,  the  installation  of  an  accessory  recreation  area  and 
swimming  pool  for  an  existing  synagogue  and  school. 

PREMISES  AFFECTED — 2124  Bragg  Street,  west  side, 
180  feet  south  of  Avenue  U,  Block  7368,  Lots  15  and  16, 
Borough  of  Brooklyn. 

84-71-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  February  11,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  73-1 1  ( g)  and  73- 
65  of  the  Zoning  Resolution,  to  permit  in  an  R3-2  district, 
the  enlargement  in  area  of  the  third  floor  of  an  existing 
three  story  telephone  exchange  that  increases  the  degree 
of  non-compliance  in  floor  area  ratio,  open  space  ratio 
and  height  of  the  front  wall. 

PREMISES  AFFECTED — 5515  Avenue  I,  1057  to  1081 
East  55th  Street,  northeast  corner,  and  1018  to  1040  East 
56th  Street,  Block  7759,  Lot  1,  Borough  of  Brooklyn. 


765-70-BZ 

APPLICANT — Morton  S.  Cahn  for  Apostolos  Moutop- 
oulos,  owner. 

SUBJECT — Application  December  31,  1970 — decision  of 
the  Borough  Superintendent  under  Section  666,  of  the 
New  York  City  Charter  and  Sections  72-21  and  73-62  of 
the  Zoning  Resolution,  to  permit  in  an  R4  district,  the  en¬ 
largement  in  area  of  the  second  floor  and  garage  of  an 
existing  one  family  dwelling  that  increases  the  degree  of 
non  compliance  on  the  front  yard. 

PREMISES  AFFECTED — 57-65  75th  Street,  east  side, 
117.99  feet  north  of  58th  Avenue,  Block  2814,  Lot  93,  Elm¬ 
hurst,  Borough  of  Queens. 

554-70-BZ 

APPLICANT — Lichtner  Associates  for  Michaelson  Realty 
Corporation,  owner. 

SUBJECT — Application  September  17,  1970 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the  erec¬ 
tion  of  a  one  story  enlargement  to  an  existing  store  and 
residence  building  and  the  change  in  occupancy  to  toy  store 
with  accessory  storage. 

PREMISES  AFFECTED — 289  to  295  Beach  14th  Street, 
west  side,  52.21  feet  south  of  New  Haven  Avenue,  Block 
15625,  Lot  46,  Far  Rockaway,  Borough  of  Queens. 

Laid  over  from  March  16,  1971,  for  continued  hearing 

at  the  request  of  the  Community  Board. 


SUBJECT — Appeal  from  an  Administrative  decision  re- 
Class  4  construction,  tabular  limits. 

PREMISES  AFFECTED— 289  to  295  Beach  14th  Street, 
west  side,  52.21  feet  south  of  New  Haven  Avenue,  Block 
15625,  Lot  46,  Far  Rockaway,  Borough  of  Queens. 

681-70-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  November  12,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  73-14  and  73-65  of 
the  Zoning  Resolution,  to  permit  in  an  R3-2  district,  the 
erection  of  a  fourth  and  fifth  floor  to  an  existing  telephone 
exchange  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio,  open  space  ratio,  front  yard,  side  yard  and 
sky  exposure  plane. 

PREMISES  AFFECTED— 140-02  to  140-10  183rd  Street, 
182-08  to  182-26  _140th  Avenue,  southwest  corner,  Block 
13040,  Lot  1,  Springfield  Gardens,  Borough  of  Queens. 
Laid  over  from  March  30,  1971,  at  the  request  of 

Community  Board,  for  continued  hearing. 

589-70-BZ  1 

APPLICANT— McGrath,  Cohen  and  McGrath  for  Lex- 
Parc  Properties,  owner ;  The  Ravelled  Sleave,  lessee. 

SUBJECT— Application  September  25,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-5  district,  in  an  existing 
five  story  building,  the  addition  to  the  use  of  the  first  floor 
restaurant  to  include  cabaret. 

PREMISES  AFFECTED — 1387  Third  Avenue,  east  side, 
21  feet  south  of  East  79th  Street,  Block  1433,  Lot  46,  Bor¬ 
ough  of  Manhattan. 

Laid  over  from  April  6,  1971,  for  continued  hearing. 


7-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  New  York  Wel¬ 
fare  Building  Corporation,  owner. 

SUBJECT — Application  January  8,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  73-63 
of  the  Zoning  Resolution,  to  permit  in  an  R6  district,  on  a 
plot  previously  before  the  Board,  the  erection  of  a  one 
story  enlargement  that  increases  the  degree  of  non-compli¬ 
ance  in  floor  area  ratio  and  the  change  in  occupancy  from 
garage  to  offices,  record  room  and  printing  establishment. 

PREMISES  AFFECTED — 279  to  281  20th  Street,  north 
side,  235.11  feet  west  of  6th  Avenue,  Block  885,  Lot  57, 
Borough  of  Brooklyn. 

Laid  over  from  April  6,  1971,  for  continued  hearing. 


8-71-A 

APPLICANT — Lama  and  Vassalotti  for  New  York  Wel¬ 
fare  Building  Corporation,  owner. 

SUBJECT — Application  January  8,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  two  means  of 
egress,  required  width  of  stairs  enclosure. 

PREMISES  AFFECTED — 275  to  277  20th  Street,  north 
side,  235.11  feet  west  of  6th  Avenue,  Block  885,  Lot  57, 
Borough  of  Brooklyn. 


13-71rBZ 

APPLICANT — Millard  Bresin  for  Leemilt  Petroleum,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  13,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the  Zon- 


555-70-A 

APPLICANT — Lichtner  Associates  for  Michaelson  Realty 
Corporation,  owner. 
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ing  Resolution,  to  permit  in  a  C2-3  district,  the  reconstruc¬ 
tion  of  an  automotive  service  station  with  accessory  uses. 
PREMISES  AFFECTED — 4312  Fort  Hamilton  Parkway, 
southwest  corner  of  43rd  Street,  Block  5602,  Lot  41,  Bor¬ 
ough  of  Brooklyn. 

Laid  over  from  April  6,  1971,  for  continued  hearing. 


751-70-BZ 

APPLICANT — Andrew  Di  Camillo  for  Endy  Anderson, 
owner;  New  York  Telephone  Company,  lessee. 

SUBJECT— Application  December  21,  1970— decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C4-2  and  C8-1  district, 
the  erection  of  a  five  story  garage  and  office  building  that 
exceeds  the  permitted  floor  area  ratio  and  has  less  than 
the  required  accessory  parking. 

PREMISES  AFFECTED— 409  to  425  89th  Street,  north 
side,  53.3  feet  East  of  4th  Avenue,  Block  6065,  Lots  43,  46, 
47,  49,  50,  Borough  of  Brooklyn. 

Hearing  closed. 


753-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  John  and  Sarah 
Napolitano,  owner. 

SUBJECT — Application  December  22,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  two  story  one  family  dwelling  that  encroaches  on  the 
required  side  yards. 

PREMISES  AFFECTED — 638  East  88th  Street,  west  side, 
235.08  feet  south  of  Farragut  Road,  Block  7992,  Lot  51, 
Borough  of  Brooklyn. 

Laid  over  from  April  6,  1971,  for  continued  hearing. 


101-71-BZ 

APPLICANT — Martyn  and  Don  Weston  for  Board  of  Edu¬ 
cation,  owner. 

SUBJECT — Application  February  23,  1971- — decision  of  the 
Borough  Superintendent,  under  Section  73-641  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  three  story  and  basement  enlargement  to  a  public  school 
that  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 102-10  Rockaway  Boulevard, 
southeast  corner  of  101st  Street,  Block  9540,  Lot  2,  Ozone 
Park,  Borough  of  Queens. 

Laid  over  from  April  6,  1971,  for  continued  hearing. 

Previously  inspected. 


548-69-BZ — V ol.  II 

APPLICANT — McGee  and  Morsellino  for  Charles  F.  Hard¬ 
ing,  owner. 

SUBJECT — Application  reopened  March  2,  1971  as  Volume 
II — decision  of  the  Borough  Superintendent,  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2  dis¬ 
trict,  the  erection  and  maintenance  of  an  automotive  service 
station  with  accessory  uses  and  accessory  sign. 

PREMISES  AFFECTED— 107-10  Astoria  Boulevard, 
southeast  corner  of  107th  Street,  Block  1694,  Lots  1,  2, 
6  and  9,  Borough  of  Queens. 

Hearing  closed. 


418-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Richard  DiLoretto 
and  Salvatore  Sciortino,  owners. 

SUBJECT — Application  July  27,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 


Resolution,  to  permit  in  an  R2  district,  the  enlargement  in 
area  of  an  existing  swimming  club  previously  before  the 
Board  for  use  as  tennis  courts  with  accessory  parking. 
PREMISES  AFFECTED— 28-51  216th  Street,  east  side, 
125  feet  south  of  28th  Road,  Blocks  6019,  6059,  Lots  2,  5, 
45  and  12,  Bayside,  Borough  of  Queens. 

Laid  over  from  April  6,  1971,  for  continued  hearing. 


419-70-A 

APPLICANT — Arthur  J.  McGee  for  Richard  DiLoretto 
and  Salvatore  Sciortino,  owners. 

SUBJECT — Application  July  27,  1970 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  erection  of 
building  in  bed  of  a  mapped  street. 

PREMISES  AFFECTED— 28-51  216th  Street,  east  side, 
125  feet  south  of  28th  Road,  Block  6019,  Lots  2,  5  and  45, 
Block  6059,  Lot  12,  Bayside,  Borough  of  Queens. 

THOMAS  F.  GALVIN,  Chairman 


APRIL  27,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  April  27,  1971,  at  2  o'clock  at  80  Lafay¬ 
ette  Street,  9th  floor.  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 


60-71-SA 

APPLICANT  —  Ametek,  Inc.,  owner  —  Dry  cleaning 
machines. 


85-71-SM 

APPLICANT  —  Celotex  Corporation,  owner  —  Display 
board. 


97-71-SA 

APPLICANT— The  Star  Sprinkler  Corporation,  owner 
— Valves. 

107-71-SA 

APPLICANT — ARA  Services,  Inc.,  owner — Vending 

machine. 

113-71-SM 

APPLICANT — United  States  Steel  Corporation,  owner 
— One  hour  fire  resistant  exterior  panel. 


686-69-A 

APPLICANT — Allen  A.  Sylvane  for  Bess  Kane,  owner; 
Rubin  Engelson,  lessee. 

SUBJECT— Application  November  20,  1969— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 137  Hudson  Street,  west  side, 
28  feet  north  of  Beach  Street,  Block  214,  Lot  24,  Borough 
of  Manhattan. 

321-70-A 

APPLICANT — Department  of  Buildings.  City  of  New  York 
for  Abe  Maibach,  owner. 

SUBJECT — Application  May  25,  1970 — revocation  of  Cer¬ 
tificate  of  Occupancy  No.  199,978. 
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PREMISES  AFFECTED — 1232  to  1256  East  80th  Street, 
north  side,  from  Paerdegat  8th  Street  to  Paerdegat  9th 
Street,  entire  block  front  36-46  Paerdegat  8th  Street  and 
35-45  Paerdegat  9th  Street,  Block  8058,  Lot  32,  Borough 
of  Brooklyn. 

75-71-A 

APPLICANT — Union  Carbide  Corporation,  owner. 

SUBJECT — Application  February  4,  1971 — Review  of  a 
decision  of  the  Fire  Commissioner  re-  Linde  Oxygen 
Walker  System. 

450-69-A 

APPLICANT — L.  Pulvermacher  and  Brothers,  Incorpo¬ 
rated  for  Broadway  Leonard  Company,  owner,  L.  Pulver¬ 
macher  and  Brothers,  Incorporated,  lessee. 

SUBJECT— Application  January  3,  1969— from  an  order 
and  a  decision  of  the  Fire  Commissioner  Re-  sprinkler 
system. 

PREMISES  AFFECTED— 350  Broadway,  103  to  105 
Leonard  Street,  northeast  cornei.  Block  171,  Lot  1, 
Borough  of  Manhattan. 

120-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  Barnard  School 
for  Boys,  Incorporated,  owner. 

SUBJECT — Application  March  5,  1971 — Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Class  4  frame 
building,  live  load,  unenclosed  stair. 

PREMISES  AFFECTED — 4440  Tibbett  Avenue,  east  side, 
273.17  feet  south  of  West  246th  Street,  Block  5806,  Lot 
681,  Riverdale,  Borough  of  The  Bronx. 

114-71-A 

APPLICANT — Robert  L.  Campbell  for  Staten  Island  Foun¬ 
dations,  owner. 

SUBJECT — Application  March  3,  1971 — Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  toilet  facilities 
contrary  to  C26-110.Z  (C)  of  the  Building  Code,  filed 
pursuant  to  Section  36,  Article  3,  General  City  Law  re¬ 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 25  Kinsey  Place,  southeast 
corner  of  Woodcliff  Avenue,  Block  1290,  Lot  61,  Mariners 
Harbor.  Borough  of  Richmond. 


124-71-A 

APPLICANT — Otto  J.  Sambach  for  Royal  Petroleum 
Corporation,  owner. 

SUBJECT — Application  March  3,  1971 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Department  re-  Overflow 
alarm  device  for  petroleum  tanks. 

PREMISES  AFFECTED — 4216  to  4220  Vernon  Boulevard, 
west  side,  90.28  feet  north  of  43rd  Avenue,  Block  484,  Lot 
23,  Long  Island  City,  Borough  of  Queens. 

THOMAS  F.  GALVIN,  Chairman 


APRIL  29,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Thursday  morning,  April  29,  1971,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

64-71-A 

APPLICANT — William  H.  Byrne  of  Bilbyrne  Corporation 
for  Consolidated  Edison  Company  of  New  York  Incorpo¬ 
rated,  owner. 


SUBJECT — Application  January  28,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  and  Department  of 
Ports  and  Terminals  re-  Installation  of  300,000  Barrel 
L.  N.  G.  Tank. 

PREMISES  AFFECTED — 19  to  39  20th  Avenue,  east 
side,  2,300  feet  north  of  East  River,  Block  850,  Lot  1, 
Long  Island  City,  Borough  of  Queens. 

THOMAS  F.  GALVIN,  Chairman 


MAY  4,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning.  May  4,  1971,  at  10  o’clock  at  80  Lafayette 
Street.  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

583-61-BZ 

APPLICANT — Atkin  &  Bassolino  for  Consiglia  De  Pas- 
quale,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  October  4, 
1971 — decision  of  the  Borough  President;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  retail  and  residence  use  dis¬ 
trict,  the  maintenance  of  a  parking  lot  for  the  parking 
and  storage  of  more  than  five  motor  vehicles. 
PREMISES  AFFECTED— 685  East  187th  Street,  north 
side,  159.86  feet  west  of  Beaumont  Avenue  and  694  East 
188th  Street,  Block  3090,  Lot  16,  Borough  of  The  Bronx. 


1022-47-BZ — Vol.  II 

APPLICANT — Joseph  A.  Trapani  for  Millie  Cardillo, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  March  30,  1969— decision  of  the 
Borough  Superintendent ;  previously  granted  on  condition 
under  Section  7e  of  the  Zoning  Resolution,  permitting 
in  local  retail  and  residence  use  district,  the  continuation 
of  the  storage  of  building  material,  garage  for  three  trucks, 
office  and  showrooms. 

PREMISES  AFFECTED — 131-24  Springfield  Boulevard, 
west  side,  104.52  feet  north  of  Adair  Street,  Block  12729, 
Lot  16,  Springfield,  Borough  of  Queens. 


655-70-BZ 

APPLICANT — John  Zenir  for  Michael  Leyden,  owner. 

SUBJECT — Application  November  4,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  on  a  plot 
with  two  dwellings,  the  subdivision  into  separate  lots  that 
creates  non-compliance  in  the  rear  yard  and  lot  area  per 
room. 

PREMISES  AFFECTED — 99A  Schofield  Street,  north 
side.  111.98  feet  west  of  City  Island  Avenue,  Block  5628, 
Lot  130.  Borough  of  The  Bronx. 


656-70-BZ 

APPLICANT — John  Zenir  for  Robert  Leyden,  owner. 

SUBJECT — Application  November  4,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  on  a  plot 
with  two  dwellings,  the  subdivision  into  separate  lots  that 
creates  non-compliance  in  the  front  yard  and  lot  area  per 
person. 
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PREMISES  AFFECTED— 99B  Schofield  Street,  north 
side,  111.98  feet  west  of  City  Island  Avenue.  Block  5628, 
Lot  131  (tent.),  Borough  of  The  Bronx. 


657-70-A 

APPLICANT — John  Zenir  for  Robert  Leyden,  owner. 

SUBJECT — Application  November  4,  1970 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 99B  Schofield  Street,  north 
side,  111.98  feet  west  of  City  Island  Avenue,  Block  5628, 
Lot  131  (tentative),  Borough  of  The  Bronx. 


52-71-BZ 

APPLICANT— McGee  and  Morsellino  for  Emigrant  Sav¬ 
ings  Bank,  owner. 

SUBJECT— Application  January  15,  1971— Decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  11-412 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  and  R6 
district,  the  enlargement  in  area  of  a  parking  facility  pre¬ 
viously  before  the  Board. 

PREMISES  AFFECTED— 168-29  88th  Avenue,  northwest 
corner  of  168th  Place,  Block  9821,  Lot  16,  Jamaica, 
Borough  of  Queens. 


58-71-BZ 

APPLICANT— Charles  M.  Spindler  for  108th  Street  Serv¬ 
ice,  owner. 

SUBJECT— Application  January  14,  1971— Decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  11-413 
of  the  Zoning  Resolution,  to  permit  in  an  R6  district,  at 
an  existing  automotive  service  station  and  auto  repair 
shop  previously  before  the  Board,  the  installation  of  an 
automotive  laundry. 

PREMISES  AFFECTED — 47-03  108th  Street,  southeast 
corner  of  47th  Avenue,  Block  2003,  Lot  1,  Corona.  Borough 
of  Queens. 


79-71-BZ 

APPLICANT— Stanley  H.  Klein  for  Highland  Avenue 
Baptist  Church,  owner. 

SUBJECT— Application  February  8,  1971— decision  of  the 
Borough  Superintendent,  under  Section  73-64  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  enlarge¬ 
ment  in  area  of  an  existing  church  that  encroaches  on  the 
required  front  yard. 

PREMISES  AFFECTED— 87-04  162nd  Street,  southwest 
corner  of  Highland  Avenue,  Block  9/70,  Lot  30,  Jamaica, 
Borough  of  Queens. 


127-71-BZ 

APPLICANT — Abram  Shlefstein  for  Bernard  Goldberg 
and  Riane  Gruss,  owner. 

SUBJECT — Application  March  8,  1971 — Decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C2-5  district,  on  a  plot 
presently  developed  as  a  parking  lot,  the  erection  and  main¬ 
tenance  of  an  automotive  service  station  with  accessory 
uses  and  accessory  signs. 

PREMISES  AFFECTED — 250  East  Houston  Street,  north 
side,  120.4  feet  34s  inch  east  of  Avenue  A,  Block  397,  Lot 
63,  Borough  of  Manhattan. 


139-71-BZ 

APPLICANT — Harry  Soled  for  Yeshiva  and  Masifta  Kehi- 
lat  Yakov,  owner. 

SUBJECT — Application  March  9,  1971 — Decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  enlargement 
in  area  of  an  existing  synagogue  that  will  create  non- 
compliance  in  lot  coverage,  rear  yard  encroachment,  dis¬ 
tance  between  buildings  and  outer  court  requirements. 

PREMISES  AFFECTED— 654  to  656  to  658  Bedford  Ave¬ 
nue,  west  side,  60  feet  north  of  Penn  Street  108  to  114 
Penn  Street,  Block  2217,  Lots  34,  35,  36,  37,  42  and  44. 
Borough  of  Brooklyn. 


662-70-BZ 

APPLICANT — Albert  Melniker  for  Aaron  Levine,  owner; 
NuCastle  Motors,  Inc.,  lessee. 

SUBJECT — Application  November  5,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-1  district,  the  con¬ 
struction  of  an  open  automobile  sales  establishment  with 
accessory  office. 

PREMISES  AFFECTED— 2175  Hylan  Boulevard,  north 
side  45.23  feet  west  of  Midland  Avenue,  Block  3591,  Lot 
57,  Grant  City,  Borough  of  Richmond. 

Laid  over  from  April  6,  1971,  for  continued  hearing. 


704-70-BZ 

APPLICANT — Wax  Associates  for  Sigmund  Sommer  Con¬ 
struction  Corporation,  owner. 

SUBJECT — Application  November  24,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  73-1 1(g)  and 
73-50  of  the  Zoning  Resolution,  to  permit  in  a  Cl -9  district, 
the  erection  of  a  one  story  and  mezzanine  building  for  use 
as  a  theatre  with  business  entrances  and  signs  within  20 
feet  of  a  residence  district. 

PREMISES  AFFECTED— 249  to  251  East  53rd  Street, 
north  side,  61.5  feet  west  of  2nd  Avenue,  Block  1327,  Lot 
120,  Borough  of  Manhattan. 

Hearing  closed. 

THOMAS  F.  GALVIN,  Chairman 


MAY  4,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  4,  1971,  at  2  o’clock  at  80  Lafay¬ 
ette  Street’,  9th  floor.  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 

414-70-A 

APPLICANT — John  T.  O’Neill,  Commissioner,  Department 
of  Buildings. 

OWNER  OF  PREMISES — Fourems,  Inc.,  c/o  Manvocher- 
ian  Bros. 

SUBJECT — Application  July  23,  1970 — revocation  of  Cer¬ 
tificate  of  Occupancy  No.  66581. 

PREMISES  AFFECTED — 78  Fifth  Avenue,  west  side,  73 
feet  south  of  West  14th  Street,  Block  577,  Lot  41,  Borough 
of  Manhattan. 


623-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Howard  Stores  Corporation. 
SUBJECT — Application  October  15,  1970 — for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
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PREMISES  AFFECTED — 82  and  84  Stanton  Street,  north¬ 
east  corner  of  Allen  Street,  Block  417,  Lots  70  and  71, 
Borough  of  Manhattan. 

1212-66-A 

APPLICANT — Jack  Brown  for  Greenwich  Leasing  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  25,  1966 — Restored  to 
Calendar  by  the  Board’s  action  re-  doctors’  offices  in 
cellar. 

PREMISES  AFFECTED— 48-50  38th  Street,  west  side, 
124.05  feet  north  of  Greenpoint  Avenue,  Block  232,  Lot  18. 
Long  Island  City,  Borough  of  Queens. 


71-67-A 

APPLICANT — Jack  Brown  for  Monte  Carlo  Leasing  Cor¬ 
poration,  owner. 

SUBJECT — Application  January  16,  1967 — Restored  to  Cal¬ 
endar  by  the  Board’s  action  re-  cellar  apartments. 

PREMISES  AFFECTED — 631  Beach  9th  Street,  southwest 
corner  of  Caffrey  Avenue,  Block  (15584)  111,  Lot  4,  Far 
Rockaway,  Borough  of  Queens. 


138-67-A 

APPLICANT — Jack  Brown  for  Maple  Leasing  Corpora¬ 
tion,  owner. 

SUBJECT — Application  February  17,  1967 — Restored  to 
Calendar  by  the  Board’s  action  re-  cellar  apartments. 

PREMISES  AFFECTED — 102-40  Horace  Harding  Ex¬ 
pressway,  southwest  corner  of  Yellowstone  Boulevard, 
Block  2121,  Lot  21,  Forest  Hills,  Borough  of  Queens. 


139-67-A 

APPLICANT — Jack  Brown  for  Surf  Leasing  Corporation, 
owner. 

SUBJECT — Application  February  17,  1967— Restored  to 
Calendar  by  the  Board’s  action  re-  cellar  apartments. 

PREMISES  AFFECTED — 407  Beach  20th  Street,  north¬ 
west  corner  of  Elk  Drive,  Block  (15767)  249,  Lot  1,  Far 
Rockaway,  Borough  of  Queens. 


SUBJECT  Application  March  23,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  travel  distance 
within  the  dwelling  units. 


PREMISES  AFFECTED— 411  to  449  East  58th  Street, 
north  side,  86.5^4  feet  west  of  Sutton  Place  and  408  to  420 
to  428  East  59th  Street,  Block  1370,  Lots  6,  7,  8,  108,  15, 
16,  17,  117,  18,  30,  31,  44  and  29,  Borough  of  Manhattan. 


169-71-A 


APPLICANT— Department  of  Water  Resources,  owner. 
SUBJECT— Application  March  24,  1971— appeal  from  a 
decision  of  the  Department  of  Ports  and  Terminals  re¬ 
egress. 


REMISES  AFFECTED — West  of  Hudson  Parkway, 
from  135th  Street  to  145th  Street,  Block  2101  Lots  60 
100,  115,  117,  128,  131,  133,  141,  143,  151,  153,  171  175  181 
185,  191,  195,  201,  205  and  400,  Borough  of  Manhattan. 


THOMAS  F.  GALVIN,  Chairman 


MAY  11,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning  May  11,  1971,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 
matters : 


849-49-BZ 

APPLICANT— Mallia  Associates  for  Directors  Guild  of 
America,  Inc.,  owner. 

SUBJECT  Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  28, 
1971— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Resolu¬ 
tion,  permitting  in  a  restricted  retail  use  district,  the 
change  in  occupancy  from  club  to  motion  picture  theatre, 
stores,  offices  and  showrooms. 

PREMISES  AFFECTED — 110  West  57th  Street,  south 
side,  175  feet  west  of  6th  Avenue,  Block  1009,  Lot  40, 
Borough  of  Manhattan. 


44-53-BZ 


216-67-A 

APPLICANT — Jack  Brown  for  Ocean  Leasing  Corpora¬ 
tion,  owner. 

SUBJECT — Application  February  2,  1967 — Restored  to 
Calendar  by  the  Board’s  action  re-  cellar  apartments. 

PREMISES  AFFECTED — 22-11  New  Haven  Avenue, 
southwest  corner  of  Beach  22nd  Street.  Block  (15762) 
254,  Lot  70,  Far  Rockaway,  Borough  of  Queens. 


217-67-A 

APPLICANT — Jack  Brown  for  Road  Leasing  Corporation, 
owner. 

SUBJECT — Application  February  27,  1967 — Restored  to 
Calendar  by  the  Board’s  action  re-  cellar  apartments. 

PREMISES  AFFECTED— 63-09  108th  Street,  northeast 
corner  of  63rd  Road,  Block  2167,  Lot  1,  Forest  Hills, 
Borough  of  Queens. 


168-71-A 

APPLICANT — Julian  Roth  of  Emery  Roth  and  Sons  for 
Sigmund  Sommer,  owner. 


APPLICANT — Philip  P.  Augusta  for  Joseph  Faraldo, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  February  15, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  and  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the 
parking  and  storage  of  motor  vehicles  and  the  sale  and 
display  of  used  cars. 

PREMISES  AFFECTED — 185-189  Woodpoint  Road  and 
221-229  Skillman  Avenue,  northeast  corner,  Block  2884, 
Lots  1  and  2,  Borough  of  Brooklyn. 


573-55-BZ 

APPLICANT — Arthur  Levine  for  Sidney  Esikoff,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  May  22,  1971 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Resolu¬ 
tion,  permitting  in  a  local  retail  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  lubritorium, 
minor  repairs  (hand  tools  only)  auto  wrecking  (non¬ 
automatic),  office,  sales  and  storage  of  auto  accessories, 
parking  of  cars  waiting  to  be  serviced  for  a  term  of  years. 
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PREMISES  AFFECTED— 17-32/46  (official  17-42)  Clin- 
tonville  Street,  154-02/04  17th  Road,  Block  4730,  Lot  4, 
Borough  of  Queens. 


148-70-BZ — Vol.  II 

APPLICANT— McGee  and  Morsellino  for  Ciampa  Prop¬ 
erties,  owner. 

SUBJECT — Application  reopened  February  17,  1971  as 
Volume  II— decision  of  the  Borough  Superintendent,  un¬ 
der  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R4  district,  the  erection  of  a  one  story  enlargement  to 
an  existing  factory  and  warehouse  extending  into  the  resi¬ 
dence  district. 

PREMISES  AFFECTED— 15-11  119th  Street  and  119-06 
15th  Avenue,  southeast  corner,  Block  4073,  Lots  22  and 
47,  College  Point,  Borough  of  Queens. 


481-63-BZ— Vol.  II 

APPLICANT— Otto  J.  and  Warren  A.  Sambach  for  Union 
Hospital  of  The  Bronx,  owner. 

SUBJECT— Application  reopened  September  22,  1970  as 
Volume  II— decision  of  the  Borough  Superintendent,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R7-1  district,  the  erection  of  a  five  story  and  basement 
enlargement  to  a  hospital  previously  before  the  Board. 

PREMISES  AFFECTED— 260  East  188th  Street,  south 
side,  from  Tiebout  Avenue  to  Valentine  Avenue,  Block 
3147,  Lot  50,  Borough  of  The  Bronx. 


45-71-BZ 

APPLICANT— Maxfield  Blaufeux  and  Heywood  Blaufeux 
for  Antonio  Pisano,  owner. 

SUBJECT— Application  January  18,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  two  story,  one  family  dwelling  that  encroaches  on  the 
required  side  yards  and  with  a  porch  within  the  required 
front  yard. 

PREMISES  AFFECTED— 1256  East  54th  Street,  west  side, 
350  feet  north  of  Avenue  K,  Block  7801,  Lot  59,  Borough 
of  Brooklyn. 


65-71-BZ 

APPLICANT— Kenneth  H.  Koons  for  Nicholas  Giancas- 
paro,  owner. 

SUBJECT— Application  January  28,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the_  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  one  story  enlargement  to  an  existing  auto  repair  shop 
that  encroaches  on  the  required  rear  yard  equivalent  and 
side  yard. 

PREMISES  AFFECTED— 2939  Edson  Avenue,  west  side, 
122.25  feet  north  of  Arnow  Avenue,  Block  4797,  Lot  23, 
Borough  of  The  Bronx. 


117-71-BZ 

APPLICANT— Ivnappe  and  Johnson  for  New  York  City 
Board  of  Education,  owner. 

SUBJECT— Application  March  4,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-641  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R6  district,  the 
erection  of  a  three  story  intermediate  school  that  en¬ 
croaches  on  the  required  rear  yard,  rear  yard  equivalent 
and  exceeds  the  permitted  floor  area  ratio  and  lot  coverage. 


PREMISES  AFFECTED— 40  Ten  Eyck  Street,  southwest 
corner  of  Lorimer  Street,  Block  3022,  Lot  16,  Borough 
of  Brooklyn. 


164-71-BZ 

APPLICANT— Lama  and  Vassalotti  for  Gulf  Oil  Cor¬ 
poration,  owner. 

SUBJECT— Application  March  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-412  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  Cl -2  and  R3-2  dis¬ 
trict,  the  reconstruction  of  an  automotive  service  station 
with  accessory  uses  and  accessory  signs  previously  before 
the  Board. 

PREMISES  AFFECTED— 1705  Richmond  Avenue  and 
3100  Victory  Boulevard,  southeast  corner,  Block  2070,  Lot 
42,  Bulls  Head,  Borough  of  Richmond. 


180-71-BZ 

APPLICANT— Savignano,  Strange  and  Vella  for  Joseph 
Murro,  owner. 

SUBJECT — Application  March  29,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  an  Ml-1  district,  the  erection 
of  a  three  story  and  basement  two  family  dwelling. 

PREMISES  AFFECTED— 918-62nd  Street,  south  side, 
140  feet  east  of  9th  Avenue,  Block  5729,  Lot  14,  Borough 
of  Brooklyn. 

THOMAS  F.  GALVIN,  Chairman 


MAY  11,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon  May  11,  1971,  at  2  o  clock  at  80  Lafayette 
Street,  9th  floor,  New' York,  N.  Y.  10013,  on  the  following 
matters : 


128-71-A 

APPLICANT— Dominick  Salvati  and  Son  for  Mauro  and 
Nancy  Ciccolella,  owner. 

SUBJECT — Application  March  9,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED— 38  Massachusetts  Street,  west 
side,  340.00  feet  north  of  Hylan  Boulevard,  Block  7940, 
Lot  36,  Tottenville,  Borough  of  Richmond. 


129-71-A 

APPLICANT— Dominick  Salvati  and  Son  for  Mauro  and 
Nancy  Ciccolella,  owner. 

SUBJECT— Application  March  8,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED— 42  Massachusetts  Street,  west 
side,  405.66  feet  north  of  Hylan  Boulevard,  Block  7940, 
Lot  34,  Tottenville,  Borough  of  Richmond. 


130-71-A 

APPLICANT — Dominick  Salvati  and  Son  for  Mauro  and 
Nancy  Ciccolella,  owner. 

SUBJECT— Application  March  9,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 
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PREMISES  AFFECTED — 46  Massachusetts  Street,  west 
side,  449.66  feet  north  of  Hylan  Boulevard,  Block  7940, 
Lot  31,  Totlenville,  Borough  of  Richmond. 


131-71-A 

APPLICANT — Dominick  Salvati  and  Son  for  Mauro  and 
Nancy  Ciccolella,  owner. 

SUBJECT — Application  March  9,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 50  Massachusetts  Street,  west 
side,  493.66  feet  north  of  Hylan  Boulevard,  Block  7940, 
Lot  29,  Tottenville,  Borough  of  Richmond. 


132-71-A 

APPLICANT— Dominick  Salvati  and  Son  for  Mauro  and 
Nancy  Ciccolella,  owner. 

SUBJECT — Application  March  9,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 54  Massachusetts  Street,  west 
side,  537.66  feet  north  of  Hylan  Boulevard,  Block  7940, 
Lot  27,  Tottenville,  Borough  of  Richmond. 


133-71-A 

APPLICANT — Dominick  Salvati  and  Son  for  Mauro  and 
Nancy  Ciccolella,  owner. 

SUBJECT — Application  March  9,  1971 — filed  pursuant  t.o 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 58  Massachusetts  Street,  west 
side,  581.66  feet  north  of  Hylan  Boulevard,  Block  7940, 
Lot  25,  Tottenville,  Borough  of  Richmond. 


134-71-A 

APPLICANT — Dominick  Salvati  and  Son  for  Nancy  and 
Mauro  Ciccolella,  owner. 

SUBJECT — Application  March  9,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 62  Massachusetts  Street,  west 
side,  625.66  feet  north  of  Hylan  Boulevard,  Block  7940, 
Lot  23,  Tottenville,  Borough  of  Richmond. 


135-71-A 

APPLICANT — Dominick  Salvati  and  Son  for  Nancy  and 
Mauro  Ciccolella,  owner. 

SUBJECT — Application  March  9,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  stret. 


PREMISES  AFFECTED — 66  Massachusetts  Street,  west 
side,  669.66  feet  north  of  Hylan  Boulevard,  Block  7940, 
Lot  21,  Tottenville,  Borough  of  Richmond. 


136-71-A 

APPLICANT — Dominick  Salvati  and  Son  for  Nancy  and 
Mauro  Ciccolella,  owner. 

SUBJECT — Application  March  9,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 70  Massachusetts  Street,  west 
side,  713.66  feet  north  of  Hylan  Boulevard,  Block  7940, 
Lot  18,  Tottenville,  Borough  of  Richmond. 


I37-71-A 

APPLICANT— Dominick  Salvati  and  Son  for  Mauro  and 
Nancy  Ciccolella,  owner. 

SUBJECT — Application  March  9,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 78  Massachusetts  Street,  west 
side,  801.66  feet  North  of  Hylan  Boulevard,  Block  7940, 
Lot  14,  Tottenville,  Borough  of  Richmond. 


138-71-A 

APPLICANT— Dominick  Salvati  and  Son  for  Mauro  and 
Nancy  Ciccolella,  owner. 

SUBJECT — Application  March  9,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 74  Massachusetts  Street,  west 
side,  757.66  feet  north  of  Hylan  Boulevard,  Block  7940, 
Lot  16,  Tottenville,  Borough  of  Richmond. 


147-71-A 

APPLICANT — Wechsler  and  Associates  for  Nicholas 
Rappy,  owner. 

SUBJECT — Application  March  12,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  rear  yard. 

PREMISES  AFFECTED — 408  East  59th  Street,  south  side, 
106.6  feet  each  of  1st  Avenue,  Block  1370,  Lot  44,  Borough 
of  Manhattan. 


184-71-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  New  York  University,  owner. 

SUBJECT — Application  March  30,  1971— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  connecting 
bridge  between  school  buildings. 

PREMISES  AFFECTED — 90  Trinity  Place,  southwest 
corner  of  Thames  Street,  Block  51,  Lot  15,  Borough  of 
Manhattan. 

THOMAS  F.  GALVIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  APRIL  6,  1971,  10  A.M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon  March  16,  1971,  were 
approved  as  printed  in  the  Bulletin  of  March  25,  1971,  Vol. 
56,  No.  12. 

89-27-SR 

Rules  of  Procedure  of  the  Board  of  Standards  and  Ap¬ 
peals  adopted  February  15,  1927,  amended  December  2,  1930, 
April  14,  1931,  June  13,  1933,  April  30,  1935  and  revised 
September  22,  1959,  effective  October  28,  1959,  and  further 
amended  June  2,  1967. 

SUBJECT — Proposed  amendments  to  the  Rules  of  Proce¬ 
dure  by  deleting  paragraphs  4  (four)  and  7  (seven)  of 
Article  V  and  substituting  new  sections  for  same.  Author¬ 
ity:  Section  665  City  Charter  and  Article  VIII  of  the 
Rules  of  Procedure. 

APPEARANCES— 

For:  None. 

Opposed :  Lewis  Whiteman. 

ACTION  OF  BOARD — Laid  over  to  April  20,  1971,  at 
10  A.M.,  for  decision;  hearing  closed. 


204-24-BZ— Vol.  Ill 

APPLICANT — Lama  and  Vassalotti  for  Michael  DeLaur- 
enzo,  owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  December 
14,  1970 — decision  of  the  Borough  Superintendent,  pre¬ 
viously  granted  on  condition,  under  Section  7e  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
use  of  a  building  for  a  junk  shop  and  a  loading  platform 
on  adjoining  lot  to  be  used  in  conjunction  with  junk  shop. 

PREMISES  AFFECTED— 475-479  Hemlock  Street,  east 
side,  129.7^4  feet  south  of  Liberty  Avenue,  Block  4200, 
Lots  8  and  9,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  term 
of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  Ill,  on  October  23,  1965,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  April  6,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
2,  1934,  as  amended  through  December  14,  1965  only  as  to 
the  term  of  the  variance,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“granted  for  a  term  of  five  years  from  December  14, 
1970,  to  permit  .  .  .;  that  other  than  as  herein  amended 


the  resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  2893-50) 


612-45-BZ— Vol.  V 

APPLICANT — Louis  Lieberman  for  Charles  J.  Re,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Sections  21  and  7e  of 
the  Zoning  Resolution,  permitting  in  a  business  and  retail 
use  district,  the  change  in  occupancy  of  an  existing  auto 
showroom  by  using  the  cellar  for  the  storage  of  parts  and 
dead  storage  of  cars  and  the  first  floor  as  an  auto  show¬ 
room,  office,  parts  department,  gasoline  station,  motor 
vehicle  repair  shop,  sale  of  used  cars  and  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 94-15  to  94-25  Northern  Boule¬ 
vard,  32-45  to  32-61  Junction  Boulevard,  northeast  corner, 
32-44  to  32-60  95th  Street,  Block  1424,  Lot  33,  Corona, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Dominick  T.  Farruggio. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  V,  on  April  l5,  1958,  on  certain  conditions;  and 

Whereas,  the  term  of  variance  was  extended  on  July  18, 
1967 ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
18,  1947,  as  amended  through  July  18,  1967,  by  adding 
thereto : 

“that  the  premises  shall  conform  to  revised  drawing  of 
proposed  conditions  marked  ‘Received  March  23,  1971,’ 
one  sheet,  on  condition  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (Alt.  2644-48) 


777-46-BZ 

APPLICANT — Lama  and  Vassalotti  for  Joseph  Vitole, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  January  17,  1971 — decision  of 
the  Borough  Superintendent;  previously  granted  on  condi¬ 
tion  under  Section  7e  of  the  Zoning  Resolution,  permitting 
in  a  local  retail  use  district,  the  manufacturing  of  wearing 
apparel. 

PREMISES  AFFECTED — 62  Tompkins  Avenue,  west 
side,  75  feet  north  of  Floyd  Street,  Block  1739,  Lot  42, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 
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THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  10,  1946,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
April  6,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  December  10,  1946,  as  amended 
through  January  17,  1961,  only  as  to  the  term  of  the  variance, 
so  that  as  amended  this  portion  of  the  resolution  shall  read: 
“granted  for  a  term  of  five  years  from  January  17,  1971, 
to  permit  .  .  . ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  2362-46) 


738-50-BZ 

APPLICANT — Morton  S.  Cahn  for  Estate  of  Nathan  Wan- 
shel,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  16, 
1971— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7f  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  use  district,  the  alteration 
to  existing  storage  garage  and  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station  and  lubitorium. 

PREMISES  AFFECTED — 248-264  Throop  Avenue  and 
203-209  Vernon  Avenue,  Block  1756,  Lots  37  and  42, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Morton  S.  Cahn. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  16,  1951,  on  certain  conditions;  and 

Whereas,  a  nublic  hearing  was  held  on  this  application 
on  April  6,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
herebv  reopen  and  amend  the  resolution  adonted  on  January 
16,  1951,  as  amended  through  March  18,  1952,  only  as  to  the 
term  of  the  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  January  16,  1971, 
to  permit  .  .  . ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complited  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  3518-50) 


11I-55-BZ 

APPLICANT — Charles  M.  Spindler,  for  Reuben  L.  Ker¬ 
shaw  and  Murray  Seeman,  owners. 

SUBJECT — Apnlication  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expired  November  1,  1970 — deci¬ 


sion  of  the  Borough  Superintendent;  previously  granted  on 
condition,  under  Section  7e  of  the  zoning  resolution,  permit¬ 
ting  in  the  local  retail  use  district  portion  of  a  lot  located 
in  a  residence  and  local  retail  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  auto  washing, 
lubritorium,  motor  vehicle  repairs,  storage  and  sale  of 
accessories  and  office. 

PREMISES  AFFECTED — 194-14  Linden  Boulevard  and 
117-02  to  117-10  195th  Street,  southwest  corner,  Block 
12610,  Lot  15,  St.  Albans,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  1,  1955,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  April  6,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  November  1,  1955,  as  amended 
through  July  3,  1956,  only  as  to  the  term  of  the  variance,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“granted  for  a  term  of  ten  years  from  November  1,  1970, 
to  permit  .  .  . ;  on  condition  that  the  premises  shall 
conform  to  drawing  marked  ‘Received  April  2,  1971,’ 
one  sheet;  that  other  than  as  herein  amended  the  resolu¬ 
tion  above  cited  shall  be  complied  with  in  all  respects: 
and  that  a  new  Certificate  of  Occupancy  shall  be  ob¬ 
tained.”  (N.B.  4661-54) 


67-56-BZ 

APPLICANT — A.  L.  Seiden  for  ABP  Roofing  &  Con¬ 
tracting  Corp.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance,  which  expires  April  19, 
1971 — decision  of  the  Borough  Superintendent;  previ- 
ouslv  granted  on  condition,  under  Section  7h  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  use  district,  the 
parking  and  storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 102  Madison  Street,  south  side, 
262  feet  west  of  Market  Street,  Block  276,  Lot  38,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  A.  L.  Seiden. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  26,  1956,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
April  6.  1971,  after  due  notice  bv  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  26, 
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1956,  as  amended  through  April  19,  1966,  only  as  to  the  term 
of  the  variance,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read: 

“granted  for  a  term  of  five  years  from  April  19,  1971, 
to  permit  .  .  . ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects  ;  and  that  a  new  Certificate  of  Occupancy  shall  be 
obtained.”  (Alt.  1222-65) 


502-60-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  N.  S.  P.  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  February  1, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  and  residence  use  district 
the  use  of  a  parking  lot  for  the  parking  and  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 4452-4456  Broadway,  southwest 
corner  of  Fairview  Avenue,  Block  2170,  Lots  400  and  62, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  6,  1960,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
April  6,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  6,  1960,  as  amended  through  February  1,  1966,  only  as  to 
the  term  of  the  variance,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“granted  for  a  term  of  five  years  from  February  1,  1971, 
to  permit  .  .  . ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects;  and  that  a  new  Certificate  of  Occupancy  shall  be 
obtained.”  (Alt.  188-17) 


709-67-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Electro-Knit 
Fabrics,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Section  72-21  of  the 
Zoning  Resolution,  permitting  in  an  Ml -2  district,  the  erec¬ 
tion  of  a  two-story  factory  that  encroaches  on  the  required 
rear  yard,  rear  yard  equivalent  and  front  yard  along  a 
district  boundary  and  without  the  required  parking. 

PREMISES  AFFECTED— 2824-2840  West  20th  Street, 
west  side,  175  feet  south  of  Neptune  Avenue.  2831-2839 
West  21st  Street,  Block  7018,  Lot  18,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  . .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  8,  1967,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  November  17,  1970;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  8.  1967,  as  amended  through  November  17,  1970,  by 
adding  thereto : 

“that  the  building  shall  substantially  conform  to  revised 
drawing  of  proposed  conditions  marked  ‘Received  March 
9,  1971,’  one  sheet,  on  condition  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects.”  (N.B.  138-67) 


747-67-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Fannie  Singer, 
owner ;  M.  S.  S.  Economy  Oil  Corporation,  lessee. 

SUBJECT — Application  for  consideration — reopening  as 
Vol.  II  subject  to  regular  procedure — decision  of  the  Bor¬ 
ough  Superintendent;  previously  denied,  under  Section  72- 
21  of  the  Zoning  Resolution  and  was  therefore  not  entitled 
to  relief  on  the  grounds  of  practical  difficulty  or  unneces¬ 
sary  hardship. 

PREMISES  AFFECTED — 1330  Richmond  Road,  south¬ 
west  corner  of  Newberry  Avenue,  Block  3290,  Lot  11,  Old 
Town,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  to  reopen  as  Vol.  II, 


subject  to  regular  procedure,  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative :  .  0 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 


Whereas,  this  application  was  denied  by  the  Board  on 
January  9,  1968;  and 

Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  as  Vol.  II,  subject  to  regular  procedure  and  rehearing 
based  on  alleged  substantial  new  evidence;  and 

Whereas,  the  Board  found  that  the  statement  submitted 
by  the  applicant  does  not  present  sufficient  new  evidence  to 
warrant  reopening  of  this  application. 

Resolved,  that  this  application  be  and  it  hereby  is  denied. 


862-68-BZ 

APPLICANT- — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Jack  Goodstein,  Milton  Schwartz  and  Morton 
Rosenfeld,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  March  18, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Cl -9  and  R8  district,  the 
erection  of  a  31  story  mixed  building  that  exceeds  the  per¬ 
mitted  floor  area  ratio  and  has  less  than  the  required  lot 
area  per  room 

PREMISES  AFFECTED— 471-487  Third  Avenue,  north¬ 
east  corner  of  East  32nd  Street,  200-206  East  33rd  Street, 
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Block  913,  Lots  1-5,  59,  61,  63,  64  and  65,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Kenneth  Singer. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
March  18,  1969,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  March  10,  1970;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
18,  1969,  as  amended  through  March  10,  1970,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  March  18,  1971.”  (N.B.  7-68) 


60-70-A 

APPLICANT — Morris  B.  Lore  for  E.  I.  du  Pont  de 
Nemours  and  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment — decision  of  the  Fire  Commissioner ;  previ¬ 
ously  granted  on  condition  re-  Packaging  of  combustible 
mixture  known  as  Du  Pont  T-Seal  Transmission  Sealer 
and  Tune-Up  in  new  sealed  metal  container  (tab  opener) 
not  in  compliance  with  Administrative  Code  requirements 
of  New  York  City. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
March  17,  1970,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
17,  1970,  by  adding  thereto: 

“that  all  references  to  the  trade  name,  in  the  resolution 
adopted  by  the  Board  on  March  17.  1970,  are  hereby 
corrected  to  read  ‘Du  Pont  T-Seal  Transmission  Sealer 
and  Tune-Up’;  and  that  this  product  may  also  be  pack¬ 
aged.  stored  and  sold  under  the  trade  name  ‘Du  Pont 
Transmission  Conditioner  &  Sealer,’  on  condition  that 
other  than  as  herein  amended  the  resolution  above  cited 
shall  be  complied  with  in  all  respects.”  Fire  Dept 
Folder  No.  122-1027B 


548-69-BZ — Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Charles  F. 
Harding,  owner. 


SUBJECT — Application  reopened  March  2,  1971  as  Volume 
II — decision  of  the  Borough  Superintendent,  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2  dis¬ 
trict,  the  erection  and  maintenance  of  an  automotive  service 
station  with  accessory  uses  and  accessory  sign. 

PREMISES  AFFECTED — 107-10  Astoria  Boulevard, 

southeast  corner  of  107th  Street,  Block  1694,  Lots  1,  2,  6 
and  9,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino,  Harry  Bell  and 
Frank  H.  Koenig. 

For  Opposition  :  Ford  Lark. 

ACTION  OF  BOARD — Laid  over  to  April  27,  1971,  at  10 
A.M.,  for  decision;  previously  inspected;  hearing  closed. 


418-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Richard  DiLoretto 
and  Salvatore  Sciortino,  owners. 

SUBJECT — Application  July  27.  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  enlargement  in 
area  of  an  existing  swimming  club  previously  before  the 
Board  for  use  as  tennis  courts  with  accessory  parking. 
PREMISES  AFFECTED — 28-51  216th  Street,  east  side, 
125  feet  south  of  28th  Road,  Blocks  6019,  6059,  Lots  2, 
5,  45  and  12,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino,  Saucrio  B.  Sciortino 
and  R.  I.  Pezenik. 

For  Opposition :  William  J.  Karp,  Sophie  Karp,  Eleanor 
Ignal  and  Roland  Schaefer. 

ACTION  OF  BOARD — Laid  over  to  April  27,  1971,  at  10 
A.M.,  for  continued  hearing.  Previously  inspected. 


419-70-A 

APPLICANT — Arthur  J.  McGee  for  Richard  DiLoretto 
and  Salvatore  Sciortino,  owners. 

SUBJECT — Application  July  27,  1970 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  erection  of 
building  in  bed  of  a  mapped  street. 

PREMISES  AFFECTED — 28-51  216th  Street,  east  side, 
125  feet  south  of  28th  Road,  Block  6019,  Lots  2,  5  and  45, 
Block  6059,  Lot  12,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino,  Saucrio  B.  Sciortino 
and  R.  J.  Pezenik. 

ACTION  OF  BOARD — Laid  over  to  April  27,  1971.  at  10 
A.M.,  for  continued  hearing.  Previously  inspected. 


589-70-BZ 

APPLICANT — McGrath,  Cohen  and  McGrath  for  Lex- 
Parc  Properties,  owner ;  The  Ravelled  Sleave,  lessee. 
SUBJECT — Application  September  25,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl -5  district,  in  an  existing  five 
story  building,  the  addition  to  the  use  of  the  first  floor 
restaurant  to  include  cabaret. 

PREMISES  AFFECTED — 1387  Third  Avenue,  east  side, 
21  feet  south  of  East  79th  Street,  Block  1433,  Lot  46, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Thomas  P.  Crinnion  and  Stuart  Cohen. 
For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  April  27,  1971,  at  10 
A.M.,  for  continued  hearing;  previously  inspected. 
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662-70-BZ 

APPLICANT — Albert  Melniker  for  Aaron  Levine,  owner; 
NuCastle  Motors,  Inc.,  lessee. 

SUBJECT — Application  November  5,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-1  district,  the  con¬ 
struction  of  an  open  automobile  sales  establishment  with 
accessory  office. 

PREMISES  AFFECTED— 2175  Hylan  Boulevard,  north 
side,  45.23  feet  west  of  Midland  Avenue,  Block  3591,  Lot 
57,  Grant  City,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  May  4,  1971,  at  10 
A.M.,  for  further  hearing. 


682-70-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 
SUBJECT — Application  November  12,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  73-1 1(g)  and 
73-14  of  the  Zoning  Resolution,  to  permit  in  an  R6  district, 
at  an  existing  two  story  telephone  exchange,  the  erection 
of  a  two  story  enlargement  and  a  third  floor  that  increases 
the  degree  of  non-conformity. 

PREMISES  AFFECTED— 71-40  164th  Street,  west  side, 
131  feet  north  of  72nd  Avenue,  Block  6802,  Lot  16,  Flush¬ 
ing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  Chase,  D.  O.  Pringle  and  William 
A.  Rose,  Jr. 

For  Opposition :  William  Feinstein. 

ACTION  OF  BOARD— Laid  over  to  April  20,  1971,  at  10 
A.M.,  for  continued  hearing  at  the  request  of  the  commu¬ 
nity  board. 


693-70-BZ 

APPLICANT — David  Weinberg  for  New  York  Bank  for 
Savings,  owner. 

SUBJECT — Application  November  18,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-42 
of  the  Zoning  Resolution,  to  permit  in  a  C6-2,  C2-5  and 
R8  district,  the  construction  and  maintenance  of  a  public 
parking  lot  extending  into  the  residence  portion  of  the  site. 

PREMISES  AFFECTED — 307  West  14th  Street,  north 
side,  125  feet  west  of  8th  Avenue,  89  to  95  8th  Avenue 
and  308  to  310  West  15th  Street,  Block  738,  Lots  30,  37, 
38,  40  and  46,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  David  Weinberg. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  April  20,  1971,  at 
10  A.M.,  for  continued  hearing.  Applicant  to  submit  fur¬ 
ther  information. 


704-70-BZ 

APPLICANT — Wax  Associates  for  Sigmund  Sommer 
Construction  Corporation,  owner. 

SUBJECT — Application  November  24,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  73-ll(g)  and 
73-50  of  the  Zoning  Resolution,  to  permit  in  a  Cl -9  district, 
the  erection  of  a  one  story  and  mezzanine  building  for  use 
as  a  theatre  with  business  entrances  and  signs  within  20 
feet  of  a  residence  district. 


PREMISES  AFFECTED— 249  to  251  East  53rd  Street, 
north  side,  61.5  feet  west  of  2nd  Avenue,  Block  1327,  Lot 
120,  Borough  of  Manhattan. 

APPEARANCE— 

For  Applicant :  Sheldon  Bryman. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  May  4,  1971,  at  10 
A.M.,  for  decision  at  the  request  of  the  applicant  and 
community  Board  ;  hearing  closed. 


753-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  John  and  Sarah 
Napolitano,  owner. 

SUBJECT — Application  December  22,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-12  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  two  story  one  family  dwelling  that  encroaches  on  the 
required  side  yards. 

PREMISES  AFFECTED — 638  East  88th  Street,  west  side, 
235.08  feet  south  of  Farragut  Road,  Block  7992,  Lot  51, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug  and  John  Napoli¬ 
tano. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  April  27,  1971,  at 
10  A.M.,  for  continued  hearing:  previously  inspected. 


761-70-BZ 

APPLICANT — George  Fuchs  for  Oak-Dene  Realty  Cor¬ 
poration,  owner;  Charles  Friedman,  lessee. 

SUBJECT- — Application  December  30,  1970 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Sections  72-21  and  73-50  of  the 
Zoning  Resolution,  to  permit  in  a  C4-5  district,  in  an 
existing  8  story  building,  the  use  of  a  portion  of  the  first 
floor  as  a  store  with  show  windows,  entrances  and  signs 
within  20  feet  of  a  residence  district. 

PREMISES  AFFECTED— 3  to  5  West  8th  Street,  north 
side,  100  feet  west  of  5th  Avenue,  Block  572,  Lot  45,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Doris  Dirther  and  Alfonso  Duarte. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  April  20,  1971,  at  10 
A.M.,  for  continued  hearing  at  the  request  of  the  Land 
Marks  Commission. 


7-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  New  York  Wel¬ 
fare  Building  Corporation,  owner. 

SUBJECT— Application  January  8,  1971- — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  73-63 
of  the  Zoning  Resolution,  to  permit  in  an  R6  district,  on  a 
plot  previously  before  the  Board,  the  erection  of  a  one 
story  enlargement  that  increases  the  degree  of  non- 
compliance  in  floor  area  ratio  and  the  change  in  occupancy 
from  garage  to  offices,  record  room  and  printing  estab¬ 
lishment. 

PREMISES  AFFECTED— 279  to  281  20th  Street,  north 
side,  235.11  feet  west  of  6th  Avenue,  Block  885,  Lot  57, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition :  Siamund  Ruzycki. 
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ACTION  OF  BOARD — Laid  over  to  April  27,  1971,  at  10 
A.M.,  continued  hearing,  previously  inspected. 

8-71-A 

APPLICANT — Lama  and  Vassalotti  for  New  York  Wel¬ 
fare  Building  Corporation,  owner. 

SUBJECT — Application  January  8,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  two  means 
of  egress,  required  width  of  stairs  enclosure. 

PREMISES  AFFECTED— 275  to  2 77  20th  Street,  north 
side,  235.11  feet  west  of  6th  Avenue,  Block  885,  Lot  57, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD— Laid  over  to  April  27,  1971,  at  10 
A.M.,  continued  hearing,  previously  inspected. 


13-71-BZ 

APPLICANT — Millard  Bresin  for  Leemilt  Petroleum,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  13,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C2-3  district,  the  recon¬ 
struction  an  automotive  service  station  with  accessory  uses. 
PREMISES  AFFECTED— 4312  Fort  Hamilton  Parkway, 
southwest  corner  of  43rd  Street,  Block  5602,  Lot  41,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Millard  Bresin  and  Leo  Liebowitz. 

For  Opposition :  None. 

ACTION  OF  BfTARD— Laid  over  to.  April  27,  1971,  at  10 
A.M.,  for  continued  hearing.  Applicant  to  submit  addi¬ 
tional  information. 


101-71-BZ 

APPLICANT — Martyn  and  Don  Weston  for  Board  of  Edu¬ 
cation,  owner. 

SUBJECT — Application  February  23,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-641  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  three  story  and  basement  enlargement  to  a  public 
school  that  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 102-10  Rockaway  Boulevard, 
southeast  corner  of  101st  Street,  Block  9540,  Lot  2,  Ozone 
Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Donald  Weston. 

For  Opposition:  Frances  Dzienisiewsky,  Catherine 
Yuvitsky,  Frances  Nulten  and  Mario  Centore. 

ACTION  OF  BOARD— Laid  over  to  April  27,  1971,  at  10 
A.M.,  for  continued  hearing.  Previously  inspected. 


579-70-BZ 

APPLICANT — George  Fuchs  for  Fred  Schroeter,  owner. 

SUBJECT — Application  September  17,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  C2-2  and  R4  dis¬ 
trict,  the  enlargement  in  lot  area  and  floor  area  of  an 
existing  showroom  and  warehouse  structure  previously 
before  the  Board  by  constructing  a  second  floor  that  creates 
non-compliance  in  floor  area  ratio. 

PREMISES  AFFECTED— 64-04  to  64-10  Queens  Boule¬ 
vard,  southeast  corner  of  64th  Street,  Block  2325,  Lots  26, 
30,  32.  Woodside,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  George  Fuchs  and  Alfonso  Duarte. 

For  Opposition :  Peter  P.  Yolde,  Francis  Smith,  Elizabeth 
J.  Elias  and  Clara  Romellini. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
March  9,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
over  to  April  6,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  27,  1970,  acting  on  Alt.  Applic.  587/1970, 
reads : 

“1.  Proposed  enlargement  of  floor  area  is  contrary 
to  approval  of  B.  of  St.  &  A.  Cal.  379-59-BZ  and  Section 
33-121  of  Zone  Resolution.  Secure  approval  of  Board 
Standards  and  Appeals.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  C2-2  and  R4  district  the  enlargement  in  lot  area  and  floor 
area  of  an  existing  showroom  and  warehouse  structure  pre¬ 
viously  before  the  Board  by  constructing  a  second  floor  that 
creates  non-compliance  in  floor  area  ratio,  on  condition  that 
all  work  shall  conform  to  drawings  marked  “Received  Sep¬ 
tember  17,  1971,  eleven  sheets,  and  March  30,  1971,”  one 
sheet;  and  on  further  condition  that  trees  be  planted  along 
the  64th  Street  frontage  in  accordance  with  Park  Depart¬ 
ment  regulations,  and  that  all  laws,  rules  and  regulations  be 
complied  with,  that  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 


689-70-BZ 

APPLICANT — Thomas  P.  Crinnion  for  A.  &  D.  Halpert, 
owner. 

SUBJECT — Application  November  17,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district  the  conversion 
of  an  existing  two  family  dwelling  to  a  three  family  dwell¬ 
ing  that  increases  the  degree  of  non-compliance  in  floor 
area  ratio,  open  space  ratio  and  lot  are  per  room  and 
creates  non-compliance  on  the  outer  court. 

PREMISES  AFFECTED — 2026  Paulding  Avenue,  east 
side,  150  feet  south  of  Lydig  Avenue,  Block  4302,  Lot  37, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Thomas  P.  Crinnion. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorably  recommended. 

ACTION  OF  BOARD — Application  granted  on  condition. 
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THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

N  egative  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
March  16,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  April  6,  1971;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  20,  1970,  acting  on  Alt.  Applic.  549/1969, 
reads : 

“A-l  The  proposed  conversion  of  this  existing  2 
family  brick  dwelling,  3  stories  in  height,  located  in  an 
R3-2  district,  increases  the  existing  degree  of  non- 
compliance  with  regard  to  Floor  Area  Ratio  and  Open 
Space  Ratio  contrary  to  Sect.  23-141  of  the  Zoning 
Resolution. 

A-2  The  proposed  increase  in  the  number  of  rooms 
further  increases  the  degree  of  non-compliance  with 
regard  to  Lot  Area/Room  contrary  to  Sections  23-222 
and  54-31  of  the  Zoning  Resolution. 

A-3  Required  windows  opening  on  a  side  yard  less 
than  30  ft.  in  width  are  contrary  to  Section  23-861  of  the 
Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district,  the  conversion  if  an  existing  two  family  dwelling 
to  a  three  family  dwelling  that  increases  the  degree  of  non- 
compliance  in  floor  area  ratio,  open  space  ratio  and  lot  area 
per  room  and  creates  non-compliance  on  the  outer  court,  on 
condition  that  all  work  shall  conform  to  drawings  marked 
“Received  November  17,  1971,”  three  sheets ;  and  that  all 
laws,  rules  and  regulations  applicable  be  complied  with  and 
that  substantial  construction  be  completed  within  one  year 
from  the  date  of  this  resolution. 


THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION: 


W hereas,  a  public  hearing  was  held  on  this  application  on 
March  16,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin  ;  laid  over  to  April  6,  1971  ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  20,  1970,  acting  on  Alt.  Applic.  548/1969, 
reads : 

“A-l  The  proposed  conversion  of  this  existing  2 
family  brick  dwelling,  3  stories  in  height,  located  in  an 
R3-2  district,  increases  the  existing  degree  of  non- 
compliance  with  regard  to  Floor  Area  Ratio  and  Open 
Space  Ratio  contrary  to  Sect.  23-141  of  the  Zoning 
Resolution. 

A-2  The  proposed  increase  in  the  number  of  rooms 
further  increases  the  degree  of  non-compliance  with  re¬ 
gard  to  Lot  Area/Room  contrary  to  Sections  23-222  and 
54-31  of  the  Zoning  Resolution.” 

A-3  Required  windows  opening  on  a  side  yard  less 
than  30  ft.  in  width  are  contrary  to  Section  23-861  of  the 
Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  made  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  and  that  the  applicant  is 
therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R3-2  district,  the  conversion  of  an  existing  two  family 
dwelling  to  a  three-family  dwelling  that  increases  the  degree 
of  non-compliance  in  floor  area  ratio,  open  space  ratio  and 
lot  area  per  room  and  creates  non-compliance  on  the  outer 
court,  on  condition  that  all  work  shall  conform  to  drawings 
marked  “Received  November  17,  1971,”  three  sheets;  and 
that  all  laws,  rules  and  regulations  applicable  be  complied 
with  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


690-70-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Berardelli  and 
Reda,  owners. 

SUBJECT— Application  November  17,  1970 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  R3-2  district,  the  con¬ 
version  of  an  existing  two  family  dwelling  to  a  three 
family  dwelling  that  increases  the  degree  of  non-compli¬ 
ance  in  floor  area  ratio,  open  space  ratio  and  lot  area  per 
room  and  creates  non-compliance  on  the  outer  court. 

PREMISES  AFFECTED — 2022  Paulding  Avenue,  east 
side,  216.67  feet  south  of  Lydig  Avenue,  Block  4302,  Lot 
34,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Thomas  P.  Crinnion. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorably  recommended. 

ACTION  OF  THE  BOARD — Application  granted  on 
condition. 


691-70-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Celia  Fuchs, 
owner. 

SUBJECT — Application  November  17,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  conver¬ 
sion  of  an  existing  two  family  dwelling  to  a  three  family 
dwelling  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio,  open  space  ratio  and  lot  area  per  room 
and  creates  non-compliance  on  the  outer  court. 

PREMISES  AFFECTED — 2024  Paulding  Avenue,  east 
side  183.33  feet  south  of  Lydig  Avenue,  Block  4302,  Lot 
36,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Thomas  P.  Crinnion. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD— Favorably  recommended. 

ACTION  OF  BOARD — Application  granted  on  condition. 
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THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  16,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  April  6,  1971;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  20,  1970,  acting  on  Alt.  Applic.  547/1969, 
reads : 

“A-l.  The  proposed  conversion  of  this  existing  2 
family  brick  dwelling,  3  stories  in  height,  located  in  an 
R3-2  district,  increases  the  existing  degree  of  non-com¬ 
pliance  with  regard  to  Floor  Area  Ratio  and  Open  Space 
Ratio  contrary  to  Sect.  23-141  of  the  Zoning  Resolution. 

A-2.  The  proposed  increase  in  the  number  of  rooms 
further  increases  the  degree  of  non-compliance  with 
regard  to  Lot  Area/Room  contrary  to  Section  23-222  and 
54-31  of  the  Zoning  Resolution. 

A-3.  Required  windows  opening  on  a  side  yard  less 
than  30  ft.  in  width  are  contrary  to  Section  23-861  of  the 
Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R3-2  district,  the  conversion  of  an  existing  two  family 
dwelling  to  a  three-family  dwelling  that  increases  the  degree 
of  non-compliance  in  floor  area  ratio,  open  space  ratio  and 
lot  area  per  room  and  creates  non-compliance  on  the  outer 
court,  on  condition  that  all  work  shall  conform  to  drawings 
marked  “received  November  17,  1971,”  three  sheets;  and 
that  all  laws,  rules  and  regulations  applicable  be  complied 
with  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


714-70-BZ 

APPLICANT — Lama  and  Vassalotti  for  Orphan  Asylum 
Society  of  the  City  of  Brooklyn,  owner. 

SUBJECT — Application  December  1,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-641  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  in  an  existing 
three  story  social  service  building,  the  extension  of  the 
office  use  to  the  second  and  third  floors  that  will  exceed 
the  floor  area  limitations. 

PREMISES  AFFECTED— 361  to  363  Adelphi  Street,  east 
side,  70.5  feet  north  of  Greene  Avenue,  Block  2121,  Lot  1, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  30,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin  ;  laid  over  to  April  6,  1971  ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  24,  1970,  acting  on  Alt.  Applic.  1208/1970, 
reads : 

“1.  Proposed  extension  of  central  office  use  located 
in  a  philanthropic  establishment,  Use  Group  4,  exceed¬ 
ing  25%  of  the  total  floor  area  in  an  R6  district  is  con¬ 
trary  to  Sec.  22-14  of  the  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-641  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-641  of  the  Zoning  Resolution,  to  permit  in 
an  R6  district,  in  an  existing  three-story  social  service 
building,  the  extension  of  the  office  use  to  the  second  and 
third  floors  that  will  exceed  the  floor  area  limitation,  on  con¬ 
dition  that  all  work  shall  conform  to  drawings  filed  with 
this  application  marked  “Received  December  1,  1970,”  13 
sheets ;  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


715-70-A 

APPLICANT — Lama  and  Vassalotti  for  Orphan  Asylum 
Society  of  the  City  of  Brooklyn,  owner. 

SUBJECT — Application  December  1,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  stairway. 
PREMISES  AFFECTED — 361  to  363  Adelphi  Street,  east 
side,  70.5  feet  north  of  Greene  Avenue,  Block  2121,  Lot  1, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  24,  1970  on  Alt.  Applic.  1208-70,  reads : 

“2.  (a)  Provide  1  hour  stairway  enclosure  for 
Building  #36 5  Adelphi  St.,  6.4.1. 8.1. 

(b)  Min.  width  of  required  stairways  shall  be  3  ft. 
6.4. 1.2. 

(c)  Required  stairs  shall  be  constructed  of  incom¬ 
bustible  materials,  6.4.1.711. 

(d)  Provide  1  hour  stairway  enclosure  for  new  steel 
exterior  stair,  6. 4.1. 8.1.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  24,  1970,  acting  on  Alt.  Applic.  1208-70, 
Objection  No.  2a,  b,  c,  d,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
all  work  conform  to  drawings  filed  under  Calendar  Number 
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714-70-BZ ;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


722-70-BZ 

APPLICANT— Juster  and  Saltzman  for  Board  of  Educa¬ 
tion,  owner. 

SUBJECT— Application  December  3,  1970— decision  of  die 
Borough  Superintendent,  under  Section  73-19  of  the  Zoning 
Resolution,  to  permit  in  an  R6  and  Ml-1  district,  the  erec¬ 
tion  of  a  four  story  public  school  extending  into  the  manu- 
acturing  district. 

PREMISES  AFFECTED— 730  Bryant  Avenue,  northeast 
corner  of  Spofford  Avenue,  Block  2763,  Lot  279,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Elliot  Saltzman,  Joan  Pipolo,  Edith  Sulli¬ 
van,  Sadie  Wachtell,  Elizabeth  Ruttkay,  Elizabeth  San¬ 
tiago,  Marie  Henebry,  Aida  Mercadn,  Mary  Thompson 
and  A.  F.  Pabet. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  23,  1971,  after  notice  by  publication  in  the  Bulletin; 
laid  over  to  April  6,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  4,  1970,  acting  on  N.B.  Applic.  54/1970, 
reads : 

“1.  Proposed  to  erect  portion  of  building  for  school, 
Use  Group  3,  in  Ml-1  district,  Violates  Sect.  42-10  of 
Amended  Zoning  Resolution. 

Notes  :  More  than  50%  of  area  of  lot  is  located  in  Ml-1 
district  and  Sections  77-11  and  77-12  do  not  apply. 

2.  Since  there  are  no  applicable  bulk  regulations  for 
the  proposed  use  in  Ml-1  district,  this  application,  is 
referred  to  the  B.S.A.  for  its  determination,  concerning 
these  regulations.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-19  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-19  of  the  Zoning  Resolution,  to  permit 
in  an  R6  and  an  Ml-1  district,  the  erection  of  a  four-story 
public  school  extending  into  the  manufacturing  district,  on 
condition  that  all  work  shall  conform  to  drawings  filed  with 
this  application  marked  “Received  December  3,  1970,”  10 
sheets :  and  that  all  laws,  rules  and  regulations  applicable  be 
complied  with  and  that  substantial  construction  be  completed 
within  two  years  from  the  date  of  this  resolution. 


59-71-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 
SUBJECT — Application  January  20.  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  73-11  (g)  and 
73-65  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 


district,  the  enlargement  in  floor  area  of  an  existing  one 
story  telephone  exchange. 

PREMISES  AFFECTED — 5180  Amboy  Road,  south  side, 
164.15  feet  west  of  Philip  Avenue,  Block  6511,  Lot  111, 
Annadale,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  David  L.  Sohn,  Donald  Pringle  and 
Charles  J.  Henry. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  30,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin  ;  laid  over  to  April  6,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  7,  1971,  acting  on  Alt.  Applic.  254/1970,  reads: 
“1.  Proposed  extension  to  an  existing  telephone  ex¬ 
change  building  is  permitted  only  by  special  permit  of 
the  Board  of  Standards  and  Appeals  under  Section  22-21 
of  the  Zoning  Resolution. 

Note:  Prior  Board  of  Standards  and  Appeals  ap¬ 
proval  under  Cal.  262-56-BZ.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Sections  73-1 1  Cg)  and  73-65  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Sections  73-11  (g)  and  73-65  of  the  Zoning  Resolution, 
to  permit  in  an  R3-2  district,  the  enlargement  in  floor  area 
of  an  existing  one-story  telephone  exchange,  on  condition 
that  all  work  shall  conform  to  drawings  filed  with  this  appli¬ 
cation  marked  “Received  January  20,  1971,”  8  sheets,  and 
“April  2,  1971,”  one  sheet;  and  that  all  laws,  rules  and  regu¬ 
lations  applicable  be  complied  with,  and  that  substantial  con¬ 
struction  be  completed  within  one  year  from  the  date  of  this 
resolution. 


68-71-BZ 

APPLICANT — Alfonso  Duarte  for  Board  of  Education, 
owner. 

SUBJECT — Application  February  2.  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-641  of  the 
Zoning  Resolution,  to  permit  in  a  C8-1  district,  the  erection 
of  a  six  story  addition  to  an  existing  high  school  that 
will  penetrate  the  sky  exposure  plane. 

PREMISES  AFFECTED— 232  to  242  Broome  Street  and 
75  to  81  Essex  Street,  northwest  corner,  Block  409, 
Lots  35,  37,  38,  41,  43,  57,  58,  60,  62  thru  66,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Alfonso  Duarte. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
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THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  March  30,  1971,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  April  6,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent., 
dated  January  11,  1971,  acting  on  N.  B.  Applic.  98/1970, 
reads : 

“C-9  Comply  with  Section  33-432  of  Zoning  Resolu¬ 
tion  for  maximum  height  of  front  wall  and  required 
front  setbacks  (Sky  exposure  plane)  on  Ludlow  and 
Essex  Streets  and  elevator  machine  room  on  Broome 
Street.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-641  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-641  of  the  Zoning  Resolution,  to  permit 
in  a  C6-1  district,  the  erection  of  a  six-story  addition  to  an 
existing  high  school  that  will  penetrate  the  sky  exposure 
plane,  on  condition  that  all  work  conform  to  drawings  filed 
with  this  application  marked  “Received  February  2,  1971, 
11  sheets;  and  that  all  laws  rules  and  regulations  applicable 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


Adjourned:  2:20  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  APRIL  6,  1971,  2  P.M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

310-40-SM 

APPLICANT— United  States  Gypsum  Company. 

APPEARANCES— 

For  Applicant :  Dan  S.  Kottke. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
310-40-SM — Amendment  to  resolution  as  to  additional  type 
of  gypsum  plank. 

The  United  States  Gypsum  Company,  New  York  City, 
requested  that  the  resolution  adopted  July  2,  1940  and 
amended  through  December  8,  1959  under  Calendar  Num¬ 
ber  310-40-SM  be  reopened  and  amended  to  include  an 
additional  type  of  gypsum  plank. 


PROPOSED  USE:  Non-combustible  floor  and  roof  struc¬ 
tural  slab. 

DESCRIPTION :  The  USG  Metal  Edge  Gypsum  Plank-7 
Type  W.R.  is  a  precast  structural  roof  deck  unit  2"  thick 
x  15"  wide  x  10'  long  which  weighs  approximately  12  psf 
and  is  reinforced  with  galvanized  wire  mat.  The  newly 
developed  gypsum  core  is  treated  to  prevent  water  absorp¬ 
tion.  The  new  core  decreases  water  absorption  by  approxi¬ 
mately  98%. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  2,  1940  and  amended 
through  December  8,  1959  under  Calendar  310-40-SM  be 
reopened  and  amended  to  include  an  additional  type  of 
gypsum  plank  on  condition  that  the  plank  shall  not  be  used 
where  a  fire  rating  is  required  and  that  the  requirements  of 
the  original  resolution  and  previous  amendments  shall  be 
complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 

j'ure  to  n°tify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowentital, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


948-40-SA 

APPLICANT— Industrial  Combustion,  Division  of  Cleaver- 
Brooks. 

APPEARANCES— 

For  Applicant:  Frank  F.  Wymbs,  Jr. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION : 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
948-40-SA — Amendment  to  resolution  as  to  additional 
models  of  oil  burners. 

Cleaver-Brooks  Co.,  Milwaukee,  Wisconsin,  requested  that 
the  resolution  adopted  December  3,  1940  and  as  amended  at 
various  times  through  February  21,  1961  under  Calendar 
Number  948-40-SA  be  reopened  and  amended  so  as  to  include 
additional  models  of  oil  burners. 

PROPOSED  USE:  Oil  burner. 

DESCRIPTION :  The  Board  has  approved  various  AL  and 
AM  Series  oil  burners.  The  request  is  to  include  additional 
sizes  of  the  same  burners.  The  requested  burners  and  the 
original  approved  burners  are  designated  as  follows  with 
their  corresponding  gallonage  per  hour  capacity : 
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AL2 — 5  gal/hr;  AL3 — 9  gal/hr;  AL 2>]/2 — 13  gal/hr; 
AL4— 17  gal/hr; 

A  M2 — 5  gal/hr;  A  M3 — 9  gal/hr;  AM3^— 13 
gal/hr;  AM4 — 17  gal/hr; 

AM4J4 — 22  gal/hr;  AMS— 30  gal/hr;  AM6— 40 
gal/hr;  AM7 — 60  gal/hr; 

AM8— 75  gal/hr ;  AM8J4— 100  gal/hr ;  AM  9—125 
gal/hr ;  and 

AM9^2 — 150  gal/hr. 

All  models  have  various  suffixes  to  designate  the  type  of 
control  used  with  the  burner. 

INSPECTION  AND  TEST:  The  oil  burners  have  been 
approved  by  U.L. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  resolution  adopted  December  3,  1 940  and  as 
amended  through  February  21,  1961  under  Calendar  Num¬ 
ber  948-40-SA  be  reopened  and  amended  so  as  to  include  the 
additional  oil  burners  as  herein  described  on  condition  that 
the  requirements  of  the  resolution  adopted  December  3,  1940 
and  as  amended  through  February  21,  1961  under  Calendar 
Number  948-40-SA  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

Stuart  Lowenthal, 
Asst.  Engr., 

John  A.  Darts. 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  aw  end  the  above  cited  resolution  in  accordance  with 
the  above  report. 


10-46-SM 

APPLICANT— Alabama  Metal  Industries  Corp. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
10-46-SM — Amendment  to  resolution  as  to  change  of  corpor¬ 
ate  name. 

Alabama  Metal  Lath  Company,  Birmingham,  Alabama, 
requested  that  the  resolution  adopted  January  15,  1947  and 
amended  November  15,  1960  under  Calendar  Number  10-46- 
SM  be  reopened  and  amended  to  show  a  change  of  corporate 
name  of  the  applicant. 

PROPOSED  USE:  Diamond  mesh  lath,  corner  bead,  and 
cold  rolled  channel. 

DESCRIPTION :  The  corporate  name  of  the  Alabama 
Metal  Lath  Company  was  changed  to  the  Alabama  Metal 


Industries  Corporation,  as  attested  to  by  C.  G.  Jones, 
Treasurer. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  15,  1947  and 
amended  November  15,  1960  under  Calendar  Number  10-46- 
SM  be  reopened  and  amended  to  show  a  change  of  corporate 
name  of  the  applicant  on  condition  that  the  provisions  of  the 
original  resolution  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Num¬ 
ber.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  address  or  to  submit  the  annual  affidavit  will  be 
cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


488-46-SA 

APPLICANT — Bryant.  Manufacturing  Company. 

APPEARANCES— 

For  Applicant:  Joseph  A.  Mekel. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
488-46-SA — Amendment  to  resolution  as  to  change  of  cor¬ 
porate  name. 

The  Bryant  Manufacturing  Company,  Farmingdale,  New 
York,  requested  that  the  resolution  adopted  September  27, 
1949  and  amended  through  July  16,  1968  under  Cal.  No.  488- 
46-SA  be  reopened  and  amended  to  show  a  change  of  cor¬ 
porate  name  of  the  applicant. 

PROPOSED  USE:  Gas  fired  steam  or  water  boiler. 
DESCRIPTION :  The  corporate  name  of  the  Bryant  Manu¬ 
facturing  Company  has  been  changed  to  the  Bryant  Air 
Conditioning  Company. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  September  27,  1949  and 
amended  through  July  16,  1968  under  Cal.  No.  488-46-SA 
be  reopened  and  amended  to  show  a  change  of  corporate 
name  of  the  applicant  on  condition  that  the  requirements  of 
the  original  resolution  and  previous  amendments  be  com¬ 
plied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
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of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal. 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


647-48-SA 

APPLICANT — Automatic  Burner  Corporation. 
APPEARANCES— 

For  Applicant :  Joseph  Prince. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


r* 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
647-48-SA — Amendment  to  resolution  to  permit  an  additional 
trade  name. 

The  Automatic  Burner  Corporation,  Chicago,  Illinois, 
requested  that  the  resolution  adopted  May  3,  1949  and 
amended  through  October  26,  1965  under  Calendar  Number 
647-48-SA  be  reopened  and  amended  to  permit  an  additional 
trade  name. 

PROPOSED  USE:  Residential  and  commercial  oil  burner. 

DESCRIPTION:  Models  97A-HiLo  and  98A-HiLo  oil 
burners  are  merchandised  under  the  name  of  a  customer  of 
the  applicant,  American-Standard,  Inc.,  Plumbing  and  Heat¬ 
ing  Division,  Buffalo,  New  York. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  3,  1949  and  amended 
through  October  26,  1965  under  Calendar  Number  647-48-SA 
be  reopened  and  amended  to  permit  an  additional  trade 
name,  on  condition  that  the  requirements  of  the  original 
resolution  and  previous  amendments  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


511-54-SA 

APPLICANT — General  Electric  Company. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  o 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

511-54-SA — Amendment  to  resolution  as  to  additional  models 
of  dishwashers. 

The  General  Electric  Company,  Melville,  New  York,  re¬ 
quested  that  the  resolution  adopted  October  19,  1954  and 
amended  through  February  11,  1969  under  Calendar  Number 
511-54-SA  be  reopened  and  amended  to  include  additional 
models  of  dishwashers. 

PROPOSED  USE:  Automatic  dishwashers. 


DESCRIPTION  :  Differences  between  the  following  models 
and  previously  approved  models  exist  only  in  cycle  selection 
and  trim  appearance. 


Model  No. 

Changes 

GDD100 

single  cycle,  vinyl  top 

GDD220 

automatic  detergent 

GDD301 

3-cycle  control :  normal  wash,  short  wash, 
rinse  only,  wetting  agent  dispenser,  unicouple 

attachment 

GDD540 

wood  top,  cord  reel,  3-cycle  control,  wetting 
agent  dispenser,  unicouple  attachment 

GSS  200 

Hotpoint  model  designation 

INSPECTION  AND  TEST:  The  above  models  have 
been  approved  by  Lhiderwriters’  Laboratories,  E26016,  Sec¬ 
tions  6,  9  and  10. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  19,  1954  and 
amended  through  February  11,  1969  under  Calendar  Num¬ 
ber  511-54-SA  be  reopened  and  amended  to  include  the  addi¬ 
tional  models  listed  above,  on  condition  that  the  require¬ 
ments  of  the  original  resolution  and  previous  amendments  be 
complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  ownership,  change  of  address 
or  to  submit  the  annual  affidavit  will  be  cause  for  revocation 
of  approval. 

(Sgd).  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 
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336-57-SA 

APPLICANT — Peerless  Heater  Co. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
336-57-SA — Amendment  to  resolution  as  to  additional 
boilers. 

Peerless  Heater  Co.,  Boyertown,  Pa.,  requested  that  the 
resolution  adopted  January  16,  1962  and  as  amended  through 
June  29,  1965  under  Calendar  Number  336-57-SA  be  re¬ 
opened  and  amended  so  as  to  include  additional  models  of 
gas  fired  boilers. 

PROPOSED  USE:  Gas  fired  boilers. 

DESCRIPTION :  The  requested  Model  Series  MMR  is 
similar  to  the  Series  MMD  and  MMF,  presently  approved 
under  the  calendar  number,  the  difference  is  in  that  higher 
rating  that  are  obtained  by  means  of  a  secondary  heating  sur¬ 
face  which  is  attained  by  means  of  fins  applied  to  the  tubular 
primary  heating  surface. 

The  Model  GEM  is  similar  to  the  Model  MMR  except  that 
the  sections  are  larger  in  dimension  and  hence  higher  ratings 
are  obtained. 

The  Model  MMW  is  similar  to  the  Model  MMR  except 
that  a  cast  iron  base  is  used  instead  of  an  aluminized  steel 
base. 

INSPECTION  AND  TEST:  The  Series  MMW  has  been 
approved  by  the  AGA  with  BTU  inputs  ranging  from 
55,000  to  145,000  BTU/hr. 

The  Series  GEM  has  been  approved  by  the  AGA  with 
BTU  inputs  ranging  from  175,000  to  300,000  BTU/hr. 

The  Series  MMR  has  been  approved  by  the  AGA  with 
BTU  inputs  ranging  from  85,000  to  145,000  BTU/hr. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  16,  1962  and  as 
amended  through  June  29,  1965  under  Calendar  Number 
336-57-SA  be  reopened  and  amended  so  as  to  include  the 
additional  gas  fired  boilers  as  herein  described  on  condition 
that  the  requirements  of  the  resolution  adopted  January  16, 
1962,  and  as  amended  through  June  29,  1965  under  Calendar 
Number  336-57-SA  are  complied  with  and  that  all  installa¬ 
tions  comply  with  the  requirements  of  Article  14  and  15 
Building  Code  of  the  City  of  New  York. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


911-60-SM 

APPLICANT — Conwed  Corporation. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
911-60-SM — Amendment  to  resolution  as  to  change  of  cor¬ 
porate  name. 

Conwed  Corp.,  St.  Paul,  Minnesota  requested  that  the 
resolution  adopted  April  18,  1961  and  as  amended  through 
November  22,  1966  under  Calendar  Number  911-60-SM  be 
reopened  and  amended  so  as  to  show  a  change  of  corporate 
name. 

PROPOSED  USE:  Component  part  of  a  fire  resistive  floor 
and  ceiling  construction. 

DESCRIPTION:  There  has  been  no  change  in  the  material 
used  nor  in  the  method  of  manufacture.  The  request  is  to 
show  a  change  in  corporate  name  only.  The  applicant  has 
submitted  an  affidavit  showing  that  the  Certificate  of  Incor¬ 
poration  of  Wood  Conversion  Co.  which  now  reads :  The 
name  of  the  corporation  is  Wood  Conversion  Co.  is  amended 
to  read  as  follows :  The  name  of  the  corporation  is  Conwed 
Corp.  and  the  date  of  such  action  was  April  10,  1967. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  April  18,  1961  and  as 
amended  through  November  22,  1966  under  Calendar  Num¬ 
ber  911-60-SM  be  reopened  and  amended  so  as  to  show  a 
change  of  corporate  name ;  new  corporate  name  being  Con¬ 
wed  Corp.  on  condition  that  the  requirements  of  the  resolu¬ 
tion  adopted  April  18,  1961  and  as  amended  through 
November  22,  1966  under  Calendar  Number  911-60-SM  be 
complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
aoproval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


318-63-SA 

APPLICANT — Hotpoint/General  Electric. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 
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THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

318-63-SA — Amendment  to  resolution  as  to  additional  dish¬ 
washers. 

Hotpoint,  a  division  of  the  General  Electric  Company, 
Melville,  New  York,  requested  that  the  resolution  adopted 
February  11,  1964  under  Calendar  Number  318-63-SA  be 
reopened  and  amended  to  include  additional  models  of  dish¬ 
washers. 

PROPOSED  USE:  Automatic  dishwasher. 
DESCRIPTION :  The  additional  models  are  basically  simi¬ 
lar  to  previously  approved  models.  They  use  similar  tubs, 
water  level  controls,  and  water  distribution  and  drainage 
systems.  The  water  inlet  air  gap  system  has  been  changed 
from  side  of  tub  mounting  to  top  of  tub  mounting.  The  ad¬ 
ditional  models  and  changes  are  as  follows : 

Model  No.  Changes 


GHDA  310  17  place  setting,  3  level  washer-water  level 

control 

Rinse  injector 

“Rinse  only”  selection  on  rocker  switch 
3  push  button  selector ;  “wash  and  dry,” 
“rinse  only,”  “short  wash” 

5  push  button  selector :  “wash  and  dry,” 
“rinse  only,”  “short  wash,”  “pots  and  pans,” 
“wash  only” 

17  place  setting,  Calrod  Dry-Metal  top 
Maplewood  top 

Maplewood  top  and  cord  reel 
Cherry  top  and  cord  reel 

GHDB  models  only  use  water  level  pressure  switch  for 
flood  control. 


GHDA  420 
GHDA  430 
GHDA  640 

GHDA  850 


GHDB  310 
GHDB  430 
GHDB  640 
GHDB  850 


INSPECTION  AND  TEST :  The  models  listed  above  have 
been  approved  by  Underwriters’  Laboratories,  E  12464,  Sec¬ 
tions  8  and  9. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  11,  1964  under 
Calendar  Number  318-63-SA  be  reopened  and  amended  to 
include  the  additional  models  of  dishwashers  listed  above, 
on  condition  that  the  requirements  of  the  original  resolution 
be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal. 

Asst.  Engr., 
Committee  on  Test. 


Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report 

659-65-SA 

APPLICANT — The  Peerless  Heater  Company  for  Peerless 
Industries  Inc.,  owner;  D.  L.  Wooden,  agent. 


APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
659-65-SA — Peerless  Heater  Co.,  Boyertown,  Pa.  filed  for 
approval  of  the  Series  7,  7 A,  7PF,  7FD  and  JO  Oil  Fired 
Boilers  under  the  provisions  of  the  Oil  Burner  Rules  of  the 
Board. 

PROPOSED  USE:  Oil  fired  boiler. 

DESCRIPTION :  The  models  7,  7A,  7PF  and  7FD  are 
basically  the  same  insofar  as  section  design  is  concerned ; 
the  differences  are  as  follows : 

Series  7 — Has  a  refractory  combustion  chamber,  uses  a 
conventional  burner,  and  has  10%  CO»  concentration  in  the 
flue  gases. 

Series  7 A — Does  not  use  a  refractory  combustion  chamber, 
uses  a  flame  retention  burner  with  3450  RPM  motor,  has 
10%  CO2  concentation  in  the  flue  gases  and  has  higher  rating 
due  to  firing  without  a  refractory  combustion  chamber  thus 
exposing  more  heat  transfer  surface. 

Series  7PF — Same  as  7 A  except  CO2  is  12^4%  which 
gives  higher  ratings. 

Series  7FD — Same  as  7PF  except  burner  operates  under 
positive  pressure  which  is  obtained  by  baffling  the  flue  warp. 

Series  JO  are  fired  with  a  flame  retention  type  high  pres¬ 
sure  burner  firing  into  refractory  or  ceramic  fiber  combustion 
chamber. 

The  capacities,  in  gallons  per  hour,  of  the  various  series 
are  as  follows  : 

Series  7  — 2.65  to  8.45  gallons/hr. 

Series  7 A  — 8.85  to  14.0  gallons/hr. 

Series  7PF  — 3.60  to  17.80  gallons/hr. 

Series  7FD  — 4.00  to  24.15  gallons/hr. 

Series  JO  — 1.10  to  2.50  gallons/hr. 

INSPECTION  AND  TEST :  All  series  have  been  approved 
by  the  Institute  of  Boiler  and  Radiator  Manufacturers. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Peerless  Oil  Fired  Boilers  Series 
7,  7 A,  7PF,  7FD  and  JO  as  herein  described  for  use  in  New 
York  City  when  installed  and  operated  in  accordance  with 
the  requirements  of  Articles  14  and  15  Building  Code  of  the 
City  of  New  York.  Each  boiler  shall  bear  a  label  perma¬ 
nently  affixed,  reading:  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  659-65-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


527-69-SA 

APPLICANT — Aeronix,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads  : 
527-69-SA — Aeronix,  Inc.,  Linden,  New  Jersey,  filed  for  ap¬ 
proval  of  a  furnace  known  as  Maxi-Therm  (Models  MT- 
375,  400,  500,  650,  750,  850,  1000,  1250,  1500,  1750,  2000,  2500, 
3000,  3500)  under  the  provisions  of  RS  14-6  of  the  Building 
Code  of  the  City  of  New  York. 

PROPOSED  USE:  Warm  air  oil-fired  furnaces. 
DESCRIPTION  :  The  combustion  chamber  is  made  of  No. 
442  stainless  steel  in  a  tear-drop  design  with  reinforcing  ribs. 
It  is  free-floating  and  separated  from  the  frame.  The  tubes 
of  the  secondary  heat  exchanger  are  constructed  of  No.  7 
gauge  hot  rolled  steel  and  are  interconnected  with  front  and 
rear  headers.  The  frame  is  of  inverted  angle  iron,  one  piece, 
welded,  heavy  gauge  construction.  A  direct  driven,  induced 
air  fan  positively  exhausts  the  combustion  space.  A  baro¬ 
metric  damper  maintains  a  constant  negative  pressure  in  the 
combustion  chamber  regardless  of  variations  in  firing  rate, 
stack,  or  room  conditions.  A  forced  draft  burner,  arranged 
to  burn  either  natural  gas  or  No.  2  oil,  is  mounted  on  the  unit. 
It  has  a  flame  safeguard,  pre  and  post  purge  fan  operation, 
safety  shutoff  valves,  necessary  transformers  and  relays,  and 
a  single  selector  switch  adjustment  to  change  fuel. 

In  the  operation  of  the  unit,  the  controlling  thermostat 
calls  for  heat,  and  a  pre-purge  of  the  combustion  soace 
follows  with  both  the  induced  draft  fan  and  forced  draft 
fan  running.  The  flame  raises  the  temperature  to  a  pre¬ 
determined  setpoint,  which  starts  the  operation  of  the  main 
fan  motor.  The  flame  is  then  extinguished  and  a  post-purge 
begins.  The  fan  motor  lowers  the  temperature  to  another 
predetermined  setpoint.  The  main  fans  blow  the  air  around 
the  sides  and  ends  of  the  combustion  chamber  and  around  the 
tubes  of  the  heat  exchanger. 

The  main  fan  blowers  are  of  the  double  width,  double 
inlet,  forward  curved,  centrifugal  type,  mounted  on  a  solid 
steel  shaft  and  supported  on  heavy  duty  ball  bearings.  The 
blowers  are  driven  by  a  V-belt  arrangement.  The  heat 
output  in  BTU  per  hour,  is  equal  to  the  model  number  mul¬ 
tiplied  by  1000.  The  heating  surfaces  varv  from  1  to  7 
horsepower  and  309  to  502  RPM.  The  induced  draft  fan 
motors  vary  in  horsepower  from  1/6  to  3/4. 
INSPECTION  AND  TEST :  The  furnace  has  been  ap¬ 
proved  bv  Underwriters’  Laboratories  as  an  entire  unit 
under  Guide  No.  MP-1836,  the  oil  burner  under  Guide  No 
169-E  12.15,  the  gas  burner  under  Guide  No.  160-E  127, 
and  the  combination  oil  and  gas  burner  under  Guide  No 
160-E  12.9. 

REC  OMMENDATION  :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Maxi-Therm  furnace  (Models 
MT-375.  400.  500.  650.  750.  850.  1000.  1250.  1500.  1750,  2000, 
2500.  3000.  3500)  under  the  provisions  of  RS  14-6  of  the 
Building  Code  of  the  City  of  New  York.  The  furnaces 
shall  be  permanently  labeled:  “Approved  by  the  Board  of 


Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  527-69-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  con¬ 
trols  of  the  product  manufactured,  shall  be  filed  annually 
with  this  Board,  certifying  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


81-70-SM 

APPLICANT  —  Kerotest  Manufacturing  Corporation, 
owner. 

APPEARANCES— 

For  Applicant :  Frederick  Goebel. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
81-70-SM — The  Kerotest  Manufacturing  Corporation,  Pitts¬ 
burgh,  Pennsylvania,  filed  for  approval  of  the  Kerotest 
Model  1  Valve  under  the  provisions  of  RS  16,  P  115.6  of  the 
Building  Code  of  the  City  of  New  York. 

PROPOSED  USE :  Gas  line  valve. 

DESCRIPTION  :  The  valve  body  is  made  of  cast  steel.  The 
Model  1  is  a  venturi  type  gate  valve.  Flow  is  adjusted  by 
turning  a  steel  nut.  This  drives  the  valve  stem  either  up  or 
down  in  a  direction  perpendicular  to  the  direction  of  flow, 
adjusting  the  size  of  the  orifice  of  the  venturi.  The  thru¬ 
way  sizes  varies  from  1"  to  12"  in  diameter.  The  design 
pressures  vary  from  275  to  500  psi  and  include  720  psi. 
INSPECTION  AND  TEST :  T.  E.  Mahoney,  registered 
Professional  Engineer,  performed  hydrostatic  shell  tests  for 
the  various  pressure  rated  valves  at  pressures  between  1.5 
and  3.0  times  the  ratings  and  for  one  minute  in  duration.  Air 
shell  tests  at  pressures  equal  to  the  ratings  were  performed 
for  ten  minutes  in  duration.  No  leakage  occurred  in  any  of 
the  tests. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Kerotest  Model  1  Valve  under  the 
provisions  of  RS  16.  P  115.6  of  the  Building  Code  of  the 
Citv  of  New  York.  The  valves  shall  be  permanently  labeled: 
“Approved  bv  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  Citv  under  Calendar  Number  81-70-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
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Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


436-70-SA 

APPLICANT — Olympic  Manufacturing,  Division  of  Con¬ 
solidated  Foods,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
436-70-SA — The  Olympic  Manufacturing  Division  of  Con¬ 
solidated  Foods,  Atlanta,  Georgia,  filed  for  approval  of  the 
Olympic  Automatic  Drive  Thru  Fleet  Washing  System  under 
the  provisions  of  C26-107.2  of  the  Building  Code  of  the  City 
of  New  York. 

PROPOSED  USE:  Automatic  washing  and  rinsing  of 
trucks. 

DESCRIPTION  :  The  vehicle  actuates  a  limit  switch,  which 
begins  the  application  of  a  detergent  or  brightner  solution. 
The  solution  is  pumped  by  a  2-cylinder  horizontal  piston 
pump  at  5  gpm  and  700  psi  or  3.5  gpm  and  500  psi.  A 
pressure  regulating  valve  limits  the  pressure  and  bypasses 
water  back  into  a  holding  tank  when  the  discharge  of  the 
system  is  closed.  A  flow  switch  in  the  bypass  line  deacti¬ 
vates  the  heating  system.  The  heater  is  gas  fired  and  limits 
the  temperature  of  the  solution  to  200°F.  It  contains  a 
Honeywell  5034P  gas  valve,  a  thermostat  operating  on  an 
expanding  vapor  principle,  a  pilot  with  safety  shutoff,  a  test 
firing  valve,  and  a  safety  pop-off  valve.  A  hydraulically 
operated,  5hp,  25  gpm,  350  ft.  head,  diaphragm  pump  meters 
the  flow  of  detergent  into  the  water  downstream  of  the  heat¬ 
ing  coils. 

Another  limit  switch  activates  the  pump  of  the  rinse 
station.  The  trunk  must  be  moved  to  a  different  location 
to  be  rinsed.  The  rinse  water  is  heated  in  the  same  manner 
as  the  wash  water.  It  is  stored  in  a  1200  gallon  tank.  A 
200  gpm,  180  psi,  15  hp  centrifugal  pump  is  used  to  trans¬ 
port  the  water  to  a  spraying  arch,  where  the  water  is 
emitted  onto  all  sides  of  the  truck. 

INSPECTION  AND  TEST:  The  system  has  been  ap¬ 
proved  by  the  Canadian  Standards  Association  Testing 
Laboratories  (File  No.  FBL  26041-1). 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Olympic  Automatic  Drive  Thru 
Fleet  Washing  System  under  the  provisions  of  C26-106.2  of 
the  Building  Code.  The  system  shall  be  permanently  labeled : 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  436-70-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 


facturer,  familiar  with  the  materials,  processes  and  con¬ 
trols  of  the  product  manufactured,  shall  be  filed  annually 
with  this  Board,  certifying  that  such  materials,  processes 
and  controls  are  being  maintained  as  were  in  effect  at  the 
time  of  this  approval  or  previous  approvals  under  this  Cal¬ 
endar  Number.  Failure  to  notify  the  Board  of  change  of 
ownership,  change  of  address  or  to  submit  the  annual  affi¬ 
davit  will  be  cause  for  revocation  of  approval. 

It  is  further  recommended  that  all  water  supply  lines 
entering  into  the  appliance  shall  be  protected  by  means  of 
an  approved  vacuum  breaker  and  check  valve. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

44-71-SM 

APPLICANT — A.  W.  Flint  Company,  Incorporated, 
owner. 

APPEARANCES— 

For  Applicant:  W.  A.  Flint,  Jr. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
44-71-SM — A.  W.  Flint  Company,  Inc.,  New  Haven,  Connec¬ 
ticut.  filed  for  approval  of  Aluminum  Swing  Stage  Plat¬ 
forms — 500  lb.  Load  Limit,  under  the  provisions  of  C26- 
1908.2  of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Work  platform. 

DESCRIPTION :  The  platform  is  made  of  extruded  alum¬ 
inum  alloy.  It  is  manufactured  in  lengths  of  20',  24',  28', 
32'  and  widths  of  12$4",  20",  24",  and  28".  The  longitudinal 
side  rails  are  2"  x  6"  I-beams  with  0.1"  thick  webs  and  0.2" 
thick  flanges.  The  decking  is  .062"  thick,  with  .01"  high 
ridges  running  longitudinally  every  .231".  The  decking  is 
made  in  4"  wide  panels,  with  a  .5"  wide  and  .5"  deep  channel 
running  down  the  center.  Two  rows  of  rungs  are  located 
3 y2"  anart  along  the  platform.  The  rungs  of  the  top  row 
are  12"  apart.  The  rungs  of  the  bottom  row  are  24"  apart. 
The  rungs  have  an  outside  diameter  of  1.25"  and  an  inside 
diameter  of  1.142".  The  decking  is  secured  to  each  rung 
with  aluminum  pop  rivets  at  the  center  of  each  channel. 
Aluminum  alloy  handles,  1^4"  wide  and  coated  with  plastic, 
are  fastened  to  the  edges  of  the  side  rails  at  both  flanges. 
INSPECTION  AND  TEST :  A  sample  of  32'  long  and 
28"  wide  platform  was  load  tested  and  deflection  tested  by 
Underwriters’  Laboratories  (File  SA3083,  Assignment 
69NK2677).  The  sample  supported  2000  lbs.  and  deflected 
a  maximum  of  27/fa" .  The  2000  lbs.  load  represents  a  factor 
of  safety  of  4  over  the  specified  load  of  500  lbs. 
RECOMMENDATION :  The  Committee  on  Test  rec¬ 
ommends  the  approval  of  Aluminum  Swing  Stage  Platforms 
— 500  lb.  Load  Limit,  under  the  provisions  of  C26-1908.2  of 
the  Building  Code  of  the  City  of  New  York  on  condition 
that  they  shall  be  supported  no  less  than  12"  from  each 
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edge,  they  shall  not  be  used  to  support  motor  trucks,  and 
they’ shall  be  provided  with  a  standard  guard  rail  and  toe- 
board  and  No.  18  gauge,  V2"  mesh  wire  steel  screen  when 
used  at  a  height  greater  than  5'.  The  platforms  shall  be 
permanently  labeled:  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  44-71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


82-71-SM 

APPLICANT — United  Coated  Fabrics  Corporation,  owner. 

APPEARANCES— 

For  Applicant:  William  R.  Morton. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
82-71-SM — The  United  Coated  Fabrics  Corporation,  Rah¬ 
way,  New  Jersey,  filed  for  approval  of  United  Vinyl  wall 
covering  under  the  provisions  of  C26-S04.10  of  the  Building 
Code  of  the  City  of  New  York. 

PROPOSED  USE:  Decorative  wall  covering. 
DESCRIPTION :  The  material  is  constructed  of  a  woven 
cotton  backing  and  two  coats  of  polyvinyl  chloride  resin  con¬ 
taining  plasticizer,  stabilizer,  inert  filler,  and  fire  resisting 
agents.  The  resin  is  fused  to  the  backing.  The  material  is 
woven  into  different  patterns  which  vary  the  weight  between 
14  and  24  ounces  per  square  yard.  A  wheat  starch  adhesive 
is  used  to  attach  the  covering  to  the  wall. 

INSPECTION  AND  TEST:  The  material  was  tested  by 
the  Southwest  Research  Institute  (No.  3-1451-729),  San 
Antonio,  and  was  given  a  flame  spread  rating  of  13  and  a 
smoke  density  factor  of  27. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  United  Vinyl  wall  covering  under  the 
provisions  of  C26-504.10  of  the  Building  Code  of  the  City  of 
New  York  on  condition  that  it  shall  not  be  used  on  the  walls 
of  exits  and  corridors.  The  wall  covering  shall  be  perma¬ 
nently  labeled :  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Number 
82-71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 


Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  a  accordance  with  the  above 
report. 


86-71-SA 

APPLICANT — Heat-Timer  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  Edward  Zeitlin  and  Lee  Leighton. 
ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


W hereas,  the  report  of  a  Committee  on  Test  reads : 

86-71-SA — The  Heat-Timer  Corporation,  New  York  City, 
filed  for  approval  of  the  Damp-a-Matic  automatic  boiler  draft 
controller  under  the  provisions  of  C26-1501.5 (b)  of  the  Build¬ 
ing  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Automatic  boiler  draft  controller. 
DESCRIPTION :  The  Damp-a-Matic  is  a  motor  actuated 
device,  interlocked  electrically  with  the  primary  controls  of 
a  gas  or  oil  burner,  that  opens  the  damper  in  the  breeching 
of  the  boiler  when  the  burner  is  on  and  closes  it  when  the 
burner  is  off,  employing  linkage  between  the  motor  and  the 
damper.  The  control  cabinet  contains  a  relay,  transformer, 
manual  switch,  pilot  light  indicator,  and  terminal  block  for 
termination  of  field  wiring.  When  the  switch  is  in  the  auto¬ 
matic  position,  the  damper  is  automatically  opened  if  the 
boiler  is  fired.  If  the  damper  does  not  open,  the  boiler  is 
prevented  from  firing.  The  damper  starts  to  close  when  the 
boiler  stops  firing.  The  linkage  to  open  and  close  the 
'’amoer  can  be  adjusted  to  require  between  90°  and  160°  of 
shaft  rotation  and  between  30  and  60  seconds  of  time.  The 
pilot  light  indicates  when  the  damper  is  open  or  being  opened. 
The  manual  switch  permits  opening  of  the  damper  when  the 
boiler  is  not  firing.  The  motor  is  rated  at  24  volts  AC,  0.7 
amps,  and  produces  a  torque  of  110  in  lbs.  at  the  crankarm. 
INSPECTION  AND  TEST:  It  is  noted  that  the  Damp-a- 
Matic  System  provides  an  effective  automatic  means  of  es¬ 
cape  of  hot  gases  with  a  manual  backup  while  preventing  the 
beat  from  escaping  from  the  heating  surface  when  the  boiler 
is  not  firing. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Damp-a-Matic  automatic  boiler 
draft  controller  under  the  provisions  of  C26-1501.5  (b)  of  the 
Building  Code  of  the  City  of  New  York.  The  Damp-a- 
Matic  shall  be  permanently  labeled :  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  86-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
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the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


126-71-SA 

APPLICANT — Goulds  Pumps,  Incorporated,  Vertical  Pump 
Division,  owner. 

APPEARANCES— 

For  Applicant :  Robert  F.  McGowan  and  Eugene  B. 
Bradshaw. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  . •• .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
126-71-SA — Goulds  Pumps,  Inc.,  Seneca  Falls,  New  York, 
filed  for  approval  of  Goulds  Pumps,  Inc.,  Vertical  Pump 
Division,  Model  VMP  under  the  provisions  of  C26-106.2  of 
the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Vertical  turbine  pump  for  fuel  oil 
transfer  from  ship  or  barge  to  shore. 

DESCRIPTION :  The  pump  is  automatically  self-priming 
to  eliminate  the  fuel  oil  vapor  problem.  When  the  unit  is 
started,  liquid  is  pumped  up  through  the  discharge  column 
and  its  pressure  closes  the  Autoprime  valve.  Vapors  in  the 
column  are  discharged  ahead  of  the  liquid  through  the  check 
valve.  When  the  liquid  in  the  barrel  is  pumped  away,  vapor 
enters  the  pumping  element  and  the  resulting  loss  of  pressure 
allows  the  Autoprime  valve  to  open.  Liquid  from  the  column 
pipe  flows  through  the  valve  and  recycles  into  the  barrel 
and  reprimes  the  pump.  The  standard  unit  is  supplied  with 
a  fabricated  steel  discharge  head  with  ISO  lb.  ASA  flanges, 
schedule  37  steel  column  with  sections  no  longer  than  5  feet, 
416  steel  shafting,  bronze  impellers,  cast  iron  turbine  bowls, 
and  an  explosion-proof  motor,  which  operates  at  1180  or 
1780  RPM  and  at  least  15  HP.  The  pumps  develop  between 
145  and  550  feet  of  head  per  turbine  stage,  with  up  to  ten 
stages  available  or  more  than  ten  for  the  smallest  sizes.  The 
sizes  of  the  column  and  discharge  range  between  6"  and  20". 
Capacity  ranges  between  400  and  15,000  GPM. 
INSPECTION  AND  TEST :  The  pumps  are  approved  by 
the  U.  S.  Coast  Guard  and  the  American  Bureau  of  Ships 
for  ship  or  barge  to  shore  transfer. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Goulds  Pumps,  Inc.,  Vertical  Pump 
Division,  Model  VMP  for  the  transfer  of  fuel  oil  from  ship 
or  barge  to  shore  under  the  provisions  of  C26-106.2  of  the 
Building  Code  of  the  City  of  New  York.  The  pumps  shall 
be  permanently  labeled:  “Approved  by  the  Board  of  Stand¬ 


ards  and  Appeals  for  use  in  New  York  under  Calendar 
Number  126-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


147-38-SM 

APPLICANT — Johns  Manville  Sales  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  5/10/38.  Product:  Transit  Flue  Pipe. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  o 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


894-41-SM 

APPLICANT — Johns  Manville  Sales  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  12/19/41.  Product:  Imperial  Type  Transite 
Walls. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material  is 
no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 
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895-41-SM 

APPLICANT— Johns  Manville  Sales  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  1/20/42.  Product:  Universal  Type  Transite 
Walls. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  . . .  0 

THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  'being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


813-S6-SM 

APPLICANT — Johns  Manville  Sales  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  5/21/57.  Product:  Class  A  Universal 
Partitions. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


896-41-SM 

APPLICANT — Johns  Manville  Sales  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  1/20/42.  Product:  Transite  Furring. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker. 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

291-44-SM 

APPLICANT — Johns  Manville  Sales  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  7/25/44.  Product:  I.  W.  Transite  Flue  Pipe. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker. 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


344-61-SA 

APPLICANT — The  Seeburg  Corporation,  owner. 
SL^BJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  3/2/62.  Product :  Seeburg  4  SCD  Cold 
Drink  Vender. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker. 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


412-61-SM 

APPLICANT — Golding  Decorative  Fabrics,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  10/10/61.  Product:  Decorative  Fabrics, 
Model  X-15. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker. 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited ;  and 
Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  address”. 
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Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


446-61-SA 

APPLICANT — The  Maytag  Company,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  12/12/61.  Product:  Combination  washer- 
dryer  Model  440C. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


964-61-SM 

APPLICANT — The  B.  F.  Goodrich  Company,  owner. 
SUBJECT — Application  for  consideration  to  revoke  approval, 
dated  5/8/71.  Product:  Goodlite  40  Light  Diffusers. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairfnan  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material  is 
no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


58-62-SM 

APPLICANT — Newbury  Manufacturing  Company,  Inc., 
owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  4/2/63.  Product:  Ductible  Iron  Pipe  Fit¬ 
tings,  various  models. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker. 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative  :  . .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material  is 
no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


318-62-SM 

APPLICANT — Barclay  Manufacturing  Company,  Inc., 
owner. 

SUBJECT — Application  for  consideration  to  revoke  ap- 
voke  approval,  dated  3/5/63.  Product:  Interior  Wood 
Veneer. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  Q 


THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited;  and 

Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  address”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


334-62-SM 

APPLICANT — G.A.F.  Corporation,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  3/19/63.  Product:  Ruberoil  Y"  Gypsum 
Sheathing. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked, 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


781-62-SM 

APPLICANT — Johns  Manville  Sales  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  5/28/63.  Product:  Tropiglas,  Series  1200 
Honey  Corr. 
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APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material  is 
no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

637-63-SM 

APPLICANT — Johns  Manville  Sales  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  4/21/64.  Product:  Spintex  Glass  for  Min¬ 
eral  Fiber  Insulation. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker. 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material  is 
no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


905-61-SA 

APPLICANT — Mercury  Molding  Machinery,  Inc. 
SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


37-69-SM 

APPLICANT — Penn-Dixie  Chemical  Corporation. 
SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


488-70-SA 

APPLICANT — Sheila  Hardy  and  the  DeVilbiss  Company, 
owner;  William  H.  White,  Jr.,  agent. 

SUBJECT — Dispo  Spray  Booths. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Laid  over  to  June  22,  1971  at 
2  P.M. 


637-70-A 

APPLICANT — John  J.  Macchia  for  National  Cylinder 
Gas,  Division  of  Chemetron  Corporation,  owner, 
SUBJECT — Application  October  21,  1970 — appeal  from  an 
order  of  the  Fire  Commissioner  re-  transportation  of 
liquid  oxygen  nitrogen  in  open  vented  trucks. 

APPEARANCES— 

For  Applicant:  Anson  M.  Keller. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
September  30,  1970  on  Order  Nos.  B769654,  B769655  and 
B769603,  reads : 

(B769654— Truck  No.  TLP  1426) 

“1.  Secure  C.  of  F.  to  transport  comp.  gas. 

2.  Submit  evidence  that  tank  conforms  with  I.  C.  C. 
or  B.  S.  A.  regulations. 

3.  All  wiring  in  rear  bucket  compartment  shall  be 
conduit  and  shall  terminate  in  vapor  proof  connections.” 

(B769655 — Truck  No.  Compressed  Gas  31432) 

“1.  Have  driver  of  vehicle  obtain  Certificate  of 
Fitness  issued  by  Fire  Commissioner. 

2.  On  both  sides  of  truck  paint  Danger  Flammable 
Compressed  Gas  in  Red  letters  6"  high — on  front  and 
rear  bumpers  ‘Danger’  6"  high.  Owner  address  on  each 
side  3"  high  in  34”  stroke. 

3.  Provide  conduit  and  vapor  proof  connections  in 
rear  compartment.” 

(B769603 — Comp.  Tank  Truck  No.  TLC  31617) 

“1.  Have  driver  of  vehicle  obtain  Cert,  of  Fitness 
issued  by  Fire  Commissioner. 

2.  Replace  chain  on  fuel  cap. 

3.  Have  truck  painted  with  signs  according  to  Sec. 

6.1. 

4.  Provide  notarized  chassis  letter. 

5.  Having  wiring  in  rear  compartment  put  in  con¬ 
duit  and  vapor  proof  connections.” 

and 

Whereas,  the  Board  has  considered  the  testimony  at  the 
Public  Hearings  and  the  briefs  submitted  in  connection  with 
this  matter. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  September  30,  1970,  acting  on  Order  Nos.  B769654 
and  B769655.  Objection  Nos.  1,  2;  and  1,  2;  respectively  and 
Order  No.  B769603,  Objection  Nos.  1,  2,  3,  4,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  except  as  to  Item  No.  3  on  Order  No.  B7696S4  for 
Truck  No.  TLP  1426,  Item  No.  3  on  Order  No.  B769655 
for  compressed  Gas  Truck  No.  31432  and  Item  No.  5  on 
Order  No.  B769603  for  Compressed  Tank  No.  TLC  31617 ; 
and  that  in  all  other  respects  the  trucks  shall  comply  with 
the  Tank  Truck  Specifications  of  the  Fire  Department. 
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724-70-A 

APPLICANT — Salvator  A.  Caradonna,  Jr.  for  Associated 
World  Travel,  Incorporated,  owner. 

SUBJECT — Application  December  4,  1970 — appeal  from  a 
decision  of  Borough  Superintendent  re-  occupancy  Multi¬ 
ple  Dwelling,  Dormitories. 

PREMISES  AFFECTED — 38  West  88th  Street,  south  side, 
412  feet  west  of  Central  Park  West,  Block  1202,  Lot  49, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  5,  1971  on  Alt.  Applic.  148-69,  reads : 

“A12 — The  Multiple  Dwelling  Law  has  no  provisions 
for  dormitories  in  an  Article  VI  Converted  Dwelling 
building,  except  as  per  Sect.  66  of  the  Multiple  Dwelling 
Law  for  lodging  houses.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  5,  1971,  acting  on  148-69,  Objection  No.  A12 
be  and  it  hereby  is  modified  under  the  powers  vested  in 
the  Board  by  Section  310  of  the  Multiple  Dwelling  Law,  and 
that  the  appeal  be  and  it  hereby  is  granted,  on  condition  that 
all  work  shall  conform  to  drawings  marked  “Received,  De¬ 
cember  4,  1970,”  six  sheets,  and  that  all  laws,  rules  and  regu¬ 
lations  applicable  be  complied  with. 


762-70-A 

APPLICANT — Reavis  and  McGrath  for  Sol  G.  Atlas  and 
John  P.  McGrath,  owners. 

SUBJECT — Application  December  30,  1970 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  metal  and 
glass  partition. 

PREMISES  AFFECTED— 2  New  York  Plaza  (117  Broad 
Street),  northeast  corner  of  South  Street,  Block  5.  Lot  1, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  R.  S.  Hardy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker. 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  4,  1970  on  N.  B.  Applic.  96-68,  reads: 

“C-9  Non-rated  metal  and  glass  partitions  enclosing 
retail  spaces  located  in  the  exit  passageway,  with  non- 
metal  doors.  Contrary  to  C26-289.0  (e)  1  &  2  and 
C26-292.0  part  (k).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 


Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  December  4,  1970,  acting  on  N.  B.  Application  96-68 
Objection  No.  C-9  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  all  work 
conform  to  drawings  marked  received  December  30,  1970, 
three  sheets,  and  April  5,  1971,  one  sheet;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with. 


6-71-A 

APPLICANT — Vanguard  Transportation,  Incorporated, 
owner. 

SUBJECT — Application  January  7,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  individual  pipelines 
to  Tank  Compartments  on  Truck  Transporting  Flammable 
Solvents. 

APPEARANCES— 

For  Applicant:  Morton  E.  Kiel  and  August  H.  Nusser. 
For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi.  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
December  23,  1970,  reads  : 

“In  reference  to  your  letter  of  December  17,  1970, 
requesting  permission  to  install  individual  pipelines  from 
each  compartment  to  a  manifold  with  six  additional 
valves  at  the  rear  of  the  tank  used  in  a  tank  truck  for 
transporting  flammable  solvents  and  chemicals,  please  be 
advised  that  the  proposed  change  in  piping  is  contrary 
to  Section  3-26  of  ‘Specifications  of  the  Fire  Depart¬ 
ment  Relating  to  Tank  Trucks’. 

Resolution  No.  447-62-A  granted  to  Krajack  Tank 
Lines  cannot  be  considered  a  general  resolution  and  is 
not  within  the  jurisdiction  of  the  Fire  Commissioner  to 
apply  the  ruling  to  other  cases.” 

and 

Whereas,  this  was  inspected  by  a  committee  of  the  Board 
which  recommended  that  the  appeal  be  granted  under  certain 
conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
December  23,  1970,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  trucks 
shall  comply  with  drawings  marked  “Received  February  8, 
1971,”  one  sheet;  on  further  condition  that  the  proposed  ten 
tank  trucks,  transporting  flammable  liquids  except  gasoline 
may  be  equipped  with  individual  pipe  lines  from  each  com¬ 
partment  to  a  manifold  with  six  additional  valves  at  the  rear 
of  the  truck :  that  these  trucks  be  identified  by  Serial  Num¬ 
bers  DM491  SI 009  to  DM491S1012,  in  addition  to  two  Mack 
trucks  ordered  but  not  delivered  as  per  Vanguard  Order  No. 
0122.  dated  January  20.  1971.  and  four  trucks  ordered  as  per 
Vanguard  Order  Numbers  0140.  0141,  0142  and  0143;  that 
thev  traverse  the  Citv  of  New  York  along  a  route  approved 
bv  the  Fire  Commissioner;  and  that  in  all  other  respects,  the 
trucks  shall  comply  with  the  Tank  Truck  Specifications  of 
the  Fire  Department. 


78-71-A 

APPLICANT — C.  A.  Muller  for  Consolidated  Edison  Com¬ 
pany  of  New  York,  Incorporated,  owner. 

SUBJECT — Application  February  4,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  barge  tied  up  at  pier. 
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PREMISES  AFFECTED— 320  West  201st  Street,  from 

Academy  Street  to  West  202nd  Street  (including  Dock 

Property),  Block  2183,  Lot  1,  Harlem  River,  Borough  of 

Manhattan. 

APPEARANCES— 

For  Applicant :  Charles  A.  Muller  and  William  R.  Miller. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
January  4,  1971  on  Order  No.  B-769481,  reads: 

1.  Provide  that  no  critical  exposure  such  as  school, 
hospital  entrance,  exit  or  ventilating  shaft  to  any  motor 
vehicle,  subway  or  railroad  tunnel  exists  within  a  thou¬ 
sand  (1,000)  feet  of  the  barge,  nor  any  bridge,  public 
park  or  residential  zone  exists  within  250  feet  of  the 
barge. 

2.  Provide  direct  telegraphic  communication  from 
the  waterfront  area  and  the  plant  as  prescribed  by  the 
Fire  Department. 

3.  Provide  that  all  inter-connecting  piping  be  prop¬ 
erly  grounded. 

4.  Provide  that  barge  be  certified  by  U.  S.  Coast 
Guard  as  suitable  for  oil  storage. 

5.  Provide  that  fixed  booms  be  provided  around  the 
oil  barges  to  control  leaks  and  spills. 

6.  Provide  that  barge  be  equipped  with  a  fixed  foam 
fire  extinguishing  system. 

7.  Provide  that  adequate  access  be  provided  for  fire 
apparatus  for  fire  fighting  purposes. 

8.  Provide  a  yard  hydrant  system  with  hvdrants 
and  monitor  nozzles  spotted  as  required  by  the  Fire  De¬ 
partment. 

9.  Provide  absorbent  material  and  other  such  oil 
spill  equipment  in  quantity  designated  by  the  Fire  De¬ 
partment  for  control  of  leaks  or  spills. 

10.  Provide  high  level  overflow  alarm  devices  of  a 
type  approved  by  the  Board  of  Standards  and  Appeals  to 
prevent  overfilling  of  any  compartments  in  the  barges. 

11.  Provide  that  fuel  oil  discharge  piping  be  pro¬ 
vided  with  automatic  shut-off  in  the  event  of  line  break¬ 
age. 

12.  Provide  that  securing  dolphins  be  of  incom¬ 
bustible  construction. 

Whereas,  the  premises  were  inspected  by  a  committee 
of  r'-’e  Board  which  recommended  that  the  appeal  be  granted 
linger  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
Tnnuarv  4.  1971,  acting  on  Order  No.  B-769481  Ob- 
;orHon  Nos.  2.  3,  4,  5,  7,  and  9  be  and  it  hereby  is  modified 
and  t’-at  the  appeal  be  and  it  hereby  is  granted  on  condition 
tUat  the  ^remises  be  modified  in  accordance  with  the  draw- 
-'-.p-q  marked  received  February  4,  1971.  two  sheets,  and 
on  further  condition  that  items  1.  6,  8,  10,  11  and  12  be  com- 
nlied  with  and  that  all  other  laws,  rules  and  regulations  be 
complied  with. 


109-71-A 

APPLICANT — C.  A.  Muller  for  Consolidated  Edison  Com- 
nanv  of  New  York,  Incorporated,  owner. 

SUBJECT — Application  February  26,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  installation  of  Fuel 
Oil  Supply  to  Water  Borne  Gas  Turbines,  Oil  Storage 
Barges  and  Associated  Work. 


PREMISES  AFFECTED— 104  27th  Street,  east  side, 
Gowanus  Bay  from  Foot  of  25th  Street  and  28th  Street, 
Including  Dock  Property,  Block  693,  Lot  3,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  A.  Muller  and  William  R.  Miller. 
For  Administration:  Capt..  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
February  19th,  1971  on  Folder  #C-7 11246  and  P.  T.  File 
#700565,  reads: 

“Paper  transmitted  to  this  department  in  behalf  of  Con¬ 
solidated  Edison  Co.  of  N.  Y.,  Inc.  relative  to  the  in¬ 
stallation  of  Fuel  Oil  Supply  to  Water  Borne  Gas  Tur¬ 
bines,  Oil  Storage  Barges  and  Associated  Work  at  the 
above  premises  have  been  duly  considered. 

Please  be  advised  that  proposed  installation  will  be  re¬ 
examined  upon  the  following  corrections : 

1.  Subject  to  application  and  approval  by  the  Board 
of  Standards  and  Appeals  for  use  of  oil  storage 
barges  exceeding  capacity  and  contrary  to  condi¬ 
tions  permitted  in  Chapter  19,  Article  8  of  the  Ad¬ 
ministrative  Code  in  conjunction  with  water 
borne  electric  generating  equipment.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
February  19,  1971,  acting  on  Folder  #C711246  &  PT  File 
#700565  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  work  conform 
to  drawings  marked  received  February  26,  1971,  three  sheets, 
and  all  laws,  rules  and  regulations  shall  be  complied  with. 


108-71-A 

APPLICANT — E.  E.  La  Rue  for  Siloo  Incorporated,  owner. 
SUBJECT — Application  February  25,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  Siloo  Enginseal  in  15  ounce 
sealed  metal  cans  with  pull-tab  not  in  compliance  with 
regulations  of  the  Administrative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant:  F.  E.  La  Rue. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker. 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
February  22,  1971  on  Folder  #122-3142,  reads: 

“We  regret  to  inform  you  that  your  application  to  register 
your  product  ‘Siloo  Enginseal’  a  combustible  mixture 
(F.  P.  290°F.)  in  containers  as  follows:  15  ounce  sealed 
metal  cans  with  pull -tab  is  disapproved.  Such  contain¬ 
ers  are  not  in  compliance  with  our  regulations  to  wit : 
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Sec.  C19-62.0.b  NYC  Adm.  Code  requires  that  metal 
containers  used  to  package  Combustible  mixtures  be 
equipped  with  replaceable  tops  or  caps.” 

and 

Whereas,  the  container  was  examined  by  the  Board. 
Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
February  22,  1971,  acting  on  Folder  122-3142  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  granted  on 
condition  that  the  work  shall  conform  with  the  drawings 
marked  received  February  25,  1971,  one  sheet,  and  the  entire 
contents,  upon  initial  opening  shall  be  emptied  and  that  all 
laws,  rules  and  regulations  applicable  be  complied  with. 

125-71-A 

APPLICANT — A.  L.  Windman  for  Syska  and  Hennessy, 
Incorporated,  for  The  Mt.  Sinai  Medical  Center,  owner. 
SUBJECT — Application  March  8,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  acid  neutralizing 
slump. 

PREMISES  AFFECTED — 1180  to  1188  5th  Avenue,  south¬ 
east  corner  of  98th  Street,  Block  1604,  Lots  6,  13,  17,  Bor¬ 
ough  of  Manhattan. 

' pPEARANCES — 

For  Applicant:  A.  L.  Windman,  B.  Oberlander  and  J.  C. 
Church. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker. 
Commissioner  Klein,  Commissioner  Madigan,  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  18,  1970  on  N.  B.  Applic.  1-69,  reads: 

“P-2  Acid  neutralizing  sumps  not  acceptable  on  the 
ninth  floor.  Must  be  located  on  the  lowest  floor  above 
the  level  of  the  House  Drain  as  per  Sec.  PI  12.2  Refer¬ 
ence  Standards  RS10-16.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
ffie  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent. 

December  18,  1970  acting  on  NB  1-69  Objection  No. 
p-2  be  and  it  hereby  is  modified  and  that  the  anneal  be  and 
it  hereby  is  granted  on  condition  that  all  work  conform  to 
"Ians  marked  received  March  8,  1971,  four  sheets  and  Anril 
1.  1971,  one  sheet  and  on  further  condition  that  on  drawing 
number  4,  in  the  snace  denoted  acid  neutralizing,  12  inch 
high  curb  be  provided  that  all  laws,  rules  and  regulations 
apnlicable  be  complied  with. 


361-70-A 

APPLICANT — Tohn  T.  O’Neill.  Commissioner,  Depart¬ 
ment  of  Buildings. 

OWNER  OF  PREMISES — David  Zavinsky. 

SUBTECT — Anplication  Tune  22.  1970 — Revocation  of  Cer¬ 
tificate  of  Occunancy  #201,576. 

PREMISES  AFFECTED — 142  to  156  33rd  Street  south 
side.  100  feet  west  of  4th  Avenue,  Block  684,  Lot  25. 
Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant  Karl  Ploflcer  B.  D. 

For  Opposition:  Larry  Meltzer. 

AC  I  IOX  OF  BOARD — Laid  over  to  June  15,  1971,  at  2 
P.M.,  for  continued  hearing.  Previously  inspected. 


414-70-A 

APPLICANT — John  T.  O’Neill,  Commissioner,  Department 
of  Buildings. 

OWNER  OF  PREMISES — Fourems,  Inc.,  c/o  Manvocher- 
ian  Bros. 

SUBJECT— Application  July  23,  1970— revocation  of  Cer¬ 
tificate  of  Occupancy  No.  66581. 

PREMISES  AFFECTED — 78  Fifth  Avenue,  west  side,  73 
feet  south  of  West  14th  Street,  Block  577,  Lot  41,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Martin  Fradua  and  Pat  A.  Jacobazzo. 

For  Opposition:  Michael  M.  Robbins  and  Amir  Man- 
vocherian. 

ACTION  OF  BOARD — Laid  over  to  May  4,  1971,  at  2 
P.M.,  for  continued  hearing. 


621-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Grand  Paradise  Company,  Inc. 
SUBJECT — Application  October  15,  1970 — for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 318  to  330  Grand  Street.  119  to 
131  Havemeyer  Street,  southeast  corner,  265  to  271  South 
1st  Street,  Block  2396,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia,  F.  D.  and  Lt.  J.  P. 
Manfredi.  F.  D. 

For  Opposition :  Pat  A.  Jacobazzo,  B.  D..  Martin  Fradua, 
B.  D„  Kenneth  Singer  and  Reuben  Sulsky. 

ACTION  OF  BOARD — Laid  over  to  April  27,  1971,  at  2 
P.M.,  for  continued  hearing. 


623-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Howard  Stores  Corporation. 
SUBTECT — Application  October  15,  1970 — for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 82  and  84  Stanton  Street,  north¬ 
east  corner  of  Allen  Street,  Block  417,  Lots  70  and  71, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D.  and  Capt.  J.  F. 
Petraglia.  F.  D. 

For  Opposition :  Herbert  Newman,  Pat  A.  Jacobazzo, 
B.  D.  and  Martin  Fradua. 

ACTION  OF  BOARD — Laid  over  to  May  4,  1971.  at  2 
P.M.,  for  continued  hearing. 


Adjourned:  3:45  P.M. 

James  P.  Mulroy,  Secretary 


' 
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NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  repre¬ 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  hearing 
can  be  entertained  in  view  of  this  publication  and  of  the 
posting  of  the  calendars  on  the  bulletin  board  in  the  offices 
of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will  be 
held  in  abeyance  by  reason  of  failure  of  the  appellant  or 
applicant  to  file  necessary  data,  or  by  any  other  method  of 
delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 
in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  80 
Lafayette  Street,  9th  floor,  Manhattan,  at  five  cents  each — 
add  postage  payment  if  the  forms  are  forwarded  by  mail. 
Purchase  payment  by  postage  stamps  NOT  ACCEPTABLE . 
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DOCKET 

New  Cases  Filed  up  to  April  20, 1971 

Cal.  No.  Dept.  Premises  Affected 

197-71-A — B.  R.  81  Luigi  Place,  south  side,  47.27  feet  east 
of  Enfield  Place,  Block  950,  Lot  292,  Egbertville,  Bor¬ 
ough  of  Richmond,  N.B.  992-69,  re-  building  not  fronting 
legal  street,  General  City  Law. 


198-71-A — B.R. — 45  Enfield  Place,  northeast  corner  of 
Luigi  Place,  Block  950,  Lot  95,  Egbertville,  Borough  ot 
Richmond,  N.B.  1000-69,  re-  building  not  fronting  legal 
street,  General  City  Law. 


199-71-A — B.R. — 75  Enfield  Place,  southeast  corner  of 
Di  Marco  Place,  Block  950,  Lot  310,  Egbertville,  Bor¬ 
ough  of  Richmond,  N.B.  976-69,  re-  building  not  fronting 
legal  street,  General  City  Law. 


200-71-A — B.R. — 70  Luigi  Place,  north  side,  164.00  feet 
east  of  Enfield  Place,  Block  950,  Lot  102,  Egbertville, 
Borough  of  Richmond,  N.B.  996-69,  re-  building  not 
fronting  legal  street,  General  City  Law. 


201-71-A — B.R. — 44  Di  Marco  Place,  south  side,  41.00 
feet  east  of  Enfield  Place,  Block  950,  Lot  308,  Egbertville, 
Borough  of  Richmond,  N.B.  980-69,  re-  building  not 
fronting  legal  street,  General  City  Law. 


202-71-A — B.R.— 40  Di  Marco  Place,  south  side,  81.01 
feet  east  of  Enfield  Place,  Block  950,  Lot  306,  Egbertville, 
Borough  of  Richmond,  N.B.  981-69,  re-  building  not 
fronting  legal  street,  General  City  Law. 


203-71-A — B.R. — 36  Di  Marco  Place,  south  side,  121.02 
feet  east  of  Enfield  Place,  Block  950,  Lot  304,  Egbert¬ 
ville,  Borough  of  Richmond,  N.B.  982-69,  re-  building 
not  fronting  legal  street,  General  City  Law. 


204-71-A — B.R. — 32  Di  Marco  Place,  south  side,  161.03 
feet  east  of  Enfield  Place,  Block  950,  Lot  302,  Egbert¬ 
ville,  Borough  of  Richmond,  N.B.  983-69  re-  building  not 
fronting  legal  street,  General  City  Law. 


205-71-A — B.R. — 28  Di  Marco  Place,  south  side,  201.39 
feet  east  of  Enfield  Place,  Block  950,  Lot  300,  Egbertville, 
Borough  of  Richmond,  N.B.  984-69,  re-  building  not 
fronting  legal  street,  General  City  Law. 


206-71-A — B.R. — 27  Di  Marco  Place,  north  side,  200.23 
feet  east  of  Enfield  Place,  Block  950,  Lot  266,  Egbert¬ 
ville,  Borough  of  Richmond,  N.B.  985-69,  re-  building  not 
fronting  legal  street,  General  City  Law. 


207-71-A — B.R. — 35  Di  Marco  Place,  north  side,  120.21 
feet  east  of  Enfield  Place,  Block  950,  Lot  270,  Egbert¬ 
ville,  Borough  of  Richmond,  N.  B.  987-69,  re-  building 
not  fronting  legal  street,  General  City  Law. 


208-71-A — B.R. — 39  Di  Marco  Place,  north  side,  80.20 
feet  east  of  Enfield  Place,  Block  950,  Lot  272,  Egbert¬ 
ville,  Borough  of  Richmond,  N.B.  988-69,  re-  building  not 
fronting  legal  street,  General  City  Law. 


209-71-A — B.R. — 31  Di  Marco  Place,  north  side,  160.22 
feet  east  of  Enfield  Place,  Block  950,  Lot  268.  Egbert¬ 
ville,  Borough  of  Richmond,  N.B.  986-69,  re-  building  not 
fronting  legal  street,  General  City  Law. 


210-71-A — B.R.- — 43  Di  Marco  Place,  north  side.  40.19 
feet  east  of  Enfield  Place,  Block  950,  Lot  274,  Egbert¬ 
ville.  Borough  of  Richmond,  N.B.  989-69,  re-  building  not 
fronting  legal  street,  General  City  Law. 


211-71-A — B.R. — 65  Enfield  Place,  northeast  corner  of  Di 
Marco  Place,  Block  950,  Lot  276,  Egbertville,  Borough  of 
Richmond,  N.B.  900-69,  re-  building  not  fronting  legal 
street,  General  City  Law. 


212-71-A — B.R. — 55  Enfield  Place,  southeast  corner  of 
Luigi  Place,  Block  950,  Lot  290,  Egbertville,  Borough  of 
Richmond,  N.B.  901-69,  re-  building  not  fronting  legal 
street,  General  City  Law. 


213-71-A — B.R. — 71  Luigi  Place,  south  side,  141.81  feet 
east  of  Enfield  Place,  Block  950,  Lot  296,  Egbertville, 
Borough  of  Richmond,  N.B.  994-69,  re-  building  not 
fronting  legal  street,  General  City  Law. 


214-71-A — B.R. — 75  Luigi  Place,  south  side,  94.5  feet 
east  of  Enfield  Place,  Block  950,  Lot  294,  Egbertville, 
Borough  of  Richmond,  N.B.  993-69,  re-  building  not 
fronting  legal  street,  General  City  Law. 


215-71-A — B.R. — 67  Luigi  Place,  south  side,  189.08  feet 
east  of  Enfield  Place,  Block  950,  Lot  298,  Egbertville, 
Borough  of  Richmond,  N.B.  995-69,  re-  building  not 
fronting  legal  street,  General  City  Law. 


216-71-A — B.R. — 74  Luigi  Place,  north  side,  121.00  feet 
east  of  Enfield  Place,  Block  950,  Lot  101,  Egbertville, 
Borough  of  Richmond,  N.B.  997-69,  re-  building  not 
fronting  legal  street,  General  City  Law. 


217-71-A — B.R. — 78  Luigi  Place,  north  side,  81.00  feet 
east  of  Enfield  Place,  Block  950,  Lot  99,  Egbertville, 
Borough  of  Richmond,  N.B.  998-69,  re-  building  not 
fronting  legal  street,  General  City  Law. 


218-71-A — B.R. — 82  Luigi  Place,  north  side,  41.00  feet 
east  of  Enfield  Place,  Block  950,  Lot  97,  Egbertville, 
Borough  of  Richmond,  N.B.  999-69,  re-  building  not 
fronting  legal  street,  General  City  Law. 


219-71-BZ — B.Q.— 146-65,  146-67,  146-75,  Springfield 

Boulevard,  northeast  corner  of  147th  Avenue,  Block 
13363,  Lot  6,  Springfield  Gardens,  Borough  of  Queens, 
N.B.  258-71,  re-  proposed  warehouse  and  offices,  R3-2 
district. 


220-71-BZ — B.B. — 329  to  369  Greenpoint  Avenue,  north¬ 
east  corner  of  Provost  Street,  Block  2525,  Lot  1,  Borough 
of  Brooklyn,  B.N.  745-71,  re-  manufacturing  of  oxygen, 
M3-1  district. 


221-71-BZ — B.Q. — 171-11  35th  Avenue,  west  side  of 
172nd  Street  and  east  side  of  171st  Street,  block  front, 
Block  5256,  Lot  1,  Borough  of  Queens,  Alt.  No.  1546-69, 
re-  front  yard  and  rear  yard,  R2  district. 


222-71-BZ — B.M.- — 424  West  45th  Street,  south  side,  300 
feet  west  of  9th  Avenue,  Block  1054,  Lot  46,  Borough 
of  Manhattan,  Alt.  No.  88-71,  re-  change  and  enlarge¬ 
ment  of  a  non  conforming  use,  R8  district. 


223-71-A— F.D. — 46  Hester  Street,  south  side,  90  feet 
west  of  Essex  Street,  Block  297,  Lot  15,  Borough  of 
Manhattan,  F.  D.  Letter  of  4/13/71  re-  modification  of 
Certificate  of  Occupancy,  New  York  City  Charter,  Ad¬ 
ministrative  Code. 


224-71-A — F.D. — 823  Eastern  Parkway,  north  side,  280 
feet  east  of  Kingston  Avenue,  Block  1265,  Lot  66, 
Borough  of  Brooklyn,  F.  D.  Letter  of  4/13/71,  re¬ 
modification  of  Certificate  of  Occupancy,  New  York  City 
Charter,  Administrative  Code. 
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225-71-A — F.D. — 13-27  East  175th  Street,  northwest 
corner  of  Townsend  Avenue,  Block  2850,  Lot  31,  Borough 
of  The  Bronx,  F.  D.  Letter  of  4/13/71,  re-  modification  of 
Certificate  of  Occupancy,  New  York  City  Charter,  Ad¬ 
ministrative  Code. 


226-71-A — F.D. — 177  to  185  Marcy  Avenue,  southeast 
corner  of  South  9th  Street,  Block  2151,  Lot  6,  Borough 
of  Brooklyn,  F.  D.  Letter  of  4/13/71,  re-  modification  of 
Certificate  of  Occupancy,  New  York  City  Charter,  Ad¬ 
ministrative  Code. 


237-71-SM — Construction  Products  Division,  W.  R.  Grace 
and  Company,  admixture,  manufactured  by  Construction 
Products  Division,  Material. 


238-71-SA — Power-Flame  Division  Incorporated,  Power- 
Flame  C4-G,  manufactured  by  Power-Flame  Division  In¬ 
corporated,  Appliance. 


239-7 1-S A — Power-Flame  Division  Incorporated,  Power- 
Flame  C4-0,  manufactured  by  Power-Flame  Division  In¬ 
corporated,  Appliance. 


227-71-A — F.D. — 4160  Broadway,  northeast  corner  of 
West  176th  Street,  Block  2145,  Lot  11,  Borough  of  Man¬ 
hattan,  F.  D.  Letter  of  4/13/71,  re-  modification  of  Cer¬ 
tificate  of  Occupancy,  New  York  City  Charter,  Adminis¬ 
trative  Code. 


228-71-A — F.D. — 3358  to  3370  Atlantic  Avenue,  south 
side,  76  feet  west  of  Crescent  Street,  Block  4162,  Lot  18, 
Borough  of  Brooklyn,  F.  D.  Letter  of  4/13/71,  re-  modi¬ 
fication  of  Certificate  of  Occupancy,  New  York  City 
Charter,  Administrative  Code. 


229-71-A — F.D. — 974  to  978  Morris  Park  Avenue,  south¬ 
east  corner  of  Radcliff  Avenue,  Block  4101,  Lot  1, 
Borough  of  The  Bronx,  F.  D.  Letter  of  4/13/71,  re¬ 
modification  of  Certificate  of  Occupancy,  New  York  City 
Charter,  Administrative  Code. 


230-71-A — F.D. — 102-05  32nd  Avenue,  north  side,  40  feet 
east  of  102nd  Street,  Block  1689,  Lot  44,  East  Elmhurst, 
Borough  of  .Queens,  F.  D.  Letter  of  4/13/71,  re-  modifica¬ 
tion  of  Certificate  of  Occupancy,  New  York  City  Charter, 
Administrative  Code. 


231-71-A — F.D. — 154  West  17th  Street,  south  side,  100 
feet  east  of  7th  Avenue,  Block  7 92,  Lot  56,  Borough  of 
Manhattan,  F.  D.  Letter  of  4/13/71,  re-  modification  of 
Certificate  of  Occupancy,  New  York  City  Charter,  Ad¬ 
ministrative  Code. 


232-71-A — F.D. — 5003  to  5009  13th  Avenue,  east  side,  40 
feet  south  of  50th  Street,  Block  5649,  Lot  8,  Borough  of 
Brooklyn,  F.D.  Letter  of  4/13/71,  re-  modification  of 
Certificate  of  Occupancy,  New  York  City  Charter, 
Administrative  Code. 


233-71-A — F.D. — 2395  Richmond  Avenue,  northeast  cor¬ 
ner  of  Richmond  Hill  Road,  Block  2380,  Lot  1,  Borough 
of  Richmond,  F.  D.  Letter  of  4/13/71,  re-  modification  of 
Certificate  of  Occupancy,  New  York  City  Charter,  Ad¬ 
ministrative  Code. 


234-71-A — F.D. — 695  Park  Avenue,  northeast  corner  of 
East  68th  Street,  Block  1403,  Lot  1,  Borough  of  Manhat¬ 
tan,  F.  D.  Letter  of  4/13/71,  re-  modification  of  Certifi¬ 
cate  of  Occupancy,  New  York  City  Charter,  Adminis¬ 
trative  Code. 


240-71-SA — Power-Flame  Division  Incorporated,  Power- 
Flame  C4-GO,  manufactured  by  Power-Flame  Division 
Incorporated,  Appliance. 


241-71-A — B.R. — 255  Benedict  Road,  east  side,  486.83  feet 
north  of  Four  Corners  Road,  Block  871,  Lot  158,  Dongan 
Hills,  Borough  of  Richmond,  N.B.  247-70,  re-  building 
not  fronting  legal  street,  General  City  Law. 


242-71-SM — Armstrong  Cork  Company,  Armstrong  Ar- 
maflex  22,  manufactured  by  Armstrong  Cork  Company 
Material. 


243-71-BZ — B.B. — 1000  Pennsylvania  Avenue,  southwest 
corner  of  Wortman  Avenue,  Block  4389,  Lot  1,  Borough 
of  Brooklyn,  N.B.  111-71,  re-  proposed  two  story  and 
basement  warehouse,  manufacturing  building  loading 
berths,  and  accessory  parking,  exceeds  maximum  floor 
area  ratio,  Ml-1  district. 


244-71-A — B.M. — 1011  First  Avenue,  west  side,  entire 
block  between  55th  Street  and  56th  Street,  349  to  355 
East  55th  Street,  338  to  354  East  56th  Street,  Block  1348, 
Lots  22,  23,  30,  121,  Borough  of  Manhattan,  N.B.  66-69’ 
re-  exterior  walls,  Administrative  Code. 


245-71-A — B.M. — 105  Second  Avenue,  west  side,  50  feet 
north  from  East  6th  Street,  Block  462,  Lots  29  37 
Borough  of  Manhattan,  B.N.  1059-71,  re-  removal  of  in¬ 
combustible  roof,  netting  or  guards  for  open  stairway, 
Administrative  Code. 


246-71-BZ  B.Q. — 139-19  Jamaica  Avenue,  north  side, 
117.84  feet  west  of  144th  Street,  Block  9673,  Lot  24, 
Jamaica,  Borough  of  Queens,  Alt.  No.  76-71,  re-  manu¬ 
facturing  of  ladies  garment,  C2-2  district. 


247-71-BZ  B.M. — 9  to  25  West  57th  Street,  207  feet  west 
of  Fifth  Avenue,  4  to  40  West  58th  Street,  Block  1273 
Lots  22,  24,  27,  29.  19,  44,  46,  49,  51,  53,  57,  59,  Borough 
of  Manhattan,  N.B.  51-67,  re-  excessive  floor  area  ratio, 
C5-3  district. 


248-71-BZ — B.Bx. — 3222  Ely  Avenue,  east  side,  170  feet 
north  of  Burke  Avenue,  Block  4757,  Lot  50,  Borough  of 
The  Bronx  Alt.  No.  90-71,  re-  change  of  use  to  printing 
establishment,  R-5  district. 


235-71-A — F.D. — 14-33  31st  Avenue,  north  side,  250  feet 
east  of  14th  Street,  Block  534,  Lot  11,  Astoria,  Borough 
of  Queens,  F.  D.  Letter  of  4/13/71,  re-  modification  of 
Certificate  of  Occupancy,  New  York  City  Charter,  Ad¬ 
ministrative  Code. 


249-71-BZ — B.Q. — 207-22  Northern  Boulevard,  south  side, 
350  feet  west  of  Oceania  Street,  206-35,  206-49  45th  Road, 
Block  7305,  Lots  19,  47,  48,  Bayside,  Borough  of  Queens, 
Alt.  .No.  733-70,  re-  proposed  auto  repair  sales,  C2-2 
within  R3-2  district. 


236-71-A — F.D. — 2290  to  2294  3rd  Avenue,  west  side,  43 
feet  south  of  East  125th  Street,  Block  1773,  Lot  37, 
Borough  of  Manhattan,  F.  D.  Letter  of  4/13/71,  re¬ 
modification  of  Certificate  of  Occupancy,  New  York  City 
Charter,  Administrative  Code. 


250-71-BZ — B.B. — 95  Bay  46th  Street,  east  side,  210  feet 
south  of  Bath  Avenue,  62  and  70  Bay  47th  Street,  Block 
6901,  Lots  51,  53,  20,  24,  25,  26,  27,  and  155,  Borough  of 
Brooklyn,  N.B.  102-71,  re-  proposed  church,  accessory 
parking  spaces,  R-5  district. 
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251-71-SA — Norris  Industries  Fire  and  Safety  Equipment 
Division,  Range  Guard  Fire  Extinguishing  System,  man¬ 
ufactured  by  Norris  Industries,  Appliance. 


252-71-BZ — B.O. — 190-18  Northern  Boulevard,  south  side, 
262.42  feet  west  of  192nd  Street,  Block  5513,  Lot  22, 
Flushing,  Borough  of  Queens,  Alt.  No.  476-70,  re-  exten¬ 
sion  of  a  non-complying  building  and  non-conforming 
use,  auto  seat  covers,  bulk  regulations,  R3-2  district. 


253-71-BZ — B.Bx. — 841  Brady  Avenue,  northwest  corner 
of  Muliner  Avenue,  Block  4297,  Lot  1,  Borough  of  The 
Bronx,  Alt.  No.  453-70,  re-  relocation  of  one  car  acces¬ 
sory  garage,  R3-2  district. 


DESIGNATIONS:  D— Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q— Department  of  Buildings,  Queens:  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


MAY  11,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning  May  11,  1971,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 
matters : 

849-49-BZ 

APPLICANT — Mallia  Associates  for  Directors  Guild  of 
America,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  28, 
1971 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Resolu¬ 
tion,  permitting  in  a  restricted  retail  use  district,  the 
change  in  occupancy  from  club  to  motion  picture  theatre, 
stores,  offices  and  showrooms. 

PREMISES  AFFECTED— 110  West  57th  Street,  south 
side,  175  feet  west  of  6th  Avenue,  Block  1009,  Lot  40, 
Borough  of  Manhattan. 


44-53-BZ 

APPLICANT — Philip  P.  Augusta  for  Joseph  Faraldo, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  February  15, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  and  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the 
parking  and  storage  of  motor  vehicles  and  the  sale  and 
display  of  used  cars. 

PREMISES  AFFECTED — 185-189  Woodpoint  Road  and 
221-229  Skillman  Avenue,  northeast  corner,  Block  2884, 
Lots  1  and  2,  Borough  of  Brooklyn. 


573-55-BZ 

APPLICANT — Arthur  Levine  for  Sidney  Esikoff,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  May  22,  1971 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Resolu¬ 
tion,  permitting  in  a  local  retail  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  lubritorium, 
minor  repairs  (hand  tools  only)  auto  wrecking  (non¬ 
automatic),  office,  sales  and  storage  of  auto  accessories, 
parking  of  cars  waiting  to  be  serviced  for  a  term  of  years. 


PREMISES  AFFECTED— 17-32/46  (official  17-42)  Clin- 
tonville  Street,  154-02/04  17th  Road,  Block  4730,  Lot  4, 
Borough  of  Queens. 


481-63-BZ — Vol.  II 

APPLICANT — Otto  J.  and  Warren  A.  Sambach  for  Union 
Hospital  of  The  Bronx,  owner. 

SUBJECT — Application  reopened  September  22,  1970  as 
Volume  II — decision  of  the  Borough  Superintendent,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R7-1  district,  the  erection  of  a  five  story  and  basement 
enlargement  to  a  hospital  previously  before  the  Board. 

PREMISES  AFFECTED— 260  East  188th  Street,  south 
side,  from  Tiebout  Avenue  to  Valentine  Avenue,  Block 
3147,  Lot  50,  Borough  of  The  Bronx. 


148-70-BZ— Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Ciampa  Prop¬ 
erties,  owner. 

SUBJECT — Application  reopened  February  17,  1971  as 
Volume  II — decision  of  the  Borough  Superintendent,  un¬ 
der  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R4  district,  the  erection  of  a  one  story  enlargement  to 
an  existing  factory  and  warehouse  extending  into  the  resi¬ 
dence  district. 

PREMISES  AFFECTED— 15-11  119th  Street  and  119-06 
15th  Avenue,  southeast  corner,  Block  4073,  Lots  22  and 
47,  College  Point,  Borough  of  Queens. 


45-71-BZ 

APPLICANT — Maxfield  Blaufeux  and  Heywood  Blaufeux 
for  Antonio  Pisano,  owner. 

SUBJECT — Application  January  18,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  two  story,  one  family  dwelling  that  encroaches  on  the 
required  side  yards  and  with  a  porch  within  the  required 
front  yard. 

PREMISES  AFFECTED — 1256  East  54th  Street,  west  side, 
350  feet  north  of  Avenue  K,  Block  7801,  Lot  59,  Borough 
of  Brooklyn. 


65-71-BZ 

APPLICANT — Kenneth  H.  Koons  for  Nicholas  Giancas- 
paro,  owner. 

SUBJECT — Application  January  28,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  one  story  enlargement  to  an  existing  auto  repair  shop 
that  encroaches  on  the  required  rear  yard  equivalent  and 
side  yard. 

PREMISES  AFFECTED — 2939  Edson  Avenue,  west  side, 
122.25  feet  north  of  Arnow  Avenue,  Block  4797,  Lot  23, 
Borough  of  The  Bronx. 


117-71-BZ 

APPLICANT — Knappe  and  Johnson  for  New  York  City 
Board  of  Education,  owner. 

SUBJECT — Application  March  4,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-641  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R6  district,  the 
erection  of  a  three  story  intermediate  school  that  en¬ 
croaches  on  the  required  rear  yard,  rear  yard  equivalent 
and  exceeds  the  permitted  floor  area  ratio  and  lot  coverage. 
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PREMISES  AFFECTED — 40  Ten  Eyck  Street,  southwest 
corner  of  Lorimer  Street,  Block  3022,  Lot  16,  Borough 
of  Brooklyn. 


164-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  Gulf  Oil  Cor¬ 
poration,  owner. 

SUBJECT — Application  March  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-412  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  Cl-2  and  R3-2  dis¬ 
trict,  the  reconstruction  of  an  automotive  service  station 
with  accessory  uses  and  accessory  signs  previously  before 
the  Board. 

PREMISES  AFFECTED — 1705  Richmond  Avenue  and 
3100  Victory  Boulevard,  southeast  corner,  Block  2070,  Lot 
42,  Bulls  Head,  Borough  of  Richmond. 


180-71-BZ 

APPLICANT — Savignano,  Strange  and  Vella  for  Joseph 
Murro,  owner. 

SUBJECT — Application  March  29,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  an  Ml-1  district,  the  erection 
of  a  three  story  and  basement  two  family  dwelling. 

PREMISES  AFFECTED— 918-62nd  Street,  south  side, 
140  feet  east  of  9th  Avenue,  Block  5729,  Lot  14,  Borough 
of  Brooklyn. 


506-67-BZ 

APPLICANT — Harry  Atkins  and  Associates  for  685  Cary 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopened  for  re¬ 
hearing  by  order  of  the  Court — under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York  City 
Charter  to  permit  in  an  R5  district,  the  erection  of  an 
automotive  service  station  with  accessory  uses  including 
an  automobile  laundry  that  encroaches  on  the  required  side 
yard  and  without  the  required  screening. 

PREMISES  AFFECTED — 685  Cary  Avenue,  northeast 
corner  of  Clove  Road,  Block  214,  Lot  1,  West  New  Brigh¬ 
ton,  Borough  of  Richmond. 


507-67-A 

APPLICANT — Harry  Atkins  and  Associates  for  685  Cary 
Realty  Corporation,  owner. 

SUBJECT — Application  May  23,  1967- — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building  not 
fronting  on  legal  street. 

PREMISES  AFFECTED— 685  Cary  Avenue,  northeast 
corner  of  Clove  Road,  Block  214,  Lot  1,  West  New 
Brighton,  Borough  of  Richmond. 

THOMAS  F.  GALVIN,  Chairman 


MAY  11,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon  May  11,  1971,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 
matters : 

880-67-SA 

APPLICANT — Miniveil  Corporation,  owner — Direct  gas 
fired  air  heater. 


522-69-SA 

APPLICANT— Harrison  Engineering  Corporation,  owner 
— Gas  fired  makeup  air  heater. 

404-70-SM 

APPLICANT — Alesse  Industries,  owner — Magnetic  fusible 
link  door  holder. 


702-70-SA 

APPLICANT — Parking  Systems  Engineering,  Inc.,  owner 
— A  device  for  parking  motor  vehicles. 

1-71-SM 

APPLICANT — The  Swan  Corporation,  owner — Panel  sys¬ 
tem  for  surrounding  bathtubs. 


106-71-SM 

APPLICANT — Georgia-Pacific  Corporation,  owner — Two 
hour  fire  rated  shaft  enclosure. 

167-71-SM 

APPLICANT — Polacoat,  Inc.,  owner — Projection  screen 
material. 


254-71-BCR 

APPLICANT — Joseph  Ferro,  Commissioner,  Department  of 
Buildings. 

SUBJECT — Application  dated  March  15,  1971,  and  received 
on  March  26,  1971— to  Modify  Building  Code  Reference 
Standard  5-2,  E-119. 

128-71-A 

APPLICANT — Dominick  Salvati  and  Son  for  Mauro  and 
Nancy  Ciccolella,  owner. 

SUBJECT  Application  March  9,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 38  Massachusetts  Street,  west 
side,  340.00  feet  north  of  Hylan  Boulevard,  Block  7940, 
Lot  36,  Tottenville,  Borough  of  Richmond. 


129-71-A 

APPLICANT — Dominick  Salvati  and  Son  for  Mauro  and 
Nancy  Ciccolella,  owner. 

SUBJECT — Application  March  8,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 42  Massachusetts  Street,  west 
side,  405.66  feet  north  of  Hylan  Boulevard,  Block  7940, 
Lot  34,  Tottenville,  Borough  of  Richmond. 


130-71-A 

APPLICANT — Dominick  Salvati  and  Son  for  Mauro  and 
Nancy  Ciccolella,  owner. 

SUBJECT — Application  March  9,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 46  Massachusetts  Street,  west 
side,  449.66  feet  north  of  Hylan  Boulevard,  Block  7940, 
Lot  31,  Tottenville,  Borough  of  Richmond. 
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131-71-A 

APPLICANT — Dominick  Salvati  and  Son  for  Mauro  and 
Nancy  Ciccolella,  owner. 

SUBJECT — Application  March  9,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 50  Massachusetts  Street,  west 
side,  493.66  feet  north  of  Hylan  Boulevard,  Block  7940, 
Lot  29,  Tottenville,  Borough  of  Richmond. 


132-71-A 

APPLICANT — Dominick  Salvati  and  Son  for  Mauro  and 
Nancy  Ciccolella,  owner. 

SUBJECT — Application  March  9,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 54  Massachusetts  Street,  west 
side,  537.66  feet  north  of  Hylan  Boulevard,  Block  7940, 
Lot  27,  Tottenville,  Borough  of  Richmond. 


133-71-A 

APPLICANT — Dominick  Salvati  and  Son  for  Mauro  and 
Nancy  Ciccolella,  owner. 

SUBJECT — Application  March  9,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 58  Massachusetts  Street,  west 
side,  581.66  feet  north  of  Hylan  Boulevard,  Block  7940, 
Lot  25,  Tottenville,  Borough  of  Richmond. 


134-71-A 

APPLICANT — Dominick  Salvati  and  Son  for  Nancy  and 
Mauro  Ciccolella,  owner. 

SUBJECT — Application  March  9,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 62  Massachusetts  Street,  west 
side,  625.66  feet  north  of  Hylan  Boulevard,  Block  7940, 
Lot  23,  Tottenville,  Borough  of  Richmond. 


SUBJECT — Application  March  9,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED— 78  Massachusetts  Street,  west 
side,  801.66  feet  North  of  Hylan  Boulevard,  Block  7940, 
Lot  14,  Tottenville,  Borough  of  Richmond. 


138-71-A 

APPLICANT — Dominick  Salvati  and  Son  for  Mauro  and 
Nancy  Ciccolella,  owner. 

SUBJECT — Application  March  9,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 74  Massachusetts  Street,  west 
side,  757.66  feet  north  of  Hylan  Boulevard,  Block  7940, 
Lot  16,  Tottenville,  Borough  of  Richmond. 


147-71-A 

APPLICANT — Wechsler  and  Associates  for  Nicholas 
Rappy,  owner. 

SUBJECT— Application  March  12,  1971— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  rear  yard. 

PREMISES  AFFECTED — 408  East  59th  Street,  south  side, 
106.6  feet  each  of  1st  Avenue,  Block  1370,  Lot  44,  Borough 
of  Manhattan. 


184-71- A 

APPLICANT— Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  New  York  University,  owner. 

SUBJECT— Application  March  30,  1971— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  connecting 
bridge  between  school  buildings. 

PREMISES  AFFECTED— 90  Trinity  Place,  southwest 
corner  of  Thames  Street,  Block  51,  Lot  15,  Borough  of 
Manhattan. 

THOMAS  F.  GALVIN,  Chairman 


135-71-A 

APPLICANT — Dominick  Salvati  and  Son  for  Nancy  and 
Mauro  Ciccolella,  owner. 

SUBJECT — Application  March  9,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  stret. 

PREMISES  AFFECTED — 66  Massachusetts  Street,  west 
side,  669.66  feet  north  of  Hylan  Boulevard,  Block  7940, 
Lot  21,  Tottenville,  Borough  of  Richmond. 


136-71-A 

APPLICANT — Dominick  Salvati  and  Son  for  Nancy  and 
Mauro  Ciccolella,  owner. 

SUBJECT — Application  March  9,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 70  Massachusetts  Street,  west 
side,  713.66  feet  north  of  Hylan  Boulevard,  Block  7940, 
Lot  18,  Tottenville,  Borough  of  Richmond. 


I37-71-A 

APPLICANT — Dominick  Salvati  and  Son  for  Mauro  and 
Nancy  Ciccolella,  owner. 


MAY  18,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  18,  1971,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 
matters : 

419-55-BZ 

APPLICANT— Lama  &  Vassalotti  for  Mobil  Oil  Corpora¬ 
tion,  owner. 

SUBJECT— Application  for  consideration — request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  term 
of  variance  which  expired  January  24,  1971- — decision  of 
the  Borough  Superintendent ;  previously  granted  on  condi¬ 
tion,  under  Sections  7f  and  7i  of  the  Zoning  Resolution, 
permitting  in  a  retail  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  station,  lubritorium,  car  wash  (non¬ 
automatic),  minor  repairs,  office,  sales  and  storage  of  autc 
accessories  and  parking  of  cars  awaiting  service  for  a  term 
of  15  years. 

PREMISES  AFFECTED— 244-04  to  244-08  Francis  Lewis 
Boulevard  and  243-02  to  243-06  South  Conduit  Avenue, 
southwest  corner  and  139-03  to  139-11  243rd  Street,  Block 
13599,  Lot  25,  Rosedale,  Borough  of  Queens. 
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675-55-BZ 

APPLICANT  Lama  &  Vassalotti  for  Benanson  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  term  of 
variance  which  expired  January  31,  1971— decision  of  the 
Borough  Superintendent;  previously  granted  on  condition, 
under  Sections  7f  and  7c  of  the  Zoning  Resolution,  permit- 
ting  partly  in  a  retail  use  district  and  partly  in  a  residence 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  auto  washing  (non-automatic),  lubrication, 
office  and  accessory  sales,  minor  repairs,  with  hand  tools 
only  and  parking  of  motor  vehicles  service,  with  a  ground 
s  gn  in  a  retail  use  district,  for  a  term  of  15  years. 

PREMISES  AFF ECTED — 116-14  to  116-46  Merrick  Boule¬ 
vard  (116-32  official),  west  side,  124.94  feet  south  of  116th 
Avenue,  Block  12353,  Lot  374,  St.  Albans,  Borough  of 
Queens. 


-905-60-BZ 

APPLICANT — Lama  &  Vassalotti  for  Harlesam  Building 
Corporation,  owner. 

SUBJECT  Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  April  11,  1971 
decision  of  the  Borough  Superintendent :  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  use  of  an 
existing  building  for  doctor’s  offices  on  the  first  and  second 
floors  and  two  family  dwellings  on  the  third  floor. 

PREMISES  AFFECTED — 2017  Grand  Concourse,  167-175 
Bush  Street,  northwest  corner,  Block  2808,  Lot  90,  Borough 
of  The  Bronx. 


60-55-BZ 

APPLICANT — Philip  P.  Augusta  for  Humbel  Oil  &  Refin¬ 
ing  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  June  12,  1971 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Sections  7e,  7f  and  7  A  of  the 
Zoning  Resolution,  permitting  in  a  residence  and  business 
use  district,  the  erection  and  maintenance  of  a  gasoline  serv¬ 
ice  station,  lubritorium,  auto  wash,  motor  vehicle  repairs, 
storage  and  sale  of  accessories  and  office  with  a  business 
entrance  (curb  cut),  show  windows  and  signs  nearer  the 
residence  use  district  than  is  permitted,  all  for  a  term  of  15 
years. 

AFFECTED — 1111-1113  Bedford  Avenue  and 
312-324  Gates  Avenue,  southeast  corner.  Block  1812,  Lots  7 
and  10,  Borough  of  Brooklyn. 


66-60-BZ 

APPLICANT — Louis  Rifkin,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the. Rules  of  Procedure,  reopening  for  extension  of  term  of 
variance  which  expired  December  7,  1970 — decision  of  the 
Borough  Superintendent:  previously  granted  on  condition, 
under  Section  7h  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  the  maintenance  of  a  parking  lot  for 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — 17  Bennett  Avenue,  east  side, 
178.9  feet  north  of  West  181st  Street,  Block  2180,  Lot  91, 
Borough  of  Manhattan. 


71-71-BZ 

APPLICANT— Joseph  Pell  Lombardi  for  John  Wolfson, 
owner;  Joseph  Pell  Lombardi,  lessee. 

SUBJECT  Application  February  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon- 
mg  Resolution,  to  permit  in  an  R7-2  district,  the  conver¬ 
se11  of  an  existing  three  story  and  basement  building  to 
offices. 

PREMISES  AFFECTED-^O  East  38th  Street,  south 
side  i 53.6  feet  west  of  Lexington  Avenue,  Block  893,  Lot 
79,  Borough  of  Manhattan. 

Laid  over  from  April  20,  1971  for  continued  hearing. 


842-68-BZ 

APPLICANT — Max  Siegel  Associates  for  Derwood  Realty 
Corporation,  owner. 

SUBJECT  Application  November  6,  1968 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
/3-62  of  the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  an  R7-1  and  C8-3  dis¬ 
trict,  in  an  existing  six  story  multiple  dwelling,  the  conver¬ 
sion  of  the  doctors’  offices  in  the  cellar  to  apartments  that 
increases  the  degree  of  non-compliance  in  floor  area  ratio, 
open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 910-916  Sheridan  Avenue,  east 
side  175  feet  south  of  East  163rd  Street,  Block  2454,  Lot 
11,  Borough  of  The  Bronx. 


700-69- A 

APPLICANT — Max  Siegel  Associates  for  Derwood  Realty 
Corporation,  owner. 

SUBJECT  Application  December  5,  1969 — filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  variation 
of  Section  34  of  the  Multiple  Dwelling  Law  re-  cellar 
apartments. 

PREMISES  AFFECTED — 910-916  Sheridan  Avenue,  east 
side,  175  feet  south  of  East  163rd  Street,  Block  2454,  Lot 
11,  Borough  of  The  Bronx. 


49-71-BZ 

A£fI.-'I?ANT~ Henry  Wolinsky  for  Stuyvesant  Height 
Christian  Church,  owner. 

SUBJECT  Application  January  20,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  erection  of 
a  three  story  community  and  day  care  center  that  exceeds 
the  permitted  lot  coverage. 

PREMISES  AFFECTED — 63  to  71  MacDonough  Street 
northwest  corner  of  Tompkins  Avenue,  Block  1851,  Lot 
39,  Borough  of  Brooklyn. 


54-71-BZ 

APPLICANT — Arthur  Greenfield  for  80  Park  Avenue 
Company,  owner. 

SUBJECT — Application  January  21,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-2  district,  in  a  five 
story  and  basement  office  and  residential  building  pre¬ 
viously  before  the  Board,  the  conversion  to  offices  through¬ 
out. 

PREMISES  AFFECTED — 32  East  39th  Street,  south  side, 
175.6  feet  west  of  Park  Avenue,  Block  868,  Lot  48,  Bor¬ 
ough  of  Manhattan. 
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55-71-A 

APPLICANT— Arthur  Greenfield  for  80  Park  Avenue 
Company,  owner. 

SUBJECT — Application  January  21,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  stairway  en¬ 
closure. 

PREMISES  AFFECTED— 32  East  39th  Street,  south  side, 
175.6  feet  west  of  Park  Avenue,  Block  868,  Lot  48,  Bor¬ 
ough  of  Manhattan. 


56-71-BZ 

APPLICANT— Arthur  Greenfield  for  80  Park  Avenue  Com¬ 
pany,  owner. 

SUBJECT— Application  January  21,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-2  district,  in  an  existing 
four  story  and  basement  office  and  residential  budding  pre¬ 
viously  before  the  Board,  the  extension  of  the  office  use  to 
occupy  the  entire  building. 

PREMISES  AFFECTED— 34  East  39th  Street,  south  side, 
155  feet  west  of  Park  Avenue,  Block  868,  Lot  47,  Borough 
of  Manhattan. 


57-71-A 

APPLICANT— Arthur  Greenfield  for  80  Park  Avenue  Com¬ 
pany,  owner. 

SUBJECT— Application  January  21,  1971— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  live  load. 

PREMISES  AFFECTED— 34  East  39th  Street,  south  side, 
155  feet  west  of  Park  Avenue,  Block  868,  Lot  47,  Borough 
of  Manhattan. 


91-71-BZ 

APPLICANT— Louis  Lieberman  for  Levbarn  Realty  Com¬ 
pany  Incorporated,  owner. 

SUBJECT— Application  February  17,  1971— decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R4  district,  the 
construction  and  maintenance  of  an  off-site  accessory  park¬ 
ing  facility  for  an  existing  hotel  previously  before  the 
Board. 

PREMISES  AFFECTED— 125-06  Rockaway  Beach  Boule¬ 
vard,  northwest  corner  of  Beach  125th  Street,  Block  16221, 
Lot  26,  Belle  Harbor,  Borough  of  Queens. 


94-71-BZ 

APPLICANT— Charles  M.  Spindler  for  Ed  DiBenedetto 
Realty,  owner. 

SUBJECT — Application  February  18,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  73-49 
of  the  Zoning  Resolution,  to  permit  in  a  C2-2  district,  at 
an  existing  automobile  sales  and  service  establishment  pre¬ 
viously  before  the  Board,  the  addition  to  the  uses  to  include 
roof  parking. 

PREMISES  AFFECTED — 204-05  Northern  Boulevard, 
northeast  corner  of  204th  Street,  Block  6268,  Lot  21,  Bay- 
side,  Borough  of  Queens. 


695-70-BZ 

APPLICANT — M.  Martin  Elkind  for  Vincent  Gianelli, 
owner. 

SUBJECT — Application  November  20,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  conversion  of 
three  retail  stores  to  apartments  that  creates  non-compli¬ 


ance  in  floor  area  ratio,  open  space  ratio  and  lot  area  per 
room. 

PREMISES  AFFECTED— 209-15  to  209-19  91st  Avenue, 
90-56  210th  Street,  northwest  corner,  Block  10558,  Lot 
68,  Hollis,  Borough  of  Queens. 

Laid  over  from  April  20,  1971,  for  continued  hearing. 


46-71-BZ 

APPLICANT— Charles  M.  Spindler  for  Aquatic  Club  of 
Lindenwood,  owner. 

SUBJECT — Application  January  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  one  story  building  for  use  as  a  bank  with  accessory  park¬ 
ing  in  the  open  area. 

PREMISES  AFFECTED— 82-04  153rd  Avenue,  south  side 
from  82nd  Street  to  83rd  Street,  Block  11444,  Lot  25, 
Lindenwood,  Borough  of  Queens. 

Laid  over  from  April  20,  1971,  for  continued  hearing. 

THOMAS  F.  GALVIN,  Chairman 


MAY  18,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon.  May  18,  1971,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 

141-71-A 

APPLICANT — Philip  P.  Agusta  for  Frank  Guglielmetti, 
owner. 

SUBJECT— Application  March  9,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED— 91  Holly  Street,  east  side,  180.0 
feet  south  of  Hunton  Street,  Block  849,  Lot  252,  Midland 
Hills,  Borough  of  Richmond. 


142-71-A 

APPLICANT— Philip  P.  Agusta  for  Lillian  Guglielmetti, 
owner. 

SUBJECT— Application  March  9,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED— 99  Holly  Street,  east  side,  289.25 
feet  south  of  Hunton  Street,  Block  849,  Lot  250,  Midland 
Hills,  Borough  of  Richmond. 


143-71-A 

APPLICANT— Philip  P.  Agusta  for  Frances  Guglielmetti, 
owner. 

SUBJECT— Application  March  9,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED— 97  Holly  Street,  east  side,  267.25 
feet  south  of  Hunton  Street,  Block  849,  Lot  251,  Midland 
Hills,  Borough  of  Richmond. 


144-71-A 

APPLICANT— Philip  P.  Agusta  for  Paul  Guglielmetti, 
owner. 

SUBJECT— Application  March  9,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 
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PREMISES  AFFECTED — 101  Holly  Street,  east  side, 
350.0  feet  north  of  Vista  Avenue,  Block  849,  Lot  83,  Mid¬ 
land  Hills,  Borough  of  Richmond. 

183-71-A  - 

APPLICANT — Harold  E.  Diamond  for  Robert  Nalitt, 
owner. 

SUBJECT  Application  March  30,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  frontage  less 
than  minimum,  filed  pursuant  to  Section  36,  Article  3, 
General  City  Law  re-  building  not  fronting  on  a  legal 
street. 

PREMISES  AFFECTED — 45  Gorge  Road,  Block  866,  Lot 
501,  Dongan  Hills,  Borough  of  Richmond. 


161-71-A 

APPLICANT — Daniel  M.  McGee  for  New  York  Univer¬ 
sity,  owner. 

SUBJECT — Application  March  18,  1971— appeal  from  a 
decision  of  the  Fire  Commissioner  re-  installation  of  1000 
gallon  liquid  nitrogen  tank. 


PREMISES  AFFECTED — 707  Broadway,  west  side,  50 
feet  south  of  Washington  Place,  and  272  Mercer  Street, 
Block  546,  Lot  35,  Borough  of  Manhattan. 

187-71-A 

APPLICANT  Stanley  H.  Klein  for  Jolen  Associates  In¬ 
corporated,  owner;  St.  Vincent’s  Hall,  Incorporated,  lessee. 

SUBJECT  Application  March  31,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  change  of 
occupancy,  use  class  (3),  stairways. 

PREMISES  AFFECTED— 51-02  to  51-04  103rd  Street, 
southwest  corner  of  Radcliffe  Avenue,  Block  1933,  Lots 
60  and  62,  Corona,  Borough  of  Queens. 

145-71-A 

APPLICANT — Cunningham  and  Kaming  for  Greater  New 
York  Equipment  Association,  Incorporated,  owner. 

SUBJECT— Application  March  10,  1971— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  load  moment 
device.  (Use  of  Cranes) 

THOMAS  F.  GALVIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  APRIL  20,  1971,  10  A.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


The  minutes  of  special  meeting  Thursday  morning,  March 
18,  1971  and  regular  meetings  of  the  Board  held  on  Tuesday 
morning  and  afternoon,  March  23,  1971  and  March  30,  1971 
were  approved  as  printed  in  the  Bulletins  of  April  1,  1971 
and  April  8,  1971,  Vol.  56  Nos.  13  and  14. 

651-60-BZ 

APPLICANT— Max  Siegel  Associates  for  Briar  Hill  Apart¬ 
ments,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  March  7,  1971 — 
decision  of  the  Borough  Superintendent;  previously  granted 
on  condition,  under  Section  7e  of  the  Zoning  Resolution, 
for  a  period  of  ten  years,  permitting  in  a  residence  use 
district,  the  conversion  of  one  apartment  on  the  cellar 
floor  of  an  existing  multiple  dwelling  for  a  valet  service, 
such  as  pick-up,  mending  and  pressing,  without  cleaning 
service,  as  an  accessory  to  the  380  family  development. 
PREMISES  AFFECTED— 600  West  246th  Street,  south 
side,  285.8  feet  east  of  Independence  Avenue,  Block  3418, 
Lot  825,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  John  M.  Hronec. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
March  7,  1961,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
April  20,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
7,  1961,  only  as  to  the  term  of  the  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  March  7,  1971,  to 
permit  .  .  . ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects  ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  210-64) 


30-68-BZ 

APPLICANT — Herbert  L.  Brickman  for  Vincent,  Frank 
and  Ida  Alfarone,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  March  26, 
1971 — decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  permitting  in  an  R4  district,  the  erection  of 
a  one  story  building  for  use  as  retail  stores  with  accessory 
parking  that  encroaches  on  the  required  front  yard  and 
side  yard. 

PREMISES  AFFECTED— 3825-3833  Boston  Road,  north¬ 
east  corner  of  DeReimer  Avenue,  Block  4896,  Lot  5,  Bor¬ 
ough  of  The  Bronx. 


APPEARANCES— 

For  Applicant:  Herbert  L.  Brickman. 

ACTION  OF  BOARD— Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
March  26,  1968,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  March  24,  1970 ;  and 

Whereas,  the  resolution  was  amended  on  February  17, 
1970 ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
26,  1968,  as  amended  through  March  24,  1970,  only  as  to 
the  time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  March  26,  1971.”  (N.  B.  510-67) 


705-68-BZ 

APPLICANT— Charles  M.  Spindler  for  Edna  A.  Knapp 
and  Charles  H.  Knapp,  owners. 

SUBJECT— Application  for  consideration— request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  time 
to  complete  and  extension  of  term  of  variance  which  ex¬ 
pired  January  17,  1971— decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition,  under  Section 
11-412  of  the  Zoning  Resolution,  in  an  R5  district,  the 
enlargement  of  area  of  a  public  parking  lot. 

PREMISES  AFFECTED— 88-14  to  88-22  (88-22  official) 
182nd  Street,  west  side,  128.02  feet  south  of  Hillside 
Avenue,  Block  9917,  Lots  7,  11  and  143,  Jamaica,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

ACTION  OF  BOARD— Rules  of  Procedure  waived,  appli¬ 
cation  reopened,  time  to  complete  work  extended  and  term 
of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative  .  ® 

THE  RESOLUTION 

Whereas,  this  resolution  was  granted  by  the  Board  on 
January  7,  1969,  on  certain  conditions;  and  _  .  . 

Whereas,  a  public  hearing  was  held  on  this  application 
on  April  20,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  January  7,  1969,  as  amended 
through  February  25,  1970,  by  adding  thereto: 

“that  this  variance  shall  continue  for  a  term  of  five  years 
from  January  17,  1971,  on  condition  that  substantial  con¬ 
struction  shall  be  completed  within  one  year  from 
January  7,  1971  and  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (Alt.  1032-68) 
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382-69-BZ 

APPLICANT — McGee  &  Morsellino  for  Queensboro  Auto 
Sales  Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  time 
to  complete  which  expired  December  9,  1970  and  reopening 
for  amendment — decision  of  the  Borough  Superintendent ; 
previously  granted  on  condition  under  Section  72-21  of 
the  Zoning  Resolution,  permitting  in  a  C8-1  and  R6  district, 
the  enlargement  in  area  of  an  existing  used  car  sales  lot. 

PREMISES  AFFECTED — 150-44  Hillside  Avenue,  south¬ 
west  corner  of  153rd  Street,  Block  9697,  Lots  34  and  39, 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened,  time  to  complete  work  extended  and 
resolution  amended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative  .  0 

THE  RESOLUTION 


Whereas,  this  application  was  granted  by  the  Board  on 
December  9,  1969,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work  and  an  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedures  and  reopen  and  amend 
the  resolution  adopted  on  December  9,  1969,  by  adding 
thereto : 

“that  a  woven  wire  fence  with  interw'oven  aluminum 
slats  may  be  substituted  for  the  brick  fence  wall  hereto¬ 
fore  required,  substantially  as  shown  on  revised  drawing 
of  proposed  conditions  marked  ‘Received  February  17, 
1971’,  one  sheet;  that  substantial  construction  shall  be 
completed  within  one  year  from  the  date  of  this  amended 
resolution ;  and  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (Alt.  513-69) 


683-69-BZ 

APPLICANT — Franklin  E.  Tretter  for  Beekman  Staff 
Residence,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  March  17, 
1971 — decision  of  the  Borough  Superintendent:  previously 
granted  under  Sections  72-21  and  73-64  of  the  Zoning 
Resolution,  permitting  in  a  C6-4  district  the  erection  of  a 
17  story  hospital  staff  residence  that  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED — 59  Beekman  Street,  north  side, 
Entire  Block  from  Gold  Street  to  Ann  Street,  Block  93, 
Lot  34,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commisioner  Nolan  . 

Negative : 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
March  17,  1970,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
17,  1970,  only  as  to  the  time  to  complete  the  work,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  March  17,  1971.”  (N.B.  68-69) 


36-70-BZ 

APPLICANT — Donald  H.  Elliott,  Director  of  City  Plan¬ 
ning,  City  of  New  York. 

RESPONDENT — Samuel  H.  Lindenbaum  of  Lindenbaum 
and  Young  for  200  West  79th  Street  Company,  owner. 

SUBJECT — Request  to  Reopen  under  Article  IV  of  the 
Rules  of  Procedure  of  the  Board  of  Standards  and  Appeals 
of  the  City  of  New  York — decision  of  the  Borough  Super¬ 
intendent  under  Section  72-21  of  the  Zoning  Resolution 
and  Section  666  of  the  New  York  City  Charter,  to  permit 
in  a  C2-1  and  C2-7  district,  the  erection  of  an  18  story 
residential  and  store  building  that  exceeds  the  permitted 
floor  area  ratio  and  has  less  than  the  required  open  space 
ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 380  to  394  Amsterdam  Avenue, 
200  to  204  West  79th  Street,  southwest  corner,  201  to  205 
West  78th  Street,  Block  1170,  Lots  29,  30,  32,  34,  35  and 
36,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Mark  Levine. 

For  Respondent :  Stephen  Ross. 

AC  riON  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE— 


Affirmative :  .  o 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commisioner  Nolan  .  5 

THE  RESOLUTION— 


Whereas,  the  Board  has  reviewed  the  evidence  on  this 
application  to  reopen  by  the  Department  of  City  Planning 
and  the  entire  record  of  this  case;  and 
Whereas,  the  Board  finds  the  record  insufficient  to  war¬ 
rant  the  reopening  of  this  matter. 

Resolved,  that  the  request  to  reopen  this  application  be 
and  it  hereby  denied. 


36-70-BZ 

APPLICANT — Spitzer  and  Feldman  by  M.  James  Spitzer, 
Jr.;  Harry  Geller  for  Community  Action,  Inc.;  Gilbert 
Aviles  and  other  on-site  tenants. 

SUBJECT — Reopening  of  Calendar  Number  36-70-BZ  based 
upon  alleged  errors  and  irregularities  in  the  record. 
PREMISES  AFFECTED — 380  to  394  Amsterdam  Avenue, 
200  to  204  West  79th  Street,  southwest  corner,  201  to  205 
West  78th  Street,  Block  1170,  Lots  29,  30,  32,  34,  35  and 
36,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Margaret  Kelly,  Community  Action. 

For  Opposition:  Stephen  Ross. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE— 

Affirmative :  .  0 

0  Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
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Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 

Whereas,  the  Board  has  reviewed  the  evidence  on  this 
application  to  reopen  by  Spitzer  and  Feldman  and  the  entire 
record  of  this  case ;  and 

Whereas,  the  Board  finds  great  sympathy  with  the  re¬ 
location  problems  of  the  on  site  tenants  in  this  matter  but 
is  without  jurisdiction  in  the  area  of  relocation  of  tenants; 
and 

Whereas,  the  record  is  insufficient  to  warrant  a  reopening 
of  this  matter. 

Resolved,  that  the  request  to  reopen  this  application  on  the 
basis  of  alleged  irregularities  in  the  original  proceedings  in 
this  matter  be  and  it  hereby  is  denied. 


89-27-SR 

Rules  of  Procedure  of  the  Board  of  Standards  and  Ap¬ 
peals  adopted  February  15,  1927,  amended  December  2,  1930, 
April  14,  1931,  June  13,  1933,  April  30,  1935  and  revised 
September  22,  1959,  effective  October  28,  1959,  and  further 
amended  June  2,  1967. 

SUBJECT — Proposed  amendments  to  the  Rules  of  Proce¬ 
dure  by  deleting  paragraphs  4  (four)  and  7  (seven)  of 
Article  V  and  substituting  new  sections  for  same.  Author¬ 
ity:  Section  665  City  Charter  and  Article  VIII  of  the 
Rules  of  Procedure. 

ACTION  OF  BOARD — Amendments  to  Rules  of  Proce¬ 
dure  adopted  as  printed  below. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker 


and  Commissioner  Nolan  .  3 

Negative:  Commissioner  Madigan  .  1 

Not  Voting:  Commissioner  Klein  .  1 

THE  RESOLUTION- 


ARTICLE  V,  new  PARAGRAPH  4— As  soon  as  any 
application  is  completed  by  the  filing  of  the  data  required  in 
Form  BZ  and  payment  of  the  prescribed  fee,  the  case  shall 
receive  a  calendar  number.  After  a  review  of  the  application 
by  the  Examiner,  the  applicant  shall  be  notified  by  the  Direc¬ 
tor  on  Form  6CC  of  the  date  set  for  the  Public  Hearing, 
which  shall  be  at  least  thirty  (30)  days  after  the  mailing  of 
said  notice.  Simultaneously,  the  Director  shall  notify  the 
Chairman  of  the  local  Community  Board  which  has  jurisdic¬ 
tion  within  the  area  affected  by  the  application.  With  this 
notice,  the  applicant  shall  be  supplied  with  an  official  copy 
of  Form  7NO,  which  he  is  required  to  send  by  certified  mail 
or  by  personal  service  not  less  than  twenty  (20)  days  prior 
to  the  date  of  such  hearing  to  every  property  owner  entitled 
to  notice  of  the  application  and  to  the  Chairman  of  the  local 
Community  Board  which  has  jurisdiction  within  the  area 
affected  by  the  application.  The  area  of  notification  to 
affected  property  owners  shall  be  defined  as  a  radius  of  400 
feet  from  the  center  of  the  lot  which  is  the  subject  matter  of 
the  application,  except  that  for  one,  two  and  three  family 
dwellings  and  for  applications  on  lots  which  the  frontage  is 
forty  (40)  feet  or  less,  the  area  of  notification  to  the  affected 
property  owners  shall  be  defined  as  a  radius  of  200  feet  from 
the  center  of  the  lot.  In  addition,  the  applicant  shall  pub¬ 
lish  the  contents  of  Form  7NO,  or  such  notice  as  may  be 
approved  by  the  Secretary  of  the  Board,  at  his  or  her  own 
expense  in  one  newspaper  of  local  circulation  or  one  news¬ 
paper  of  general  circulation.  The  publication  of  this  notice 
shall  take  place  in  such  newspaper  on  one  day  of  each  week 
for  two  (2)  successive  weeks  prior  to  the  Public  Hearing. 
The  Secretary,  or  such  staff  member  as  the  Chairman  shall 
designate,  shall  notify  the  applicant  in  a  notice  to  accompany 
Form  6CC  in  which  newspaper  the  applicant  shall  place  the 
notice  to  be  published.  Five  (5)  days  prior  to  such  hearing 
date,  the  applicant  shall  file  a  verified  statement  that  he  has 


so  notified  each  property  owner  and  the  Chairman  of  the 
local  Community  Board  either  by  personal  service  or  by 
certified  mail  and  the  applicant  shall  file  a  copy  of  the  pub¬ 
lished  Notice  with  appropriate  proof  of  publication.  Not 
less  than  fourteen  (14)  days  notice  of  the  said  hearing  shall 
be  given  by  publication  in  the  Bulletin  of  the  Board. 

ARTICLE  V,  new  PARAGRAPH  7— All  persons  di¬ 
rectly  and  substantially  affected  by  an  application  and  who 
reside,  lease  or  own  real  property  within  a  radius  of  400 
feet  of  the  center  of  the  lot  of  the  subject  matter  of  an  appli¬ 
cation,  except  that  for  one,  two,  and  three  family  dwellings 
the  affected  area  shall  be  defined  as  within  200  feet  of  the 
center  of  the  lot,  may  appear  at  the  Public  Hearing  and 
voice  their  objections  or  approval  in  person  or  by  agent  or 
attorney.  In  lieu  of  an  appearance  in  person  or  by  an  agent 
or  attorney,  such  persons  may  file  their  views  in  writing. 
Briefs  will  be  accepted  only  if  filed  at  least  five  (5)  days 
before  the  Public  Hearing.  All  persons,  other  than  property 
owners,  directly  and  substantially  affected  by  an  application 
or  described  herein  who  wish  to  be  heard  at  a  Public  Hearing 
on  the  subject  of  the  application  shall  on  or  before  the  time 
of  commencement  of  said  public  hearing  submit  an  affidavit 
attesting  to  their  name,  address  and  length  of  duration  at 
said  premises.  Those  persons  as  described  above  unable  to 
appear  in  person  but  wishing  to  express  a  position  in  favor 
of  or  in  opposition  to  an  application  may  submit  a  similar 
affidavit  in  writing  at  least  five  (5)  days  before  the  Public 
Hearing. 

Effective  as  to  all  matters  filed  after  September  6,  1971. 


682-70-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 
SUBJECT — Application  November  12,  1970 — decision  of 
the  Borough  Superintendent,  under  Sections  73-11  (g) 
and  73-14  of  the  Zoning  Resolution,  to  permit  in  an  R6 
district,  at  an  existing  two  story  telephone  exchange,  the 
erection  of  a  two  story  enlargement  and  a  third  floor  that 
increases  the  degree  of  non-conformity. 

PREMISES  AFFECTED— 71-40  164th  Street,  west  side, 
131  feet  north  of  72nd  Avenue,  Block  6802,  Lot  16,  Flush¬ 
ing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  Chase,  W.  A.  Rose,  P.  O.  Pringle 
and  L.  B.  Nowak. 

For  Opposition:  Daniel  Russo. 

ACTION  OF  BOARD — Laid  over  to  April  27,  1971,  at 
10  A.M.,  for  decision.  Hearing  closed.  Previously  inspected. 


695-70-BZ 

APPLICANT — M.  Martin  Elkind  for  Vincent  Gianelli, 
owner. 

SUBJECT — Application  November  20,  1970 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R2  district,  the  con¬ 
version  of  three  retail  stores  to  apartments  that  creates 
non-compliance  in  floor  area  ratio,  open  space  ratio  and 
lot  area  per  room. 

PREMISES  AFFECTED— 209-15  to  209-19  91st  Avenue, 
90-56  210th  Street,  northwest  corner,  Block  10558,  Lot 
68,  Hollis,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Marvin  Wiener. 

For  Opposition:  Susan  M.  Noreika,  Harry  Mandelbaum 
and  Joseph  Lavery. 

ACTION  OF  BOARD— Laid  over  to  May  18,  1971,  at  10 
A.M.,  for  continued  hearing.  Previously  inspected. 
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699-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Phillip  Pepper, 
owner. 

SUBJECT — Application  November  18,  1970 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  one  story  building  for  use  as  a  store  with  accessory 
parking  in  the  open  area. 

PREMISES  AFFECTED — 2940  Cropsey  Avenue,  north¬ 
west  corner  of  Bay  53rd  Street,  Block  6949,  Lot  37,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition :  Matthew  J.  Deaveiro. 

ACTION  Oh  BOARD — Laid  over  to  May  4,  1971,  at 
10  A.M.,  for  continued  hearing. 


742-70-BZ 

APPLICANT — Hector  Ferreras  for  Pat  Fusco,  owner. 

SUBJECT — Application  December  14,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  and  72-21 
of  the  Zoning  Resolution  to  permit  in  a  Cl-1  district,  the 
erection  and  maintenance  of  an  automotive  service  station 
with  accessory  uses. 

PREMISES  AFFECTED — 830  Bay  Street,  southwest  cor¬ 
ner  of  Vanderbilt  Avenue,  Block  2836,  Lot  16,  Clifton, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Richard  Gaber. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  May  4,  1971,  at 
10  A.M.,  for  continued  hearing.  Previously  inspected.  Laid 
over  at  the  request  of  the  applicant. 


745-70-BZ 

APPLICANT — Frederick  Goldberg  for  F.  V.  Realty  Cor¬ 
poration,  owner. 

SUBJECT- — -Application  December  17,  1970 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-2  district,  on  a  plot 
previously  before  the  Board  and  occupied  as  an  auto  repair 
shop  and  parking,  the  erection  of  a  one  story  building  as 
an  automobile  laundry. 

PREMISES  AFFECTED — 951  Soundview  Avenue,  south¬ 
west  corner  of  Banyer  Place,  Block  3661,  Lot  16,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Frederick  Goldberg  and  Harold  Klein. 
For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  May  4,  1971,  at  10 
A.M.,  for  decision.  Hearing  closed.  Previously  inspected. 


767-70-BZ 

APPLICANT— Morton  S.  Cahn  for  D.  G.  H.  Realty 
Corporation,  owner. 

SUBJECT — Application  December  31,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-42  of  the  Zoning 
Resolution,  to  permit  in  a  C8-1  and  R5  district,  the  ex¬ 
tension  of  an  existing  automotive  storage  and  repair  shop 
into  the  residence  portion  of  the  building. 

PREMISES  AFFECTED— 127-25  Metropolitan  Avenue, 
northwest  corner  of  129th  Street,  Block  9249,  Lot  52, 
Richmond  Hill,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  Morton  S.  Cahn. 

For  Opposition:  Arthur  Katzman,  Councilman. 

ACTION  OF  BOARD — Laid  over  to  May  4,  1971,  at 
10  A.M.,  for  continued  hearing.  Previously  inspected.  Laid 
over  at  the  request  of  the  applicant. 


42-71-BZ 

APPLICANT — Vito  J.  Tricarico  for  Animal  Hospital  of 
Brooklyn,  owner. 

SUBJECT — Application  January  14,  1971 — Decision  of  the 
Borough  Superintendent,  under  Section  72-21  and  73-63 
of  the  Zoning  Resolution,  to  permit  in  a  C2-2  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  animal 
hospital  that  increases  the  degree  of  non-conformity. 
PREMISES  AFFECTED — 2270  Flatbush  Avenue  and  4215 
to  4223  Fillmore  Avenue,  northwest  corner,  Block  8486, 
Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  J.  Tricarico. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  May  4,  1971,  at 
10  A.M.,  for  decision.  Hearing  closed.  Previously  inspected. 


46-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Aquatic  Club  of 
Lindenwood,  owner. 

SUBJECT — Application  January  19,  1971 — Decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  one  story  building  for  use  as  a  bank  with  accessory 
parking  in  the  open  area. 

PREMISES  AFFECTED — 82-04  153rd  Avenue,  south  side 
from  82nd  Street  to  83rd  Street,  Block  11444,  Lot  25, 
Lindenwood,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler,  James  Pasta,  Vincent 
T.  Russo  and  Nikalajs  Silins. 

For  Opposition:  Anita  Korn  and  Walter  Ward,  Council¬ 
man. 

ACTION  OF  BOARD — Laid  over  to  May  18,  1971,  at  10 
A.M.,  for  continued  hearing;  applicant  to  file  additional 
information;  previously  inspected. 


48-71-BZ 

APPLICANT — Leonard  Lifschitz  of  Walzer,  Lifschitz  and 
and  Kessler  for  Patrick  and  Catherine  Consalvas,  owner. 

SUBJECT — Application  January  20,  1971 — Decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  enlarge¬ 
ment  of  an  existing  dwelling  that  encroaches  on  the  requir¬ 
ed  front  yard. 

PREMISES  AFFECTED — 9324  Glemvood  Road,  south¬ 
west  corner  of  East  94th  Street,  Block  8181,  Lot  43,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  Lifschitz. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  May  4,  1971,  at 
10  A.M.,  for  decision;  previously  inspected;  hearing  closed. 


63-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  and  Young  for 
Sheldon  H.  Solow,  owner,  d/b/a  Solovieff  Realty  Com¬ 
pany. 
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SUBJECT— Application  January  26,  1971— -decision  of  the 
Borough  Superintendent,  under  Section  73-20  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-9  and  R8  district,  in  a 
proposed  45  story  building  previously  before  the  Board, 
the  installation  of  an  additional  theatre. 

PREMISES  AFFECTED— 1261  to  1281  2nd  Avenue,  251 
East  66th  Street,  northwest  corner  and  222  to  250  East 
67th  Street,  Block  1421,  Lot  21,  Borough  of  Manhattan, 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum,  Kenneth  Singer 
Arthur  Geller  and  Richard  Rosenthal. 

For  Opposition:  Ruth  Schoonmaker  and  Raymond  J. 
Councell. 

ACTION  OF  BOARD— Laid  over  to  May  4,  1971,  at  10 
A.  M.,  for  decision;  hearing  closed.  Previously  inspected. 


71-71-BZ 

APPLICANT— Joseph  Pell  Lombardi  for  John  Wolfson, 
owner,  Joseph  Pell  Lombardi,  lessee. 

SUBJECT— Application  February  3,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-2  district,  the  conversion  of 
an  existing  three  story  and  basement  building  to  offices. 
PREMISES  AFFECTED— 120  East  38th  Street,  south  side, 
153.6  feet  west  of  Lexington  Avenue,  Block  893,  Lot  79, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  Lombardi,  John  Wolfson,  Theodore 
Kirschner  and  Michael  Houllander. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  May  18,  1971,  at  10 
A.  M.,  for  continued  hearing.  Laid  over  at  the  request  of 
the  Community  Board.  Previously  inspected. 


98-71-BZ 

APPLICANT— Harold  Weinberg  for  Mesivta  Yeshiva 
Rabbi  Chaim  Berlin,  owner. 

SUBJECT— Application  February  19,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-1  and  R4  district,  the  erection 
of  a  one  story  and  cellar  school  that  encroaches  on  the 
required  front  and  side  yards. 

PREMISES  AFFECTED— 1423  East  95th  Street,  east  side, 
125  feet  south  of  Avenue  L,  Block  8260,  Lot  32,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harold  Weinberg,  Nathan  Farminbaum 
and  Rabbi  Eliezer  Portnoy. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  May  4.  1971,  at  10 
A.  M.,  for  continued  hearing;  applicant  to  file  drawings; 
previously  inspected. 


545-70-BZ 

APPLICANT— Edwin  Storch  for  Queens  Stewart  Con¬ 
struction  Corporation,  owner. 

SUBJECT— Application  September  15,  1970— decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R5  district,  the  erection  of  a  three 
story,  two  family  dwelling  that  encroaches  on  the  required 
side  yard  and  has  less  than  the  required  open  space  ratio. 

PREMISES  AFFECTED— 34-37  59th  Street,  east  side, 
178.80  feet  south  of  Broadway,  Block  1198,  Lot  23,  Wood- 
side,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant :  Edwin  Storch. 

For  Opposition :  Nicholas  Stoyanoff. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  . . .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  2,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  March  16,  1971 ;  then  to  April  20,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  26,  1970,  acting  on  N.  B.  Applic.  462/1970, 
reads : 

“1.  Proposed  structure  in  a  required  side  yard  is 
contrary  to  Sec.  23-462  of  the  Z.  R. 

2.  Min.  open  space  ratio  is  contrary  to  Sec.  23-142 
of  the  Z.  R.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R5 
district,  the  erection  of  a  three-story,  two-family  dwelling,  that 
encroaches  on  the  required  side  yard  and  has  less  than  the 
required  open  space  ratio,  on  condition  that  all  work  suall 
conform  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  September  15,  1970,”  3  sheets,  and  “March  5,  1971,” 
2  sheets ;  on  further  condition  that  the  rear  dimensions  be 
corrected  from  40  feet  to  30  feet,  and  that  all  laws,  rules  and 
regulations  applicable  be  complied  with,  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


693-70-BZ 

APPLICANT — David  Weinberg  for  New  York  Bank  for 
Savings,  owner. 

SUBJECT — Application  November  18,  1970- — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-42 
of  the  Zoning  Resolution,  to  permit  in  a  C6-2,  C2-5  and 
R8  district,  the  construction  and  maintenance  of  a  public 
parking  lot  extending  into  the  residence  portion  of  the  site. 

PREMISES  AFFECTED— 307  West  14th  Street,  north 
side,  125  feet  west  of  8th  Avenue,  89  to  95  8th  Avenue 
and  308  to  310  West  15th  Street,  Block  738,  Lots  30,  37, 
38,  40  and  46,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  David  Weinberg. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
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Commissioner  Nolan  .  5 

Negative:  . ’’’  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  9,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  9,  1971 ;  then  to  April  6,  1971  • 
then  to  April  20,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  10,  1970,  acting  on  Alt.  Applic.  1193/1970, 
reads : 

“Cl— Public  parking  lot,  Use  Group  8,  is  not  per¬ 
mitted  in  residential  district  R8  as  per  Zoning  Resolu¬ 
tion  32-17  (Use  Group  8)  and  as  per  Sec.  22-00  use 
regulations.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship,  and  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made  under 
Section  73-42  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  and  grant  a 
Special  Permit  under  Section  73-42  of  the  Zoning  Resolution, 
to  permit  in  a  C6-2,  C2-5  and  R8  district,  for  a  term  of  3 
vears,  the  construction  and  maintenance  of  a  public  parking 
lot  extending  into  the  residence  portion  of  the  site,  on  con¬ 
dition  that  all  work  shall  conform  to  drawings  marked  “Re¬ 
ceived  November  18,  1970,”  2  sheets,  and  “April  14,  1971,” 
one  sheet ;  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with,  and  that  substantial  construction  be 
completed  within  one  year  from  the  date  of  this  resolution. 

761-70-BZ 

APPLICANT — George  Fuchs  for  Oak-Dene  Realty  Cor¬ 
poration,  owner;  Charles  Friedman,  lessee. 

SUBJECT — Application  December  30,  1970 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Sections  72-21  and  73-50  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-5  district,  in  an  existing 
8  story  building,  the  use  of  a  portion  of  the  first  floor  as  a 
store  with  show  windows,  entrances  and  signs  within  20 
feet  of  a  residence  district. 

PREMISES  AFFECTED— 3  to  5  West  8th  Street,  north 
side,  100  feet  west  of  5th  Avenue,  Block  572,  Lot  45,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES — 

For  Applicant:  Alfonso  Duarte  and  Doris  Diether,  Com¬ 
munity  Board  #2. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  March  2,  1971,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  April  6,  1971 ;  then  to  April  20,  1971  ; 
and 


Whereas,  the  decision  of  the  Borough  Superintendent 
dated  December  29,  1970,  acting  on  Alt.  Applic.  672/1970 
reads : 

C-o  Show  windows,  primary  business  entrances 
and  signs  are  not  permitted  within  20  ft.  of  the  adjacent 
Residence  District  32-511  Z.  R.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship,  and  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made  under 
Section  73-50  of  the  Zoning  Resolution. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  and  grant  a 
Special  Permit  under  Section  73-50  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  a  C4-5  district  and  an  LC  district,  in  an 
existing  8-story  building,  the  use  of  a  portion  of  the  first 
floor  as  a  store  with  show  windows,  entrances  and  signs 
within  20  feet  of  a  residence  district,  on  condition  that  all 
work  shall  conform  to  drawings  filed  with  this  application 
marked  “Received  December  30,  1970,”  9  sheets;  and  that 
all  laws,  rules  and  regulations  applicable  be  complied  with, 
and  that  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 


\djourned:  2:30  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  APRIL  20,  1971,  2  P.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker,, 
Commissioner  Klein,  Commissioner  Madigan,  and 
Commissioner  Nolan. 

738-70-A 

APPLICANT — Arthur  J.  McGee  and  Joseph  P.  Morsel- 
lino  for  Lew  Morris  Demolition  Company,  Incorporated, 
owner;  Pfaltz  and  Bauer,  Incorporated,  lessee. 

SUBJECT — Application  December  15,  1970 — appeal  from  a 
decision  of  the.  Fire  Commissioner  re-  Chemical  Supply 
House,  and  sprinkler  system. 

PREMISES  AFFECTED — 31-20  College  Point  Causeway, 
southwest  corner  of  128th  Street,  Block  4383,  Lot  5,  Flush¬ 
ing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Administration:  Lt.  J.  P.  Manfredi,  F.  D.  and  Capt. 
J.  F.  Petraglia,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative.:  Chairman  Galvin,  Vice  Chairman  Becker. 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
October  18,  1970  and  November  18,  1970  on  Order 
No.  70-8307-OC18,  reads: 
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“Discontinue  the  Maintenance  of  a  wholesale  chemical 
supply  house,  as  the  premises  does  not  have  a  sprinkler 
system  as  required  by  Fire  Prevention  Directive  6/55. 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
Board  which  recommended  that  the  appeal  be  granted  under 
certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  October  18,  1970  and  November  18  1970 
acting  on  Order  No.  70-8307-008,  Item  2  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  conform  to  drawings 
marked  “Received,  December  15,  1970,’’  two  sheets,  and 
“April  19,  1971,”  one  sheet,  and  that  all  laws,  rules  and 
regulations  applicable  shall  be  complied  with. 


737-70-A 

APPLICANT— Lama  and  Vassalotti  for  The  Brookdale 
Hospital  Center,  Hegeman  Avenue  Housing  Company 
Incorporated,  owner. 

SUBJECT— Application  December  14,  1970— appeal  from 
a  decision  of  the  Borough  Superintendent  re-  floor  ceiling 
construction. 

PREMISES  AFFECTED— 7  to  9  Hegeman  Avenue,  north¬ 
west  of  Amboy  Street,  Block  3621,  Lot  1,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  withdrazm  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker. 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  -5 

Negative:  .  0 


610-69-A 

APPLICANT— Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT— Application  October  22,  1969— filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 78  Brook  Avenue,  west  side, 
476.36  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  92, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition :  Robert  Arrindell,  City  Planning. 
ACTION  OF  BOARD— Laid  over  to  April  29,  1971,  at 
2  P.M.,  for  continued  hearing  at  the  request  of  the  appli¬ 
cant. 


611-69-A 

APPLICANT— Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT— Application  October  22,  1969— filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 82  Brook  Avenue,  west  side, 
552.32  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  98, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition:  Robert  Arrindell. 


ACTION  OF  BOARD— Laid  over  to  April  29,  1971,  at 
2  P.M.,  for  continued  hearing  at  the  request  of  the  appli¬ 
cant. 


441-70-A 

APPLICANT— Paul,  Weiss,  Goldberg,  Rifkind,  Wharton 
and  Garrison  for  Amway  Corporation,  owner. 

SUBJECT— Application  August  17,  1970— Appeal  from  Fire 
Department  regulations  re-  Pressurized  Products. 

APPEARANCES— 

For  Applicant :  Sidney  S.  Rosdeitcher. 

For  Administration:  Lt.  J.  P.  Manfredi,  F.  D.  and  Capt. 
J.  F.  Petraglia,  F.  D. 

ACTION  OF  BOARD— Laid  over  to  June  29,  1971,  at  2 
P.M.,  for  continued  hearing  at  the  request  of  the  applicant. 


506-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— United  House  of  Prayer. 
SUBJECT— Application  September  8,  1970  for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 2310-2322  Eighth  Avenue,  east 
side  of  Eighth  Avenue,  between  West  124th  Street  and 
West  125th  Street,  271  West  124th  Street  and  272-280 
West  125th  Street,  Block  1930,  Lot  1,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

For  Opposition:  Pat  A.  Iacobazzo,  B.  D. 

ACTION  OF  BOARD — Laid  over  to  May  4,  1971,  at  2 
P.M.,  for  continued  hearing;  Board  awaiting  progress 
report ;  applicant  to  be  notified. 


92-71-A 

APPLICANT— Louis  B.  Santangelo  for  Hector  Wanves- 
traut,  owner. 

SUBJECT — Application  February  18,  1971 — Filed  pursuant 
to  Section  35  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED— 438  West  259th  Street,  south 
side,  215  feet  west  of  Liebig  Avenue,  Block  5862,  Lot  42, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  L.  B.  Santangelo. 

ACTION  OF  BOARD— Laid  over  to  May  4,  1971,  at  2 
P.M.,  for  continued  hearing.  Previously  inspected. 


93-71- A 

APPLICANT — Louis  B.  Santangelo  for  Gaetano  Wanves- 
traut,  owner. 

SUBJECT— Application  February  18,  1971— Filed  pursuant 
to  Section  35  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED— 440  West  259th  Street,  south 
side,  185  feet  east  of  Riverdale  Avenue,  Block  5863,  Lot 
141,  Borough  of  the  Bronx. 

APPEARANCES— 

For  Applicant:  L.  B.  Santangelo. 

ACTION  OF  BOARD — Laid  over  to  May  4,  1971,  at  2 
P.M.,  for  continued  hearing.  Previously  inspected. 
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96-71-A 

APPLICANT  Atkin  and  Bassolino  for  Hunts  Point  Multi- 
Service  Center  Corporation,  owner. 

SUBJECT— Application  February  9,  1971 — interpretation 
Section  22-14  of  the  Zoning  Resolution  re-  non-profit 
Institution. 

PREMISES  AFFECTED — 661  Cauldwell  Avenue,  west 
side  299L81  feet  north  of  Westchester  Avenue,  Block  2624 
Lot  75,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Harry  Atkin. 

ACTION  OF  BOARD — Laid  over  to  May  4,  1971  at  2 
P.M.,  for  decision.  Hearing  closed. 

103-71-A 

APPLICANT — Philip  P.  Agusta  for  Diego  Di  Simone 
owner. 

SUBJECT— Application  February  23,  1971— appeal  from 
a  decision  of  the  Borough  Superintendent  re-  change  of 
occupancy  and  exterior  wall. 

PREMISES  AFFECTED — 18-17  Woodbine  Street,  west 
side,  139.45  feet  north  of  Seneca  Avenue,  Block  3458,  Lot 
41,  Ridgewood,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Philip  P.  Agusta. 

ACTION  OF  BOARD — Laid  over  to  May  4,  1971,  at  2 
P.M.,  for  continued  hearing.  Previously  inspected. 

145-71-A  " 

APPLICANT — Cunningham  and  Naming  for  Greater  New 
York  Equipment  Association,  Incorporated,  owner. 
SUBJECT— Application  March  10,  1971— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  load  moment 
device.  (Use  of  Cranes) 

APPEARANCES— 

For  Applicant.  Joseph  S.  Kaming,  Bill  Lilus  and  Joseph 
Bernardo,  Gr.  N.  Y. 

For  Opposition:  Jeremiah  Walsh,  B  D„  Louis  Beck  and 
Jacob  Gribb. 


ACTION  OF  BOARD — Laid  over  to  May  18,  1971,  at 
2  P.M.,  for  continued  hearing. 


Adjourned:  4:20  P.M. 

James  P.  Mulroy,  Secretary 


SPECIAL  MEETING 

THURSDAY  MORNING,  APRIL  22,  1971,  10  A.M. 

Present:  Charman  Galvin,  Vice  Chairman  Becker,  Com¬ 
missioner  Klein,  Commissioner  Madigan  and  Commissioner 
Nolan. 


135-70-A 

APPLICANT — Penn  Central  Transportation  Company  for 
Pennsylvania  Tunnel  and  Terminal  Railroad  Company, 
owner. 

SUBJECT  Application  March  12,  1970 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  stand¬ 
pipe  system,  extinguishers. 

PREMISES  AFFECTED — 28th  Street  from  Borden  Ave¬ 
nue  to  54th  Street,  Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  William  P.  Jones,  W.  J.  Shields,  Eric  O. 
Juhlin,  J.  S.  Crawford,  Jr.,  Franganaro,  and  William 
J.  Carlin. 

For  Administration:  Lewis  Harris,  Ass’t.  Chief  F  D 
John  F.  Petraglia,  Capt.  F.  D„  and  John  P.  Manfredi! 
Lieut.  F.  D. 

Observers:  F.  E.  Veberwasser — N.  Y.  S.  D.  O.  T.  and 
J.  C.  Warren — N.  Y.  S.  D.  O.  T. 

ACTION  OF  BOARD — Laid  over  to  May  25,  1971,  at 
10  A.M.,  continued  hearing. 


James  P.  Mulroy,  Secretary 

Adjourned:  11 :15  A.M. 
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NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  repre¬ 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  hearing 
can  be  entertained  in  view  of  this  publication  and  of  the 
posting  of  the  calendars  on  the  bulletin  board  in  the  offices 
of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth ,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will  be 
held  in  abeyance  by  reason  of  failure  of  the  appellant  or 
applicant  to  file  necessary  data,  or  by  any  other  method  of 
delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 
in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  80 
Lafayette  Street.  9th  floor.  Manhattan,  at  five  cents  each- 
add  postage  payment  if  the  forms  are  forwarded  by  mail. 
Purchase  payment  by  postage  stamps  NOT  ACCEPTABLE. 
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DOCKET 

New  Cases  Filed  up  to  April  27,  1971 

Cal.  No.  Dept.  Premises  Affected 

254-71-B.C.R. — To  Modify  building  code  reference  stand¬ 
ard  5-2,  E-119. 


255-71-BZ — B.M.— 575  Park  Avenue,  104  East  63  Street, 
southeast  corner,  Block  1397,  Lot  69,  Borough  fo  Man¬ 
hattan,  Alt.  No.  268-71,  re-  school  for  adults,  R-10, 
R7-2  district. 


256-71-BZ — B.M. — 4892  to  4894  Broadway,  south  side, 
100  feet  east  of  West  204th  Street,  Block  2235,  Lot  5, 
Borough  of  Manhattan,  Alt.  No.  1376-70,  re-  proposed 
addition  of  a  cabaret,  C2-4  district. 


257-71-BZ — B.M. — 3869  Tenth  Avenue,  southeast  corner 
of  West  207tli  Street,  Block  2203,  Lot  7,  Borough  of 
Manhattan,  Alt.  No.  108-71,  re-  proposed  eating  and 
drinking  establishment,  C2-4  district. 


258-71-BZ — B.M. — 747  to  765  Second  Avenue,  west  side, 
from  40th  to  41st  Street,  237  to  245  East  40th  Street, 
242  East  41st  Street,  Block  1314,  Lots  21,  128,  Borough 
of  Manhattan,  N.B.  6-70,  re-  excessive  floor  area  of  non- 
residential  use,  C6-4  district. 


259-71-SA — Aeroil  Products,  Incorporated,  Aeroil  Natu¬ 
ral  Gas  Space  Heaters,  various  models,  manufactured 
by  Aeroil  Products  Company,  Incorporated,  Appliance. 


260-71-A — B.R. — 120  Grymes  Hill  Road,  south  side, 
side,  90.94  feet  west  of  Bertha  Place,  Block  593,  Lot  159, 
Grymes  Hill,  Borough  of  Richmond,  N.B.  281-71,  re¬ 
building  not  fronting  legal  street,  General  City  Law. 


261-71-BZ — B.Q. — 55-33  Hamilton  Place,  northeast  cor¬ 
ner  of  Queens  Midtown  Expressway,  Block  2379,  Lot 
49,  Maspeth,  Borough  of  Queens,  N.B.  284-71,  re-  pro¬ 
posed  two  family  dwelling,  R4  district. 


262-71-BZ — B.B. — 531  to  571  105th  Street,  10501  to 
10525  Farragut  Road,  northeast  corner,  Block  8156, 
Lot  100,  Borough  of  Brooklyn,  Alt.  No.  2017-70,  re¬ 
proposed  change  of  offices,  Ml-1  district. 

Restored  to  Docket 

153-70-BZ — Vol.  11 — B.Q. — 42-29  202nd  Street,  east  side, 
240  feet  north  of  43rd  Avenue,  Block  6260,  Lot  51,  Bay- 
side,  Borough  of  Queens,  N.B.9-70  re-  two  family  dwell¬ 
ing,  R3-2  district. 


154-70-BZ — Vol.  11 — -42-19  202nd  Street,  180  feet  south 
of  42nd  Avenue,  Block  6260,  Lot  56,  Bayside,  Borough 
of  Queens,  N.B.  5-70  re-  two  family  dwelling,  R3-2 
district. 


155-70-BZ  Vol.  11 — B.Q. — 42-21  202nd  Street,  east  side, 
210  feet  south  of  42nd  Avenue,  Block  6260,  Lot  55 
Bayside,  Borough  of  Queens,  N.B.  6-70  re-  two  family 
dwelling,  R3-2  district. 


lf^-70-BZ  Vol.  11  B.Q. — 42-27  202nd  Street,  east  side, 
250  feet  south  of  42nd  Avenue,  Block  6260,  Lot  52, 
Bayside,  Borough  of  Queens,  N.B.  8-70  re-  two  family 
dwelling,  R3-2  district. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
o  buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. _ 

Health  Department;  F.D. — Fire  Department. 


MAY  18,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning.  May  18,  1971,  at  10  o’clock  at  80  Lafayette 

Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 

matters  : 

419-55-BZ 

APPLICANT — Lama  &  Vassalotti  for  Mobil  Oil  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  term 
of  variance  which  expired  January  24,  1971 — decision  of 
the  Borough  Superintendent ;  previously  granted  on  condi¬ 
tion,  under  Sections  7f  and  7i  of  the  Zoning  Resolution, 
permitting  in  a  retail  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  station,  lubritorium,  car  wash  (non¬ 
automatic),  minor  repairs,  office,  sales  and  storage  of  autc 
accessories  and  parking  of  cars  awaiting  service  for  a  term 
of  15  years. 

PREMISES  AFFECTED — 244-04  to  244-08  Francis  Lewis 
Boulevard  and  243-02  to  243-06  South  Conduit  Avenue, 
southwest  corner  and  139-03  to  139-11  243rd  Street,  Block 
13599,  Lot  25,  Rosedale,  Borough  of  Queens. 

675-55-BZ 

APPLICANT — Lama  &  Vassalotti  for  Benanson  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  term  of 
variance  which  expired  January  31,  1971 — decision  of  the 
Borough  Superintendent;  previously  granted  on  condition, 
under  Sections  7f  and  7c  of  the  Zoning  Resolution,  permit¬ 
ting  partly  in  a  retail  use  district  and  partly  in  a  residence 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  auto  washing  (non-automatic),  lubrication, 
office  and  accessory  sales,  minor  repairs,  with  hand  tools 
only  and  parking  of  motor  vehicles  service,  with  a  ground 
sign  in  a  retail  use  district,  for  a  term  of  15  years. 

PREMISES  AFFECTED— 116-14  to  116-46  Merrick  Boule¬ 
vard  (116-32  official),  west  side,  124.94  feet  south  of  116th 
Avenue,  Block  12353,  Lot  374,  St.  Albans,  Borough  of 
Queens. 


905-60-BZ 

APPLICANT— Lama  &  Vassalotti  for  Harlesam  Building 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  April  11,  1971 
decision  of  the  Borough  Superintendent :  previously 
gi  anted  on  condition,  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  use  of  an 
existing  building  for  doctors  offices  on  the  first  and  second 
floors  and  two  family  dwellings  on  the  third  floor. 

PREMISES  AFFECTED — 2017  Grand  Concourse,  167-175 
Bush  Street,  northwest  corner,  Block  2808,  Lot  90,  Borough 
of  The  Bronx 


60-55-BZ 

APPLICANT — Philip  P.  Augusta  for  Humble  Oil  &  Refin¬ 
ing  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  June  12,  1971 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7e,  7f  and  7 A  of  the 
Zoning  Resolution,  permitting  in  a  residence  and  business 
use  district,  the  erection  and  maintenance  of  a  gasoline  serv¬ 
ice  station,  lubritorium,  auto  wash,  motor  vehicle  repairs, 
storage  and  sale  of  accessories  and  office  with  a  business 
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entrance  (curb  cut),  show  windows  and  signs  nearer  the 
residence  use  district  than  is  permitted,  all  for  a  term  of  15 
years. 

PREMISES  AFFECTED— 1111-1113  Bedford  Avenue  and 
312-324  Gates  Avenue,  southeast  corner,  Block  1812,  Lots  7 
and  10,  Borough  of  Brooklyn. 


66-60- BZ 

APPLICANT — Louis  Rifkin,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  term  of 
variance  which  expired  December  7,  1970 — decision  of  the 
Borough  Superintendent ;  previously  granted  on  condition, 
under  Section  7h  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  the  maintenance  of  a  parking  lot  for 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — 17  Bennett  Avenue,  east  side. 
178.9  feet  north  of  West  181st  Street,  Block  2180,  Lot  91, 
Borough  of  Manhattan. 


71-71-BZ 

APPLICANT — Joseph  Pell  Lombardi  for  John  Wolfson, 
owner;  Joseph  Pell  Lombardi,  lessee. 

SUBJECT — Application  February  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-2  district,  the  conver¬ 
sion  of  an  existing  three  story  and  basement  building  to 
offices. 

PREMISES  AFFECTED— 120  East  38th  Street,  south 
side,  153.6  feet  west  of  Lexington  Avenue,  Block  893,  Lot 
79,  Borough  of  Manhattan. 

Laid  over  from  April  20,  1971  for  continued  hearing. 


842-68-BZ 

APPLICANT — Max  Siegel  Associates  for  Derwood  Realty 
Corporation,  owner. 

SUBJECT — Application  November  6,  1968 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
73-62  of  the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  an  R7-1  and  C8-3  dis¬ 
trict,  in  an  existing  six  story  multiple  dwelling,  the  conver¬ 
sion  of  the  doctors’  offices  in  the  cellar  to  apartments  that 
increases  the  degree  of  non-compliance  in  floor  area  ratio, 
open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED— 910-916  Sheridan  Avenue,  east 
side,  175  feet  south  of  East  163rd  Street,  Block  2454,  Lot 
11,  Borough  of  The  Bronx. 


700-69-A 

APPLICANT — Max  Siegel  Associates  for  Derwood  Realty 
Corporation,  owner. 

SUBJECT — Application  December  5,  1969 — filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  variation 
of  Section  34  of  the  Multiple  Dwelling  Law  re-  cellar 
apartments. 

PREMISES  AFFECTED — 910-916  Sheridan  Avenue,  east 
side,  175  feet  south  of  East  163rd  Street,  Block  2454,  Lot 
11,  Borough  of  The  Bronx. 

49-71-BZ 

APPLICANT — Henry  Wolinsky  for  Stuyvesant  Height 
Christian  Church,  owner. 

SUBJECT — Application  January  20,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 


ing  Resolution,  to  permit  in  an  R6  district,  the  erection  of 
a  three  story  community  and  day  care  center  that  exceeds 
the  permitted  lot  coverage. 

PREMISES  AFFECTED — 63  to  71  MacDonough  Street, 
northwest  corner  of  Tompkins  Avenue,  Block  1851,  Lot 
39,  Borough  of  Brooklyn. 


54- 71-BZ 

APPLICANT — Arthur  Greenfield  for  80  Park  Avenue 
Company,  owner. 

SUBJECT — Application  January  21,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-2  district,  in  a  five 
story  and  basement  office  and  residential  building  pre¬ 
viously  before  the  Board,  the  conversion  to  offices  through¬ 
out. 

PREMISES  AFFECTED — 32  East  39th  Street,  south  side, 
175.6  feet  west  of  Park  Avenue,  Block  868,  Lot  48,  Bor¬ 
ough  of  Manhattan. 

55- 71-A 

APPLICANT — Arthur  Greenfield  for  80  Park  Avenue 
Company,  owner. 

SUBJECT — Application  January  21,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  stairway  en¬ 
closure. 

PREMISES  AFFECTED — 32  East  39th  Street,  south  side, 
175.6  feet  west  of  Park  Avenue,  Block  868,  Lot  48,  Bor¬ 
ough  of  Manhattan. 


56-71-BZ 

APPLICANT — Arthur  Greenfield  for  80  Park  Avenue  Com¬ 
pany.  owner. 

SUBJECT — Application  January  21,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-2  district,  in  an  existing 
four  story  and  basement  office  and  residential  building  pre¬ 
viously  before  the  Board,  the  extension  of  the  office  use  to 
occupy  the  entire  building. 

PREMISES  AFFECTED — 34  East  39th  Street,  south  side. 
155  feet  west  of  Park  Avenue.  Block  868,  Lot  47,  Borough 
of  Manhattan. 


57-71-A 

APPLICANT — Arthur  Greenfield  for  80  Park  Avenue  Com¬ 
pany,  owner. 

SUBJECT — Application  January  21,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  live  load. 

PREMISES  AFFECTED — 34  East  39th  Street,  south  side. 
155  feet  west  of  Park  Avenue,  Block  868,  Lot  47,  Borough 
of  Manhattan. 


91-71-BZ 

APPLICANT — Louis  Lieberman  for  Levbarn  Realty  Com¬ 
pany  Incorporated,  owner. 

SUBJECT — Application  February  17,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R4  district,  the 
construction  and  maintenance  of  an  off-site  accessory  park¬ 
ing  facility  for  an  existing  hotel  previously  before  the 
Board. 

PREMISES  AFFECTED— 125-06  Rockaway  Beach  Boule¬ 
vard,  northwest  corner  of  Beach  125th  Street,  Block  16221, 
Lot  26,  Belle  Harbor,  Borough  of  Queens. 

94-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Ed  DiBenedetto 
Realty,  owner. 
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SUBJECT — Application  February  18,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  73-49 
of  the  Zoning  Resolution,  to  permit  in  a  C2-2  district,  at 
an  existing  automobile  sales  and  service  establishment  pre¬ 
viously  before  the  Board,  the  addition  to  the  uses  to  include 
roof  parking. 

PREMISES  AFFECTED— 204-05  Northern  Boulevard, 
northeast  corner  of  204th  Street,  Block  6268,  Lot  21,  Bay- 
side,  Borough  of  Queens. 

695-70-BZ 

APPLICANT— M.  Martin  Elkind  for  Vincent  Gianelli, 
owner. 

SUBJECT — Application  November  20,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  conversion  of 
three  retail  stores  to  apartments  that  creates  non-compli¬ 
ance  in  floor  area  ratio,  open  space  ratio  and  lot  area  per 
room. 

PREMISES  AFFECTED— 209-15  to  209-19  91st  Avenue, 
90-56  210th  Street,  northwest  corner,  Block  10558,  Lot 
68,  Hollis.  Borough  of  Queens. 

Laid  over  from  April  20,  1971,  for  continued  hearing. 

46-71-BZ 

APPLICANT— Charles  M.  Spindler  for  Aquatic  Club  of 
Lindenwood,  owner. 

SUBJECT — Application  January  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  one  story  building  for  use  as  a  bank  with  accessory  park¬ 
ing  in  the  open  area. 

PREMISES  AFFECTED— 82-04  153rd  Avenue,  south  side 
from  82nd  Street  to  83rd  Street,  Block  11444,  Lot  25, 
Lindenwood,  Borough  of  Queens. 

Laid  over  from  April  20,  1971,  for  continued  hearing. 

69-7 1-BZ 

APPLICANT — Norman  L.  Reiffman  for  County  Associate, 
Incorporated,  owner. 

SUBJECT — Application  February  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  addition 
to  the  uses  of  an  existing  private  club  with  accessory  uses 
to  include  dancing  and  entertainment. 

PREMISES  AFFECTED — 89-00  23rd  Avenue,  southeast 
corner  of  89th  Street,  Block  1084,  Lot  1,  Jackson  Heights, 
Borough  of  Queens. 

Laid  over  from  April  27,  1971,  for  continued  hearing. 

THOMAS  F.  GALVIN,  Chairman 


MAY  18,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  18,  1971,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 

621-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Grand  Paradise  Company,  Inc. 
SUBJECT — Application  October  15,  1970 — for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 318  to  330  Grand  Street,  119  to 
131  Havemeyer  Street,  southeast  corner,  265  to  271  South 
1st  Street,  Block  2396,  Lot  1,  Borough  of  Brooklyn. 

141-71-A 

APPLICANT — Philip  P.  Agusta  for  Frank  Guglielmetti, 
owner. 


SUBJECT— Application  March  9,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 91  Holly  Street,  east  side,  180.0 
feet  south  of  Hunton  Street,  Block  849,  Lot  252,  Midland 
Hills,  Borough  of  Richmond. 


142-71-A 

APPLICANT — Philip  P.  Agusta  for  Lillian  Guglielmetti, 
owner. 

SUBJECT— Application  March  9,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED— 99  Holly  Street,  east  side,  289.25 
feet  south  of  Hunton  Street,  Block  849,  Lot  250,  Midland 
Hills,  Borough  of  Richmond. 


143-71-A 

APPLICANT — Philip  P.  Agusta  for  Frances  Guglielmetti, 
owner. 

SUBJECT— Application  March  9,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED— 97  Holly  Street,  east  side,  267.25 
feet  south  of  Hunton  Street,  Block  849,  Lot  251,  Midland 
Hills,  Borough  of  Richmond. 


144-71-A 

APPLICANT— Philip  P.  Agusta  for  Paul  Guglielmetti, 
owner. 

SUBJECT— Application  March  9,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED— 101  Holly  Street,  east  side, 
350.0  feet  north  of  Vista  Avenue,  Block  849,  Lot  83,  Mid¬ 
land  Hills,  Borough  of  Richmond. 


183-71-A 

APPLICANT— Harold  E.  Diamond  for  Robert  Nalitt, 
owner. 

SUBJECT— Application  March  30,  1971— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  frontage  less 
than  minimum,  filed  pursuant  to  Section  36,  Article  3, 
General  City  Law  re-  building  not  fronting  on  a  legal 
street. 

PREMISES  AFFECTED— 45  Gorge  Road,  Block  866,  Lot 
501,  Dongan  Hills,  Borough  of  Richmond. 


161-71-A 

APPLICANT— Daniel  M.  McGee  for  New  York  Univer¬ 
sity,  owner. 

SUBJECT— Application  March  18,  1971— appeal  from  a 
decision  of  the  Fire  Commissioner  re-  installation  of  1000 
gallon  liquid  nitrogen  tank. 

PREMISES  AFFECTED— 707  Broadway,  west  side,  50 
feet  south  of  Washington  Place,  and  272  Mercer  Street, 
Block  546,  Lot  35,  Borough  of  Manhattan. 


187-71-A 

APPLICANT — Stanley  H.  Klein  for  Jolen  Associates  In¬ 
corporated,  owner ;  St.  Vincent’s  Hall,  Incorporated,  lessee. 

SUBJECT — Application  March  31,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  change  of 
occupancy,  use  class  (3),  stairways. 
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PREMISES  AFFECTED— 51-02  to  51-04  103rd  Street, 
southwest  corner  of  Radcliffe  Avenue,  Block  1933,  Lots 
60  and  62,  Corona,  Borough  of  Queens. 


145-71-A 

APPLICANT — Cunningham  and  Kaming  for  Greater  New 
York  Equipment  Association,  Incorporated,  owner. 
SUBJECT — Application  March  10,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  load  moment 
device.  (Use  of  Cranes) 

THOMAS  F.  GALVIN,  Chairman 


MAY  25,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
T uesday  morning ,  May  25, 1971,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

366-32-BZ 

APPLICANT — Morris  Kraushaar,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  September  20, 
1971 — decision  of  the  Borough  Superintendent,  previously 
granted  on  condition  under  Section  21  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  use  district,  the  maintenance 
of  a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 1385-1395  Webster  Avenue, 
west  side,  772.49  feet  north  of  East  169th  Street,  Block 
2887,  Lots  151  to  155  inclusive,  Borough  of  The  Bronx. 


692-70-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Melvin  Brecher, 
owner. 

SUBJECT — Application  November  17,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district  the  erection  of 
a  second  story  enlargement  to  an  existing  dwelling  that  in¬ 
creases  the  degree  of  non-compliance  within  the  rear  yard. 

PREMISES  AFFECTED— 2929  DeWitt  Place,  west  side, 
546.81  feet  south  of  Gun  Hill  Road,  Block  4564,  Lot  100, 
Borough  of  The  Bronx. 


703-70-BZ 

APPLICANT — Maurice  Intrator,  for  Loyal  Order  of 
Moose,  Incorporated,  owner;  Richmond  Hill  Lodge  1176, 
lessee. 

SUBJECT — Application  November  24,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district  the  erection  of 
a  one  story  and  cellar  enlargement  to  an  existing  dance 
hall,  banquet  hall  and  meeting  room  and  the  addition  to  the 
uses  to  include  Cabaret. 

PREMISES  AFFECTED — 87-25  118th  Street,  east  side, 
213.67  feet  south  of  Jamaica  Avenue,  Block  9328,  Lots  86 
and  85,  Richmond  Hill,  Borough  of  Queens. 


165-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Nucastle  Motors 
Corporation,  owner. 

SUBJECT — Application  March  19,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  conversion 
of  an  existing  parking  lot  to  an  automobile  sales  and  office 
with  an  entrance  within  50  feet  of  intersecting  street. 


PREMISES  AFFECTED — 10002  4th  Avenue,  southwest 
corner  of  100th  Street,  Block  6137,  Lot  81,  Borough  of 
Brooklyn. 


185-71-BZ 

APPLICANT — Mok  and  Sonber  for  The  Abbey  Funeral 
Director,  Incorporated,  owner. 

SUBJECT — Application  March  30,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412,  72-21  and 
73-27  of  the  Zoning  Resolution,  to  permit  in  a  Cl-A  dis¬ 
trict  at  an  existing  funeral  establishment  previously  before 
the  Board,  the  erection  of  two  additional  stories  and  with¬ 
out  the  required  loading  berth. 

PREMISES  AFFECTED — 888  Lexington  Avenue,  south¬ 
west  corner  of  66th  Street,  Block  1400,  Lot  58,  Borough  of 
Manhattan. 


186-71-A 

APPLICANT — Mok  and  Sonber  for  The  Abbey  Funeral 
Director,  Incorporated,  owner. 

SUBJECT — Application  March  30,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED — 888  Lexington  Avenue,  south¬ 
west  corner  of  66th  Street,  Block  1400,  Lot  58,  Borough 
of  Manhattan. 


188-71-BZ 

APPLICANT — Savignano,  Strange  and  Vella  for  Paul 
DiStefano,  owner. 

SUBJECT — Application  April  1,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-63  of 
the  Zoning  Resolution,  to  permit  in  a  Cl-3  and  R5  district, 
at  an  existing  three  story  building,  the  enlargement  in 
area  of  the  first  floor  furniture  refinishing  establishment 
that  increases  the  degree  of  non-compliance  in  floor  area 
ratio. 

PREMISES  AFFECTED — 563  Kings  Highway,  north  side, 
96.2 y2  feet  west  of  East  5th  Street,  Block  6661,  Lot  42, 
Borough  of  Brooklyn. 


193-71-BZ 

APPLICANT — John  G.  Drumm  for  Pauline  Horing,  owner; 
James  and  Eileen  Seidelbach,  lessee. 

SUBJECT — Application  April  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-241  of  the  Zoning 
Resolution,  to  permit  in  a  C2-3  district,  at  an  existing,  three 
story  building,  the  addition  to  the  use  of  the  first  floor 
restaurant  to  include  cabaret. 

PREMISES  AFFECTED — 1476  Flatbush  Avenue,  west 
side,  120  feet  north  of  Glenwood  Road,  Block  5249,  Lot  67, 
Borough  of  Brooklyn. 

THOMAS  F.  GALVIN,  Chairman 


MAY  25,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  25,  1971,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 

321-70-A 

APPLICANT — Department  of  Buildings,  City  of  New  York 
for  Abe  Maibach,  owner. 

SUBJECT — Application  May  25,  1970— revocation  of  Cer¬ 
tificate  of  Occupancy  No.  199,978. 
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PREMISES  AFFECTED— 1232  to  1256  East  80th  Street, 
north  side,  from  Paerdegat  8th  Street  to  Paerdegat  9th 
Street,  entire  block  front  36-46  Paerdegat  8th  Street  and 
35-45  Paerdegat  9th  Street,  Block  8058,  Lot  32,  Borough 
of  Brooklyn. 

75-71-A 

APPLICANT — Union  Carbide  Corporation,  owner. 

SUBJECT — Application  February  4,  1971 — Review  of  a 
decision  of  the  Fire  Commissioner  re-  Linde  Oxygen 
Walker  System. 


450-69-A 

APPLICANT — L.  Pulvermacher  and  Brothers,  Incorpo¬ 
rated  for  Broadway  Leonard  Company,  owner;  L.  Pulver¬ 
macher  and  Brothers,  Incorporated,  lessee. 

SUBJECT — Application  January  3,  1969 — from  an  order 
and  a  decision  of  the  Fire  Commissioner  Re-  sprinkler 
system. 

PREMISES  AFFECTED— 350  Broadway,  103  to  105 
Leonard  Street,  northeast  corner,  Block  171,  Lot  1, 
Borough  of  Manhattan. 


170-71-A 

APPLICANT — Andrew  Avitable  for  Sunshine  Coal  and 
Fuel  Oil  Company,  Incorporated,  owner. 

SUBJECT — Application  March  24,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  transportation  of 
fuel  oil  in  tank  trucks  through  city  streets  not  in  conformity 
with  the  requirements  of  Administrative  Code  of  City  of 
New  York. 


178-71-A 

APPLICANT — The  Bernard  M.  Baruch  College  for  Board 
of  Higher  Education,  owner. 

SUBJECT- — Application  March  25,  1971 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  storage  of  granular 
calcium  hyprochlorite. 

PREMISES  AFFECTED — 17  Lexington  Avenue,  south¬ 
east  corner  of  Twenty-third  Street,  Block  878,  Lot  20, 
Borough  of  Manhattan. 


179-71-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Sybil  H.  Kooper,  owner. 

SUBJECT — Application  March  25,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  egress. 
PREMISES  AFFECTED — 211  Clinton  Street,  east  side. 
33.6  feet  north  of  Amity  Street,  Block  292,  Lot  2,  Borough 
of  Brooklyn. 


181-71-A 

APPLICANT — Lockwood  Greene  Engineers,  Incorporated 
for  New  York  News,  Incorporated,  owner. 

SUBJECT — Application  March  29,  1971 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  storage  of  4,000 
gallon  tanks  contrary  to  the  Administrative  Code. 

PREMISES  AFFECTED — 1  to  50  55th  Avenue,  southwest 
corner  of  2nd  Street,  Blocks  1  and  1,  Lots  1  and  11,  Long 
Island  City,  Borough  of  Queens. 


135-70-A 

APPLICANT — Penn  Central  Transportation  Company  for 
Pennsylvania  Tunnel  and  Terminal  Railroad  Company, 
owner. 


SUBJECT — Application  March  12,  1970 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  stand¬ 
pipe  system,  extinguishers. 

PREMISES  AFFECTED — 28th  Street  from  Border  Ave¬ 
nue  to  54th  Street,  Long  Island  City,  Borough  of  Queens. 

THOMAS  F.  GALVIN,  Chairman 


JUNE  1,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  1,  1971,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 

701-70-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Ado  Cristante, 
owner. 

SUBJECT — Application  November  17,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-4  and  R7-1  district,  on 
a  plot  previously  before  the  Board,  the  subdivision  of  the 
site  for  use  as  a  dwelling  and  parking  lot  that  creates 
non-compliance  on  the  required  rear  yard  and  without  the 
required  screening. 

PREMISES  AFFECTED— 2321  to  2327  Belmont  Avenue, 
west  side,  107.21  feet  south  of  Crescent  Avenue,  Block 
3087,  Lot  22,  Borough  of  The  Bronx. 


95-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  Dave 
Simon,  owner,  c/o  Robert  H.  Black,  Douglaston  Golf 
Range,  Executor. 

SUBJECT — Application  February  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-2  district,  the  erection 
of  a  six  story  multiple  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  accessory  parking, 
encroaches  on  the  required  yard  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED — 44-30  Douglaston  Parkway, 
west  side,  72-48  feet  north  of  Northern  Boulevard,  Block 
8092,  Lots  33,  56,  Douglaston,  Borough  of  Queens. 


100-71-BZ 

APPLICANT — M.  Martin  Elkind  for  Ertel  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  February  23,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  on  a  plot  with 
an  existing  automobile  collision  repair  shop,  the  use  of  the 
open  area  for  accessory  parking  and  the  sale  of  used 
cars. 

PREMISES  AFFECTED — 61-03  Northern  Boulevard, 
northeast  corner  of  61st  Street,  Block  1162,  Lot  53,  Wood- 
side,  Borough  of  Queens. 


159-71-BZ 

APPLICANT — Hannibal  F.  Zumbo  for  Cusimano  Realty 
Corporation,  owner;  Cusimano  Realty  Corporation,  lessee. 
SUBJECT — Application  March  18.  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  73-1  Kg')  and  73- 
27  of  the  Zoning  Resolution,  to  permit  in  a  Cl -3  district, 
the  enlargement  in  area  of  an  existing  funeral  establish- 
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ment  into  the  first  floor  of  an  adjoining  three  story  build¬ 
ing  and  without  the  required  loading  berth. 

PREMISES  AFFECTED — 228  to  230  Court  Street,  north¬ 
west  corner  of  Baltic  Street,  Block  307,  Lots  35  and  36, 
Borough  of  Brooklyn. 


189-71-BZ 

APPLICANT — Savignono,  Strange  and  Veils  for  Bangar 
Realty  Corporation,  owner. 

SUBJECT — Application  March  29,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-413  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-3  and  R6  dis¬ 
trict,  the  change  in  use  of  an  existing  one  story  building 
previously  before  the  Board  from  warehouse,  shipping  and 
stores  to  the  manufacturing  of  ladies  handbags. 

PREMISES  AFFECTED — 1674  to  1678  Broadway,  south 
side,  57.4  feet  west  of  Decatur  Street,  747  to  755  Decatur 
Street,  Block  1503,  Lot  31,  Borough  of  Brooklyn. 


220-71-BZ 

APPLICANT — Union  Carbide  Corporation  for  City  of  New 
York,  Water  Resources  Department,  owner. 

SUBJECT — Application  April  8,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-32  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  district,  at  an  existing 
sewage  treatment  plant,  the  installation  of  a  facility  for 
the  manufacture  of  oxygen. 


PREMISES  AFFECTED — 329  to  369  Greenpoint  Avenue, 
northeast  corner  of  Provost  Street,  Block  2525,  Lot  1, 
Borough  of  Brooklyn. 

247-71-BZ 

APPLICAN1 — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Sheldon  H.  Solow,  owner. 

SUBJECT — Application  April  16,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C5-3  district,  on  a  plot  with  a 
48  story  office  building  presently  under  construction,  the 
reduction  in  lot  area  that  creates  non-compliance  in  floor 
area  ratio. 

PREMISES  AFFECTED— 9  to  25  West  57th  Street,  207 
feet  west  of  5th  Avenue,  4  to  40  West  58th  Street,  Block 
1273,  Lots  22,  24,  27,  29,  19,  44,  46,  49,  51,  53,  57  and  59, 
Borough  of  Manhattan. 

174-71-BZ 

APPLICANT — A.  H.  Salkowitz  for  Allied  Tylan  Boule¬ 
vard  Corporation,  owner,  Dun  and  Bradstreet,  lessee. 

SUBJECT — Application  March  24,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-44  of  the  Zoning 
Resolution,  to  permit  in  a  C2-1  district,  the  reduction  in 
the  number  of  accessory  parking  spaces  for  a  proposed 
office  building. 

PREMISES  AFFECTED — 1139  Hylan  Boulevard,  north 
side,  80  feet  west  of  Allendale  Road,  Block  3227,  Lot  5, 
Grasmere,  Borough  of  Richmond. 

THOMAS  F.  GALVIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  APRIL  27,  1971,  10  A.  M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan. 


The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon  April  6,  1971,  were  approved 
as  printed  in  the  Bulletin  of  April  15,  1971,  Vol.  56,  No.  15. 


178-41-BZ — Vol.  II 

APPLICANT — Larry  Meltzer  for  Humble  Oil  &  Refining 
Company,  owner. 

SUBJECT — Application  for  consideration— reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  November  9, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7f  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  retail  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium,  car  washing  and  office. 

PREMISES  AFFECTED— 8-16  Reid  Avenue,  and  1097- 
1101  DeKalb  Avenue,  northwest  corner,  Block  1599, 
formerly  Lots  39  &  40,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Madigan  ....  4 

Negative :  . .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II  on  March  29,  1955,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
April  27,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
29,  1955  as  amended  through  July  3,  1956,  only  as  to  the 
term  of  the  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“granted  for  a  term  of  ten  years  from  November  9,  1970, 
to  permit.  .  .  .;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  within  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (N.B.  1399-53). 

496-53-BZ 

APPLICANT — Douglas  F.  Herrlin  for  Lloyd  Realty  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  May  25,  1969 — decision  of 
the  Borough  Superintendent;  previously  granted  on  con¬ 
dition,  under  Section  7e  of  the  Zoning  Resolution,  permit¬ 
ting  in  a  residence  use  district  the  use  of  cellar  and  base¬ 
ment  as  a  clinical  laboratory  in  existing  building  used  as  a 
doctor’s  office  and  multiple  dwelling. 

PREMISES  AFFECTED — 39  East  63rd  Street,  north  side, 
221  feet  east  of  Madison  Avenue,  Block  1378,  Lot  30, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 


ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein,  Commissioner  Madigan  .  4 

Negative:  .  0 

Absent :  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
May  25,  1954,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
April  27,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  May  25,  1954,  only  as  to  the  term 
of  the  variance,  so  that  as  amended  this  portion  of  the  resolu¬ 
tion  shall  read : 

“that  this  variance  shall  continue  for  a  term  expiring 
August  31,  1971 ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  within  all  re¬ 
spects  ;  and  that  a  new  Certificate  of  Occupancy  shall  be 
obtained.”  (Alt.  920-70) 


292-55-BZ 

APPLICANT— Millard  Bresin  for  240th  Jamaica  Realty 
Corporation,  owner. 

SUBJECT— Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  April  10,  1971 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Sections  7f  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  retail  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station,  auto 
washing,  lubritorium,  office,  accessory  sales  and  minor  re¬ 
pairs  (hand  tools  only). 

PREMISES  AFFECTED— 239-11  to  239-19  Jamaica  Ave¬ 
nue.  northwest  corner  of  240th  Street,  Block  8001,  Lot  1, 
Bellerose,  Borough  of  Queens.  , 

APPEARANCES— 

For  Applicant:  Millard  Bresin. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein,  Commissioner  Madigan  .  4 

N  egative :  .  0 

Absent :  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
April  10,  1956,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
April  27,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April  10, 
1956,  as  amended  through  June  3,  1958,  only  as  to  the  term 
of  variance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“granted  for  a  term  of  ten  years  from  April  10.  1971, 
to  permit.  .  .  . ;  on  condition  that  parking  shall  be  limited 
to  motor  vehicles  awaiting  service;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
OccuDancy  shall  be  obtained.”  (N.B.  997-55). 

959-57-BZ 

APPLICANT — Lama  &  Vassalotti  for  Mobil  Oil  Corpora¬ 
tion,  owner. 
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SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Sections 
7e  and  7i  of  the  Zoning  Resolution,  permitting  in  a  residence 
use  district,  a  new  modern  four  bay  masonry  building  as 
additional  accessory  building  to  the  present  gasoline  service 
station,  the  new  building  to  be  used  for  lubritorium,  car 
wash,  motor  adjustments  and  minor  repairs  with  hand 
tools  only. 

PREMISES  AFFECTED — 3701  Amboy  Road,  northwest 
corner  of  Old  Amboy  Road,  Block  4645,  Lot  100,  Great 
Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Application:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative  .  0 

Absent  .  1 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
February  25,  1959,  on  certain  conditions ;  and 

Whereas,  the  resolution  was  last  amended  on  October  25, 
1960;  and 

Whereas,  the  applicant  requested  a  further  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
25,  1959,  as  amended  through  October  25,  1960,  by  adding 
thereto : 

“that  the  accessory  building  may  be  altered  substantially 
as  shown  on  revised  drawing  of  proposed  conditions 
marked  ‘Received  March  23,  1971’,  one  sheet,  on  condi¬ 
tion  that  other  than  as  herein  amended  the  resolution 
above  cited  shall  be  complied  with  in  all  respects.”  (B.N. 
72-71). 


1337-61-BZ 

APPLICANT — Millard  Bresin  for  Frank  Spallino,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  under  Section  7 A  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  use  district,  in  an 
existing  woodworking  factory,  the  maintenance  of  a  one 
story  and  cellar  rear  extension  with  a  business  entrance. 

PREMISES  AFFECTED — 25-26  81st  Street,  west  side,  225 
feet  south  of  25th  Avenue,  Block  1057,  Lot  19,  Jackson 
Heights,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Millard  Bresin. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Madigan . 4 

Negative:  .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  12,  1961,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  December 
12,  1961,  by  adding  thereto: 

“that  the  premises  may  be  arranged  and  used  substan¬ 
tially  as  shown  on  revised  drawings  of  proposed  condi¬ 
tions  marked  ‘Received  March  5,  1971’  two  sheets,  on 
condition  that  other  than  as  herein  amended  the  resolu¬ 
tion  above  cited  shall  be  complied  with  in  all  respects.” 
(Alt.  922-61) 


511-65-BZ — Vol.  II 

APPLICANT — Benjamin  F.  Nolan  for  Louis  A.  DiNapoli, 
Jr.,  Sophie  DiNapoli  and  Guiseppe  DiNapoli,  owners. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  time 
to  complete  which  expired  October  1,  1969 — decision  of  the 
Borough  Superintendent;  previously  granted  on  condition 
under  Sections  73-211  and  73-212  of  the  Zoning  Resolution 
and  that  under  Section  72-21  the  Board  does  hereby  make 
each  and  every  one  of  the  required  findings  and  grants  a 
variation  in  the  application  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  C2-2  district,  the  erection  of  a  automotive  serv¬ 
ice  station  with  accessory  uses. 

PREMISES  AFFECTED — -1141  Castle  Hill  Avenue,  south¬ 
west  corner  of  Powell  Avenue,  Block  3810,  Lots  82,  83,  85 
and  86,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Benjamin  Nolan. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Madigan . 4 

Negative:  .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II  on  October  1,  1968,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  October  1,  1968,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.  B.  87-68) 


1269-65-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Jack  Starr,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R7-1  district,  on  a 
plot  presently  occupied  with  two  garages  for  four  cars 
and  open  parking,  the  erection  of  four  additional  public 
garages  that  encroaches  on  the  required  rear  yard  and  has 
less  than  the  minimum  parking  space  size. 

PREMISES  AFFECTED— 131-133  West  167th  Street, 
north  side.  89.91  feet  east  of  Ogden  Avenue,  Block  2616, 
Lot  63,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Frederick  A.  Ketcher. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 
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THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
May  10,  1966,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  April  7,  1970;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  10, 
1966,  as  amended  through  April  7,  1970  by  adding  thereto: 

“that  the  premises  shall  substantially  conform  to  revised 
drawings  of  proposed  conditions  marked  ‘Received  April 
15,  1971’,  two  sheets,  on  condition  that  other  than  as 
amended  the  resolution  above  cited  shall  be  complied  with 
in  all  respects.”  (Alt.  729-65) 


153-70-BZ — Vol.  II 

APPLICANT — McGee  &  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT — Application  for  consideration — reopening  as 
Vol.  II  subject  to  regular  procedure,  previously  withdrawn 
at  the  request  of  the  applicant — decision  of  the  Borough 
Superintendent;  under  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  a  R3-2  district,  the  erection  of  a  three 
story,  2  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio 
and  lot  area  per  room  and  penetrates  the  sky  exposure 
plane. 

PREMISES  AFFECTED— 42-29  202nd  Street,  east  side,  240 
feet  north  of  43rd  Avenue,  Block  6260,  Lot  51,  Bayside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent:  Commissioner  Nolan  .  1 


154-70-BZ— Vol.  II 

APPLICANT — McGee  &  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT — Application  for  consideration — reopening  as 
Vol.  II  subject  to  regular  procedure,  previously  withdrawn 
at  the  request  of  the  applicant — decision  of  the  Borough 
Superintendent ;  under  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R3-2  district,  the  erection  of  a  three 
story,  2  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio  and 
lot  area  per  room  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 42-19  202nd  Street,  east  side, 
180  feet  south  of  42nd  Avenue,  Block  6260,  Lot  56,  Bayside, 
Borough  of  Queens 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 

Negative:  .  0 

Absent:  Commissioner  Nolan  .  1 


155-70-BZ— Vol.  II 

APPLICANT — McGee  &  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT— Application  for  consideration — reopening  as 
Vol.  II  subject  to  regular  procedure,  previously  withdrawn 
at  the  request  of  the  applicant— decision  of  the  Borough 
Superintendent;  under  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  three 
story,  2  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio  and 
lot  area  per  room  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 42-21  202nd  Street,  east  side, 
210  feet  south  of  42nd  Avenue,  Block  6260,  Lot  55,  Bayside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Madigan  ....  4 

N  egative :  .  0 

Absent :  Commissioner  Nolan  .  1 


157-70-BZ— Vol.  II 

APPLICANT — McGee  &  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT — Application  for  consideration — reopening  as 
Vol.  II,  subject  to  regular  procedure,  previously  withdrawn 
at  the  request  of  the  applicant — decision  of  the  Borough 
Superintendent ;  under  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  three 
story,  2  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio  and 
lot  area  per  room  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 42-27  202nd  Street,  east  side, 
250  feet  south  of  42nd  Avenue,  Block  6260,  Lot  52,  Bayside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent:  Commissioner  Nolan  .  1 


548-69-BZ— Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Charles  F.  Hard¬ 
ing,  owner. 

SUBJECT — Application  reopened  March  2,  1971  as  Volume 
II — decision  of  the  Borough  Superintendent,  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2  dis¬ 
trict,  the  erection  and  maintenance  of  an  automotive  service 
station  with  accessory  uses  and  accessory  sign. 


422 


MINUTES 


PREMISES  AFFECTED — 107-10  Astoria  Boulevard, 
southeast  corner  of  107th  Street,  Block  1694,  Lots  1,  2, 
6  and  9,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  May. 11,  1971,  at  10 
A.  M.,  for  continued  hearing.  Previously  inspected. 


418- 70-BZ 

APPLICANT — Arthur  J.  McGee  for  Richard  DiLoretto 
and  Salvatore  Sciortino,  owners. 

SUBJECT — Application  July  27,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  enlargement  in 
area  of  an  existing  swimming  club  previously  before  the 
Board  for  use  as  tennis  courts  with  accessory  parking. 

PREMISES  AFFECTED — 28-51  216th  Street,  east  side, 
125  feet  south  of  28th  Road,  Blocks  6019,  6059,  Lots  2,  5, 
45  and  12,  Bayside,  Borougli  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  W.  J.  Karp,  Eleanor  Ignal  and  Sophie 
G.  Karp. 

ACTION  OF  BOARD — Laid  over  to  May  11,  1971,  at  10 
A.  M.,  for  a  continued  hearing.  Previously  inspected. 

419- 70-A 

APPLICANT — Arthur  J.  McGee  for  Richard  DiLoretto 
and  Salvatore  Sciortino,  owners. 

SUBJECT — Application  July  27,  1970 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  erection  of 
building  in  bed  of  a  mapped  street. 

PREMISES  AFFECTED — 28-51  216th  Street,  east  side, 
125  feet  south  of  28th  Road,  Block  6019,  Lots  2,  5  and  45, 
Block  6059,  Lot  12,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD— Laid  over  to  May  11,  1971,  at  10 
A.  M.,  for  continued  hearing.  Previously  inspected. 


554- 70-BZ 

APPLICANT — Lichtner  Associates  for  Michaelson  Realty 
Corporation,  owner. 

SUBJECT — Application  September  17,  1970 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  store  and  resi¬ 
dence  building  and  the  change  in  occupancy  to  toy  store 
with  accessory  storage. 

PREMISES  AFFECTED— 289  to  295  Beach  14th  Street, 
west  side,  52.21  feet  south  of  New  Haven  Avenue,  Block 
15625,  Lot  46,  Far  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Wm.  B.  Lichtner. 

For  Opposition :  Ada  Zakin. 

ACTION  OF  BOARD— Laid  over  to  May  11,  1971,  at  10 
A.  M.,  for  decision;  hearing  closed. 

555- 70-A 

APPLICANT — Lichtner  Associates  for  Michaelson  Realty 
Corporation,  owner. 


SUBJECT — Appeal  from  an  Administrative  decision  re- 
Class  4  construction,  tabular  limits. 

PREMISES  AFFECTED— 289  to  295  Beach  14th  Street, 
west  side,  52.21  feet  south  of  New  Haven  Avenue,  Block 
15625,  Lot  46,  Far  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Wm.  B.  Lichtner. 

ACTION  OF  BOARD — Laid  over  to  May  11,  1971,  at  10 
A.M.,  in  conjunction  with  Calendar  Number  554-70-BZ. 


589-70-BZ 

APPLICANT — McGrath,  Cohen  and  McGrath  for  Lex- 
Parc  Properties,  owners ;  The  Ravelled  Sleave,  lessee. 
SUBJECT — Application  September  25,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-5  district,  in  an  existing 
five  story  building,  the  addition  to  the  use  of  the  first  floor 
restaurant  to  include  cabaret. 

PREMISES  AFFECTED— 1387  Third  Avenue,  east  side, 
21  feet  south  of  East  79th  Street,  Block  1433,  Lot  46,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  C.  McGrath,  Jr.  and  Thomas  P.  Crinnion. 
For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  May  11,  1971,  at  10 
A.M.,  for  decision ;  hearing  closed. 


740-70-BZ 

APPLICANT — Albert  Melniker  for  Athena  Baxivanis, 
owner. 

SUBJECT — Application  December  15,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  maintenance 
of  an  open  stand  for  the  sale  of  agricultural  products 
grown  off-site. 

PREMISES  AFFECTED — 2100  Richmond  Avenue,  west 
side,  297.92  feet  north  of  Draper  Place,  Block  2100,  Lot 
525,  Bulls  Head,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Mrs.  Albert  Melniker. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  May  11,  1971,  at  10 
A.M.,  for  inspection  and  decision;  hearing  closed. 


765-70-BZ 

APPLICANT — Morton  S.  Cahn  for  Apostolos  Moutopoulos, 
owner. 

SUBJECT — Application  December  31,  1970 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Sections  72-21  and  73-62  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  the  enlarge¬ 
ment  in  area  of  the  second  floor  and  garage  of  an  existing 
one  family  dwelling  that  increases  the  degree  of  non  com¬ 
pliance  on  the  front  yard. 

PREMISES  AFFECTED— 57-65  75th  Street,  east  side, 
117.99  feet  north  of  58th  Avenue,  Block  2814,  Lot  93, 
Elmhurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Morton  Cahn. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  May  11,  1971,  at  10 
A.M.,  for  continued  hearing;  applicant  to  submit  addi¬ 
tional  information. 
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2-71-BZ 

APPLICANT — Fred  L.  Liebmann  for  Torston  Forsberg, 
owner. 

SUBJECT — Application  January  5,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Ml-1  district,  the  erec¬ 
tion  of  a  two  story  building  for  use  as  a  truck  terminal 
with  accessory  offices  that  exceeds  the  permitted  floor  area 
ratio,  encroaches  on  the  required  rear  yard  and  has  less 
than  the  required  parking. 

PREMISES  AFFECTED— 182-28  149th  Avenue,  southwest 
corner  of  183rd  Street,  Block  13411,  Lots  16,  18,  20,  22,  25, 
29  and  31,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Fred  L.  Liebmann  and  Torsten  Forsberg. 
For  Opposition :  Charles  Winston. 

ACTION  OF  BOARD — Laid  over  to  May  11,  1971,  at 
10  A.M.,  for  hearing  at  the  request  of  the  Community 
Board. 


50-71-BZ 

APPLICANT — Larry  Meltzer  for  6401  to  6407  4th  Avenue 
Corporation,  owner. 

SUBJECT — Application  January  12,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-212 
of  the  Zoning  Resolution,  to  permit  in  a  C2-3  district,  the 
reconstruction  of  an  automotive  service  station  with  ac¬ 
cessory  uses  previously  before  the  Board. 

PREMISES  AFFECTED — 6401  to  6407  4th  Avenue  and 
402  to  408  64th  Street,  southeast  corner,  Block  5818,  Lot  5, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  May  11,  1971,  at 
10  A.M.,  for  inspection  and  decision;  hearing  closed. 


69-71-BZ 

APPLICANT — Norman  L.  Reiffman  for  County  Associate, 
Incorporated,  owner. 

SUBJECT — Application  February  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R3-2  district,  the  addition 
to  the  uses  of  an  existing  private  club  with  accessory  uses 
to  include  dancing  and  entertainment. 

PREMISES  AFFECTED — 89-00  23rd  Avenue,  southeast 
corner  of  89th  Street,  Block  1084,  Lot  1,  Jackson  Heights, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Norman  Reiffman,  Lawrence  Kagan, 
Frank  Mifsud  and  Marvin  Wiener. 

For  Opposition:  Kenneth  Drew,  Marguerite  Southall, 
Mrs.  Thomas  Bouher,  Antoinette  Vlacancich,  C.  Mc- 
Alvin  and  Pauline  Petrie. 

ACTION  OF  BOARD— Laid  over  to  May  18,  1971,  at 
10  A.M.,  for  continued  hearing.  Previously  inspected’. 


81-71-BZ 

APPLICANT  David  Blinder  for  Shellbank  Jewish  Center, 
Incorporated,  owner. 

SUBJECT— Application  February  9,  1971— appeal  from  a 
decision  of  the.  Borough  Superintendent,  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  district, 
the  installation  of  an  accessory  recreation  area  and  swim¬ 
ming  pool  for  an  existing  synagogue  and  school. 


PREMISES  AFFECTED— 2124  Bragg  Street,  west  side, 
180  feet  south  of  Avenue  U,  Block  7368,  Lots  15,  16,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler  and  Rabbi  Joel 
Smilehensky. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  May  4,  1971,  at 
10  A.M.,  for  decision.  Hearing  closed.  Previously  in¬ 
spected. 


84-71-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  February  11,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  73-11  (g)  and  73-65 
of  the  Zoning  Resolution,  to  permit  in  an  R3-2  district,  the 
enlargement  in  area  of  the  third  floor  of  an  existing  three 
story  telephone  exchange  that  increases  the  degree  of  non- 
compliance  in  floor  area  ratio,  open  space  ratio  and  height 
of  the  front  wall. 

PREMISES  AFFECTED— 5515  Avenue  I,  1057  to  1081 
East  55th  Street,  northeast  corner,  and  1018  to  1040  East 
56th  Street,  Block  7759,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  David  L.  Sohn,  William  G.  Muldowney. 

Donald  Pringle,  Anthony  Guasco  and  Leonard  B.  Nowail 
For  Opposition :  Harvey  I.  Schuldenfrei. 

ACTION  OF  BOARD — Laid  over  to  May  11,  1971,  at  10 
A.M.,  for  decision.  Hearing  closed.  Previously  inspected. 


681-70-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 
SL^BJECT — Application  November  12,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  73-14  and  73-65  of 
the  Zoning  Resolution,  to  permit  in  an  R3-2  district,  the 
erection  of  a  fourth  and  fifth  floor  to  an  existing  telephone 
exchange  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio,  open  space  ratio,  front  yard,  side  yard  and 
sky  exposure  plane. 

PREMISES  AFFECTED— 140-02  to  140-10  183rd  Street, 
182-08  to  182-26  140th  Avenue,  southwest  corner,  Block 
13040,  Lot  1,  Springfield  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  Chase,  Leonard  B.  Nowail,  Donald 
Pringle,  Stanley  H.  Singer  and  Anthony  Guasco. 

For  Opposition :  Charles  Winston  and  Gladys  Nixon. 
RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorably  recommended. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Madigan .  4 

Negative:  .  o 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
March  16,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin  ;  laid  over  to  March  30,  1971 ;  then  to  April  27,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  8,  1971,'  acting  on  Alt.  Applic.  720/1970, 
reads : 

“1.  The.  proposed  enlargement  of  a  Telephone  Ex¬ 
change  building  in  a  R3-2  district  requires  a  special  per¬ 
mit  under  Zoning  Resolution,  Section  22-21. 

2.  The  proposed  enlargement  exceeds  the  permitted 
Floor  Area  Ratio  and  is  contrary  to  Section  23-141. 
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3.  The  proposed  enlargement  indicates  less  than  the 
minimum  required  Open  Space  Ratio  and  is  contrary  to 
Section  23-141. 

4.  The  proposed  enlargement  in  a  R3-2  District  with 
present  Front  Yards  increases  the  degree  of  non-compli¬ 
ance  and  is  contrary  to  Section  23-45. 

5.  The  proposed  enlargement  has  a  front  wall  ex¬ 
ceeding  the  permitted  height  without  a  setback  and  is 
contrary  to  Section  23-631. 

6.  The  proposed  enlargement  is  nearer  to  the  side 
and  rear  lot  lines  for  the  portion  of  the  building  30  feet 
above  the  yards,  than  a  distance  equal  to  the  height  above 
yard  level  and  is  contrary  to  Section  23-662. 

7.  The  proposed  enlargement  of  a  non-compliancing 
building  increases  the  degree  of  non-compliance  and  is 
contrary  to  Section  54-31.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made  under 
Sections  73-14  and  73-65  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special 
Permit  under  Sections  73-14  and  73-65  of  the  Zoning  Resolu¬ 
tions,  to  permit  in  an  R3-2  district,  the  erection  of  a  fourth 
and  the  fifth  floor  to  an  existing  telephone  exchange  that: 
increases  the  degree  of  non-compliance  in  floor  area  ratio, 
open  space  ratio,  front  yard,  side  yard  and  sky  exposure 
plane,  on  condition  that  all  work  shall  substantially  conform 
to  drawings  filed  with  this  application  marked  “Received 
October  12,  1970,”  one  sheet,  “March  10,  1971,”  24  sheets, 
and  “April  23,  1971,”  one  sheet;  on  further  condition  that 
conditions  set  forth  by  Community  Board  Number  12, 
adopted  at  the  community  meeting  held  on  April  21,  1971 
be  adhered  to,  including  the  acquisition  by  the  Telephone 
Company  of  a  parcel  of  land  on  Bedell  Street  and  140th 
Street  accompanied  by  parking  employees’  vehicles ;  and 
that  all  laws,  rules  and  regulations  applicable  be  complied 
with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


682-70-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 
SUBJECT — Application  November  12,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  73-1 1  (g)  and 
73-14  of  the  Zoning  Resolution,  to  Permit  in  an  R6  district, 
at  an  existing  two  story  telephone  exchange,  the  erection 
of  a  two  story  enlargement  and  a  third  floor  that  increases 
the  degree  of  non-conformity. 

PREMISES  AFFECTED — 71-40  164th  Street,  west  side, 
131  feet  north  of  72nd  Avenue,  Block  6802,  Lot  16,  Flush¬ 
ing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  Chase,  Donald  Pringle  and  Leonard 
Nowail. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorably  recommended  (conditionally). 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  March  16,  1971,  after  due  notice  by  publication  in  the 


Bulletin;  laid  over  to  April  6,  1971;  then  to  April  20,  1971; 
then  to  April  27,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  5,  1971,  acting  on  Alt.  Applic.  1038/1970, 
reads : 

“1.  Proposed  three  story  extension  to  an  existing 
Telephone  Exchange  (Use  Group  6)  in  an  R6  District 
is  contrary  to  Section  32-15  of  the  Zoning  Resolution 
and  is  permitted  only  by  special  permit  from  the  Board 
of  Standards  and  Appeals.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Sections  73-11  (g)  and  73-14  of  the  Zoning  Resolution; 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Sections  73-11  (g)  and  73-14  of  the  Zoning  Resolution 
to  permit  in  an  R6  district,  the  erection  of  a  two-story  en¬ 
largement  to  an  existing  telephone  exchange  that  increases 
the  degree  if  non-conformity,  on  condition  that  all  work  shall 
substantially  conform  to  drawings  filed  with  this  application, 
and  marked  “Received,  November  12,  1970,”  five  sheets, 
“February  17,  1971,”  eight  sheets,  and  “April  16,  1971”  one 
sheet,  that  all  laws,  rules  and  regulations  applicable  be  com¬ 
plied  with,  and  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


751-70-BZ 

APPLICANT — Andrew  Di  Camillo  for  Endy  Anderson, 
owner;  New  York  Telephone  Company,  lessee. 

SUBJECT — Application  December  21,  1970 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C4-2  and  C8-1  district, 
the  erection  of  a  five  story  garage  and  office  building  that 
exceeds  the  permitted  floor  area  ratio  and  has  less  than 
the  required  accessory  parking. 

PREMISES  AFFECTED— 409  to  425  89th  Street,  north 
side,  53.3  feet  East  of  4th  Avenue,  Block  6065,  Lots  43,  46, 
47,  49,  50,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  Sellitto. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY  ' 
BOARD — Favorably  recommended. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent:  Commissioner  Nolan .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
March  16,  1971,  after  due  notice  by  publication  in  the  Bulle¬ 
tin;  laid  over  to  March  30,  1971 ;  laid  over  to  April  27,  1971 ; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  30,  1970,  acting  on  N.B.  Applic.  820/1968, 
reads : 

“1.  The  proposed  five  story  and  cellar  building 
exceeds  the  maximum  permitted  floor  area  for  a  zoning 
lot  which  is  partially  within  a  C4-2  district  and  par¬ 
tially  within  a  C8-1  district  and  as  such  is  contrary  to 
Sections  77-22  &  33-122  of  the  Amended  Zoning  Reso¬ 
lution. 

2.  Provide  required  accessory  off  street  parking 
spaces  as  per  Section  36-21  of  the  Amended  Zoning 
Resolution.” 
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Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
C4-2  and  C8-1  district,  the  erection  of  a  S-story  garage  and 
office  building  that  exceeds  the  permitted  floor  area  ratio 
and  has  less  than  the  required  accessory  parking,  on  condition 
that  all  work  shall  substantially  conform  to  drawings  filed 
with  this  application  marked  “Received  December  21,  1970,” 
2  sheets,  “January  28,  1971,”  one  sheet,  “February  4,  1971,” 
5  sheets,  and  “February  19,  1971,”  4  sheets.;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 

753-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  John  and  Sarah 
Napolitano,  owners. 

SUBJECT — Application  December  22,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  two  story  one  family  dwelling  that  encroaches  on  the 
required  side  yards. 

PREMISES  AFFECTED — 638  East  88th  Street,  west  side, 
235.08  feet  south  of  Farragut  Road,  Block  7992,  Lot  51, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Madigan  ....  4 

Negative :  .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
April  6,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  April  27,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  8,  1970,  acting  on  N.B.  Applic.  374/1970, 
reads : 

“1.  Proposed  erection  of  one  family  detached  resi¬ 
dence  on  a  twenty  (20)  foot  wide  lot.  in  R5  District 
without  the  two  minimum  required  5  ft.  side  yards 
violates  Section  23-48  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under  Sec¬ 


tion  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R5  dis¬ 
trict,  the  erection  of  a  two-storv,  one-family  dwelling  that 
encroaches  on  the  required  side  yards,  on  condition  that  all 
work  shall  conform  to  drawings  filed  with  this  application 
and  marked  “Received,  December  22,  1970,”  five  sheets,  and 
that  all  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with;  and  that  substantial  construction  shall  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


7-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  New  York  Wel¬ 
fare  Building  Corporation,  owner. 

SUBJECT — Application  January  8,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  73-63 
of  the  Zoning  Resolution,  to  permit  in  an  R6  district,  on  a 
plot  previously  before  the  Board,  the  erection  of  a  one 
story  enlargement  that  increases  the  degree  of  non-compli¬ 
ance  in  floor  area  ratio  and  the  change  in  occupancy  from 
garage  to  offices,  record  room  and  printing  establishment. 

PREMISES  AFFECTED— 279  to  281  20th  Street,  north 
side,  235.11  feet  west  of  6th  Avenue,  Block  885,  Lot  57, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition :  G.  Ruzycki. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
April  6,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  April  27,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  14,  1970,  acting  on  Alt.  Applic.  529/1970, 
reads : 

“1.  Proposed  change  of  use  on  1st  floor  from  private 
garage  to  office,  record  room  and  printing  (non-profit) 
for  Seafarers  Union  and  on  2nd  floor  from  storage  to 
office  and  sign  painting  including  mezzanine  for  telep- 
phone  equipment  room  is  contrary  to  B.  S.  &  A.  resolu¬ 
tion  under  Cal.  No.  1642-21-BZ  adopted  5-16-22  and 
shall  be  referred  back  to  the  Board  for  reconsideration 

2.  Proposed  enlargement  of  a  non-conforming  use 
in  an  R6  district  is  contrary  to  52-41  of  the  Z.  R. 

3.  Proposed  enlargement  increases  the  degree  of 
non-compliance  with  respect  to  the  floor  area  ratio  and 
required  rear  yard,  23-142  and  23-47  of  the  Z.  R.  &  59-31. 

4.  Proposed  structural  alterations  of  a  non-conform¬ 
ing  use  are  contrary  to  52-22  of  the  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-63  of  the  Zoning  Resolution ;  and 

Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-412  of  the  Zoning  Reso¬ 
lution,  the  extension  of  the  present  use  and  the  enlargement  of 
the  present  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Section  11-412  of  the  Zoning  Resolution, 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-63  of  the  Zoning  Resolution,  to  permit  in 
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an  R6  district,  on  a  plot  previously  before  the  Board,  the 
erection  of  a  one-story  enlargement  that  increases  the  degree 
of  non-compliance  in  floor  area  ratio  and  the  change  in  occu¬ 
pancy  from  garage  to  offices,  record  room  and  printing  es¬ 
tablishment,  on  condition  that  all  work  shall  conform  to 
drawings  filed  with  this  application  marked  “Received  Janu¬ 
ary  28,  1971,”  7  sheets,  and  “April  23,  1971,”  one  sheet;  on 
further  condition  that  the  hours  of  operation  be  limited  to 
between  9  A.M.  and  5  P.M.,  Mondays  through  Fridays ;  and 
that  all  laws,  rules  and  regulations  applicable  be  complied 
with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


8-71-A 


APPLICANT — Lama  and  Vassalotti  for  New  York  Wel¬ 
fare  Building  Corporation,  owner. 

SUBJECT — Application  January  8,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  two  means  of 
egress,  required  width  of  stairs  enclosure. 

PREMISES  AFFECTED — 275  to  277  20th  Street,  north 
side,  235.11  feet  west  of  6th  Avenue,  Block  885,  Lot  57, 
Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein  and  Commissioner  Madigan . 

Negative:  . 

Absent:  Commissioner  Nolan  . 

THE  RESOLUTION— 


4 

0 

1 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  14,  1970  on  Alt.  Applic.  528-70,  reads : 

“1.  Provide  2  legal  means  of  egress  from  2nd  to  5th 
floors,  6.1. 2.2.3. 

2.  Min.  width  of  required  stairs  shall  be  44",  6.4.1. 1. 

3.  Provide  2  hour  stairway  enclosure  and  F.  P.  S.  C. 
doors  on  required  stairs,  6.4.L8.1.” 

and 


Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  December  14,  1970,  acting  on  Alt.  Applic.  528-70, 
Objection  Nos.  1,  2  and  3,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  conform  to  drawings  marked  “Received 
January  8,  1971,”  15  sheets,  and  “April  23,  1971,”  one  sheet; 
and  that  all  other  laws,  rules  and  regulations  shall  be  com¬ 
plied  with. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative :  .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  April  6,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  April  27,  1971;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  18,  1970,  acting  on  N.B.  Applic.  316/1970, 
reads : 

“1.  The  proposed  demolition  of  three  Stores  and 
an  Auto  Showroom  and  existing  Gasoline  Station,  and 
reconstruction  of  an  Automotive  Service  Station  (Use 
Group  16  B)  located  in  a  C2-3  (mapped  in  R6)  Dis¬ 
trict  is  contrary  to  Sect.  32-00  &  32-25  of  the  Zoning 
Resolution.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-211  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-211  of  the  Zoning  Resolution,  to  permit  in 
a  C2-3  district,  the  reconstruction  of  an  automotive  service 
station  with  accessory  uses,  on  condition  that  all  work  shall 
conform  to  drawings  filed  with  this  application  marked 
“Received  January  13,  1971,”  4  sheets;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


101-71-BZ 

APPLICANT — Martyn  and  Don  Weston  for  Board  of  Edu¬ 
cation,  owner. 

SUBJECT — Application  February  23,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-641  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  three  story  and  basement  enlargement  to  a  public  school 
that  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 102-10  Rockaway  Boulevard, 
southeast  corner  of  101st  Street,  Block  9540,  Lot  2,  Ozone 
Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Donald  Weston. 

For  Opposition:  None. 


13-71-BZ 

APPLICANT — Millard  Bresin  for  Leemilt  Petroleum,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  13,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-3  district,  the  reconstruc¬ 
tion  of  an  automotive  service  station  with  accessory  uses. 
PREMISES  AFFECTED — 4312  Fort  Hamilton  Parkway, 
southwest  corner  of  43rd  Street,  Block  5602,  Lot  41,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Millard  Bresin  and  Leo  Liebowitz. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 


RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative :  .  0 

Absent :  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
April  6,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  April  27,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  22,  1971,  acting  on  Alt.  Applic.  1270/1970, 
reads : 

“1.  Proposed  3  story  &  basement  High  School  en¬ 
largement,  located  in  an  R4  zoning  district,  encroaches 
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within  the  required  sky  exposure  .plane,  contrary  to 
Section  24-521  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-641  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-641  of  the  Zoning  Resolution,  to  permit  in 
an  R4  district,  the  erection  of  a  three-story  and  basement 
enlargement  to  a  public  school  that  penetrates  the  sky_  ex¬ 
posure  plane,  on  condition  that  all  construction  substantially 
conform  to  drawings  filed  with  this  application  and  marked 
“Received,  February  23,  1971,”  six  sheets;  on  further  con- 
dition  that  all  applicable  laws,  rules  and  regulations  be 
complied  with  and  substantial  construction  be  completed 
within  two  years  from  the  date  of  this  resolution. 

Adjourned:  1:55  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  APRIL  27,  1971,  2  P.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan. 

829-48-SA 

APPLICANT — The  Nu-Way  Corporation,  owner. 

APPEARANCES— 

None 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recommen¬ 
dation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 

Negative:  .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
829-48-SA — Amendment  to  resolution  as  to  additional  trade 
name. 

White  Rodgers  Nu  Way  Burners,  Division  of  Emerson 
Electric,  Milan,  Illinois,  requested  that  the  resolution  adopted 
November  23,  1948  and  amended  through  October  22,  1968 
under  Calendar  Number  829-48-SA  be  reopened  and  amended 
to  include  an  additional  trade  name. 

PROPOSED  USE:  Oil  burners. 

DESCRIPTION :  The  applicant  requests  that  two  previ¬ 
ously  approved  Models,  WRN  and  FM,  be  marketed  under 
an  additional  trade  name,  Sears,  Roebuck,  and  Company. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  23,  1948  and 
amended  through  October  22,  1968  under  Calendar  Number 
829-48-SA  be  reopened  and  amended  to  include  an  additional 
trade  name,  Sears,  Roebuck  and  Company,  on  condition  that 
the  requirements  of  the  original  resolution  and  previous 
amendments  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 


approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  of 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


689-49-SM 

APPLICANT — Smith  and  Kanzler,  owner. 

APPEARANCES— 

For  Applicant :  Vincent  M.  Cortese. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 

Negative:  .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
689-49-SM — Amendment  to  resolution  as  to  addition  of  trade 
name. 

The  Flintkote  Company,  Gypsum  Products  and  Building 
Materials  Division,  East  Rutherford,  New  Jersey,  requested 
that  the  resolution  adopted  March  7,  1950  and  amended 
through  March  5,  1968  under  Calender  Number  689-49-SM  be 
reopened  and  amended  to  include  an  additional  trade  name. 
PROPOSED  USE:  Incombustible  structural  roof  deck. 
DESCRIPTION :  There  is  no  change  in  the  roof  deck.  The 
material  is  manufactured  by  the  Flintkote  Company  and 
marketed  by  Concrete  Plank  Co.,  Inc.,  North  Arlington,  New 
Jersey.  The  manufacturer  requests  the  addition  of  the  trade 
name  “Porex”. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  7,  1950  and  amended 
through  March  5,  1968  under  Calendar  Number  689-49-SM 
be  reopened  and  amended  to  include  the  additional  trade  name 
“Porex”,  on  condition  that  the  requirements  of  the  original 
resolution  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  process  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  of 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards,  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 
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907-49-SA 

APPLICANT — R.  W.  Beckett  Corporation,  owner-manufac¬ 
turer. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recommen¬ 
dation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
907-49-SA — Amendment  to  resolution  as  to  additional  trade 
name. 

R.  W.  Beckett  Corporation,  Elyria,  Ohio,  requested  at  the 
resolution  adopted  May  2,  1950  and  amended  through  July  1, 
1969  under  Calendar  Number  907-49-SA  be  reopened  and 
amended  to  include  an  additional  trade  name. 

PROPOSED  USE:  Gun  type  oil  burner. 

DESCRIPTION :  The  applicant  requests  the  addition  of  the 
trade  name  “B  P  Home  Warmer,”  for  Models  S,  SL,  and  A 
oil  burners. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  2,  1950  and  amended 
through  July  1,  1969  under  Calendar  Number  907-49-SA  be 
reopened  and  amended  to  include  an  additional  trade  name, 
‘‘B  P  Home  Warmer,”  on  condition  that  the  requirements  of 
the  original  resolution  and  previous  amendments  be  complied 
with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  process  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  charge  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  of 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


578-51-SA 

APPLICANT — A.  D.  T.  Company,  Inc.,  owner. 
APPEARANCES— 

For  Applicant:  Arthur  E.  Wieboldt. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recommen¬ 
dation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Madigan  ....  4 

Negative :  .  0 

Absent :  Commissioner  Nolan  .  1 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
578-51-SA — Amendment  to  resolution  as  to  changes  in  com¬ 
ponents  of  thermal  fire  alarm  system. 

ADT  Company,  Inc.,  New  York  City,  requested  that  the 
resolution  adopted  January  26,  1965  and  amended  July  13, 
1965  under  Calendar  Number  578-51-SA  be  reopened  and 
amended  as  to  changes  in  components  of  a  thermal  fire  alarm 
system. 

PROPOSED  USE:  Temperature  rise  actuated  fire  alarm 
system. 

DESCRIPTION :  The  following  devices,  approved  under 
this  Calendar  No.  have  been  either  dropped  or  updated,  as 
indicated  below : 

794- A — Thermostat  Control  Unit — Now  C794  (Under¬ 
writer’s  Laboratories  listed),  which  includes  changes  in  a 
relay,  panel  material  and  terminal  strip. 

E799 — Control  Unit — Now  F799,  which  incorporates  an 
aluminum  panel  and  a  modular  cabinet. 

2637 — Power  Set — Now  B2637,  which  incorporates  a 
modular  cabinet. 

C3206 — AC — Vibrating  Bell — Now  D3206. 

B3207 — DC — Vibrating  Bell; — Now  C3207  (purchased 
from  W.  L.  Jenkins  Co.) 

4113 — Aero  Fixed  Temperature  Attachment — Now  B4113, 
which  has  an  improved  method  of  applying  entectic  solder, 
and  uses  self  tapping  mounting  screws. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  26,  1965  and 
amended  July  13,  1965  under  Cal.  Number  578-51-SA  be  re¬ 
opened  and  amended  to  make  the  above  changes  in  compo¬ 
nents  of  a  thermal  fire  alarm  system,  on  condition  that  the 
requirements  of  the  original  resolution  and  previous  amend¬ 
ments  be  complied  with. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


579-51-SA 

APPLICANT — ADT  Company  Incorporated,  owner. 
APPEARANCES— 

For  Applicant :  A.  E.  Wieboldt. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent:  Commissioner  Nolan .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
579-51-SA — Amendment  to  resolution  as  to  changes  in  com¬ 
ponents  of  sprinkler  fire  alarm  system. 

ADT  Company,  Inc.,  New  York  City,  requested  that  the 
resolution  adopted  January  26,  1965  under  Calendar  Number 
579-51-SA  be  reopened  and  amended  as  to  changes  in  com¬ 
ponents  of  a  sprinkler  fire  alarm  system. 

PROPOSED  USE :  Components  of  a  sprinkler  fire  alarm 
system. 
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DESCRIPTION :  The  following  devices,  approved  under 
this  Calendar  No.  have  been  either  dropped  or  updated,  as 
indicated  below : 

#7 — Water  flow  Alarm  Switch — no  longer  manufactured. 

#68 — Waterflow  Alarm  Switch — latest  model  is  C68 
Water  flow  Alarm  Switch. 

68-X — Waterflow  Alarm  Switch — latest  model  is  B68-X. 

D497 — Type  Waterflow  Detector — no  longer  manufactured. 

D497-X — Type  Waterflow  Detector — no  longer  manufac¬ 
tured. 

B498 — Type  Waterflow  Detector — superseded  by  6145 
Waterflow  Detector. 

B498-X — Type  Waterflow  Detector — latest  model  is 
F498-X  Type  Waterflow  Detector. 

C406 — Type  Pressure  Actuated  Transmitter — superseded 
by  6120  Pressure  Actuated  Transmitter. 

C406-C — Type  Pressure  Actuated  Transmitter — superseded 
by  6120  Pressure  Actuated  Transmitter. 

B56 — Temperature  Switch — Superseded  by  6143-T  Water 
Level  and  Temperature  Switch. 

66— High  and  Low  Air  Pressure  Supervisory  Switch — 
latest  model  is  C66  Pressure  Switch. 

66- X — High  and  Low  Air  Pressure  Supervisory  Switch — 
latest  model  is  566-X  Pressure  Switch. 

67 —  Pressure  Supervisory  Switch — latest  model  is  C67 
Pressure  Switch. 

550— Gravity  Tank  Water  Level  Supervisory  Switch- 
superseded  by  6143- W — Water  Level  Switch. 

560 — Pressure  Tank  Water  Level  Supervisory  Switch- 
superseded  by  C6109  Pressure  Tank  Float  Switch. 

611 — Supervisory  Switch — latest  model  is  B611  Post  Indi¬ 
cator  Valve  Switch. 

612,  614,  and  615 — Supervisory  Switch — superseded  by  6131 
Supervised  Gate  Valve. 

613 — Supervisory  Switch — latest  model  is  B613  Gate  Valve 
Switch. 

613-W — Supervisory  Switch — no  longer  manufactured. 

613-X — Supervisory  Switch — latest  model  is  C613-X — Gate 
Valve  Switch. 

X400  and  XS-400 — Type  Supervisory  Transmitter — super¬ 
seded  by  2131  Type  Supervisory  Transmitter. 

D1101 — Type  Alarm  Transmitter  Panel — superseded  by 
2130  Type  Alarm  Transmitter  Panel. 

D1103 — Type  Alarm  Transmitter  Panel — superseded  by 
2130  Type  Alarm  Transmitter  Panel. 

B6123,  B6133-D,  B6123-D-1 — Waterflow  Detector  Trans¬ 
mitters — latest  model  is  C6123  Type  Waterflow  Detector 
Transmitter. 

B6124 — Waterflow  Detector — superseded  by  B6127  Type 
Waterflow  Detector. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  26,  1965  under 
Calendar  Number  579-51-SA  be  reopened  and  amended  to 
make  the  above  changes  in  components  of  a  sprinkler  fire 
alarm  system,  on  condition  that  the  requirements  of  the  origi¬ 
nal  resolution  and  previous  amendment  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  process  and  controls  of  the 
product  manufactured,  shall  be  filed  annually  with  this  Board, 
certifying  that  such  materials,  processes  and  controls  are 
being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  of 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 


Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

580-51-SA 

APPLICANT — ADT  Company,  Incorporated,  owner. 

APPEARANCES— 

For  Applicant — A.  E.  Wieboldt. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
580-51-SA — Amendment  to  resolution  as  to  changes  in  com¬ 
ponents  of  an  annunciator  system. 

ADT  Company,  Inc.,  New  York  City,  requested  that  the 
resolution  adopted  May  22,  1952  under  Calendar  Number 
580-51-SA  be  reopened  and  amended  as  to  changes  in  com¬ 
ponents  of  an  annunciator  unit. 

PROPOSED  USE:  Annunciator  unit  components. 
DESCRIPTION :  The  following  devices,  approved  under 
this  Calendar  No.  have  either  been  dropped  or  updated,  as 
indicated  below : 

2613-T — Transformer  and  Fuse  unit — no  longer  manu¬ 
factured. 

2613-R — Rectifier  and  Resistor  Panel — no  longer  manu¬ 
factured. 

2802-A — Supervisory  Power  Relay — manufactured  by  Al¬ 
len  Bradley  instead  of  Olof,  U  L  listed. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  22,  1952  under  Cal¬ 
endar  Number  580-51-SA  be  reopened  and  amended  to  make 
the  above  changes  in  components  of  an  annunciator  unit,  on 
condition  that  the  requirements  of  the  original  resolution  be 
complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


582-51-SA 

APPLICANT — ADT  Company,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant;  A.  E.  Wieboldt. 
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ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recommen¬ 
dation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

N  egative : .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

582-51-SA — Amendment  to  resolution  as  to  changes  in  com¬ 
ponents  of  a  tour  register  system. 

ADT  Company,  Inc.,  New  York  City,  requested  that  the 
resolution  adopted  May  22,  1952  under  Calendar  Number  582- 
51-SA  be  reopened  and  amended  as  to  changes  in  components 
of  a  tour  register  system. 

PROPOSED  USE:  Tour  register  system  to  transmit  coded 
signals  to  a  control  center  to  check  the  patrol  of  watchman. 
DESCRIPTION :  The  following  devices,  approved  under 
this  Calendar  Number,  have  been  either  dropped  or  updated, 
as  indicated  below : 

1087 — Type  Tour  Register — superseded  by  Model  D1087 
— Type  Tour  Register. 

B1175 — Type  Station — superseded  by  B1177  Tour  Prelim¬ 
inary  Station. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  22,  1952  under  Cal¬ 
endar  Number  582-51-SA  be  reopened  and  amended  to  make 
the  above  changes  in  components  of  a  tour  register  system,  on 
condition  that  the  requirements  of  the  original  resolution  be 
complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  process  and  controls  of  the 
product  manufactured,  shall  be  filed  annually  with  this  Board, 
certifying  that  such  materials,  processes  and  controls  are  be¬ 
ing  maintained  as  were  in  effect  at  the  time  of  this  approval 
or  previous  approvals  under  this  Calendar  Number.  Failure 
to  notify  the  Board  of  change  of  ownership,  change  of  address 
or  to  submit  the  annual  affidavit  will  be  cause  of  revocation 
of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


583-51-SA 

APPLICANT — ADT  Company,  Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  A.  E.  Wieboldt. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommendation 
of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative: .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
583-51-SA — Amendment  to  resolution  as  to  changes  in  com¬ 
ponents  of  manually  operated  local  fire  alarm  system. 


ADT  Company,  Inc.,  New  York  City,  requested  that  the 
resolution  adopted  May  22,  1952  under  Calendar  Number  583- 
51-SA  be  reopened  and  amended  as  to  changes  in  components 
of  a  manually  operated  local  fire  alarm  system. 
PROPOSED  USE:  Manually  operated  local  fire  alarm 
system. 

DESCRIPTION :  The  following  devices,  approved  under 
this  Calendar  No.  have  been  either  dropped  or  updated,  as 
indicated  below : 

30 — Type  Night  Watch  and  Fire  Alarm  Box — no  longer 
manufactured. 

B546 — Supervisory  Unit — superseded  by  Model  C546  Su¬ 
pervisory  Unit,  which  differs  from  the  B546  Unit  in  that  it 
has  a  molded  phenolic  panel  rather  than  a  canvas  base  phen¬ 
olic  panel  and  a  silicon  diode  rather  than  a  selenium  rectifier. 

B1046 — Type  Fire  Alarm  Box — superseded  by  5002  Ex¬ 
plosion-Proof  Night  Watch  and  Fire  Alarm  Box,  an  explo¬ 
sion-proof  version  of  B1046  Box,  consisting  of  the  same 
mechanism  mounted  in  a  No.  GUB02-1-22  explosion-proof 
condulet  box. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  22,  1952  under  Cal¬ 
endar  Number  583-51-SA  be  reopened  and  amended  to  make 
the  above  changes  in  components  of  a  manually  operated 
local  fire  alarm  system,  on  condition  that  the  requirements 
of  the  original  resolution  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  process  and  controls  of  the 
product  manufactured,  shall  be  filed  annually  with  this  Board, 
certifying  that  such  materials,  processes  and  controls  are 
being  maintained  as  were  in  effect  at  the  time  of  this  approval 
or  previous  approvals  under  this  Calendar  Number.  Failure 
to  notify  the  Board  of  change  of  ownership,  change  of  address 
or  to  submit  the  annual  affidavit  will  be  cause  of  revocation  of 
approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal. 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


584-51-SA 

APPLICANT — ADT  Company,  Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  A.  E.  Wieboldt. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Madigan .  4 

Negative: .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
584-51-SA — Amendment  to  resolution  as  to  changes  in  a 
continuously  sounding  fire  alarm  bell  signal  system. 

ADT  Company,  Inc.,  New  York  City,  requested  that  the 
resolution  adopted  May  22,  1952  and  amended  January  26, 
1965  under  Calendar  No.  584-51-SA  be  reopened  and  amended 
as  to  changes  in  a  continuously  sounding  fire  alarm  bell 
signal  system. 
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PROPOSED  USE:  Continuously  sounding  fire  alarm  bell 
signal  system. 

DESCRIPTION :  The  following  devices,  approved  under 
this  Calendar  Number,  have  been  either  dropped  or  updated, 
as  indicated  below : 

B518 — Horn — superseded  by  3402  Horn,  purchased  from 
Faraday  Inc.,  instead  of  Sperti-Faraday  Company. 

1044— -Fire  Alarm  Box — superseded  by  B5009  Fire  Alarm 
Box. 

Plug-in — Ellbell — superseded  by  D3206 — Type  Bell,  pur¬ 
chased  from  W.  L.  Jenkins  Company  instead  of  Ellman  Com¬ 
pany. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  22,  1952  and  amended 
January  26,  1965  under  Calendar  Number  584-51-SA  be  re¬ 
opened  and  amended  to  make  the  above  changes  in  a  con¬ 
tinuously  sounding  fire  alarm  bell  signal  system,  on  condition 
that  the  requirements  of  the  original  resolution  and  previous 
amendment  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familar  with  the  materials,  process  and  controls  of  the 
product  manufactured,  shall  be  filed  annually  with  this  Board, 
certifying  that  such  materials,  processes  and  controls  are  be¬ 
ing  maintained  as  were  in  effect  at  the  time  of  this  approval 
or  previous  approvals  under  this  Calendar  Number.  Failure 
to  notify  the  Board  of  change  of  ownership,  change  of  address 
or  to  submit  the  annual  affidavit  will  be  cause  of  revocation 
of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


300-62-SA 

APPLICANT — Speed  Queen,  a  Division  of  McGraw-Edison 
Company,  owner. 

APPEARANCES— 

For  Applicant :  D.  Eckstein. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommendation 
of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative: .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

300-62-SA — Amendment  to  resolution  as  to  additional  dry- 
cleaners. 

Speed  Queen,  a  Division  of  McGraw-Edison,  Ripon,  Wis¬ 
consin,  requested  that  the  resolution  adopted  January  15,  1963 
and  as  amended  at  various  times  through  July  2,  1968  under 
Calendar  Number  300-62-SA  be  reopened  and  amended  so 
as  to  include  additional  dry  cleaners. 

PROPOSED  USE:  Dry  cleaners  using  perchorethylene  as 
the  solvent. 

DESCRIPTION :  The  requested  Models  282  and  283  are 
basically  the  same  as  the  previously  approved  Models  280A 
and  281 A  except  that  they  incorporate  a  key  start  in  lieu  of  a 
coin  mechanism. 


The  applicant  further  requests  that  the  presently  approved 
machines  and  the  two  machines  herein  described  be  marketed 
under  the  following  model  designation:  Model  280A  to  be 
marketed  under  the  designation  CD2800 ;  Model  281  under 
the  designation  CD2811;  Model  282  under  the  designation 
CD2820  and  Model  283  under  the  designation  CD2831. 
INSPECTION  AND  TEST:  All  the  models  have  been 
approved  by  the  Underwriters  Laboratories. 
RECOMMENDATION —  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  15,  1963  and  as 
amended  at  various  times  through  July  2,  1968  under  Cal¬ 
endar  Number  300-62-SA  be  reopened  and  amended  so  as  to 
include  the  additional  dry  cleaners  as  herein  described  on 
condition  that  the  requirements  of  the  resolution  adopted  Jan¬ 
uary  15,  1963  and  as  amended  at  various  times  through  July 
2,  1968  under  Calendar  Number  300-62-SA  are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  process  and  controls  of  the 
product  manufactured,  shall  be  filed  annually  with  this  Board, 
certifying  that  such  materials,  processes  and  controls  are 
being  maintained  as  were  in  effect  at  the  time  of  this  approval 
or  previous  approvals  under  this  Calendar  Number.  Failure 
to  notify  the  Board  of  change  of  ownership,  change  of  address 
or  to  submit  the  annual  affidavit  will  be  cause  of  revocation 
of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


727-62-SM 

APPLICANT — Johns-Manville  Sales  Corporation,  owner. 
APPEARANCES— 

For  Applicant :  E.  J.  Dewender. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ...  4 


Negative :  .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

727-62-SM — Amendment  to  resolution  as  to  additional 
acoustical  tile. 

Johns-Manville  Sales  Corp.  New  York  requested  that  the 
resolution  adopted  November  20,  1962  and  as  amended 
through  July  16,  1968  under  Calendar  727-62-SM  be  re¬ 
opened  and  amended  so  as  to  include  additional  acoustical 
tile. 

PROPOSED  USE:  One  hour  fire-resistive  short  span 
ceiling. 

DESCRIPTION :  The  requested  tile  is  manufactured  of 
the  same  material  as  the  presently  approved  tile  but  the 
tiles  are  manufactured  by  the  felted  process  whereas  the 
presently  approved  tiles  were  formed  by  a  cast  process. 

The  tiles  are  known  as  Acousti-Clad  Firedike — %"  x  12" 
x  12"  KCB ;  this  is  the  regular  tile  with  a  7  mil  aluminum 
face  and  Temper-Tone  Firedike  Y"  x  12"  x  12"  KCB. 
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INSPECTION  AND  TEST :  The  applicant  has  submitted 
a  letter  from  the  Underwriter’s  Laboratories  which  outlines 
the  result  of  a  test  conducted  in  accordance  with  ASTM 
E  119  which  gives  the  temperatures  of  various  locations 
such  as  on  the  joists,  top  surface,  back  of  tile. 

As  there  is  no  reference  standard  in  the  Building  Code  of 
the  City  of  New  York  relative  to  short-span  ceilings,  it  was 
decided  to  evaluate  the  results  under  the  provisions  of  C26- 
600  through  C-26-603.0  Administrative  Building  Code. 

The  tests  showed  that  the  temperature  on  the  back  of  tile 
for  the  Acousticlad  was  715°F.  for  Temper-Tone  at  the 
same  time.  Both  temperatures  were  below  the  maximum 
limiting  temperature  of  800°  F. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  20,  1962  and  as 
amended  at  various  times  through  July  16,  1968  under  Cal¬ 
endar  No.  727-62-SM  be  reopened  and  amended  so  as  to 
include  the  additional  tiles :  Acousti-Clad  Firedike  54" 
x  12"  x  12"  KCB  and  Temper  Tone  Firedike  54"  x  12" 
x  12"  KCB  for  use  as  a  one  hour  fire-resistive  short  span 
ceiling  on  condition  that  the  requirements  of  the  resolution 
adopted  November  20,  1962  and  as  amended  through  July 
16,  1968  under  Calendar  Number  727-62-SM  be  complied 
with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  process  and  controls  of  the 
product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  of 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


495-64-SA 

APPLICANT— Flow  Corporation,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan....  4 

Negative:  . .  0 

Absent :  Commissioner  Nolan  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 

495  _64_  S  A— Amendment  to  resolution  as  to  change  of  owner- 
manufacturer. 

Scully  Signal  Company,  Wilmington,  Mass,  requested  that 
the  resolution  adopted  June  30,  1964  under  Calendar  Number 
495-64-SA  be  reopened  and  amended  so  as  to  show  a  change 
of  owner-manufacturer. 

PROPOSED  USE:  Liquid  level  alarm  for  fuel  oil  storage 
tanks. 


DESCRIPTION :  There  has  been  no  change  in  the  mater¬ 
ials  used  nor  in  the  method  of  manufacture  of  the  alarm. 
The  request  is  to  show  a  change  of  owner-manufacturer. 

Scully  Signal  Company  has  submitted  an  affidavit  showing 
that  they  have  purchased  all  rights,  assets,  etc.,  of  the  system 
from  Flow  Corporation. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  30,  1964  under  Calen¬ 
dar  Number  495-64-SA  be  reopened  and  amended  so  as  to 
show  a  change  of  owner-manufacturer  and  marketing  under 
a  new  trade  name ;  new  owner-manufacturer  being  Scully 
Signal  Company  and  the  new  trade  name  being  Scultrol  Sys¬ 
tem  on  condition  that  the  requirements  of  the  resolution 
adopted  June  30,  1964  under  Calendar  Number  495-64-SA  be 
complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  process  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  of 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


32-65-SM 

APPLICANT — Sisalkraft  Division  St.  Regis  Paper  Com¬ 
pany,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommendation 
of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 

Negative . .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads  : 
32-65-SM — Amendment  to  resolution  as  to  change  in  cor¬ 
porate  name. 

The  St.  Regis  Paper  Company,  Sisalkraft  Division,  Attle¬ 
boro,  Massachusetts,  requested  that  the  resolution  adopted 
March  29,  1966  under  Calendar  Number  32-65-SM  be  re¬ 
opened  and  amended  to  change  the  corporate  name  to  St. 
Regis  Paper  Company,  Laminated  and  Coated  Products  Di¬ 
vision. 

PROPOSED  USE:  Vapor  barrier  facing. 
DESCRIPTION :  The  name  of  the  Sisalkraft  Division  of 
the  St.  Regis  Paper  Company  has  been  changed  to  the  Lam¬ 
inated  and  Coated  Products  Division.  There  has  been  no 
change  in  the  vapor  barrier  facing. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  29,  1966  under  Cal¬ 
endar  Number  32-65-SM  be  reopened  and  amended  to  change 
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the  corporate  name  to  St.  Regis  Paper  Company,  Laminated 
and  Coated  Products  Division,  on  condition  that  the  require¬ 
ments  of  the  original  resolution  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  process  and  controls  of  the 
product  manufactured,  shall  be  filed  annually  with  this  Board, 
certifying  that  such  materials,  processes  and  controls  are  be¬ 
ing  maintained  as  were  in  effect  at  the  time  of  this  approval 
or  previous  approvals  under  this  Calendar  Number.  Failure 
to  notify  the  Board  of  change  of  ownership,  change  of  address 
or  to  submit  the  annual  affidavit  will  be  cause  of  revocation 
of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


461-66-SA 

APPLICANT — ADT  Company,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant :  A.  E.  Wieboldt. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
461-66-SA — Amendment  to  resolution  as  to  change  in  housing 
of  a  smoke  detector. 

ADT  Company,  Inc.,  New  York  City,  requested  that  the 
resolution  adopted  April  4,  1967  under  Calendar  Number 
461-66-SA  be  reopened  and  amended  as  to  a  change  on  the 
housing  of  a  smoke  detector. 

PROPOSED  USE:  Smoke  detector  for  ventilating  ducts. 
DESCRIPTION :  The  Model  3504-A  Smoke  Detector  has 
been  altered  in  its  housing,  which  facilitates  the  installation 
and  servicing  of  the  detector,  and  in  some  components  of  the 
detector,  which  improves  its  operation  but  maintains  the 
integrity  of  its  function. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  April  4,  1967  under  Calen¬ 
dar  Number  461-66-SA  be  reopened  and  amended  to  make 
the  above  changes  in  the  housing  of  the  Model  3504-A  Smoke 
Detector,  on  condition  that  the  requirements  of  the  original 
resolution  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  process  and  controls  of  the 
product  manufactured,  shall  be  filed  annually  with  this  Board, 
certifying  that  such  materials,  processes  and  controls  are 
being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  of 
revocation  of  approval. 


(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Low'enthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


462-66-SA 

APPLICANT — ADT  Company,  Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  A.  E.  Wieboldt. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

462-66-SA — Amendment  to  resolution  as  to  change  in  hous¬ 
ing  of  a  smoke  detector. 

ADT  Company,  Inc.,  New  York  City,  requested  that 
the  resolution  adopted  April  4,  1967  under  Calendar  Number 
462-66-SA  be  reopened  and  amended  as  to  a  change  in  the 
housing  of  a  smoke  detector. 

PROPOSED  USE:  Smoke  and  heat  detector. 

DESCRIPTION:  The  Model  3504-135,  -190  Smoke  De¬ 
tector  has  been  altered  in  its  housing,  which  facilitates  the 
installation  and  servicing  of  the  detector,  and  in  some  com¬ 
ponents  of  the  detector,  which  improves  its  operation  but 
maintains  the  integrity  of  its  function. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  April  4,  1967  under  Cal¬ 
endar  Number  462-66-SA  be  reopened  and  amended  to  make 
the  above  changes  in  the  housing  of  the  Model  3504-135, 
-190  Smoke  Detector,  on  condition  that  the  requirements  of 
the  original  resolution  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  process  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 

£  j j6  t0  notify  ^e  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
of  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 
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526-66-SA 


APPLICANT — R.  G.  Horvath  for  Ingersoll-Rand  Company, 
owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads : 
526-66-SA — Amendment  to  resolution  as  to  additional  pumps. 

Ingersoll-Rand  Company,  New  York  requested  that  the 
resolution  adopted  October  17,  1967  under  Calendar  Number 
526-66-SA  be  reopened  and  amended  so  as  to  include  addi¬ 
tional  pumps. 

PROPOSED  USE:  Pumps  for  petroleum  products. 

DESCRIPTION :  The  pumps  are  classified  in  the  following 
grouping  of  types : 


Single  stage,  double  suction,  horizontally  split  case  pumps 
available  with  cast  iron,  bronze  and  stainless  steel  casings 
and  with  cast  iron,  bronze  and  stainless  steel  impellers  in  the 
following  sizes : 


Discharge 

Pressure 

Model 

Sizes 

Range 

AFV 

14,  16,  30,  36 

50-100  psi 

ALV 

14, 16, 18,  20, 

24,  30,  36 

100-225 

HLV 

8, 10, 12, 14, 

18 

100-250 

HLVS 

12, 14 

200-285 

LFV 

20,  24 

50-150 

SH 

10, 12, 14 

300-625 

SL 

16,42 

50-90 

SM 

18 

110 

F 

8, 10, 12, 14 

750 

FA 

10, 12,  14 

750 

JM 

10 

400 

Capacity 

4,000-80,000  GPM 

4,000-75,000 

1,000-18,000 
3,000-12,000 
6,000-36,000 
2,000-11,000 
5,000-80,000 
6,000-16,000 
2,000-16,000 
2,500-13,000 
2,000-  6,000 


Horizontally  split,  two  stage,  volute  type  with  semi-center¬ 
line  support  pump  available  with  cast  iron,  and  bronze  casings 
and  with  bronze  cast  iron  and  steel  impellers  in  the  following 
sizes : 


Model 

Discharge 

Sizes 

Pressure 

Range 

Capacity 

GT 

GTS 

VA,  2,  3,  4,  5, 

6,  8  275-500  psi 

4  550 

150-4,000  GPM 
700-1,100 

GTR 

4 

500 

300-1,400 

AGT 

2 

500 

160-  380 

8PH 

8 

600 

1,200-3,200 

Two  stage,  single  suction  vertically  split  pump  with  cast 
iron,  carbon  steel  and  stainless  steel  casings  and  cast  iron, 
bronze  and  stainless  steel  impellers  in  the  following  sizes : 


Model 

Discharge 

Sizes 

Pressure 

Range 

Capacity 

EGT 

U4, 2,3 

600  psi 

ISO-  500  GPM 

CGT 

2 

600 

160-  400 

SGT 

4 

600 

300-1,300 

6KH 

6 

600 

700-1,800 

Single  stage,  double  suction,  vertically  split  pump  with  cast 
iron,  carbon  steel  and  stainless  steel  casings  and  cast  iron, 
bronze  and  stainless  steel  impellers  in  the  following  sizes : 


Model 


Discharge 

Sizes 


Pressure 

Range 


Capacity 


CJVL  6 

J  6 

JT  8 


500  psi  700-2,000  GPM 

600  1,200-3,200 

600  400-3,400 


Multi-stage  horizontally  split  single  suction  pump  available 
with  cast  iron,  cast  steel  and  stainless  steel  casings  and  cast 
iron,  bronze,  and  stainless  steel  impellers  in  the  following 
sizes : 

Discharge  Pressure 

Model  Sizes  Range  Capacity 

GNTA  \y2,2y2,Z  500-1,000  psi  800-3,000  GPM 
(4,  6,  8  stages) 

HMTA, 

HMTB  2,3,4, 5,6  900-1,600  2,000-6,000 

(3-10  stages) 


Multi-stage,  vertical,  double  case  available  with  cast  iron, 
steel,  chrome  steel  and  stainless  steel  casings  and  bronze, 
cast  iron,  steel  and  chrome  steel  impeller  in  the  following 
sizes : 

Discharge  Pressure 

Model  Sizes  Range  Capacity 

VHTB  1,2,2 y,3  700-3,750  psi  1,000-5,000  GPM 

VP  1,154,3,4,6  500-  750  500-5,000 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  17,  1967  under 
Calendar  Number  526-66-SA  be  reopened  and  amended  so  as 
to  include  the  additional  models  of  pumps  as  herein  described 
on  condition  that  the  requirements  of  the  resolution  adopted 
October  17,  1967  under  Calendar  526-66-SA  be  complied  with. 

The  Committee  further  recommends  that  in  lieu  of  the 
report  from  an  independent  laboratory,  as  required  under 
the  approval  granted  October  17,  1967,  that — 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  process  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  of 
recovation  of  approval ;  be  accept^. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


221-67-SA 

APPLICANT — Eclipse  Fuel  Engineering  Co. 
APPEARANCES— 

For  Applicant:  C.  R.  McNamee. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 
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THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 

Negative:  . .  ® 

Absent :  Commissioner  Nolan  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
221-67-SA — Amendment  to  resolution  as  to  additional  models 
of  burners. 

Eclipse  Fuel  Engineering  Co.,  Rockford,  Illinois  requested 
that  the  resolution  adopted  June  18,  1967  and  as  amended 
January  30,  1968  under  Calendar  Number  221-67-SA  be  re¬ 
opened  and  amended  so  as  to  include  additional  gas  burners. 

PROPOSED  USE:  Gas  fired  incinerator  burner. 
DESCRIPTION :  The  requested  Models  210JIBF  and  210 
JIB-G  are  basically  the  same  as  the  presently  approved 
Model  200-JIB-C  except  that  the  flame  safety  equipment  is 
of  the  electronic  type  which  is  U.  L.  &  F.  M.  approved  and 
the  flame  response  time  is  within  3  seconds.  All  other  fea¬ 
tures  have  remained  unchanged. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  18,  1967  and  as 
amended  January  30,  1968  under  Calendar  Number  221-67-SA 
be  reopened  and  amended  so  as  to  include  the  additional 
burners  as  herein  described  on  condition  that  all  installations 
shall  comply  with  the  requirements  of  Section  1417.0  Build¬ 
ing  Code  of  the  City  of  New  York  and  the  requirements  of 
the  resolution  adopted  June  18,  1967  and  as  amended  through 
January  30,  1968  under  Calendar  Number  221-67-SA  be 
complied  with. 

The  Committee  further  recommends  that  the  requirement 
of  the  applicant  submitting  a  report  from  an  independent 
testing  laboratory  be  rescinded  and  in  lieu  thereof  a  sworn 
affidavit  by  a  responsible  officer  of  the  manufacturer,  familiar 
with  the  materials,  processes  and  controls  of  the  product 
manufactured,  shall  be  filed  annually  with  this  Board,  certify¬ 
ing  that  such  materials,  processes  and  controls  are  being 
maintained  as  were  in  effect  at  the  time  of  this  approval  or 
previous  approvals  under  this  Calendar  Number.  Failure  to 
notify  the  Board  of  change  of  ownership,  change  of  address 
or  to  submit  the  annual  affidavit  will  be  cause  for  revocation 
of  approval,  be  accepted. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


60-71-SA 

APPLICANT— Ametek,  Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  Vincent  W.  Tucker. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 

Negative:  .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
60-71-SA — Ametek,  Inc.,  East  Moline,  Illinois,  filed  for 
approval  of  Ametek  45  (Cold),  Mi-T-Kleen  (Hot),  Mi- 
T-Kleen  (Cold),  and  Chore-Kleen  (Cold)  Dry  Cleaning 


Machines,  under  the  provisions  of  C26-705  of  the  Building 
Code  of  the  City  of  New  York  of  the  Dry  Cleaning  Rules 
of  the  Board  of  Standards  and  Appeals. 

PROPOSED  USE:  Coin  operated  commercial  dry  clean¬ 
ing  machines. 

DESCRIPTION :  The  dry  cleaning  machines  use  per- 
chlorethylene  solvent.  The  machine  undergo  automatic  wash 
and  extract  cycles.  The  filters  are  in  replaceable  cartridges 
form.  The  cylinders  are  made  of  stainless  steel.  Details 
of  the  different  models  are  as  follows : 


Ametek 

45 

Capacity  (lb.) 

Mi-T- 

Kleen 

(Hot) 

30 

Mi-T- 

Kleen 

(Cold) 

10 

10 

Chore- 

Kleen 

21 

Cylinder  Volume 
(Cu.  ft.) 

10-6 

3-6 

3-6 

7-5 

Width  (in.) 

80 

283/6 

283/6 

62 

Depth  (in.) 

39  y2 

475/6 

475/6 

4514 

Height  (in.) 

62 

69 

545/6 

6  HA 

Motor  hp. 

15S.3 

)4,  Y 

vi,  yi,  Y 

'A,  154 

Wash  Speed 
(rpm) 

38 

53 

53 

48 

Extract  Speed 
(rpm) 

540 

420 

420 

400 

INSPECTION  AND  TEST:  The 

dry  cleaning  machines 

meet  the  low  hazard  classification  requirement  of  using  a 
solvent  with  a  flash  point  greater  than  138.2°F.  and  do  not 
exceed  the  rated  capacity  requirement  of  the  Rules  of  the 
Board  of  2.8  pounds  per  cubic  foot  of  cylinder. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Ametek  45  (Cold),  Mi-T-Kleen 
(Hot),  Mi-T-Kleen  (Cold),  and  Chore-Kleen  (Cold)  Dry 
Cleaning  Machines  on  condition  that  they  shall  be  used  and 
installed  in  accordance  with  C26-705  of  the  Building  Code 
and  the  Rules  of  the  Board  specifying  2.8  pounds  of  dry 
load  per  cubic  foot  of  cylinder.  The  dry  cleaning  machines 
shall  be  permanently  labeled :  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  60-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  process  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  of 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


85-71-SM 

APPLICANT — Henry  Fuchs  and  Son,  Inc.  for  The  Celotex 
Corporation,  manufacturer. 

APPEARANCES— 

For  Applicant :  C.  Fuchs,  J.  E.  Rohan  and  J.  Napp. 
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ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 


THE  VOTE— 


Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  .... 

Negative :  . 

Absent:  Commissioner  Nolan  . 


4 

0 

1 


THE  RESOLUTION— 

W  hereas,  the  report  of  a  Committee  on  Test  reads  : 
85-71-SM— Henry  Fuchs  and  Son,  Inc.,  Brooklyn,  New 
York,  and  the  Celotex  Corporation,  Carteret,  New  Jersey 
filed  for  approval  of  Fire  Retardant  Displa  Foam  under  the 
provisions  of  the  Flameproofing  Rules  of  the  Board  of 
Standards  and  Appeals. 

PROPOSED  USE:  Display  board  and  scenery  design 
backer  for  interior  walls. 

DESCRIPTION :  The  core  of  the  material  is  made  of  rigid 
polyurethane  foam.  The  exterior  consists  of  solid  bleached 
facers  on  both  sides. 

INSPECTION.  AND  TEST  :  The  material  was  tested  by 
the  Better  Fabrics  Testing  Bureau  and  met  the  requirements 
of  the  Flameproofing  Rules  of  the  Board. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Fire-Retardant  Displa  Foam  under 
the  provisions  of  the  Flameproofing  Rules  of  the  Board.  The 
material  shall  be  permanently  labeled,  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  85-71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  process  and  controls  of 
tire  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  of 
revocation  of  approval. 


(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 


Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


97-71-SA 

APPLICANT — Star  Sprinkler  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  Fred  A.  Glueckler. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION: 


Whereas,  the  report  of  a  Committee  on  Test  reads  : 
97-71-SA — The  Star  Sprinkler  Corporation,  Philadelphia, 
filed  for  approval  of  Stargard  Model  E  Automatic  Sprinklers, 
Model  D  Alarm  Check  Valves,  Model  A  Swing  Check 
Valves,  and  Model  F  Dry  Pipe  Valves  under  the  provisions 
of  C26-1703.5  of  the  Building  Code  of  the  City  of  New  York. 


PROPOSED  USE:  Sprinkler  system  devices  (Valves). 
DESCRIPTION :  The  Model  E  is  a  standard  upright 
sprinkler  available  with  135°,  165°,  212°,  286°,  360°,  400°, 
and  500  pressure  ratings.  The  strut  assembly  between  the 
orifice  seat  and  frame  boss  is  1-7/32"  long.  The  E  frame  has 
a  tapered  waterway  with  a  7/16"  diameter  orifice.  The  ball  is 
.246  in  diameter  and  made  of  Type  316  stainless  steel, 
Inconel  actuators  are  used  in  the  400°  and  500°  sprinklers. 
Type  301  stainless  steel  actuators  are  used  in  the  135°  through 
360  sprinklers.  A  flat  .246"  diameter  stainless  steel  restric¬ 
tion  disc  without  pockets  is  used  in  the  135°  through  286° 
sprinklers.  A  flat,  240°  diameter  stainless  steel  restriction 
disc  with  pockets  is  used  in  the  360°  through  500°  sprinklers. 

The  Model  D  is  an  alarm  check  valve.  The  valve  contains 
a  rubber-faced  clapper  whose  normally  closed  position  is 
on  the  seat  rings.  Alarms  are  initiated  when  the  valve 
clapper  is  raised  and  water  from  sprinklers  enters  the  retard 
chamber  and  applies  pressure  to  the  diaphragm  of  a  pressure 
switch.  To  prevent  false  alarms  caused  by  pressure  surges 
in  the  water  supply,  a  ^4"  external  bypass  line  with  a  bronze 
swing  check  valve  is  provided  around  the  valve  clapper. 
The  inlet  and  outlet  diameters  of  the  valve  body  are  larger 
than  the  5"  inside  diameter  of  the  seat  ring.  The  clapper  is 
out  of  the  waterway  when  the  valve  is  in  a  wide  open  position. 
The  inner  and  outer  rings  make  up  the  seat  ring  unit.  They 
are  cut  from  copper  or  stainless  steel  pipe  with  approximately 
%  wall  thickness.  The  space  formed  between  the  two  rings 
is  in  the  seat  ring  channel.  The  throughway  diameter  is 
either  4",  6",  or  8". 

The  Model  A  is.  an  iron  body,  bronze  disk  mounted,  rubber 
faced,  6  or  8  swing  check  valve.  The  malleable  iron  clapper 
is  fitted  with  two  .  sintered  bronze  bushings.  These  bushings 
have  centered  eliptical  shaped  holes  to  assure  positive  seating 
of  the  clapper  on  the  seat  ring.  The  seat  ring  may  be  either 
copper  or  stainless  steel,  fabricated  from  commercial  tubing. 
It  is  press  fitted  to  the  body.  The  hinge  pin.  on  which  the 
clapper  rotates,  may  be  either  brass  or  stainless  steel.  It  is 
supported  in  the  body  on  sintered  bronze  bushings.  The  rub¬ 
ber  clapper  face  is  held  in  position  by  a  stainless  steel  clamp¬ 
ing  ring.  Forward  flows  of  water  are  not  interrupted  as  the 
clapper  swings  open  on  its  hinge  pin.  The  weight  of  the  clap¬ 
per  will  hold  it  on  its  seat  when  there  is  zero  differential 
between  both  sides  of  the  clapper.  The  cover  is  designed  to 
assure  that  its  directional  arrow  is  always  pointing  in  the 
direction  of  flow. 

The  Model  F  dry  pipe  valve  contains  a  rotating  clapper, 
and  air  seat  disc  resting  on  a  seat  ring.  The  water  clapper 
rests  on.  the  water  seat  disc.  The  annulus  formed  by  the 
rubber  rings,  . water  clapper,  and  seat  ring  is  the  intermediate 
chamber.  It  is  open  to  atmosphere  through  a  slotted  opening 
in  the  seat  ring  to  the  outside  body.  The  clapper  is  held  on 
its  seat  by  a  vertical  plunger  attached  to  the  auxiliary  disc 
within  the  differential  unit  bolted  to  the  side  of  body.  The  dry 
valve  chamber  above  the  clapper  is  connected  to  the  chamber 
of  the  differential  unit  by  means  of  a  dowel  tube.  System 
air  pressure  acting  on  the  auxiliary  disc  holds  it  on  its  seat. 
The  seat  ring  is  part  of  the  bronze  plate.  The  plunger  at¬ 
tached  to.  the.  center  of  the  auxiliary  disc  holds  the  retaining 
lever,  which  in.  turn  holds  the  dry  valve  clapper  on  the  water 
and  air  seat  discs.  Multiplying  action  of  the  lever  compen¬ 
sates  for  difference  between  water  and  system  air  pressure. 
The  dry  valve  trips  when  the  svstem  air  pressure  is  reduced 
to  a  point  where  the  auxiliary  disc  is  forced  from  its  seat  by 
water  pressure  acting  upward  on  the  dry  valve  clapper.  The 
trio  point  is  the  moment  the  auxiliary  disc  lifts  from  the 
differential  plate  seat  to  allow  the  main  clapper  to  open.  The 
auxiliary  disc  is  loaded  to  return  it  to  its  seat  after  the  trip 
point  in  order  to  arrest  any  flow  of  water  to  the  atmosphere. 

INSPECTION  AND  TEST :  The  sprinklers  and  valves 
herein  described  were  tested  for  strength  and  reliabilitv  by 
the  Factory  Mutual  Engineering  Division  ( Serial  No’s  • 
15937,  18162,  18212,  18382,  18778,  18953,  19159)  and  were 
approved.  Copies  of  the  reports  are  on  file  with  the  record. 
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RECOMMENDATION :  The  Committee  on  Tests  recom¬ 
mends  the  approval  of  Stargard  Model  E  Automatic  Sprink¬ 
lers  Model  D  Alarm  Check  Valves,  Model  A  Swing  Check 
Valves,  and  Model  F  Dry  Pipe  Valves  under  the  provisions 
of  (C26-1 703.5  of  the  Building  Code  of  the  City  of  New  York 
on  condition  that  they  shall  be  installed  in  accordance  with 
the  requirements  of  the  Fire  Commissioner  and  the  provis¬ 
ions  of  RS  17  of  the  Building  Code.  The  sprinklers  and 
valves  shall  be  permanently  labeled :  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  97-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  process  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  of 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


107-71-SA 

APPLICANT— ARA  Services,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant:  Ralph  Jamie  and  Sylvester  Miller. 
ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 

Negative:  .  0 

Absent :  Commissioner  Nolan  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
107-71-SA — ARA  Services,  Inc.,  Philadelphia,  filed  for  ap¬ 
proval  of  Cold  Drink  Vendors  (Models  2CDW4  and  3CDW4) 
under  the  provisions  of  C26-107.2  of  the  Building  Code  of  the 
City  of  New  York. 

PROPOSED  USE:  Coin  operated  automatic  dispenser  of 
syrup,  ice,  and  carbonated  water.  (Vending  Machine) 
DESCRIPTION :  The  syrup  pump  of  the  machine  is  a  posi¬ 
tive  displacement,  piston  type  pump,  activated  by  the  selection 
isolation  relay.  A  cycle  switch,  four  solenoids,  a  full  cycle 
cam,  and  a  butyl  rubber  syrup  diaphragm  activate  the  pump¬ 
ing  of  a  preset  quantity  of  syrup  when  the  dispensing  button 
is  pushed. 

A  15  or  20  pound  carbon  dioxide  cylinder  is  equipped  with 
a  pressure  regulator,  high  pressure  compound  gauge,  low 
operating  pressure  gauge,  and  flexible  hose.  The  gas  pres¬ 
sure  is  maintained  at  200  psi.  The  capacity  is  sufficient  for 
3,000  drinks. 

The  carbonator  is  a  high  pressure  tank  used  to  mix  carbon 
dioxide  with  water.  The  carbonator  and  entering  water  are 
cooled  with  copper  coils.  Water  is  pumped  to  the  level  of 
a  sensing  electrode.  Water  pumped  into  the  carbonator 
passes  through  a  screen  located  at  the  inlet  flare  tee  fitting 
and  through  two  ball  check  valves  located  in  the  tee  fitting. 
A  double  check  valve  at  the  carbonator  water  inlet  valve 


prevents  carbon  dioxide  from  escaping  into  the  water  supply. 
Carbon  dioxide  is  introduced  into  the  carbonator  through  a 
fitting  located  on  the  top  of  the  unit.  The  fitting  is  equipped 
with  a  ball  check  valve  to  prevent  backup  of  carbon  dioxide 
or  water  into  an  empty  tank.  The  carbonator  is  maintained 
at  between  52  and  70  psi.  A  relief  valve  automatically  re¬ 
lieves  buildups  of  over  130  psi. 

The  water  feeder  is  a  stainless  steel  container  mounted  on 
the  rear  wall  of  the  cabinet.  Water  enters  the  reservoir 
from  the  incoming  water  solenoid  valves.  An  air  brake, 
mounted  on  the  reservoir  cover,  prevents  water  from  flowing 
back  into  the  supply  system  in  case  of  a  water  shutdown. 
As  the  water  level  is  lowered,  a  float  closes  the  water  valve 
switch  and  energizes  the  water  inlet  solenoid  valves  to  admit 
more  water. 

The  refrigeration  system  cools  the  syrup  and  water  and 
provides  low  temperatures  to  the  walls  of  the  carbonator  so 
carbon  dioxide  absorbed  by  the  water  will  be  maintained  in 
solution.  This  system  consists  of  a  compressor,  evaporator 
coil,  condenser,  cooling  fan,  and  two  service  valves.  The 
evaporator  coil  is  immersed  in  the  water  bath  and  forms  .an 
ice  bank  of  approximately  30  pounds  around  it.  .An  agitation 
motor  running  constantly  agitates  the  water  in  the  water 
bath  for  more  even  temperatures  throughout  the  tank.  The 
compressor  is  a  Yz  hp  internal  motor,  sealed  unit.  The 
compressor  is  designed  to  provide  a  head  pressure  of  approxi¬ 
mately  145  psi  at  an  ambient  temperature  of  80°.F.  and.  a  low 
or  suction  pressure  of  approximately  28  psi,  which  maintains 
the  water  temperature  in  the  carbonator  at  35 °F. 
INSPECTION  AND  TEST:  The  vendors  are  listed  in  the 
National  Automatic  Merchandising  Association,  Vending 
Machine  Evaluation  Program  pamphlet  as  complying  with  the 
Sanitation  Ordinace  Code  for  Vending  of  Food  and  Beverages 
— 1965  Recommendations  of  the  Public  Health  Service. 
Evaluation  and  testing  were  conducted  by  Michigan  State 
University  Department  of  Microbiology  and  Public  Health. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Cold  Drink  Vendors  (Models  2CDW4 
and  3CDW4)  under  the  provisions  of  C26-107.2  of  the 
Building  Code,  and  when  installed  in  accordance  with  the 
requirements  of  Chapter  19  Administrative  Code  and  the 
requirements  of  the  Department  of  Health  and  the  Sub¬ 
merged  Inlet  Rules  of  the  Board. 

The  vendors  shall  be  permanently  labeled :  “Approved 
bv  the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  107-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  process  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  under  this  Calendar  Number.  Failure 
to  notify  the  Board  of  change  of  ownership,  change  of  address 
or  to  submit  the  annual  affidavit  will  be  cause  of  revocation 
of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  acordance  with  the  above 
report. 


113-71-SM 

APPLICANT — United  States  Steel  Homes  Division  for 
United  States  Steel  Corporation,  owner. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras  and  Fred  H.  Bey. 
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ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative :  .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads. 
113-71-SM:  The  United  States  Homes  Division  of  the 
United  States  Steel  Corporation,  New  Albany,  Indiana,  filed 
for  approval  of  United  States  Steel  Homes  Exterior  Panel 
under  the  provisions  of  C26-501.1  of  the  Building  Code  of 
the  City  of  New  York. 

PROPOSED  USE:  One  hour  fire  resistant  and  load  bear¬ 
ing  exterior  panel. 

DESCRIPTION :  The  panels  measure  48"  or  24"  wide 
x  9 7lA"  long  x  444”  thick.  Each  panel  contains  three  “Z” 
shaped  .047"  thick  galvanized  steel  studs  and  .047"  thick  gal¬ 
vanized  steel  head  and  sill  members.  The  head  and  sill 
members  are  screw  attached  to  the  studs.  One  side  of  the 
panel  is  faced  with  y2"  thick  impregnated  sheathing  board. 
The  sheathing  is  impaled  on  .375"  wide  x  1"  long  clinched 
barbs  punched  from  one  flange  of  each  stud  and  head  and 
sill  member.  The  stud  barbs  are  formed  in  pairs,  2^4"  on 
center.  The  spacing  between  the  pairs  of  barbs  is  5"  on 
the  studs  and  3  3/16"  on  the  head  and  sill  members.  The 
other  side  of  the  panel  is  faced  with  y2"  thick  insulating 
gypsum  wallboard.  The  wallboard  is  screw  attached  12" 
on  center.  The  web  of  each  metal  stud  is  lined  with  a  W' 
thick  gypsum  wallboard  strip.  The  wallboard  strip  is  held 
in  place  with  a  nominal  2"  x  4"  fire  stop  block  placed  at 
mid-height  and  held  with  one  2"  long  hardened  nail  per 
end.  The  cavities  between  the  studs  are  filled  with  3-54" 
thick  mineral  wool  insulation  batts. 

INSPECTION  AND  TEST :  The  panel  was  fire  tested  by 
the  Ohio  State  University  Engineering  Experiment  Station 
(Report  No.  T-3709)  and  given  a  one  hour  rating.  The 
panel  was  load-deflection  tested  under  the  provisions  of 
ASTM  E72  to  4  times  the  equivalent  load  of  a  wind  of 
120  mph  by  the  University  of  Louisville  Institute  of  Indus¬ 
trial  Research  and  was  found  to  be  satisfactory.  Test  re¬ 
ports  are  on  file  and  are  part  of  the  record. 

RECOMMENDATION :  The  committee  on  Test  recom¬ 
mends  the  approval  of  United  States  Steel  Homes  Exterior 
Panel  as  a  one  hour  fire  resistant  and  load  bearing  exterior 
panel  under  the  provisions  of  C26-501.1  of  the  Building  Code 
of  the  City  of  New  York.  The  panels  shall  be  permanently 
labeled :  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number  113- 
71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  process  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  of 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal. 

Asst.  Engr., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

191-36-SM 

APPLICANT — Philip  Carey  Company,  owner 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  1/24/71. 

PRODUCT — Rocktex  Insulating  Wool  (rock  wool). 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


N  egative :  .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


1279-61-SA 

APPLICANT — Janitrol  Division,  Andro  Corporation, 
owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  5/8/62. 

PRODUCT — Janitrol  Skyliner  Series  56,  etc.  (cooling 
units). 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative : .  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


N  egative :  .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


1280-61-SA 

APPLICANT — Janitrol  Division,  Andro  Corporation, 
owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  5/8/62.  Product:  Skyliner  Series  Rooftop 
Unit,  Gas-Fired  Series  55,  etc. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative: .  0 

Absent :  Commissioner  Nolan  .  1 
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THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


224-62-SM 

APPLICANT— Colgate-Palmolive  Company,  owner. 
SUBJECT— Application  for  consideration  to  revoke  ap¬ 

proval,  dated  11/14/62.  Product:  Mentor  Beads  (air  en¬ 
training  concrete.) 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein  and  Commissioner  Madigan .  4 

Negative:  .  0 

Absent :  Commissioner  Nolan .  1 

THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to_  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved ,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


335-62-SM 

APPLICANT — G  A  F  Corporation,  owner. 

SUBJECT — Application  for  consideration  to  revoke  appro¬ 
val,  dated  10/23/62.  Product:  Ruberoid  Gypsum  Wall- 
board  34",  JA"  and  34"  thickness. 

APPEARANCES— 

For  Applicant:  None. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to_  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the  basis 
for  the  approval  no  longer  exists  and  does  therefore  revoke 
the  resolution  above  cited  and  all  subsequent  amendments 
thereof. 


543-62-SA 

APPLICANT — The  Whirlpool  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  1/29/71.  Product:  Whirlpool  Wash-A-Lot 
Washer,  coin  operated. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 

N  egative  :  .  ® 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance  is 
no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

737-62-SM 

APPLICANT — The  Celotex  Corporation,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  1/29/63.  Product:  Barrett  Vinyl  Building 
Panels. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked, 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

754-62-SA 

APPLICANT — Crane  Company,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  1/15/63.  Product:  Warm  Air  Furnaces 
Series  2100,  2200,  and  2400. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ...  4 


Negative:  .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


868-62-SA 

APPLICANT — Chemtronic,  Inc.,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  2/4/64.  Product:  Vapor  Spray  Models 
4001,  4003,  6001  and  6003. 
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APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited ;  and 
Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  ad¬ 
dress.” 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


641-63-SA 

APPLICANT — General  Electric  Company,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  7/14/64.  Product:  General  Electric/Hot- 
point  Water  heater. 

APPEARANCES— None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Madigan  ....  4 

Negative:  .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  relied  to  a  ques¬ 
tionnaire  from  the  Board,  indicating  that  this  appliance  is 
no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


854-65-SM 

APPLICANT — Aetna  Steel  Products  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  S/24/66.  Product:  One-hour  fire  resistive 
non-load  bearing  partition. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent:  Commissioner  Nolan .  1 

THE  RESOLUTION— 


Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
•n  accordance  with  the  resolution  above  cited ;  and 
Whereas,  mail  addressed  to  the  applicant  at  the  address 
')n  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  ad¬ 
dress”. 


Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


948-65-SA 

APPLICANT — Wilmot  Castle  Company,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  5/24/66.  Product:  Institutional  Utensil 
Washer,  various  models. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Madigan  ....  4 

Negative:  .  0 

Absent:  Commissioner  Nolan .  1 

THE  RESOLUTION— 


Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufac¬ 
tured  in  accordance  with  the  resolution  above  cited;  and 
Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  ad¬ 
dress”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


93-66-SM 

APPLICANT — Armstrong  Cork  Company,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  7/5/67.  Product:  Cambrian  Vinyl  Corlon 
floor  covering. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked, 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Madigan .  4 

Negative:  .  0 

Absent :  Commissioner  Nolan .  1 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appli¬ 
ance/material  is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


94-66-SM 

APPLICANT — Armstrong  Cork  Company,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  7/5/67.  Product :  .062  gauge  sheet  Vinyl 
Corlon  Floor  Covering. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 
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THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Madigan  ....  4 

Negative:  .  0 

Absent:  Commissioner  Nolan .  1 

THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 


questionnaire  from  the  Board,  indicating  that  this  appliance/ 
material  is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


362-66- S A 

APPLICANT — Gilbarco,  Inc.,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  12/13/66.  Product:  Trimline  Variable  Blend¬ 
ing  Gasoline  Dispensers. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Madigan . 4 

Negative:  .  0 

Absent :  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


904-67-SA 

APPLICANT — Addison  Products  Company,  owner ;  L.  G. 
Underhill,  agent. 

SUBJECT — Application  October  5,  1967— Addison  Prod¬ 
ucts  Company  (APCO)  Rooftop  Cooling  and  Combination 
Heating-Cooling  Units,  various  models,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Madigan . 4 

Negative:  .  0 

Absent:  Commissioner  Nolan  .  1 


1395-61-SM 

APPLICANT — Garden  State  Prestressed  Concrete  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Application  September  1,  1961 — Garden  State 
Prestressed  Concrete  Double  Tee  slabs  (floor  or  roof 
decking),  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 


THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Madigan  ....  4 

N  egative  :  .  0 

Absent :  Commissioner  Nolan  .  1 


1547-61-SM 

APPLICANT — Luster  Manufacturing  Corporation,  owner. 
SUBJECT — Application  October  9,  1961 — Luster  Pearl  (in¬ 
terior),  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent:  Commissioner  Nolan  .  1 


255-62-SM 

APPLICANT — Hilti,  Incorporated,  owner. 

SUBJECT  —  Application  March  20,  1962  —  Hilti  Power 
Piston  Drive  Tool,  Model  DX  100-L,  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Nolan .  1 


383-62-SM 

APPLICANT — Universal  Waterproofing  Corporation,  for 
Uni-Seal  Products,  owner. 

SUBJECT— Application  April  27,  1962 — Interior  and  ex¬ 
terior  waterproofing,  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent:  Commissioner  Nolan  .  1 


413-62-SM 

APPLICANT — Indussa  Corporation  for  Miron  Company, 
Limited,  owner. 

SUBJECT — Application  May  11,  1962 — Type  I  Portland 
Cement,  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative :  .  0 

Absent :  Commissioner  Nolan  .  1 
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4233-BZY — Vol.  VIII 

ACTION  OF  BOARD — Time  to  complete  construction  ex¬ 
tended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  the  Board  finds  that  in  this  case  the  applicant 
has  met  the  requirements  of  Section  11-324  of  the  Zoning 
Resolution  for  an  additional  extension  of  time  to  complete 
construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Resolu¬ 
tion,  the  additional  extension  of  time  to  complete  construction 
to  December  15,  1971. 

120-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  Barnard  School 
for  Boys,  Incorporated,  owner. 

SUBJECT — Application  March  5,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Class  4  frame 
building,  live  load,  unenclosed  stair. 

PREMISES  AFFECTED — 4440  Tibbett  Avenue,  east  side, 
273.17  feet  south  of  West  246th  Street,  Block  5806,  Lot 
681,  Riverdale,  Borough  of  the  Bronx. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent:  Commissioner  Nolan .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  17,  1971  on  Alt.  Applic.  373-70,  reads : 

“1.  Use  of  a  Class  4  frame  building  as  a  Day  Care 
Nursery  School  is  contrary  to  Section  C26-254  of  A.  C. 

2.  Live  load  of  40  sq.  ft.  in  a  building  to  be  used  as  a 
Day  Nursery  School  is  contrarv  to  Section  C26-344  of 
A.  C. 

3.  Use  of  a  unenclosed  stair  from  2nd  floor  level  is 
contrary  to  Section  C26-292  of  A.  C.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  February  17,  1971,  acting  on  Alt.  Applic.  373-70,  Ob¬ 
jection  Nos.  1,  2,  and  3,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  conform  to  drawings  marked  “Received  March  5, 
1971,”  13  sheets;  and  that  all  laws,  rules  and  regulations  shall 
be  complied  with. 

124-71-A 

APPLICANT — Otto  J.  Sambach  for  Royal  Petroleum  Cor¬ 
poration,  owner. 

SUBJECT — Application  March  3,  1971 — appeal  from  an 
order  and  a  decision  of  the  Fire  Department  re-  overflow 
alarm  device  for  petroleum  tanks. 

PREMISES  AFFECTED — 4216  to  4220  Vernon  Boulevard, 
west  side,  90.28  feet  north  of  43rd  Avenue,  Block  484,  Lot 
23,  Long  Island  City,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  Otto  J.  Sambach. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


_  W hereas,  the  order  and  decision  of  the  Fire  Commis-  ' 
sioner  dated  December  18,  1970  and  February  3,  1971,  reads  : 

“1.  Provide  an  electrically  operated  overflow  alarm 
device  approved  by  Board  of  Standards  and  Appeals  for 
all  bulk  petroleum  products  tanks.  The  device  is  required 
to  operate  automatically  audible  and  visible  alarms  when 
the  liquid  level  in  the  storage  tank  approaches  95  per 
cent  and  98  per  cent  of  tank  capacity.  The  alarms  shall 
be.  connected  to  both  the  marine  or  pipeline  receiving 
point  and  to  the  bulk  plant’s  dispatcher’s  office. 
(C19.50.0.b.l5  Adm.  Code).” 
and 

Whereas,  the  drawings  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

_  Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner  dated  December  18,  1970  and  February  3,  1971,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  tanks  shall  conform  to  drawings 
marked  “Received  March  3,  1971,”  3  sheets ;  on  further  con¬ 
dition  that  there  be  provided  an  electrically  operated  overflow 
alarm  device  for  all  bulk  petroleum  products  tanks ;  that  the 
device  is  required  to  operate  automatically  audible  and  visible 
alarms  when  the  liquid  level  in  the  storage  tanks  approaches 
70  per  cent  and  95  per  cent  of  tank  capacity  of  each  25  thou¬ 
sand  gallon  tank;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


450-69-A 

APPLICANT — L.  Pulvermacher  and  Brothers,  Incorpo¬ 
rated  for  Broadway  Leonard  Company,  owner,  L.  Pulver¬ 
macher  and  Brothers,  Incorporated,  lessee. 

SUBJECT — Application  January  3,  1969 — from  an  order  and 
a  decision  of  the  Fire  Commissioner  re-  sprinkler  system. 
PREMISES  AFFECTED — 350  Broadway,  103  to  105 
Leonard  Street,  northeast  corner,  Block  171,  Lot  1,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer  and  Joseph  Halligan. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  May  25,  1971,  at 
2  P.M.,  for  continued  hearing;  previously  inspected. 


610-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 78  Brook  Avenue,  west  side, 
476.36  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  92, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition:  Robert  Arrindell. 
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ACTION  OF  BOARD— Laid  over  to  May  4,  1971,  at 
2  P.M.,  at  the  request  of  the  applicant.  Hearing  continued. 
Previously  inspected. 


611-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT— Application  October  22,  1969— Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 82  Brook  Avenue,  west  side, 
552.32  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  98, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition :  Robert  Arrindell. 

ACTION  OF  BOARD— Laid  over  to  May  4,  1971,  at 
2  P.M.,  at  the  request  of  the  applicant.  Hearing  continued. 
Previously  inspected. 


686-69-A 

APPLICANT — Allen  A.  Sylvane  for  Bess  Kane,  owner; 
Rubin  Engelson,  lessee. 

SUBJECT — Application  November  20,  1969 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 137  Hudson  Street,  west  side, 
28  feet  north  of  Beach  Street,  Block  214,  Lot  24,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Allen  Sylvane. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  June  29,  1971,  at 
2  P.M.,  for  continued  hearing.  Previously  inspected. 


321-70-A 

APPLICANT — Department  of  Buildings,  City  of  New  York 
for  Abe  Maibach,  owner. 

SUBJECT — Application  May  25,  1970 — revocation  of  Cer¬ 
tificates  of  Occupancy  No.  199,978. 

PREMISES  AFFECTED— 1232  to  1256  East  80th  Street, 
north  side,  from  Paerdegat  8th  Street  to  Paerdegat  9th 
Street,  entire  block  front  36-46  Paerdegat  8th  Street  and 
35-45  Paerdegat  9th  Street,  Block  8058,  Lot  32,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Karl  Plofker,  B.  D. 

For  Opposition:  Robert  Haack. 


ACTION  OF  BOARD — Laid  over  to  May  25,  1971,  at 
2  P.M.,  at  the  request  of  the  applicant.  Hearing  continued. 
Previously  inspected. 


621-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Grand  Paradise  Company,  Inc. 
SUBJECT — Application  October  15,  1970 — for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 318  to  330  Grand  Street,  119  to 
131  Havemeyer  Street,  southeast  corner,  265  to  271  South 
1st  Street,  Block  2396,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man¬ 
fredi,  F.  D. 

For  Owner :  Pat  A.  Iacobazzo,  B.  D. ;  Thomas  R.  Kolsky, 
B.  D.  and  Kenneth  Singer. 

ACTION  OF  BOARD — Laid  over  to  May  18,  1971,  at 
2  P.M.,  for  continued  hearing. 


75-71-A 

APPLICANT — Union  Carbide  Corporation,  owner. 
SUBJECT — Application  February  4,  1971 — Review  of  a 
decision  of  the  Fire  Commissioner  re-  Linde  Oxygen 
Walker  System. 

APPEARANCES— 

For  Applicant:  R.  M.  Neary. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi;  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  May  25,  1971,  at 
2  P.M.,  for  continued  hearing. 


114-71-A 

APPLICANT — Robert  L.  Campbell  for  Staten  Island  Foun¬ 
dations,  owner. 

SUBJECT — Application  March  3,  1971- — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  Toilet  facilities 
contrary  to  C26-110.Z  (C)  of  the  Building  Code,  File  pur¬ 
suant  to  Section  36,  Article  3,  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 25  Kinsey  Place,  southeast  cor¬ 
ner  of  Woodcliff  Avenue,  Block  1290,  Lot  61,  Mariners 
Harbor,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Alice  Campbell. 

ACTION  OF  BOARD— Laid  over  to  May  11,  1971,  at 
2  P.M.,  for  reinspection  and  continued  hearing. 

Adjourned:  3:40  P.M. 

James  P.  Mulroy,  Secretary 
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SPECIAL  MEETING 

THURSDAY  MORNING,  APRIL  29,  1971,  10  A.M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein  and  Commissioner  Madigan. 


64-71-A 

APPLICANT — William  H.  Byrne,  P.  E.  of  Bilbyrne  Cor¬ 
poration  for  Consolidated  Edison  Company  of  New  York, 
Incorporated,  owner. 

SUBJECT — Application  January  28,  1971 — Appeal  from 
a  decision  of  the  Fire  Commissioner  and  Dept,  of  Ports 
and  Terminals  re-  Installation  of  300,000  Barrel  L.  N.  G. 
Tank. 

PREMISES  AFFECTED — 19  to  39  20th  Avenue,  east  side, 
2,300  feet  north  of  East  River,  Block  850,  Lot  1,  Long 
Island  City,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  William  H.  Byrne,  Joseph  A.  Klapper ; 
Robert  O.  Parker,  William  W.  Lowe,  James  Michalos, 
Benjamin  Maltz,  Werner  C.  Ross,  John  J.  Pier,  Kenneth 
F.  Glasser,  Richard  B.  Hinckley  and  Raymond  L.  Hahn. 
For  Administration:  Asst.  Chief,  Fire  Dept.  Joseph  F. 
Connor,  Chief  Inspector,  Fire  Dept.  Milton  Fishkin, 
Capt.,  Fire  Dept.  John  F.  Petraglia,  Lt.  Fire  Dept.  John 
F.  Manfredi,  Mrs.  Galen  C.  Thomas,  City  of  New  York, 
E.  D.  A.  and  Dr.  Charles  W.  Lawrence,  City  of  New 
York,  Public  Utilities  Specialist. 

ACTION  OF  BOARD — Laid  over  to  May  25,  1971,  at 
2  P.M.,  previously  inspected.  Hearing  closed. 


Adjourned:  11:45  A.M. 


James  P.  Mulroy,  Secretary 
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NOTICE 


WARNING 


•  ,U’'  . 't- *;  -  •  '•  a*  '  .  jft 

Notice  is  hereby  given  to  all  appellants  and  applicants,  and 
.  '  to  aU?  lawyers.  architects  ancf  engineers  representing  owners 
or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  repre¬ 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  hearing 
can  be  entertained  in  view  of  this  publication  and  of  the 
posting  of  the  calendars  on  the  bulletin  board  in  the  offices 
of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will  be 
held  in  abeyance  by  reason  of  failure  of  the  appellant  or 
applicant  to  file  necessary  data,  or  by  any  other  method  of 
delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 
in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  80 
Lafayette  Street.  9th  floor,  Manhattan,  at  five  cents  each- 
add  postage  payment  if  the  forms  are  forwarded  by  mail. 
Purchase  payment  by  postage  stamps  NOT  ACCEPTABLE. 
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DOCKET 

New  Cases  Filed  up  to  May  4,  1971 
Cal.  No.  Dept.  Premises  Affected 

263-7 1-BZ — B.M. — 405,  411  to  449  East  58th  Street,  south 
side,  106.6  feet  west  of  Sutton  Place,  and  408,  420  to  438 
East  59th  Street,  Block  1370,  Lots  102,  6,  7,  108,  8,  15,  16, 
17,  117,  18,  19,  29,  30,  31,  121  44,  Borough  of  Manhattan 
N.B.  29-70,  re-  excessive  floor  area  ratio,  lots,  R10,  CL-5 
district. 


264- 71- A — B.M. — 405,  411  to  449  East  58th  Street,  south 
side,  106.6  feet  west  of  Sutton  Place,  and  408,  420  to  438 
East  59th  Street,  Block  1370,  Lots  102,  6,  7,  108,  8,  15,  16, 
17,  117,  18,  19,  29,  30,  31,  121,  44,  Borough  of  Manhattan, 
N.B.  29-70,  re-  floor  area  ratio,  R10,  C2-5  district. 

265- 71-A — B.R. — 320  George  Street,  south  side,  108.00 
feet  east  of  Sprague  Avenue,  Block  7866,  Lot  37,  Totten- 
ville,  Borough  of  Richmond,  N.B.  1714-69,  re-  building 
not  fonting  legal  street,  General  City  Law. 

266- 7 1-A — B.R. — 131  Jansen  Street,  north  side,  259.35 
feet  west  of  Holdridge  Avenue,  Block  6372,  Lot  58, 
Princess  Bay,  Borough  of  Richmond,  N.B.  945-61,  re¬ 
building  not  fronting  legal  street,  General  City  Law. 


267- 71-A — B.R. — 58  Madison  Avenue,  south  side,  100.00 
feet  east  of  Farraday  Street,  Block  1498,  Lot  41,  Bloom¬ 
field,  Borough  of  Richmond,  289-71,  re-  building  not 
fonting  legal  street,  General  City  Law. 

268- 7 1-BZ — B.B. — 28  to  32  Marginal  Street,  west  side, 
154  feet  1 1 54  inches  north  of  Bushwick  Avenue,  Block 
3483,  Lot  32,  Borough  of  Brooklyn,  N.B.  20-63,  re-  pro¬ 
posed  auto  repair,  bulk,  loading,  and  parking  require¬ 
ments  for  lot,  Ml-1  and  R4  district. 


269-71-BZ — B.R. — 1811  Richmond  Avenue,  east  side, 
92 3.77  feet  south  of  Victory  Boulevard,  Block  2030,  Lot 
68,  Bulls  Head,  Borough  of  Richmond,  N.B.  223-62,  re¬ 
selling  products  not  produced  on  same  zoning  lot,  R3-2 
district. 


270-71-A — B.R. — 1811  Richmond  Avenue,  east  side,  923.77 
feet  south  of  Victory  Boulevard,  Block  2030,  Lot  68, 
Bulls  Head,  Borough  of  Richmond,  N.B.  223-62,  re-  ex¬ 
cessive  area,  R3-2  district. 


271-71-BZ — B.M. — 1006  to  1020  First  Avenue,  403  to  409 
East  55th  Street,  northeast  corner  and  400  to  408  East 
56th  Street,  Block  1367  Lot  1,  Borough  of  Manhattan 
Alt.  No.  430-71,  re-  proposed  transient  parking,  Cl-5  and 
R10  district. 


272-71-A — B.M. — 1006  to  1020  First  Avenue,  403  to  409 
East  55th  Street,  northeast  corner  and  400  to  408  East 
56th  Street,  Block  1367,  Lot  1,  Borough  of  Manhattan, 
Alt.  No.  430-71,  re-  proposed  public  parking,  Cl-5  and 
R10  district. 


273-7 1-BZ _ B.R. — 25  Forest  Avenue,  northwest  corner 

of  Oxford  Place,  Block  120,  Lot  1,  Silver  Lake,  Borough 
of  Richmond,  Alt.  No.  44-70,  re-  proposed  conversion 
from  residence  to  medical  offices,  R3-1  district. 


274-71- A — B.M. — 737  to  739  Second  Avenue,  west  side, 
74  feet  Ya  inches  south  of  East  41st  Street,  Block  920, 
Lots,  32,  33,  Borough  of  Manhattan,  Alt.  No.  1287-70,  re¬ 
proposed  change  of  use  from  dwelling  to  office,  egress, 
C6-4  district. 


275-71-BZ— B.R. — 41  Milbank  Road,  north  side,  207.33 
feet  west  of  Cedar  Grove  Avenue,  Block  4091,  Lot  13, 
New  Dorp,  Borough  of  Richmond,  Alt.  No.  244-70,  re¬ 
proposed  extension  to  rear  yard  requirements,  R3-2 
district. 


276-71-SM — Construction  Products  Division  W.  R.  Grace 
and  Company,  admixture  for  portland  cement  concrete, 
manufactured  by  Construction  Products  Division  W.  R. 
Grace  and  Company,  Material. 


277- 71-BZ — B.Q. — 204-10  Northern  Boulevard,  south 
side,  30.81  feet  east  of  204th  Street,  Block  7301,  Lot  9, 
Bayside,  Borough  of  Queens,  N.B.  75-71,  re-  proposed 
auto  repair  shop,  C2-2  district. 

278- 7 1- A— F.D. — packaging  of  flammable  mixture  known 
as  Glenn  Gas  Line  Anti-Freeze  in  12  ounce  metal  con¬ 
tainer  with  crown  closure  not  in  compliance  with  the 
regulations  of  the  Administrative  Code. 


DESIGNATIONS:  D— Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q.— Department  of  Buildings,  Queens;  B.R.— department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


MAY  25,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  25, 1971,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters  : 

366-32-BZ 

APPLICANT — Morris  Kraushaar,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expires  September  20, 
1971- — decision  of  the  Borough  Superintendent,  previously 
granted  on  condition  under  Section  21  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  use  district,  the  maintenance 
of  a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 1385-1395  Webster  Avenue, 
west  side,  772.49  feet  north  of  East  169th  Street,  Block 
2887,  Lots  151  to  155  inclusive,  Borough  of  The  Bronx. 


692-70-BZ 

APPLICANT— Thomas  P.  Crinnion  for  Melvin  Brecher, 

owner. 

SUBJECT— Application  November  17,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the.  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district  the  erection. of 
a  second  story  enlargement  to  an  existing  dwelling  that  in¬ 
creases  the  degree  of  non-compliance  within  the  rear  yard. 
PREMISES  AFFECTED— 2929  DeWitt  Place,  west  side, 
546.81  feet  south  of  Gun  Hill  Road,  Block  4564,  Lot  100, 
Borough  of  The  Bronx. 


703-70-BZ 

APPLICANT — Maurice  Intrator,  for  Loyal  Order  of 
Moose,  Incorporated,  owner;  Richmond  Hill  Lodge  1176, 
lessee. 

SUBJECT — Application  November  24,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the.  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district  the  erection  of 
a  one  story  and  cellar  enlargement  to  an  existing  dance 
hall,  banquet  hall  and  meeting  room  and  the  addition  to  the 
uses  to  include  Cabaret. 
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PREMISES  AFFECTED — 87-25  118th  Street,  east  side, 
213.b7_  feet  south  of  Jamaica  Avenue,  Block  9328,  Lots  86 
and  85,  Richmond  Hill,  Borough  of  Queens. 


165-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Nucastle  Motors 
Corporation,  owner. 

SUBJECT — Application  March  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  conversion 
of  an  existing  parking  lot  to  an  automobile  sales  and  office 
with  an  entrance  within  50  feet  of  intersecting  street. 

PREMISES  AFFECTED — 10002  4th  Avenue,  southwest 
corner  of  100th  Street,  Block  6137,  Lot  81,  Borough  of 
Brooklyn. 


185-71-BZ 

APPLICANT — Mok  and  Sonber  for  The  Abbey  Funeral 
Director,  Incorporated,  owner. 

SUBJECT — Application  March  30,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412,  72-21  and 
73-27  of  the  Zoning  Resolution,  to  permit  in  a  Cl-A  dis¬ 
trict  at  an  existing  funeral  establishment  previously  before 
the  Board,  the  erection  of  two  additional  stories  and  with¬ 
out  the  required  loading  berth. 

PREMISES  AFFECTED — 888  Lexington  Avenue,  south¬ 
west  corner  of  66th  Street,  Block  1400,  Lot  58,  Borough  of 
Manhattan. 


186-71- A 

APPLICANT — Mok  and  Sonber  for  The  Abbey  Funeral 
Director,  Incorporated,  owner. 

SUBJECT— Application  March  30,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED — 888  Lexington  Avenue,  south- 
.vvest  corner  of  66th  Street,  Block  1400,  Lot  58,  Borough 
of  Manhattan. 


188-71-BZ 

APPLICANT — Savignano,  Strange  and  Vella  for  Paul 
DiStefano,  owner. 

SUBJECT — Application  April  1,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-63  of 
the  Zoning  Resolution,  to  permit  in  a  Cl -3  and  R5  district, 
at  an  existing  three  story  building,  the  enlargement  in 
area  of  the  first  floor  furniture  refinishing  establishment 
that  increases  the  degree  of  non-compliance  in  floor  area 
ratio. 

PREMISES  AFFECTED— 563  Kings  Hi<  hway,  north  side. 
96.2 y2  feet  west  of  East  5th  Street,  Block  6661,  Lot  42, 
Borough  of  Brooklyn. 


193-71-BZ 

APPLICANT — John  G.  Drumm  for  Pauline  Horing,  owner; 
James  and  Eileen  Seidelbach,  lessee. 

SUBJECT — Application  April  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-241  of  the  Zoning 
Resolution,  to  permit  in  a  C2-3  district,  at  an  existing,  three 
story  building,  the  addition  to  the  use  of  the  first  floor 
restaurant  to  include  cabaret. 

PREMISES  AFFECTED — 1476  Flatbush  Avenue,  west 
side.  120  feet  north  of  Glenwood  Road,  Block  5249,  Lot  67, 
Borough  of  Brooklyn. 

THOMAS  F.  GALVIN,  Chairman 


MAY  25,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  25,  1971,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 

1195-66-SM 

APPLICANT — National  Gypsum  Company,  owner — One 
hour  fire  resistive  partition  (combustible). 


603-69-SA 

APPLICANT — Apollo  Aero-Space  Industries,  owner — Non¬ 
coin — operated  dry  cleaning  Establishments,  of  the  Board 
of  Standards  and  Appeals. 


141-70-SA 

APPLICANT — The  Mueller  Company,  owner — Gas  line 
valves,  known  as  H11175  and  H11102. 


575-70-SM 

APPLICANT — Behrenberg  Glass  Company,  owner — Safe- 
Dark  Exit  Sign. 


176-71-SM 

APPLICANT — Smith  Filter  Corp.,  owner — Perm-A-Steel, 
Air  Filter. 


177-71-SM 

APPLICANT — Smith  Filter  Corp.,  owner — Perm-A-Steel, 
Air  Filter. 


182-71-SM 

APPLICANT- — Artistic  Creations,  Inc.,  ow  er — Flameproof 
polyethylene  for  Christmas  trees,  wreaths,  and  garlands. 


196-71-SM 

APPLICANT — E.  W.  Kleinert  for  P.  P.  G.  Industries, 
Inc.,  owner — Fiber-Glass  Insulation  Board. 


321-70-A 

APPLICANT — Department  of  Buildings,  City  of  New  York 
for  Abe  Maibach,  owner. 

SUBJECT — Application  May  25,  1970 — revocation  of  Cer¬ 
tificate  of  Occupancy  No.  199,978. 

PREMISES  AFFECTED— 1232  to  1256  East  80th  Street, 
north  side,  from  Paerdegat  8th  Street  to  Paerdegat  9th 
Street,  entire  block  front  36-46  Paerdegat  8th  Street  and 
35-45  Paerdegat  9th  Street,  Block  8058,  Lot  32,  Borough 
of  Brooklyn. 


75-71-A 

APPLICANT — Union  Carbide  Corporation,  owner. 
SUBJECT — Application  February  4,  1971 — Review  of  a 
decision  of  the  Fire  Commissioner  re-  Linde  Oxygen 
Walker  System. 


450-69-A 

APPLICANT — L.  Pulvermacher  and  Brothers,  Incorpo¬ 
rated  for  Broadway  Leonard  Company,  owner ;  L.  Pulver¬ 
macher  and  Brothers,  Incorporated,  lessee. 
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SUBJECT — Application  January  3,  1969 — from  an  order 
and  a  decision  of  the  Fire  Commissioner  Re-  sprinkler 

system. 

PREMISES  AFFECTED— 350  Broadway.  103  to  105 
Leonard  Street,  northeast  corner,  Block  171,  Lot  1, 
Borough  of  Manhattan. 


170-71-A 

APPLICANT — Andrew  Avitable  for  Sunshine  Coal  and 
Fuel  Oil  Company,  Incorporated,  owner. 

SUBJECT— Application  March  24,  1971— appeal  from  a 
decision  of  the  Fire  Commissioner  re-  transportation  of 
fuel  oil  in  tank  trucks  through  city  streets  not  in  conformity 
with  the  requirements  of  Administrative  Code  of  City  of 
New  York. 


178-71-A 

APPLICANT— The  Bernard  M.  Baruch  College  for  Board 
of  Higher  Education,  owner. 

SUBJECT — Application  March  25,  1971 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  storage  of  granular 
calcium  hyprochlorite. 

PREMISES  AFFECTED — 17  Lexington  Avenue,  south¬ 
east  corner  of  Twenty-third  Street,  Block  878,  Lot  20, 
Borough  of  Manhattan. 


179-71-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Sybil  H.  Ivooper,  owner. 

SUBJECT — Application  March  25,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED — 211  Clinton  Street,  east  side, 
33.6  feet  north  of  Amity  Street,  Block  292,  Lot  2,  Borough 
of  Brooklyn. 


181-71-A 

APPLICANT — Lockwood  Greene  Engineers,  Incorporated 
for  New  York  News,  Incorporated,  owner. 

SUBJECT — Application  March  29,  1971 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  storage  of  4,000 
gallon  tanks  contrary  to  the  Administrative  Code. 

PREMISES  AFFECTED — 1  to  50  55th  Avenue,  southwest 
corner  of  2nd  Street,  Blocks  1  and  1,  Lots  1  and  11,  Long 
Island  City,  Borough  of  Queens. 

135-70-A 

APPLICANT — Penn  Central  Transportation  Company  for 
Pennsylvania  Tunnel  and  Terminal  Railroad  Company, 
owner. 

SUBJECT — Application  March  12,  1970 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  stand¬ 
pipe  system,  extinguishers. 

PREMISES  AFFECTED — 28th  Street  from  Border  Ave¬ 
nue  to  54th  Street,  Long  Island  City,  Borough  of  Queens. 

THOMAS  F.  GALVIN,  Chairman 


JUNE  1,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  1,  1971,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 

202-62-BZ 

APPLICANT — Millard  Bresin  of  Haus  &  Bresin  for  Shell 
Oil  Company,  owner. 


SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  April  3,  1971 
and  amendment  of  resolution — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  11-412,  permitting  in  a  C2-2  district,  at  an  existing 
gasoline  service  station  the  erection  of  an  enlargement  to 
the  accessory  building  and  maintenance  of  an  additional 
curb  cut. 

PREMISES  AFFECTED— 950-970  Allerton  Avenue,  south 
side,  from  Paulding  Avenue  to  Williamsbridge  Road, 
Block  4447,  Lot  62,  Borough  of  The  Bronx. 


527-65-BZ 

APPLICANT— Philip  P.  Agusta  for  North  Union  Realty 
Company,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  October  13,  1970 — decision  of 
the  Borough  Superintendent ;  previously  granted  on  condi¬ 
tion  under  Section  72-21,  permitting  in  a  C4-2  district,  the 
maintenance  of  an  open  automobile  sales  lot  for  a  tem¬ 
porary  term  of  five  years. 

PREMISES  AFFECTED — 36-30  Union  Street,  west  side. 
126.03  feet  north  of  37th  Avenue,  Block  4977,  Lots  60  and 
61,  Flushing,  Borough  of  Queens. 


909-50-BZ 

APPLICANT— Buckley  &  Kisseloff  for  Staten  Island  Small 
Cars,  Ltd.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  April  4.  1971 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  7c,  7i  and  7 A  of  the 
Zoning  Resolution,  permitting  in  a  retail  and  residence  use 
district,  the  construction  and  maintenance  of  an  auto  show¬ 
room,  including  incidental  repairs,  service  station,  non- 
automatic  car  washing,  sale  of  car  parts  and  accessories, 
outdoor  sales,  display  and  parking  of  more  than  five  (5) 
motor  vehicles  with  business  entrances  within  75  feet  of 
the  residence  use  district ;  and  to  permit  for  a  term  of  ten 
flO)  years,  under  Sections  7f  and  7e,  a  lubritorium  and 
ground  sign. 

PREMISES  AFFECTED - 1855  Hylan  Boulevard,  250 

Naughton  Avenue,  southwest  corner  and  southeast  corner 
Hylan  Boulevard  and  Joyce  Street,  40  Joyce  Street,  Block 
3548,  Lot  18,  Grant  City,  Borough  of  Richmond. 


79-71-BZ 

APPLICANT — Stanley  H.  Klein  for  Highland  Avenue 
Baptist  Church,  owner. 

SUBJECT — Application  February  8,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-64  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  enlnrge- 
ment  in  area  of  an  existing  church  that  encroaches  on  the 
required  front  yard. 

PREMISES  AFFECTED — 87-04  162nd  Street,  southwest 
corner  of  Highland  Avenue,  Block  9770,  Lot  30,  Jamaica, 
Borough  of  Queens. 

Laid  over  from  May  4,  1971,  for  hearing  at  the  request 
The  Community  Board. 


701-70-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Ado  Cristante, 
owner. 

SUBJECT — Application  November  17,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-4  and  R7-1  district,  on 
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a  plot  previously  before  the  Board,  the  subdivision  of  the 
site  for  use  as  a  dwelling  and  parking  lot  that  creates 
non-compliance  on  the  required  rear  yard  and  without  the 
required  screening. 

PREMISES  AFFECTED — 2321  to  2327  Belmont  Avenue, 
west  side,  107.21  feet  south  of  Crescent  Avenue,  Block 
3087,  Lot  22,  Borough  of  The  Bronx. 


95-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  Dave 
Simon,  owner,  c/o  Robert  H.  Black,  Douglaston  Golf 
Range,  Executor. 

SUBJECT — Application  February  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-2  district,  the  erection 
of  a  six  story  multiple  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  accessory  parking, 
encroaches  on  the  required  yard  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED — 44-30  Douglaston  Parkway, 
west  side,  72-48  feet  north  of  Northern  Boulevard^  Block 
8092,  Lots  33,  56,  Douglaston,  Borough  of  Queens.  * 


100-71-BZ 

APPLICANT — M.  Martin  Elkind  for  Ertel  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  February  23,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  on  a  plot  with 
an  existing  automobile  collision  repair  shop,  the  use  of  the 
open  area  for  accessory  parking  and  the  sale  of  used 
cars. 

PREMISES  AFFECTED — 61-03  Northern  Boulevard, 
northeast  corner  of  61st  Street,  Block  1162,  Lot  53,  Wood- 
side,  Borough  of  Queens. 


159-71-BZ 

APPLICANT — Hannibal  F.  Zumbo  for  Cusimano  Realty 
Corporation,  owner ;  Cusimano  Realty  Corporation,  lessee. 

SUBJECT — Application  March  18,  1971— decision  of  the 
Borough  Superintendent,  under  Sections  73-11  (g)  and  73- 
27  of  the  Zoning  Resolution,  to  permit  in  a  Cl -3  district, 
the  enlargement  in  area  of  an  existing  funeral  establish¬ 
ment  into  the  first  floor  of  an  adjoining  three  story  build¬ 
ing  and  without  the  required  loading  berth. 

PREMISES  AFFECTED — 228  to  230  Court  Street,  north¬ 
west  corner  of  Baltic  Street,  Block  307,  Lots  35  and  36, 
Borough  of  Brooklyn. 


189-71-BZ 

APPLICANT — Savignono,  Strange  and  Veils  for  Bangar 
Realty  Corporation,  owner. 

SUBJECT — Application  March  29,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-413  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  Cl -3  and  R6  dis¬ 
trict.  the  change  in  use  of  an  existing  one  story  building 
previously  before  the  Board  from  warehouse,  shipping  and 
stores  to  the  manufacturing  of  ladies  handbags. 

PREMISES  AFFECTED — 1674  to  1678  Broadway,  south 
side,  57.4  feet  west  of  Decatur  Street,  747  to  755  Decatur 
Street,  Block  1503,  Lot  31,  Borough  of  Brooklyn. 


SUBJECT — Application  April  8,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-32  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  district,  at  an  existing 
sewage  treatment  plant,  the  installation  of  a  facility  for 
the  manufacture  of  oxygen. 

PREMISES  AFFECTED — 329  to  369  Greenpoint  Avenue, 
northeast  corner  of  Provost  Street,  Block  2525.  Lot  1. 
Borough  of  Brooklyn. 

247-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Sheldon  H.  Solow,  owner. 

SUBJECT — Application  April  16,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C5-3  district,  on  a  plot  with  a 
48  story  office  building  presently  under  construction,  the 
reduction  in  lot  area  that  creates  non-compliance  in  floor 
area  ratio. 

PREMISES  AFFECTED— 9  to  25  West  57th  Street,  207 
feet  west  of  5th  Avenue,  4  to  40  West  58th  Street,  Block 
1273,  Lots  22,  24,  27,  29,  19,  44,  46,  49,  51,  53,  57  and  59, 
Borough  of  Manhattan. 


174-71-BZ 

APPLICANT — A.  H.  Salkowitz  for  Allied  Tylan  Boule¬ 
vard  Corporation,  owner,  Dun  and  Bradstreet,  lessee. 

SUBJECT — Application  March  24,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-44  of  the  Zoning 
Resolution,  to  permit  in  a  C2-1  district,  the  reduction  in 
the  number  of  accessory  parking  spaces  for  a  proposed 
office  building. 

PREMISES  AFFECTED — 1139  Hylan  Boulevard,  north 
side,  80  feet  west  of  Allendale  Road,  Block  3227,  Lot  5, 
Grasmere,  Borough  of  Richmond. 

THOMAS  F.  GALVIN,  Chairman 


JUNE  1,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  JunS  1,  1971,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  P.  10013,  on  the  fol¬ 
lowing  matters : 

414-70-A 

APPLICANT — John  T.  O’Neill,  Commissioner,  Department 
of  Buildings. 

OWNER  OF  PREMISES' — Fourems,  Inc.,  c/o  Manvocher- 
ian  Bros. 

SUBJECT — Application  July  23,  1970 — revocation  of  Cer¬ 
tificate  of  Occupancy  No.  66581. 

PREMISES  AFFECTED — 78  Fifth  Avenue,  west  side,  73 
feet  south  of  West  14th  Street,  Block  577,  Lot  41,  Bor¬ 
ough  of  Manhattan. 


623-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Howard  Stores  Corporation. 
SUBJECT — Application  October  15,  1970 — for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 82  and  84  Stanton  Street,  north¬ 
east  corner  of  Allen  Street,  Block  417,  Lots  70  and  71, 
Borough  of  Manhattan. 


506-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — United  House  of  Prayer. 


220-71-BZ 

APPLICANT — Union  Carbide  Corporation  for  City  of  New 
York,  Water  Resources  Department,  owner. 
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SUBJECT— Application  September  8,  1970  for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 2310-2322  Eighth  Avenue,  east 
side  of  Eighth  Avenue,  between  West  124th  Street  and 
West  125th  Street,  271  West  124th  Street  and  272-280 
West  125th  Street,  Block  1930,  Lot  1,  Borough  of  Man¬ 
hattan. 


114-71-A 

APPLICANT— Robert  L.  Campbell  for  Staten  Island  Foun¬ 
dations,  owner. 

SUBJECT— Application  March  3,  1971— Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  toilet  facilities 
contrary  to  C26-110.Z  (C)  of  the  Building  Code,  filed 
pursuant  to  Section  36,  Article  3,  General  City  Law  re¬ 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 25  Kinsey  Place,  southeast 
corner  of  Woodcliff  Avenue,  Block  1290,  Lot  61,  Mariners 
Harbor,  Borough  of  Richmond. 


1212-66-A 

APPLICANT — Jack  Brown  for  Greenwich  Leasing  Cor¬ 
poration,  owner. 

SUBJECT- — Application  November  25,  1966 — Restored  to 
Calendar  by  the  Board’s  action  re-  doctors’  offices  in 
cellar. 

PREMISES  AFFECTED— 48-50  38th  Street,  west  side, 
124.05  feet  north  of  Greenpoint  Avenue,  Block  232,  Lot  18, 
Long  Island  City,  Borough  of  Queens. 

71-67-A 

APPLICANT— Jack  Brown  for  Monte  Carlo  Leasing  Cor¬ 
poration,  owner. 

SUBJECT— Application  January  16.  1967— Restored  to  Cal¬ 
endar  by  the  Board’s  action  re-  cellar  apartments. 

PREMISES  AFFECTED— 631  Beach  9th  Street,  southwest 
corner  of  Caffrey  Avenue,  Block  (15584)  111,  Lot  4,  Far 
Rockaway,  Borough  of  Queens. 


138-67-A 

APPLICANT— Jack  Brown  for  Maple  Leasing  Corpora¬ 
tion,  owner. 

SUBJECT— Application  February  17,  1967— Restored  to 
Calendar  by  the  Board’s  action  re-  cellar  apartments. 

PREMISES  AFFECTED— 102-40  Horace  Harding  Ex¬ 
pressway,  southwest  corner  of  Yellowstone  Boulevard, 
Block  2121,  Lot  21,  Forest  Hills,  Borough  of  Queens. 


139-67-A 

APPLICANT — Jack  Brown  for  Surf  Leasing  Corporation, 
owner. 

SUBJECT— Application  February  17,  1967 — Restored  to 
Calendar  by  the  Board’s  action  re-  cellar  apartments. 

PREMISES  AFFECTED— 407  Beach  20th  Street,  north¬ 
west  corner  of  Elk  Drive,  Block  (15767)  249,  Lot  1,  Far 
Rockaway,  Borough  of  Queens. 


216-67-A 

APPLICANT — Jack  Brown  for  Ocean  Leasing  Corpora¬ 
tion,  owner. 

SUBJECT — Application  February  2,  1967 — Restored  to 
Calendar  by  the  Board’s  action  re-  cellar  apartments. 

PREMISES  AFFECTED— 22-11  New  Haven  Avenue, 
southwest  corner  of  Beach  22nd  Street,  Block  (15762) 
254,  Lot  70,  Far  Rockaway,  Borough  of  Queens. 


217-67-A 

APPLICANT — Jack  Brown  for  Road  Leasing  Corporation, 

owner. 

SUBJECT — Application  February  27,  1967 — Restored  to 
Calendar  by  the  Board’s  action  re-  cellar  apartments. 
PREMISES  AFFECTED — 63-09  108th  Street,  northeast 
corner  of  63rd  Road,  Block  2167,  Lot  1,  Forest  Hills, 
Borough  of  Queens. 


1006-65-A 

APPLICANT — Jack  Brown  for  Riviera  Leasing  Corpora¬ 
tion,  owner. 

SUBJECT — Application  October  4,  1965 — filed  pursuant  to 
Section  310  of  the  Multiple  Dwelling  Law  for  variation 
of  Section  34,  Subd.  6a  of  the  Multiple  Dwelling  Law 
re-  minimum  dimensions  of  yard. 

PREMISES  AFFECTED— 707  Beach  9th  Street,  north¬ 
west  corner  of  Caffrey  Avenue,  Block  15572,  Lot  1,  Far 
Rockaway,  Borough  of  Queens. 


717-70-A 

APPLICANT — Frank  A.  Vaccaro  for  Anthony  Guddemi, 
owner. 

SUBJECT — Application  December  2,  1970— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Multiple  Dwell¬ 
ing.  increase  in  rooms. 

PREMISES  AFFECTED — 51  Wilbur  Street,  north  side, 
100.00  feet  east  of  Walch  Place,  Block  6668,  Lot  94, 
Princess  Bay,  Borough  of  Richmond. 


146-71-A 

APPLICANT — Riekers-Crisa  Corporation,  owner. 

SUBJECT— Application  March  11,  1971— appeal  from,  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  in¬ 
flammable  mixture  known  as  Fondue  Heat  in  16  fluid 
ounce  polyvinyl  chloride  pinchwaist  cylinder  not  in  com¬ 
pliance  with  regulations  of  the  Administrative  Code  of 
New  York  City. 


244-71-A 

APPLICANT — Joseph  Mitchell  for  Catholic  High  School 
Association,  owner. 

SUBJECT — Application  April  15,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  protection  for 
exterior  walls. 

PREMISES  AFFECTED — 1011  First  Avenue,  west  side 
from  55th  Street  to  56th  Street  Entire  Block,  349  to  355 
East  55th  Street  to  338  to  354  East  56th  Street,  Block 
1348,  Lots  22,  23,  30,  121,  Borough  of  Manhattan. 


245-71-A 

APPLICANT — Sidney  Michael  Rogers  for  Sidney  M. 
Rogers  and  Bill  Graham,  owners ;  Fillmore  East  Corpora¬ 
tion,  lessee. 

SUBJECT— Application  April  15,  1971— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  removal  of 
incombustible  roof  and  neting  as  guards  for  open  stairway. 

PREMISES  AFFECTED — 105  Second  Avenue,  west  side, 
25  feet  north  of  East  6th  Street,  Block  462,  Lots  29  and 
37,  Borough  of  Manhatan. 

THOMAS  F.  GALVIN,  Chairman 
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JUNE  8,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  8,  1971,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

73-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Southbridge  Towers,  Incorporated,  owner. 
SUBJECT — Application  February  4,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  60(3)  of  the 
Multiple  Dwelling  Law,  to  permit  in  an  R8  and  C6-4 
district,  in  a  housing  development  presently  under  con¬ 
struction  the  addition  to  the  two  accessory  garage  facilities 
to  include  transient  parking  for  the  unused  and  surplus 
tenants  spaces. 

PREMISES  AFFECTED — 299  to  333  Pearl  Street,  north 
side,  entire  block,  80  to  90  Gold  Street,  80  to  100  Beekman 
Street,  77  Fulton  Street,  and  66  Frankfort  Street,  Block 
94,  part  of  Lot  1,  Borough  of  Manhattan. 


74-71-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Southbridge  Towers,  Incorporated,  owner. 

SUBJECT — Application  February  4,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  transient  park¬ 
ing. 

PREMISES  AFFECTED — 299  to  333  Pearl  Street,  north 
side,  entire  block,  80  to  90  Gold  Street,  80  to  100  Beekman 
Street,  77  Fulton  Street,  and  66  Frankfort  Street,  Block 
94,  part  of  Lot  1,  Borough  of  Manhattan. 


102-71-BZ 

APPLICANT — M.  Martin  Elkind  for  Nasso  Realty  In¬ 
corporated,  owner. 

SUBJECT — Application  February  23,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R8  district,  in  an  existing 
six  story  building,  the  enlargement  in  area  of  the  first 
floor  commercial  use  for  use  as  a  restaurant  on  the  entire 
first  floor  and  cellar. 

PREMISES  AFFECTED — 417  to  419  East  65th  Street, 
north  side,  250  feet  east  of  First  Avenue,  Block  1460,  Lot 
11,  Borough  of  Manhattan. 


111-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Shell  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  March  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-211  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  the  reconstruction 
of  an  automotive  service  station  with  accessory  uses,  and 
with  accessory  show  windows  within  75  feet  of  a  residence 
district. 

PREMISES  AFFECTED— 185-25  North  Conduit  Avenue, 
northwest  corner  of  Springfield  Boulevard,  Block  13094, 
Lot  68,  Springfield  Gardens,  Borough  of  Queens. 


115-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Nick  Sala  and 
Angelo  Dolce,  doing  business  as  S  and  D  Autobody  Colli¬ 
sion  Company,  owner. 

SLHBJECT — Application  March  3,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 


Resolution,  to  permit  in  a  C2-3  district,  the  expansion  of  an 
existing  automobile  repair  shop  into  an  adjoining  building 
and  the  erection  of  an  enlargement  that  creates  non-compli¬ 
ance  in  floor  area  ratio. 

PREMISES  AFFECTED — 1305  to  1307  36th  Street,  north¬ 
west  corner  of  Louisa  Street,  Block  5310,  Lots  29  and  30, 
Borough  of  Brooklyn. 


116-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  Nick  Saia  and 
Angelo  Dolce  doing  business  as  S  and  D  Auto  Body  Colli¬ 
sion  Company,  owner. 

SUBJECT — Application  March  3,  1971— appeal  from  deci¬ 
sion  of  the  Borough  Superintendent  re-  Proposed  exten¬ 
sion  of  motor  vehicle  repair  shop,  class  III  building. 

PREMISES  AFFECTED — 1305  to  1370  36th  Street,  north¬ 
west  corner  of  Louisa  Street,  Block  5310,  Lot  29  and  30, 
Borough  of  Brooklyn. 


248-71-BZ 

APPLICANT — Atkin  and  Bassolino  for  D.  D.  and  N. 
Aufiero,  owner. 

SUBJECT — Application  April  19,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-413  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R5  district  in  an 
existing  one  story  building  previously  before  the  Board,  the 
change  in  occupancy  from  storage  and  baling  of  rags  to  the 
production  and  printing  of  educational  publications  and 
materials  with  accessory  parking  in  the  open  area. 

PREMISES  AFFECTED — 3222  Ely  Avenue,  east  side,  170 
feet  north  of  Burke  Avenue,  Block  4757,  Lot  50,  Borough 
of  The  Bronx. 


258-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Robro  Realty  Corporation,  owner. 

SUBJECT — Application  April  20,  1971 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  666,  of  the  New  York 
City  Charter  and  Section  72-21  of  the  Zoning  Resolution, 
to  permit  in  a  C6-4  district  on  a  plot  previously  before  the 
Board,  the  erection  of  a  34  story  mixed  building  that  ex¬ 
ceeds  the  permitted  floor  area  ratio  and  has  less  than  the 
required  lot  area  per  room. 

PREMISES  AFFECTED— 747  to  765  Second  Avenue,  west 
side,  from  40th  to  41st  Street,  237  to  245  East  40th  Street, 
242  East  41st  Street,  Block  1314,  Lots  21,  128,  Borough 
of  Manhattan. 


262-71-BZ 

APPLICANT — Thomas  H.  Bartzos  for  A.  and  M.  Realty 
Company  and  City  of  New  York,  owners ;  New  York  Tele¬ 
phone  Company,  lessee. 

SUBJECT — Application  April  27,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-44  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  district  the  reduction  in 
the  number  of  accessory  parking  spaces  for  a  one  story 
building  converted  to  office  use. 

PREMISES  AFFECTED— 531  to  571  105th  Street.  10501 
to  10525  Farragut  Road,  northeast  corner,  Block  8156,  Lot 
Lot  100,  Borough  of  Brooklyn. 

THOMAS  F.  GALVIN,  Chairman 
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JUNE  8,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  June  8,  1971,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 

72-71-A 

APPLICANT— McGee  and  Morsellino  for  Washburn  Wire 
Company,  owner. 

SUBJECT— Application  January  15,  1971— appeal  from  a 
decision  of  the  Fire  Commissioner  re-  standpipe  lines. 
PREMISES  AFFECTED— 515  to  543  East  116th  Street, 
north  side  Entire  Block,  536  to  560  East  117th  Street  and 
East  River  Drive,  Block  1716,  Lot  19,  Borough  of  Man¬ 
hattan. 


148-71-A 

APPLICANT— M.  A.  Carpenter  for  Simoniz  Company  Di¬ 
vision  of  Morton  International,  owner. 

SUBJECT— Application  March  15,  1971— appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Packaging  of  combust¬ 
ible  mixture  known  as  Simoniz  Master  Wax  in  16  ounce 
plastic  container  not  in  compliance  with  regulations  of  the 
Administrative  Code  of  New  York  City. 


1971-71-A 

APPLICANT— Frank  A.  Caccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT— Application  April  6.  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED— 81  Luigi  Place,  south  side,  47.27 
feet  east  of  Enfield  Place,  Block  950,  Lot  292  Egbertville, 
Borough  of  Richmond. 

198-71-A 

APPLICANT— Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT— Application  April  6,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED— 45  Enfield  Place,  northeast  cor¬ 
ner  of  Luigi  Place,  Block  950,  Lot  95,  Egbertville,  Borough 
of  Richmond. 


199-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT— Application  April  6,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 75  Enfield  Place,  southeast 
corner  of  Di  Marco  Place,  Block  950,  Lot  310  Egbertville, 
Borough  of  Richmond. 


200-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 70  Luigi  Place,  north  side, 
164.00  feet  east  of  Enfield  Place,  Block  950,  Lot  103, 
Egbertville,  Borough  of  Richmond. 


201-71-A 

APPLICANT— Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT— Application  April  6,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 44  Di  Marco  Place,  south  side, 
41.00  feet  east  of  Enfield  Place,  Block  950,  Lot  308  Egbert¬ 
ville,  Borough  of  Richmond. 


202-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT— Application  April  6,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 40  Di  Marco  Place,  south  side, 
81.01  feet  east  of  Enfield  Place,  Block  950,  Lot  306, 
Egbertville,  Borough  of  Richmond. 


203-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT— Application  April  6,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 36  Di  Marco  Place,  south  side, 
121.02  feet  east  of  Enfield  Place,  Block  950,  Lot  304, 
Egbertville,  Borough  of  Richmond. 


204-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT— Application  April  6,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 32  Di  Marco  Place,  south  side, 
161.03  feet  east  of  Enfield  Place,  Block  950,  Lot  302, 
Egbertville,  Borough  of  Richmond. 


205-71-A 

APPLICANT— Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT— Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 28  Di  Marco  Place,  south  side, 
201.39  feet  east  of  Enfield  Place,  Block  950,  Lot  300, 
Egbertville,  Borough  of  Richmond. 


206-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT— Application  April  6,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 27  Di  Marco  Place,  north  side, 
200.23  feet  east  of  Enfield  Place,  Block  950,  Lot  266, 
Egbertville,  Borough  of  Richmond. 


207-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 

owner. 
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SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 35  Di  Marco  Place,  north  side, 
120.21  feet  east  of  Enfield  Place,  Block  950,  Lot  270, 
Egbertville,  Borough  of  Richmond. 

208-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 39  Di  Marco  Place,  north  side, 
80.20  feet  east  of  Enfield  Place,  Block  950,  Lot  272, 
Egbertville,  Borough  of  Richmond. 


209-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISE’S  AFFECTED — 31  Di  Marco  Place,  north  side, 
160.22  feet  east  of  Enfield  Place,  Block  950,  Lot  268, 
Egbertville,  Borough  of  Richmond. 


210-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 43  Di  Marco  Place,  north  side, 
40.19  feet  east  of  Enfield  Place,  Block  950,  Lot  274, 
Egbertville,  Borough  of  Richmond. 


211-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT— Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 65  Enfield  Place,  northeast 
corner  of  Di  Marco  Place,  Block  950,  Lot  276,  Egbertville, 
Borough  of  Richmond. 


212-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 55  Enfield  Place,  southeast 
corner  of  Luigi  Place,  Block  950,  Lot  290,  Egbertville, 
Borough  of  Richmond. 


213-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 


AFFECTED — 71  Luigi  Place,  south  side. 
141  .Si  feet  east  of  Enfield  Place,  Block  950,  Lot  296, 
Egbertville,  Borough  of  Richmond. 


214-71-A 

APPLICANT— Frank  A.  Vaccaro  for  Berardino  De  Santis 
owner. 

SUBJECT— Application  April  6,  1971 — filed  pursuant  to 
Section  o6,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 75  Luigi  Place,  south  side 
94.54  feet  east  of  Enfield  Place,  Block  950,  Lot  294,’ 
Egbertville,  Borough  of  Richmond. 


215-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT  Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 67  Luigi  Place,  south  side, 
189.08  feet  east  of  Enfield  Place,  Block  950,  Lot  298, 
Egbertville,  Borough  of  Richmond. 


216-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT— Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 74  Luigi  Place,  north  side, 
121.00  feet  east  of  Enfield  Place,  Block  950,  Lot  101, 
Egbertville,  Borough  of  Richmond. 


217-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 78  Luigi  Place,  north  side, 
81.00  feet  east  of  Enfield  Place,  Block  950,  Lot  99, 
Egbertville,  Borough  of  Richmond. 


218-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 82  Luigi  Place,  north  side, 
41.00  feet  east  of  Enfield  Place,  Block  950,  Lot  97, 
Egbertville,  Borough  of  Richmond. 


278-71-A 

APPLICANT — Glenn  Industries,  Incorporated  for  Sea¬ 
board  Manufacturing  Laboratories,  Incorporated,  owner. 

SUBJECT — Application  May  3,  1971 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  flammable 
mixture  known  as  Glenn  Gas  Line  Anti-Freeze  in  12  ounce 
metal  container  with  crown  closure  not  in  compliance  with 
the  regulations  of  the  Administrative  Code  of  New  York 
City. 

THOMAS  F.  GALVIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  MAY  4,  1971,  10  A.  M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan. 


The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon,  April  20,  1971  and 
Thursday  morning,  April  22,  1971,  were  approved  as  printed 
in  the  Bulletin  of  April  29,  1971,  Vol.  56,  Nos.  16  and  17. 

1022-47-BZ — Vol.  II 

APPLICANT— Joseph  A.  Trapani  for  Millie  Cardillo, 
owner. 

SUBJECT— Application  for  consideration— waive  the  Rules 
of  Procedure — reopening  for  extension  of  term  of  vari¬ 
ance  which  expired  March  30,  1969 — decision  of  the  Bor¬ 
ough  Superintendent ;  previously  granted  on  condition 
under  Section  7e  of  the  Zoning  Resolution,  permitting  in 
local  retail  and  residence  use  district,  the  continuation  of 
the  storage  of  building  material,  garage  for  three  trucks, 
office  and  showrooms. 

PREMISES  AFFECTED— 131-24  Springfield  Boulevard, 
west  side,  104.52  feet  north  of  Adair  Street,  Block  12729, 
Lot  16,  Springfield,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  A.  Trapani. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 

Negative :  0 

Absent:  Commissioner  Nolan  . 1 

THE  RESOLUTION— 

Whereas,  this  application  was  amended  by  the  Board 
as  Vol.  II,  on  November  24,  1953,  on  certain  conditions; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  May  4,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  July  27,  1948,  as  amended  through 
March  30,  1954,  only  as  to  the  term  of  the  variance,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects ;  and  that  a  new  Certificate 
of  Occupancy  shall  be  obtained.”  (N.B.  128-53) 


539-56-BZ 

APPLICANT — Norman  Riffman  for  Marino  Guilianelli 
and  Fiorina  Guilianelli,  owners. 

SUBJECT- — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  October  10, 
1972  and  reopening  for  amendment — decision  of  the  Bor¬ 
ough  Superintendent ;  previously  granted  on  condition, 
under  Sections  7e  and  21  of  the  Zoning  Resolution,  permit¬ 
ting  in  a  residence  use  district,  the  change  of  use  of  an 
existing  building  from  a  public  garage  to  wine  bottling 
and  storage  of  finished  products. 

PREMISES  AFFECTED— 318-320  54th  Street,  southeast 
corner  of  3rd  Avenue,  Block  822,  Lot  11  (formerly  Lots 
11  and  13),  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant :  Marvin  Wiener. 

ACTION  OF  BOARD— Rules  of  Procedure  waived,  appli¬ 
cation  reopened,  term  of  variance  extended  and  resolution 
amended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 

Negative:  .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  18,  1957,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
May  4,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and 
amend  the  resolution  adopted  on  June  18,  1957,  as  amended 
through  October  10,  1967,  by  adding  thereto: 

“that  this  variance  shall  continue  for  a  term  of  ten  years 
from  the  date  of  this  amended  resolution;  and  that  the 
building  may  be  altered,  rearranged  and  used  substan¬ 
tially  as  shown  on  revised  drawings  of  proposed  con¬ 
ditions  marked  ‘Received  April  23,  1971’,  two  sheets, 
on  condition  that  other  than  as  herein  amended  the  reso¬ 
lution  above  cited  shall  be  complied  with  in  all  respects ; 
and  that  a  new  Certificate  of  Occupancy  shall  be  ob¬ 
tained.”  (Alt.  3067-55) 


583-61-BZ 

APPLICANT— Atkin  &  Bassolino  for  Consiglia  De  Pas- 
quale,  owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expires  October  4, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  retail  and  residence  use  district,  the 
maintenance  of  a  parking  lot  for  the  parking  and  storage 
of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 685  East  187th  Street,  north 
side,  159.86  feet  west  of  Beaumont  Avenue  and  694  East 
188th  Street,  Block  3090,  Lot  16,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Henry  Atkin. 

ACTION  OF  BOARD— Application  reopened  and  term  of 
variance  extended. 

THE VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
October  17,  1961,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
May  4,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
17,  1961.  as  amended  through  October  4,  1966,  only  as  to  the 
term  of  the  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  five  years  from  October  4,  1971, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects  ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  930-60) 
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750-67-BZ 

APPLICANT — Albert  Melniker  for  Sophia  Maestrone, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  March  19,  1971 
and  an  amendment  of  resolution — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition,  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  an 
R3-2  district,  the  erection  of  a  one-story  building  for  use 
as  retail  stores  with  accessory  berths  and  with  more  than 
150  accessory  parking  spaces. 

PREMISES  AFFECTED — 1960  Forest  Avenue,  south  side, 
50  feet  east  of  Van  Name  Avenue,  Block  1700,  Lot  8, 
Mariners  Harbor,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD— Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative  . . .  0 

Absent  Commissioner  Nolan .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
March  19,  1968,  on  certain  conditions ;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  May  5,  1970 ;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March  19, 
1968,  as  amended  through  May  5,  1970  only  as  to  the  time  to 
complete  the  work,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  March  19,  1971.”  (N.B.  730-67) 


980-67-BZ 

APPLICANT — Lama  and  Vassalotti  for  Mary  Marano  and 
Richard  Corbisiero,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
amendment — decision  of  the  Borough  Superintendent ;  pre¬ 
viously  granted  on  condition,  under  Section  11-412  of  the 
Zoning  Resolution,  permitting  in  a  Cl-2  and  R5  district,  the 
erection  of  a  one-story  enlargement  to  an  existing  restau¬ 
rant,  catering  and  cabaret  establishment. 

PREMISES  AFFECTED— 21-01  to  21-13  24th  Avenue,  23- 
83  to  23-91  21st  Street,  northeast  corner,  Block  876,  Lots 
12  and  14,  Astoria  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 

Negative  .  0 

Absent  Commissioner  Nolan .  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  23,  1968,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 


hereby  reopen  and  amend  the  resolution  adopted  on  July  23, 
1968,  by  adding  thereto: 

“that  the  building  shall  substantially  conform  to  revised 
drawings  of  proposed  conditions  marked  ‘Received  July 
15,  1969,’  two  sheets,  on  condition  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects.”  (Alt.  920-67) 


422-69-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  New  York  University,  owner. 

SUBJECT — Application  for  consideration- — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition,  under  Section 
73-68  of  the  Zoning  Resolution,  permitting  in  a  C5-5 
district,  the  erection  of  a  14  story  university  structure 
that  exceeds  the  height  of  the  front  wall  and  penetrates 
the  sky  exposure  plane. 

PREMISES  AFFECTED — 90  Trinity  Place,  southwest 
corner  of  Thames  Street,  Block  51,  Lot  15,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum. 

ACTION  OF  BOARD — Resolutions  adopted  by  the  Board 
on  November  18,  1969  and  December  1,  1970  affirmed. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent:  Commissioner  Nolan .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  18,  1969,  on  certain  conditions;  and 
Whereas,  time  to  complete  substantial  construction  was 
extended  on  December  1,  1970;  and 

Whereas,  the  subject  premises  is  within  the  Special 
Greenwich  Street  Development  District  which  was  estab¬ 
lished  subsequent  to  the  Board’s  action;  and 
Whereas,  the  decision  of  the  Borough  Superintendent 
dated  April  2,  1971,  acting  on  N.B.  58/1969  reads : 

“C-21.  Comply  with  Section  86-09  Zoning  Resolu¬ 
tion,  Special  Use  Regulations ;  and  Section  86-091  ZR, 
Minimum  Retail  Requirements  and  Section  86-092,  Use 
Group  G. 

“C-22.  Comply  with  Section  86-12  Zoning  Resolu¬ 
tion,  Notice;  Certification;  Construction  of  Improve¬ 
ments,  etc. :  and  subsection  of  this  title.  City  Planning 
Commission  to  be  given  written  notice  by  developer  of 
proposed  improvements  and  to  adjudicate  their  ade¬ 
quacy.” 

Resolved,  that  the  requirements  cited  above  in  the  decision 
of  the  Borough  Superintendent,  Objections  C-21  and  C-22 
be  and  they  hereby  are  waived;  and  that  the  resolutions 
adopted  by  the  Board  on  November  18,  1969  and  December 
1,  1970  be  and  they  hereby  are  affirmed. 


581-69-BZ 

APPLICANT — Hannibal  F.  Zumbo  for  Flatbush  Pontiac, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expired  March  10, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  72-21  and  73-50  of 
the  Zoning  Resolution,  permitting  in  an  Ml-1  and  R6 
district,  the  enlargement  in  area  of  an  existing  off  site 
accessory  parking  facility. 
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PREMISES  AFFECTED — 270  Winthrop  Street,  south  side, 
192  feet  6  inches  west  of  Nostrand  Avenue,  671-675 
Parkside  Avenue,  Block  5050,  Lots  33,  60  and  62,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Hannibal  F.  Zumbo. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent:  Commissioner  Nolan .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
March  10,  1970,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
10,  1970,  only  as  to  the  time  to  complete  the  work,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  March  10,  1971.”  (Alt.  842-69) 


592-69-BZ 

APPLICANT — Robert  C.  Schnall  for  Bergen  Park  Homes, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  3, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-2  district,  the  erection 
of  a  one  story  and  basement  one  family  dwelling  that  en¬ 
croaches  on  the  required  side  yards,  has  less  than  the  re¬ 
quired  open  space  ratio  and  with  an  open  porch  within 
the  required  front  yard. 

PREMISES  AFFECTED — 1836  Coleman  Street,  west  side, 
280  feet  south  of  Avenue  R,  Block  8484,  Lot  55,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  time 
to  complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Nolan .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  3,  1970,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Febru¬ 
ary  3,  1970,  only  as  to  the  time  to  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read: 
“that  substantial  construction  shall  be  completed  within 
one  year  from  February  3,  1971.”  (N.B.  349-69) 

45-70-BZ 

APPLICANT — F.  A.  Vaccaro  for  Boulevard  Homes,  In¬ 
corporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 


extension  of  time  to  complete  which  expired  April  14, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  73-14  of  the  Zoning 
Resolution,  permitting  in  an  R3-2  district,  the  installation 
of  a  sewage  pumping  station. 

PREMISES  AFFECTED — 160  Old  Amboy  Road,  southeast 
corner  of  Ridgecrest  Avenue,  Block  5237,  Lot  43,  Elting- 
ville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
April  14,  1970,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April  14, 
1970,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  April  14,  1971.”  (N.B.  5-70) 


90-70-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbautn  & 
Young  for  41  Madison  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  14, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Charter, 
permitting  in  a  C5-3  district,  the  erection  of  a  42  story 
office  building  that  encroaches  on  the  required  tower  set¬ 
back  and  the  required  rear  yard  on  the  through  lot  portion 
of  the  plot. 

PREMISES  AFFECTED — 35-41  Madison  Avenue,  24-40 
East  26th  Street,  southeast  corner,  Block  855,  Lots  1, 
32,  37  and  39,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative :  .  0 

Absent :  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
April  14,  1970,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April 
14,  1970  only  as  to  the  time  to  complete  the  work,  so  that 
as  amended  this  portion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  April  14,  1971.”  (N.B.  118-69) 
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655-70-BZ 

APPLICANT — John  Zenir  for  Michael  Leyden,  owner. 

SUBJECT — Application  November  4,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  on  a  plot  with 
two  dwellings,  the  subdivision  into  separate  lots  that  cre¬ 
ates  non-compliance  in  the  rear  yard  and  lot  area  per 
room. 

PREMISES  AFFECTED — 99A  Schofield  Street,  north 
side,  111.98  feet  west  of  City  Island  Avenue,  Block  5628, 
Lot  130,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  May  11,  1971,  at  10 
A.M.,  at  the  request  of  the  Community  Board.  Hearing 
continued.  Previously  inspected. 


656- 70-BZ 

APPLICANT — John  Zenir  for  Robert  Leyden,  owner. 

SUBJECT — Application  November  4,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  on  a  plot  with 
two  dwellings,  the  subdivision  into  separate  lots  that  cre¬ 
ates  non-compliance  in  the  front  yard  and  lot  area  per 
person. 

PREMISES  AFFECTED— 99B  Schofield  Street,  north 
side,  111.98  feet  west  of  City  Island  Avenue,  Block  5628, 
Lot  131  (tent.),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  May  11,  1971,  at  10 
A.M.,  at  the  request  of  the  Community  Board.  Hearing 
Continued.  Previously  inspected. 

657- 70-A 

APPLICANT — John  Zenir  for  Robert  Leyden,  owner. 

SUBJECT — Application  November  4,  1970 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED— 99B  Schofield  Street,  north  side, 
111.98  feet  west  of  City  Island  Avenue,  Block  5628,  Lot  131 
(tentative),  Borough  of  the  Bronx. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Laid  over  to  May  11,  1971,  at  10 
A.M.,  at  the  request  of  the  Community  Board.  Previously 
inspected.  Hearing  continued. 


699-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Phillip  Pepper, 
owner. 

SUBJECT — Application  November  18,  1970 — Decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  one  story  building  for  use  as  a  store  with  accessory 
parking  in  the  open  area. 

PREMISES  AFFECTED — 2940  Cropsey  Avenue,  north¬ 
west  corner  of  Bay  53rd  Street,  Block  6949,  Lot  37,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition :  Matthew  J.  Deaveiro. 


ACTION  OF  BOARD — Laid  over  to  May  18,  1971,  at  10 
A.M.,  for  continued  hearing;  applicant  to  submit  revised 
drawings;  previously  inspected. 


742-70-BZ 

APPLICANT — Hector  Ferreras  for  Pat  Fusco,  owner. 

SUBJECT — Application  December  14,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-1  district,  the 
erection  and  maintenance  of  an  automotive  service  station 
with  accessory  uses. 

PREMISES  AFFECTED — 830  Bay  Street,  southwest  cor¬ 
ner  of  Vanderbilt  Avenue,  Block  2836,  Lot  16,  Clifton, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  May  18,  1971,  at  10 
A.M.,  for  continued  hearing.  Previously  inspected. 


767-70-BZ 

APPLICANT— Morton  S.  Cahn  for  D.  G.  H.  Realty 
Corporation,  owner. 

SUBJECT — Application  December  31,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-42  of  the  Zoning 
Resolution,  to  permit  in  a  C8-1  and  R5  district,  the  ex¬ 
tension  of  an  existing  automotive  storage  and  repair  shop 
into  the  residence  portion  of  the  building. 

PREMISES  AFFECTED — 127-25  Metropolitan  Avenue, 
northwest  corner  of  129th  Street,  Block  9249,  Lot  52, 
Richmond  Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug  and  David  Haber. 
For  Opposition :  Councilman  Arthur  J.  Ratzman,  Audrey 
Eckliardt,  Philip  Procaccini,  Lewis  Katz,  Mary  Murphy, 
George  Meara,  Carol  Berger,  Louise  Britton,  Rose 
Thiess,  Salvatore  Narrucci,  Eugene  Cappicoto  and  many 
others. 

ACTION  OF  BOARD— Laid  over  to  May  18,  1971,  at  10 
A.M.,  for  decision;  hearing  closed;  previously  inspected. 


52-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Emigrant  Sav¬ 
ings  Bank,  owner. 

SUBJECT — Application  January  15,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  11-412 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  and  R6  dis¬ 
trict,  the  enlargement  in  area  of  a  parking  facility  previ¬ 
ously  before  the  Board. 

PREMISES  AFFECTED — 168-29  88th  Avenue,  northwest 
corner  of  168th  Place,  Block  9821,  Lot  16,  Jamaica,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  Bess  Brown  and  Paul  Deamantoukos. 

ACTION  OF  BOARD — Laid  over  to  May  18,  1971,  at  10 
A.M.,  for  continued  hearing.  Previously  inspected. 


58-71-BZ 

APPLICANT — Charles  M.  Spindler  for  108th  Street  Serv¬ 
ice,  owner. 

SUBJECT — Application  January  14,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  11-413 
of  the  Zoning  Resolution,  to  permit  in  an  R6  district,  at  an 
existing  automotive  service  station  and  auto  repair  shop 
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previously  before  the  Board,  the  installation  of  an  automo¬ 
tive  laundry. 

PREMISES  AFFECTED— 47-03  108th  Street,  southeast 
corner  of  47th  Avenue,  Block  2003,  Lot  1,  Corona,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  Charles  M.  Spindler. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  May  18.  1971,  at  10 
A.M.,  to  obtain  the  report  from  the  Community  Board. 
Hearing  continued.  Previously  inspected. 


79-71-BZ 

APPLICANT — Stanley  H.  Klein  for  Highland  Avenue  Bap¬ 
tist  Church,  owner. 

SUBJECT — Application  February  8,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-64  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  enlargement  in 
area  of  an  existing  Church  that  encroaches  on  the  required 
front  yard. 

PREMISES  AFFECTED— 87-04  162nd  Street,  southwest 
corner  of  Highland  Avenue,  Block  9770,  Lot  30,  Jamaica, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Stanley  H.  Klein,  Rev.  James  S.  Wright 
and  Jack  Stroller. 

For  Opposition Hilda  Radzins,  Louis  Apostol,  Carl  Paul, 
Alfonso  Morcia  and  Edward  L.  Knobloch. 

ACTION  OF  BOARD — Laid  over  to  June  1,  1971,  at  10 
A.M.,  at  the  request  of  the  Community  Board.  Hearing 
continued.  Previously  inspected. 

127-71-BZ  ' 

APPLICANT — Abram  Shlefstein  for  Bernard  Goldberg 
and  Riane  Gruss,  owner. 

SUBJECT — Application  March  8,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-S  district,  on  a  plot  pre¬ 
sently  developed  as  a  parking  lot,  the  erection  and  mainten¬ 
ance  of  an  automotive  service  station  with  accessory  uses 
and  accessory  signs. 

PREMISES  AFFECTED — 250  East  Houston  Street,  north 
side,  120.4  feet  inch  east  of  Avenue  A,  Block  397,  Lot 
63,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Abram  Shlefstein  and  Salvatore  Russo. 
For  Opposition:  David  Garfein,  Modesto  Santiago,  Jeanne 
Jackson  and  R.  Tolchin. 

ACTION  OF  BOARD — Laid  over  to  May  18,  1971,  at  10 
A.M.,  for  decision.  Hearing  closed.  Previously  inspected. 


139-71-BZ 

APPLICANT — Harry  Soled  for  Yeshiva  and  Masifta  Kehi- 
lat  Yakov,  owner. 

SUBJECT — Application  March  9,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  enlargement  in 
area  of  existing  Synagogue  that  will  create  non-compliance 
in  lot  coverage,  rear  yard  encroachment,  distance  between 
buildings  and  outer  court  requirements. 

PREMISES  AFFECTED — 654  to  658  Bedford  Avenue, 
west  side,  60  feet  north  of  Penn  Street,  108  to  114  Penn 
Street,  Block  2217,  Lots  34,  35,  36,  37,  42,  44.  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Henry  Soled,  Rabbi  Joseph  Weber,  Lydia 


Aragon,  Dorothy  Lee,  Earthamae  Jordan,  Mildred  Vines 
and  Joseph  McDuffey. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  May  18,  1971,  at  10 
A.M.,  for  decision ;  previously  inspected ;  hearing  closed. 


662-70-BZ 

APPLICANT — Albert  Melniker  for  Aaron  Levine,  owner; 
NuCastle  Motors,  Inc.,  lessee. 

SUBJECT — Application  November  5,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-1  district,  the  con¬ 
struction  of  an  open  automobile  sales  establishment  with 
accessory  office. 

PREMISES  AFFECTED — 2175  Hylan  Boulevard,  north 
side,  45.23  feet  west  of  Midland  Avenue,  Block  3591,  Lot 
57,  Grant  City,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorably  recommended. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  February  2,  1971,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  February  17,  1971  ;  then  to  March  2, 
1971;  then  to  April  6,  1971;  then  to  May  4,  1971;  and 
W  hereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  2,  1970,  acting  on  N.  B.  Applic.  732/1970, 
reads : 

“1.  The  proposed  erection  and  maintenance  of  an 
‘onen^  automobile  sales  ("Use  Group  16)  and  accessory 
office’  located  in  a  C2-1  district,  is  not  permitted  as 
of  right,  (Sec.  32-10  Zoning  Resolution)  and  it  is  con¬ 
trary  to  Sec.  32-25  and  Sec.  32-412  of  the  Zoning  Reso¬ 
lution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

W  hereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit 
in  a  C2-1  district,  the  construction  of  an  open  automobile 
sales  establishment  with  accessory  office,  for  a  term  of  five 
years,  on  condition  that  all  work  shall  conform  to  drawings 
filed  with  this  application  marked  “Received  November  5, 
1970”,  3  sheets,  and  “April  19,  1971”,  one  sheet;  and  that 
all  laws,  rules  and  regulations  applicable  be  complied  with, 
and  that  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 


704-70-BZ 

APPLICANT — Wax  Associates,  for  Sigmund  Sommer  Con¬ 
struction  Corporation,  owner. 
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SUBJECT — Application  November  24,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  73-ll(g)  &  73-50 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-9  district,  the 
erection  of  a  one  story  and  mezzanine  building  for  use  as 
a  theatre  with  business  entrances  and  signs  within  20  feet 
of  a  residence  district. 

PREMISES  AFFECTED— 249  to  251  East  53rd  Street, 
north  side,  61.5  feet  west  of  2nd  Avenue,  Block  1327,  Lot 
120,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  Harry  M.  Prince. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 

Negative :  . '  ’  ’  q 

Absent:  Commissioner  Nolan  .  1 


745-70-BZ 

APPLICANT— Frederick  Goldberg  for  F.  V.  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  December  17,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  to  permit  in  a  Cl -2  district,  on  a  plot  pre¬ 
viously  before  the  Board  and  occupied  as  an  auto  repair 
shop  and  parking,  the  erection  of  a  one  story  building  as 
an  automobile  laundry. 

PREMISES  AFFECTED — 951  Soundview  Avenue,  south- 

W/^uCC”oner  of  Banyer  PIace-  Block  3661 ,  Lot  16,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Frederick  Goldberg. 

For  Opposition:  None. 

Rn9?A®^ENDATI0N  0F  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE— 

Affirmative :  .  q 

Negative:  Chairman  Galvin,'  Vice'  Chairman  '  Becker 
Commissioner  Klein  and  Commissioner  Madigan  .  ’  4 

Absent :  Commissioner  Nolan  .  '  ’  j 

THE  RESOLUTION— 

Ar^rif to7ia  p£blic,hearin£  was  held  on  this  application  on 
;  • ,  20’  197p  aft^r,(kie  notlce  V  publication  in  the  Bulletin 

laid  over  to  May  4,  1971 ;  and  ’ 

d^lHnEAS’  nthG  „deSn  0f-  the  Borough  Superintendent, 
reads  • DeCCmber  4’  197°’  actmg  on  N-B-  APPbc.  135/1970, 

L  Proposed  erection  of  Automobile  Laundry  with  re- 
rnrV)°'^Spa?e  for  seven  automobiles  Use  Group  16B,  in  a 

r?  oc  cSt[1Ctr7  m.apperl  in  an  R6  District  is  contrarv  to 
P^-25  of  the  Zoning  Resolution.  (Section  32-25  requires 
tins  use  to  be  in  a  C8  District  and  requires  reservoir 
snace  for  ten  automobiles). 

2.  Proposed  erection  of  automobile  laundry  on  a  portion 
of  a  zoning  lot  previously  approved  for  ‘erection  of  a 
two-story  building  for  use  as  an  auto  repair  shop  and 
accessory  office  with  the  storage  of  vehicles  in  the  open 
area’  on  Resolution  of  Oct.  15,  1968,  under  Cal.  #418- 
68-BZ,  must  be  submitted  to  the  Board  for  its  considera¬ 
tion.  (11-413  Z.R.).” 

and 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  finds  that  on  the  basis  of  the  Record 
iii  this  case  it  is  unable  to  make  finding  C  under  Section 
72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  December  4,  1970  acting  on  N.B.  Applic.  135/1970 
Objection  Nos.  1  and  2  be  and  it  hereby  is  affirmed  and  that 
the  application  be  and  it  hereby  is  denied. 


42-71-BZ 

APPLICANT — Vito  J.  Tricarico  for  Animal  Hospital  of 
Brooklyn,  owner. 

SUBJECT — Application  January  14,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-63 
of  the  Zoning  Resolution,  to  permit  in  a  C2-2  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  animal 
hospital  that  increases  the  degree  of  non-conformity. 
PREMISES  AFFECTED — 2270  Flatbush  Avenue  and  4215 
to  4223  Fillmore  Avenue,  northwest  corner,  Block  8486, 
Lot  L  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  Tricarico. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorably  recommended. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative :  .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
April  20,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  May  4,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  5,  1971,  acting  on  Alt.  Applic.  1926/1970,  reads  : 

“1.  The  proposed  enlargement  of  the  existing  struc¬ 
ture  occupied  by  a  substantially  non-conforming  use  is 
contrary  to  Sec.  52-22  and  52-40  of  the  Zoning  Resolu¬ 
tion.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  and  73-63  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  and  grants  a 
Special  Permit  under  Section  73-63  of  the  Zoning  Resolution, 
to  permit,  in  a  C2-2  district,  the  erection  of  a  one-story  en¬ 
largement  to  an  existing  animal  hospital  that  increases  the 
degree  of  non-conformity,  on  condition  that  all  work  shall 
conform  to  drawings  filed  with  this  application  and  marked 
“Received,  January  14,  1971,”  6  sheets,  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  of  the 
date  of  this  resolution. 

48-71-BZ 

APPLICANT — Leonard  Lifschitz  of  Walzer,  Lifschitz  and 
Kessler  for  Patrick  and  Catherine  Consalvas,  owner. 
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SUBJECT — Application  January  20,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  enlargement 
of  an  existing  dwelling  that  encroaches  on  the  required 
front  yard. 

PREMISES  AFFECTED— 9324  Glenwood  Road,  south¬ 
west  corner  of  East  94th  Street,  Block  8181,  Lot  43,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  Lifschitz. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative :  .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  April  20,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  May  4,  1971  ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  23,  1970,  acting  on  Alt.  Applic.  578/1970, 
reads : 

“1.  The  proposed  enlargement  is  an  encroachment 
on  the  required  front  yard  as  per  Sec.  23-45  of  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R4  district,  the  enlargement  of  an  existing 
dwelling  that  encroaches  on  the  required  front  yard,  on 
condition  that  all  work  shall  substantially  conform  to  draw¬ 
ings  filed  with  this  anplication  and  marked  “Received. 
January  20,  1971,”  13  sheets,  and  that  all  laws,  rules  and 
regulations  anplicable  be  complied  with,  and  that  substan¬ 
tial  construction  be  completed  within  one  year  of  the  date 
of  this  resolution. 


63-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum 
and  Young  for  Sheldon  H.  Solow,  owner,  d/b/a  Solovieff 
Realty  Company. 

SUBJECT— Application  January  26,  1971— decision  of  the 
Borough  Sunerintendent,  under  Section  73-20  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-9  and  R8  district, 
in  a  proposed  45  story  building  previously  before  the 
Board,  the  installation  of  an  additional  theatre. 

PREMISES  AFFECTED— 1261  to  1281  2nd  Avenue,  251 
East  66th  Street,  northwest  corner  and  222  to  250  East 
67th  Street,  Block  1421,  Lot  21,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum. 

For  Opposition:  Ruth  Schoenmaker. 


RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative :  .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  March  23,  1971,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  March  30,  1971  ;  then  to  April  20, 
1971  ;  then  to  May  4,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  13,  1971,  acting  on  N.  B.  Applic.  13/1969, 
reads : 

A-8  Proposed  second  500  seat  theatre  in  the  cellar 
of  a  building  located  in  the  Cl-9  portion  of  the  lot, 
is  not  a  permitted  use  as  of  right  as  per  Section  32-10 
and  Section  73-20  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-20  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-20  of  the  Zoning  Resolution,  to  permit  in 
a  Cl-9  and  R8  district,  in  a  proposed  45-story  building  pre¬ 
viously  before  the  Board,  the  installation  of  an  additional 
theatre,  on  condition  that  all  work  shall  conform  to  drawings 
filed  with  this  application  and  marked  “Received,  January  26, 
1971.”  7  sheets,  and  “April  19,  1971,”  four  sheets,  and  that  all 
applicable  laws,  rules  and  regulations  be  complied  with  and 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


81-71-BZ 

APPLICANT — David  Blinder  for  Shellbank  Jewish  Center, 
Incorporated,  owner. 

SUBJECT — Application  February  9,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent,  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  dis¬ 
trict,  the  installation  of  an  accessory  recreation  area  and 
swimming  pool  for  an  existing  synagogue  and  school. 
PREMISES  AFFECTED — 2124  Bragg  Street,  west  side, 
180  feet  south  of  Avenue  U,  Block  7368,  Lots  15  and  16, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Charles  M.  Spindler  and  Joel  N.  Smil- 

chensky. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
April  27,  1971,  after  due  notice  by  publication  in  the  Bulletin: 
laid  over  to  May  4,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  9,  1971,  acting  on  N.B.  Applic.  393/1970,  reads: 


464 


MINUTES 


“18.  There  are  no  provisions  in  the  Zoning  Resolu¬ 
tion  for  an  outdoor  swimming  pool  as  an  accessory  use 
to  a  School  Use  Group  3A,  within  a  Cl-2  in  R4  district, 
in  accordance  with  Sects.  12-10,  32-12,  and  22-13,  and 
is  therefore  referred  to  the  Board  of  Standards  and 
Appeals  for  its  determination. 

19.  Accessory  use  to  be  on  same  Zoning  Lot  as  the 
principal  use  to  which  it  is  related — Section  12-10  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a  Cl-2 
district,  the  installation  of  an  accessory  recreation  area  and 
swimming  pool  for  an  existing  synagogue  and  school,  on 
condition  that  all  work  shall  conform  to  drawings  filed  with 
this  application  and  marked  “Received,  February  9,  1971,” 
three  sheets,  and  that  all  laws,  rules  and  regulations  be  com¬ 
plied  with,  and  that  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 


98-71-BZ 

APPLICANT — Harold  Weinberg  for  Mesivta  Yeshiva 
Rabbi  Chaim  Berlin,  owner. 

SUBJECT — Application  February  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-1  and  R4  district,  the 
erection  of  a  one  story  and  cellar  school  that  encroaches 
on  the  required  front  and  side  yards. 

PREMISES  AFFECTED — 1423  East  95th  Street,  east  side, 
125  feet  south  of  Avenue  L,  Block  8260,  Lot  32,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Harold  Weinberg. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorably  recommended. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
April  20,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  May  4,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  19,  1971,  acting  on  N.B.  Applic.  55/1971, 
reads : 

“1.  Minimum  side  yard  of  eight  feet  required  if 
side  yard  is  provided  in  C2-1  in  R4  Zone — North  side 
of  Building — Sect.  33-25  Zoning  Resolution. 

2.  Minimum  side  yard  of  eight  feet  required  in 
R4  district — South  side  of  building — Sect.  24-35  Zoning 
Resolution. 

3.  Fifteen  foot  front  yard  required  in  portion  of 
building  in  R4  district — Sect.  24-34  Zoning  Resolution.” 

and 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  C2-1  and  R4  district,  the  erection  of  a  one-story  and 
cellar  school  that  encroaches  on  the  required  front  and  side 
yards,  on  condition  that  the  work  shall  conform  to  draw¬ 
ings  filed  with  this  application  marked  “Received  February 
19,  1971”,  5  sheets,  and  “April  22,  1971”,  2  sheets;  and  that 
all  laws,  rules  and  regulations  applicable  be  complied  with, 
and  that  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 


Adjourned:  3:10  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MAY  4,  1971,  2  P.M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker. 

Commissioner  Klein  and  Commissioner  Madigan. 

168-71-A 

APPLICANT — Julian  Roth  of  Emery  Roth  and  Sons  for 
Sigmund  Sommer,  owner. 

SUBJECT — Application  March  23,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  travel  distance 
within  the  dwelling  units. 

PREMISES  AFFECTED— 411  to  449  East  58th  Street, 
north  side,  86.5J-2  feet  west  of  Sutton  Place  and  408  to  420 
to  438  East  59th  Street,  Block  1370,  Lots  6,  7,  8,  108,  15, 
16,  17,  117,  18,  30,  31,  44,  29,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Julian  Roth. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Madigan  ....  4 

Negative:  .  0 

Absent :  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  18,  1971  on  N.B.  Applic.  29-70,  reads : 

“A-16.  Travel  distance  within  the  dwelling  units 
from  the  centerline  of  a  door  of  a  room  to  the  door 
opening  in  the  corridor  exceeds  40'-0" — sect.  C26-601.4. 
A.C/’ 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  March  18,  1971,  acting  on  N.B.  Applic. 
29-70,  Objection  No.  A-16,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  conform  to  drawings  filed  with  this 
application  and  marked  “Received,  April  2,  1971,”  five 
sheets,  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with. 
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MINUTES 


1212-66-A 

APPLICANT — Jack  Brown  for  Greenwich  Leasing  Corpo¬ 
ration,  owner. 

SUBJECT— Application  November  25,  1966— restored  to 
Calendar  by  the  Board’s  action— re-  doctors’  offices  in 
cellar. 

PREMISES  AFFECTED— 48-50  38th  Street,  west  side, 
124.05  feet  north  of  Greenpoint  Avenue,  Block  232,  Lot  18, 
Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Jack  Brown. 

ACTION  OF  BOARD — Laid  over  to  June  1,  1971,  at 
2  P.M.,  for  inspection  and  decision.  Hearing  closed. 


71-67-A 

APPLICANT— Jack  Brown  for  Monte  Carlo  Leasing  Cor¬ 
poration,  owner. 

SUBJECT — Application  January  16,  1967 — restored  to  Cal¬ 
endar  by  the  Board’s  action  re-  cellar  apartments. 

PREMISES  AFFECTED— 631  Beach  9th  Street,  south¬ 
west  corner  of  Caffrey  Avenue,  Block  (15584)  111,  Lot  4, 
Far  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Jack  Brown. 

ACTION  OF  BOARD — Laid  over  to  June  1,  1971,  at 
2  P.M.,  for  inspection  and  decision.  Hearing  closed. 


138- 67-A 

APPLICANT — Jack  Brown  for  Maple  Leasing  Corporation, 
owner. 

SUBJECT — Application  February  17,  1967 — restored  to  Cal¬ 
endar  by  the  Board’s  action — re-  cellar  apartments. 

PREMISES  AFFECTED— 102-40  Horace  Harding  Ex¬ 
pressway,  southwest  corner  of  Yellowstone  Boulevard, 
Block  2121,  Lot  21,  Forest  Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Jack  Brown. 

ACTION  OF  BOARD — Laid  over  to  June  1,  1971,  at 
2  P.M.,  for  inspection  and  decision.  Hearing  closed. 

139- 67-A 

APPLICANT — Jack  Brown  for  Surf  Leasing  Corporation, 
owner. 

SUBJECT — Application  February  17,  1967 — restored  to  Cal¬ 
endar  by  the  Board’s  action — re-  cellar  apartments. 

PREMISES  AFFECTED — 407  Beach  20th  Street,  north¬ 
west  corner  of  Elk  Drive,  Block  (15767)  249,  Lot  1,  Far 
Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Jack  Brown. 

ACTION  OF  BOARD — Laid  over  to  June  1,  1971,  at  2 
P.M.,  for  inspection  and  decision.  Hearing  closed. 

216-67-A 

APPLICANT — Jack  Brown  for  Ocean  Leasing  Corpora¬ 
tion,  owner. 

SUBJECT — Application  February  2,  1967 — restored  to  Cal¬ 
endar  by  the  Board’s  action — re-  cellar  apartments. 

PREMISES  AFFECTED— 22-11  New  Haven  Avenue, 
southwest  corner  of  Beach  22nd  Street,  Block  (15762)  254, 
Lot  70,  Far  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Jack  Brown. 


ACTION  OF  BOARD— Laid  over  to  June  1,  1971,  at  2 
P.M.,  for  inspection  and  decision.  Hearing  closed. 

217-67-A 

APPLICANT— Jack  Brown  for  Road  Leasing  Corporation, 
owner. 

SUBJECT— Application  February  27,  1967— restored  to  Cal¬ 
endar  by  the  Board’s  action  re-  cellar  apartment. 

PREMISES  AFFECTED— 63-09  108th  Street,  northeast 
corner  of  63rd  Road,  Block  2167,  Lot  1,  Forest  Hills, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Jack  Brown. 

ACTION  OF  BOARD— Laid  over  to  June  1,  1971,  at  2 
P.M.,  for  inspection  and  decision.  Hearing  closed. 


610-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT— Application  October  22,  1969— filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 78  Brook  Avenue,  west  side 
476.36  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  92, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition :  Robert  Arrindell,  C.  P.  C. 

ACTION  OF  BOARD — Laid  over  to  May  18,  1971,  at 
2  P.M.,  at  the  request  of  the  applicant.  Hearing  continued. 
Previously  inspected. 


61 1-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 82  Brook  Avenue,  west  side, 
552.32  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  98, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  Robert  Arrindell,  C.  P.  C. 

ACTION  OF  BOARD — Laid  over  to  May  18,  1971,  at 
2  P.M.,  at  the  request  of  the  applicant.  Hearing  continued. 
Previously  inspected. 

414-70-A 

APPLICANT — John  T.  O’Neill,  Commissioner,  Department 
of  Buildings. 

OWNER  OF  PREMISES — Fourems,  Inc.,  c/o  Manvocher- 
ian  Bros. 

SUBJECT — Application  July  23,  1970 — revocation  of  Cer¬ 
tificate  of  Occupancy  No.  66581. 

PREMISES  AFFECTED — 78  Fifth  Avenue,  west  side,  73 
feet  south  of  West  14th  Street,  Block  577,  Lot  41,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  P.  A.  Iacobazzo,  B.  D.  and  T.  R.  Kalsky, 
B.  D. 

For  Opposition :  Amir  Manocherian. 

ACTION  OF  BOARD — Laid  over  to  June  1,  1971,  at 
2  P.  M.,  for  continued  hearing.  Previously  inspected. 
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MINUTES 


506-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — United  House  of  Prayer. 
SUBJECT — Application  September  8,  1970 — for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 2310-2322  Eighth  Avenue,  east 
side  of  Eighth  Avenue,  between  West  124th  Street  and 
West  125th  Street,  271  West  124th  Street  and  272-280 
West  125th  Street,  Block  1930,  Lot  1,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D.  and  Capt.  J.  F. 
Petraglia,  F.  D. 

For  Opposition :  P.  A.  Iacobazzo,  B.  D.  and  T.  R.  Kalsky, 
B.D. 

ACTION  OF  BOARD — Laid  over  to  June  1,  1971,  _  at 
2  P.M.,  at  the  request  of  the  Fire  Department.  Hearing 
continued.  Previously  inspected. 


623-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Howard  Stores  Corporation. 
SUBJECT — Application  October  15,  1970 — for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 82  and  84  Stanton  Street,  north¬ 
east  corner  of  Allen  Street,  Block  417,  Lots  70  and  71, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D.  and  Capt.  J.  F. 
Petraglia,  F.  D. 

For  Opposition :  P.  A.  Iacobazzo,  B.  D.,  T.  R.  Kalsky, 
B.  D.  and  Rhoda  Fine. 

ACTION  OF  BOARD— Laid  over  to  June  1,  1971,  at 
2  P.M.,  for  continued  hearing.  Previously  inspected. 


92-71-A 

APPLICANT — Louis  B.  Santangelo  for  Hector  Wanves- 
traut,  owner. 

SUBJECT— Application  February  18,  1971— filed  pursuant 
to  Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED— 438  West  259th  Street,  south 
side,  215  feet  west  of  Liebig  Avenue,  Block  5862,  Lot  42, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  L.  B.  Santangelo. 

ACTION  OF  BOARD— Laid  over  to  May  18,  1971,  at 
2  P.M.,  for  continued  hearing.  Previously  inspected. 


93-71-A 

APPLICANT — Louis  B.  Santangelo  for  Gaetano  Wanves- 
traut,  owner. 

SUBJECT — Application  February  18,  1971 — filed  pursuant 
to  Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED— 440  West  259th  Street,  south 
side,  185  feet  east  of  Riverdale  Avenue,  Block  5863,  Lot 
141,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  L.  B.  Santangelo. 

ACTION  OF  BOARD— Laid  over  to  May  18,  1971,  at 
2  P.M.,  for  continued  hearing.  Previously  inspected. 


96-71-A 

APPLICANT — Atkin  and  Bassolino  for  Hunts  Point  Multi- 
Service  Center  Corporation,  owner. 

SUBJECT — Application  February  9,  1971 — interpretation 
Section  22-14  of  the  Zoning  Resolution  re-  non  profit  Insti¬ 
tution. 

PREMISES  AFFECTED — 661  Cauldwell  Avenue,  west 
side,  299.81  feet  north  of  Westchester  Avenue,  Block  2624, 
Lot  75,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Harry  Atkin. 

ACTION  OF  BOARD — Laid  over  to  May  18,  1971,  at 
2  P.M.,  for  decision.  Hearing  closed.  Previously  inspected. 


103-71-A 

APPLICANT — Philip  P.  Agusta  for  Diego  Di  Simone, 
owner. 

SUBJECT — Application  February  23,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  change  of  oc¬ 
cupancy  and  exterior  wall. 

PREMISES  AFFECTED— 18-17  Woodbine  Street,  west 
side,  139.45  feet  north  of  Seneca  Avenue,  Block  3458,  Lot 
41,  Ridgewood,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Philip  P.  Agusta. 

ACTION  OF  BOARD— Laid  over  to  May  18,  1971,  at 
2  P.M.,  for  decision.  Hearing  closed.  Previously  inspected. 


114-71-A 

APPLICANT — Robert  L.  Campbell  for  Staten  Island  Foun¬ 
dations,  owner. 

SUBJECT — Application  March  3,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  toilet  facilities 
contrary  to  C26-110.Z  (C)  of  the  Building  Code,  filed 
pursuant  to  Section  36,  Article  3,  General  City  Law  re¬ 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 25  Kinsey  Place,  southeast 
corner  of  Woodcliff  Avenue,  Block  1290,  Lot  61,  Mariners 
Harbor,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Alice  Campbell. 

ACTION  OF  BOARD — Laid  over  to  June  1,  1971,  at  2 
P.M.,  for  a  continued  hearing.  Previously  inspected. 


169-71-A 

APPLICANT — Department  of  Water  Resources,  owner. 
SUBJECT — Application  March  24,  1971 — appeal  from  a  de¬ 
cision  of  the  Department  of  Ports  and  Terminals  re-  egress. 
PREMISES  AFFECTED— West  of  Hudson  Parkway, 
from  135th  Street  to  145th  Street,  Block  2101,  Lots  60, 
100,  11 3,  117,  128,  131,  133,  141,  143,  151,  153,  171,  175, 
181,  185,  191,  195,  201,  205,  400,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Jacob  Feld,  Herbert  D.  Beier,  Joseph  T. 
Miller  and  Nicholas  S.  Ilijic. 

ACTION  OF  BOARD— Laid  over  to  May  18,  1971,  at  2 
P.M.,  for  a  continued  hearing.  Previously  inspected. 

Adjourned  :  4  :00  P.M, 


James  P.  Mulroy,  Secretary 
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NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  repre¬ 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  hearing 
can  be  entertained  in  view  of  this  publication  and  of  the 
posting  of  the  calendars  on  the  bulletin  board  in  the  offices 
of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will  be 
held  in  abeyance  by  reason  of  failure  of  the  appellant  or 
applicant  to  file  necessary  data,  or  by  any  other  method  of 
delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 
in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  80 
Lafayette  Street.  9th  floor.  Manhattan,  at  five  cents  each — 
add  postage  payment  if  the  forms  are  forwarded  by  mail. 
Purchase  payment  by  postage  stamps  NOT  ACCEPTABLE. 
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Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  May  11, 
1971,  Affecting  Calendar  Numbers — 


128-71-A 

869-62-SM 

592-62-SA 

129-71-A 

136-64-SA 

709-62-SA 

130-71-A 

184-64-SA 

731-62-SA 

131-71-A 

955-64-SA 

806-62-SM 

132-71-A 

100-65-SM 

833-62-SM 

133-71-A 

542-68-SM 

861-62-SM 

134-71-A 

708-69-SA 

545-45-SM 

135-71-A 

702-70-SA 

556-50-SM 

136-71-A 

106-71-SM 

725-61-SA 

137-71-A 

167-71-SM 

875-62-SM 

138-71-A 

689-46-SM 

43-71-SM 

184-71-A 

758-50-SM 

458-62-SA 

147-71-A 

759-50-SM 

583-62-SM 

254-71-BCR 

90-62-SA 

891-59-SA 

11-46-SM 

159-62-SA 

880-67-SA 

548-51-SM 

166-62-SM 

522-69-SA 

361-59-SA 

250-62-SM 

404-70-SM 

591-60-SM 

303-62-SA 

1-71-SM 

445-62-SM 

333-62-SM 

Warning  Notice. 
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DOCKET 

New  Cases  Filed  up  to  May  11,  1971 

Cal.  No.  Dept.  Premises  Affected 

279-71-BZ — B.B. — 200  Montague  Street,  south  side,  125 
feet  west  of  Court  Street,  Block  250,  Lot  39,  Borough  of 
Brooklyn,  E.S.  33-71,  re-  non-flashing  illuminated  busi¬ 
ness  sign  on  a  building,  C5-2  district. 


280-71-BZ — B.Q. — 148-12  Rockaway  Boulevard,  south¬ 
east  corner  of  148th  Street,  Block  12103,  Lots  25,  35,  39, 
Ozone  Park,  Borough  of  Queens,  N.B.  296-71,  re-  pro¬ 
posed  extension  of  existing  service  station  plot,  erection 
of  building,  C2  within  R3-2  district. 


281-71-SA — Air  Balance,  Incorporated,  ETL  Fusible 
Link,  manufactured  by  Air  Balance,  Incorporated,  Ap¬ 
pliance. 


282-71-SA — Air  Balance,  Incorporated,  Fire/Seal  Fire 
Door — Model  319,  manufactured  by  Air  Balance,  Incor¬ 
porated,  Appliance. 


283-71-A — B.M. — 98  to  106  William  Street,  southeast 
corner  of  John  Street,  Block  68,  Lot  36,  Borough  of 
Manhattan,  N.B.  56-69,  re-  shaft,  public  corridors,  C5-5 
district. 


284-71-A — P.T.  and  F.D — installation  of  three  900,000 
barrel  liquified  natural  gas  tanks,  etc. 


285-71-A — -F.D. — transportation  of  fuel  oil  in  tanks,  trucks 
through  city  streets  not  in  compliance  with  the  regula¬ 
tions  of  the  Administratve  Code. 


286-71-SM — Stanley  N.  Fonfa  for  Sprayon  Research 
Corporation,  SprayDon  Standard  J,  2  hour  fire  resistive 
column,  manufactured  by  Sprayon  Research  Corporation, 
Material. 


287-71-SM — Stanley  N.  Fonfa  for  Sprayon  Research 
Corporation,  SprayDon  Standard  J,  2  hour  metal  decks 
and  4  hour  beams,  manufactured  by  Sprayon  Research 
Corporation,  Material. 


288-71-SA — Hauck  Manufacturing  Company,  Salamander 
(Portable  Heater)  Model  Number  HWG  2050  Natural 
Gas  Fired,  manufactured  by  Hauck  Manufacturing  Com¬ 
pany,  Appliance. 


289-7 1-SA — Gerosa  Crane  Service  Company,  Incorpo¬ 
rated,  Crane  Boom  Angle  Indicator  and  Alarm  System, 
manufactured  by  Gerosa  Crane  Service  Company,  Incor¬ 
porated,  Appliance. 


290-71-BZ — B.Q. — 113-40  Merrick  Boulevard,  northwest 
corner  of  Linden  Boulevard,  Block  12326,  Lot  21,  St. 
Albans,  Borough  of  Queens,  N.B.  351-71,  re-  increase 
in  lot  area,  proposed  new  building,  C2-2  in  R3-2  district. 


291-71-BZ — B.M. — 388  to  396  Avenue  of  the  Americas, 
east  side,  45.22  feet  south  of  West  8th  Street,  Block  553, 
Lot  1,  Borough  of  Manhattan,  Alt.  No.  1088-69,  re¬ 
enlargement  of  existing  bank,  C4-5  district. 


292-71-SA — Ruskin  Manufacturing  Company,  IBD  Fire 
Dampers,  manufactured  by  Ruskin  Manufacturing  Com¬ 
pany,  Appliance. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan: 
B.Q. — Department  of  Buildings.  Queens:  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. _ 

Health  Department;  F.D. — Fire  Department. 


JUNE  1,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  1,  1971,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 

202-62-BZ 

APPLICANT — Millard  Bresin  of  Haus  &  Bresin  for  Shell 

Oil  Company,  owner. 

SUBJECT— Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  April  3,  1971 
and  amendment  of  resolution — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  11-412,  permitting  in  a  C2-2  district,  at  an  existing 
gasoline  service  station  the  erection  of  an  enlargement  to 
the  accessory  building  and  maintenance  of  an  additional 
curb  cut. 

PREMISES  AFFECTED — 950-970  Allerton  Avenue,  south 
side,  from  Paulding  Avenue  to  Williamsbridge  Road, 
Block  4447,  Lot  62,  Borough  of  The  Bronx. 


527-65-BZ 

APPLICANT — Philip  P.  Agusta  for  North  Union  Realty 
Company,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  October  13,  1970 — decision  of 
the  Borough  Superintendent;  previously  granted  on  condi¬ 
tion  under  Section  72-21,  permitting  in  a  C4-2  district,  the 
maintenance  of  an  open  automobile  sales  lot  for  a  tem¬ 
porary  term  of  five  years. 

PREMISES  AFFECTED— 36-30  Union  Street,  west  side, 
126.03  feet  north  of  37th  Avenue,  Block  4977,  Lots  60  and 
61,  Flushing,  Borough  of  Queens. 


909-60-BZ 

APPLICANT — Buckley  &  Kisseloff  for  Staten  Island  Small 
Cars,  Ltd.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  April  4,  1971 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7c,  7i  and  7 A  of  the 
Zoning  Resolution,  permitting  in  a  retail  and  residence  use 
district,  the  construction  and  maintenance  of  an  auto  show¬ 
room,  including  incidental  repairs,  service  station,  non- 
automatic  car  washing,  sale  of  car  parts  and  accessories, 
outdoor  sales,  display  and  parking  of  more  than  five  (5) 
motor  vehicles  with  business  entrances  within  75  feet  of 
the  residence  use  district;  and  to  permit  for  a  term  of  ten 
(10)  years,  under  Sections  7f  and  7e,  a  lubritorium  and 
ground  sign. 

PREMISES  AFFECTED - 1855  Hylan  Boulevard,  250 

Naughton  Avenue,  southwest  corner  and  southeast  corner 
Hylan  Boulevard  and  Joyce  Street,  40  Joyce  Street,  Block 
3548,  Lot  18,  Grant  City,  Borough  of  Richmond. 


79-71-BZ 

APPLICANT — Stanley  H.  Klein  for  Highland  Avenue 
Baptist  Church,  owner. 

SUBJECT — Application  February  8,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-64  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  enlarge¬ 
ment  in  area  of  an  existing  church  that  encroaches  on  the 
required  front  yard. 

PREMISES  AFFECTED — 87-04  162nd  Street,  southwest 
corner  of  Highland  Avenue,  Block  9770,  Lot  30,  Jamaica. 
Borough  of  Queens. 

Laid  over  from  May  4,  1971,  for  hearing  at  the  request 
The  Community  Board. 
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701-70-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Ado  Cristante, 
owner. 

SUBJECT — Application  November  17,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-4  and  R7-1  district,  on 
a  plot  previously  before  the  Board,  the  subdivision  of  the 
site  for  use  as  a  dwelling  and  parking  lot  that  creates 
non-compliance  on  the  required  rear  yard  and  without  the 
required  screening. 

PREMISES  AFFECTED — 2321  to  2327  Belmont  Avenue, 
west  side,  107.21  feet  south  of  Crescent  Avenue,  Block 
3087,  Lot  22,  Borough  of  The  Bronx. 

95-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  Dave 
Simon,  owner,  c/o  Robert  H.  Black,  Douglaston  Golf 
Range,  Executor. 

SUBJECT — Application  February  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-2  district,  the  erection 
of  a  six  story  multiple  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  accessory  parking, 
encroaches  on  the  required  yard  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED — 44-30  Douglaston  Parkway, 
west  side,  72-48  feet  north  of  Northern  Boulevard,  Block 
8092,  Lots  33,  56,  Douglaston,  Borough  of  Queens. 


100-71-BZ 

APPLICANT — M.  Martin  Elkind  for  Ertel  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  February  23,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  on  a  plot  with 
an  existing  automobile  collision  repair  shop,  the  use  of  the 
open  area  for  accessory  parking  and  the  sale  of  used 
cars. 

PREMISES  AFFECTED — 61-03  Northern  Boulevard, 
northeast  corner  of  61st  Street,  Block  1162,  Lot  53,  Wood- 
side,  Borough  of  Queens. 


159-71-BZ 

APPLICANT — Hannibal  F.  Zumbo  for  Cusimano  Realty 
Corporation,  owner ;  Cusimano  Realty  Corporation,  lessee. 

SUBJECT — Application  March  18,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  73-1 1  (g")  and  73- 
27  of  the  Zoning  Resolution,  to  permit  in  a  Cl -3  district, 
the  enlargement  in  area  of  an  existing  funeral  establish¬ 
ment  into  the  first  floor  of  an  adjoining  three  story  build¬ 
ing  and  without  the  required  loading  berth. 

PREMISES  AFFECTED— 228  to  230  Court  Street,  north¬ 
west  corner  of  Baltic  Street,  Block  307,  Lots  35  and  36, 
Borough  of  Brooklyn. 


189-71-BZ 

APPLICANT — Savignono,  Strange  and  Veils  for  Bangar 
Realty  Corporation,  owner. 

SUBJECT — Application  March  29,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-413  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-3  and  R6  dis¬ 
trict,  the  change  in  use  of  an  existing  one  story  building 
previously  before  the  Board  from  warehouse,  shipping  and 
stores  to  the  manufacturing  of  ladies  handbags. 

PREMISES  AFFECTED— 1674  to  1678  Broadway,  south 
side,  57.4  feet  west  of  Decatur  Street,  747  to  755  Decatur 
Street,  Block  1503,  Lot  31,  Borough  of  Brooklyn. 


220-71-BZ 

APPLICANT — Union  Carbide  Corporation  for  City  of  New 
York,  Water  Resources  Department,  owner. 

SUBJECT — Application  April  8,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-32  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  district,  at  an  existing 
sewage  treatment  plant,  the  installation  of  a  facility  for 
the  manufacture  of  oxygen. 

PREMISES  AFFECTED — 329  to  369  Greenpoint  Avenue, 
northeast  corner  of  Provost  Street,  Block  2525,  Lot  1. 
Borough  of  Brooklyn. 


247-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Sheldon  H.  Solow,  owner. 

SUBJECT — Application  April  16,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C5-3  district,  on  a  plot  with  a 
48  story  office  building  presently  under  construction,  the 
reduction  in  lot  area  that  creates  non-compliance  in  floor 
area  ratio. 

PREMISES  AFFECTED— 9  to  25  West  57th  Street,  207 
feet  west  of  5th  Avenue,  4  to  40  West  58th  Street,  Block 
1273,  Lots  22,  24,  27,  29,  19,  44,  46,  49,  51,  53,  57  and  59, 
Borough  of  Manhattan. 

174-71-BZ 

APPLICANT — A.  H.  Salkowitz  for  Allied  Tylan  Boule¬ 
vard  Corporation,  owner,  Dun  and  Bradstreet,  lessee. 

SUBJECT — Application  March  24,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-44  of  the  Zoning 
Resolution,  to  permit  in  a  C2-1  district,  the  reduction  in 
the  number  of  accessory  parking  spaces  for  a  proposed 
office  building. 

PREMISES  AFFECTED — 1139  Hylan  Boulevard,  north 
side,  80  feet  west  of  Allendale  Road,  Block  3227,  Lot  5, 
Grasmere,  Borough  of  Richmond. 


148-70-BZ — Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Ciampa  Prop¬ 
erties,  owner. 

SUBJECT — Application  reopened  February  17,  1971  as 
Volume  II — decision  of  the  Borough  Superintendent,  un¬ 
der  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R4  district,  the  erection  of  a  one  story  enlargement  to 
an  existing  factory  and  warehouse  extending  into  the  resi¬ 
dence  district. 

PREMISES  AFFECTED— 15-11  119th  Street  and  119-06 
15th  Avenue,  southeast  corner,  Block  4073,  Lots  22  and 
47,  College  Point,  Borough  of  Queens. 

Laid  over  from  May  11,  1971,  for  continued  hearing. 

THOMAS  F.  GALVIN,  Chairman 


JUNE  1,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  Jund  1,  1971,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  P.  10013,  on  the  fol¬ 
lowing  matters : 

414-70-A 

APPLICANT — John  T.  O’Neill,  Commissioner,  Department 
of  Buildings. 

OWNER  OF  PREMISES — Fourems,  Inc.,  c/o  Manvocher- 
ian  Bros. 
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SUBJECT— Application  July  23,  1970— revocation  of  Cer¬ 
tificate  of  Occupancy  No.  66581. 

PREMISES  AFFECTED— 78  Fifth  Avenue,  west  side,  73 
feet  south  of  West  14th  Street,  Block  577,  Lot  41,  Bor¬ 
ough  of  Manhattan. 


623-70-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Howard  Stores  Corporation. 
SUBJECT— Application  October  15,  1970— for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 82  and  84  Stanton  Street,  north¬ 
east  corner  of  Allen  Street,  Block  417,  Lots  70  and  71, 
Borough  of  Manhattan. 


506-70-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES— United  House  of  Prayer. 

SUBJECT— Application  September  8,  1970  for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 2310-2322  Eighth  Avenue,  east 
side  of  Eighth  Avenue,  between  West  124th  Street  and 
West  125th  Street,  271  West  124th  Street  and  272-280 
West  125th  Street,  Block  1930,  Lot  1,  Borough  of  Man¬ 
hattan. 

114-71-A 

APPLICANT — Robert  L.  Campbell  for  Staten  Island  Foun¬ 
dations,  owner. 

SUBJECT — Application  March  3,  1971 — Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  toilet  facilities 
contrary  to  C26-110.Z  (C)  of  the  Building  Code,  filed 
pursuant  to  Section  36,  Article  3,  General  City  Law  re¬ 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 25  Kinsey  Place,  southeast 
corner  of  Woodcliff  Avenue,  Block  1290,  Lot  61,  Mariners 
Harbor,  Borough  of  Richmond. 


1212-66-A 

APPLICANT — Jack  Brown  for  Greenwich  Leasing  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  25,  1966 — Restored  to 
Calendar  by  the  Board’s  action  re-  doctors’  offices  in 
cellar. 

PREMISES  AFFECTED — 48-50  38th  Street,  west  side, 
124.05  feet  north  of  Greenpoint  Avenue,  Block  232,  Lot  18, 
Long  Island  City,  Borough  of  Queens. 


71-67-A 

APPLICANT — Jack  Brown  for  Monte  Carlo  Leasing  Cor¬ 
poration,  owner. 

SUBJECT — Application  January  16,  1967 — Restored  to  Cal¬ 
endar  by  the  Board’s  action  re-  cellar  apartments. 

PREMISES  AFFECTED — 631  Beach  9th  Street,  southwest 
corner  of  Caffrey  Avenue,  Block  (15584)  111,  Lot  4,  Far 
Rockaway,  Borough  of  Queens. 


138-67-A 

APPLICANT — Jack  Brown  for  Maple  Leasing  Corpora¬ 
tion,  owner. 

SUBJECT — Application  February  17,  1967 — Restored  to 
Calendar  by  the  Board’s  action  re-  cellar  apartments. 

PREMISES  AFFECTED— 102-40  Horace  Harding  Ex¬ 
pressway,  southwest  corner  of  Yellowstone  Boulevard, 
Block  2121,  Lot  21,  Forest  Hills,  Borough  of  Queens. 


139-67-A 

APPLICANT — Jack  Brown  for  Surf  Leasing  Corporation, 

owner. 

SUBJECT — Application  February  17,  1967 — Restored  to 
Calendar  by  the  Board’s  action  re-  cellar  apartments. 
PREMISES  AFFECTED — 407  Beach  20th  Street,  north¬ 
west  corner  of  Elk  Drive,  Block  (15767)  249,  Lot  1,  Far 
Rockaway,  Borough  of  Queens. 


216-67-A 

APPLICANT — Jack  Brown  for  Ocean  Leasing  Corpora¬ 
tion,  owner. 

SUBJECT— Application  February  2,  1967 — Restored  to 
Calendar  by  the  Board’s  action  re-  cellar  apartments. 

PREMISES  AFFECTED— 22-11  New  Haven  Avenue, 
southwest  corner  of  Beach  22nd  Street,  Block  (15762) 
254,  Lot  70,  Far  Rockaway,  Borough  of  Queens. 


602-70-A 

APPLICANT — Charles  Spindler  for  Fur  Craft,  c/o  Sydney 
J.  Bernstein,  owner. 

SUBJECT — Application  October  1,  1970 — decision  of  the 
Borough  Superintendent  re-  Exitolite. 

PREMISES  AFFECTED— 242  West  30th  Street,  south 
side,  275  feet  east  of  8th  Avenue,  Block  779,  Lot  66,  Bor¬ 
ough  of  Manhattan. 


217-67-A 

APPLICANT — Jack  Brown  for  Road  Leasing  Corporation, 

owner. 

SUBJECT — Application  February  27,  1967 — Restored  to 
Calendar  by  the  Board’s  action  re-  cellar  apartments. 
PREMISES  AFFECTED — 63-09  108th  Street,  northeast 
corner  of  63rd  Road,  Block  2167,  Lot  1,  Forest  Hills, 
Borough  of  Queens. 


1006-65-A 

APPLICANT — Jack  Brown  for  Riviera  Leasing  Corpora¬ 
tion,  owner. 

SUBJECT — Application  October  4,  1965 — filed  pursuant  to 
Section  310  of  the  Multiple  Dwelling  Law  for  variation 
of  Section  34,  Subd.  6a  of  the  Multiple  Dwelling  Law 
re-  minimum  dimensions  of  yard. 

PREMISES  AFFECTED — 707  Beach  9th  Street,  north¬ 
west  corner  of  Caffrey  Avenue,  Block  15572,  Lot  1,  Far 
Rockaway,  Borough  of  Queens. 


717-70-A 

APPLICANT — Frank  A.  Vaccaro  for  Anthony  Guddemi, 
owner. 

SUBJECT — Application  December  2,  1970 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Multiple  Dwell¬ 
ing,  increase  in  rooms. 

PREMISES  AFFECTED— 51  Wilbur  Street,  north  side, 
100.00  feet  east  of  Walch  Place,  Block  6668,  Lot  94, 
Princess  Bay,  Borough  of  Richmond. 


146-71-A 

APPLICANT — Riekers-Crisa  Corporation,  owner. 

SUBJECT — Application  March  11,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  in¬ 
flammable  mixture  known  as  Fondue  Heat  in  16  fluid 
ounce  polyvinyl  chloride  pinchwaist  cylinder  not  in  com¬ 
pliance  with  regulations  of  the  Administrative  Code  of 
New  York  City. 
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244-71-A 

APPLICANT — Joseph  Mitchell  for  Catholic  High  School 
Association,  owner. 

SUBJECT — Application  April  15,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  protection  for 
exterior  walls. 

PREMISES  AFFECTED — 1011  First  Avenue,  west  side 
from  55th  Street  to  56th  Street  Entire  Block,  349  to  355 
East  55th  Street  to  338  to  354  East  56th  Street,  Block 
1348,  Lots  22,  23,  30,  121,  Borough  of  Manhattan. 


245-71-A 

APPLICANT — Sidney  Michael  Rogers  for  Sidney  M. 
Rogers  and  Bill  Graham,  owners ;  Fillmore  East  Corpora¬ 
tion,  lessee. 

SUBJECT — Application  April  15,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  removal  of 
incombustible  roof  and  neting  as  guards  for  open  stairway. 

PREMISES  AFFECTED — 105  Second  Avenue,  west  side, 
25  feet  north  of  East  6th  Street,  Block  462,  Lots  29  and 
37,  Borough  of  Manhatan. 

THOMAS  F.  GALVIN,  Chairman 

JUNE  8.  1971.  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning ,  June  8,  1971,  at  10  o’clock  at  80  Lafayette 

Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 

matters : 

551-49-BZ — Vol.  II 

APPLICANT — Vito  J.  Tricarico  for  William  Savinoff  of 
Remco  Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  March  29,  1971 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7e  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  gasoline  service  sta¬ 
tion,  garage  for  more  than  5  motor  vehicles,  and  to  amend 
resolution  to  remove  gasoline  pump  and  tanks,  storage  of 
parts  and  television  service  and  repairs. 

PREMISES  AFFECTED — 88-02  to  88-08  102nd  Street  and 
100-26  88th  Avenue,  southwest  corner,  Block  9286,  Lot  61, 
Woodhaven,  Borough  of  Queens. 


452-60-BZ 

APPLICANT — Laka  Dunovitz,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  November  9,  1970 — decision 
of  the  Borough  Superintendent;  previously  granted  on 
condition  under  Section  11-411  of  the  Amended  Zoning 
Resolution,  permitting  in  a  R5  district,  the  storage  of 
five  cars  on  a  rental  basis  and  not  as  accessory  use  with 
ingress  and  egress  over  present  party  driveway. 

PREMISES  AFFECTED— 71-12  35th  Avenue,  south  side, 
100  feet  west  of  72nd  Street,  Block  1271,  Lot  6,  Jackson 
Heights,  Borough  of  Queens. 


653-60-BZ 

APPLICANT — Gabriel  DiTillio  for  Playland  Center,  In¬ 
corporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  April  13,  1971 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution, 


permitting  in  a  business  and  residence  use  district,  the 
maintenance  of  a  parking  lot  for  patrons  of  adjoining 
childrens’  amusement  park. 

PREMISES  AFFECTED — 92-01  to  92-07  164th  Avenue 
and  163-51  92nd  Street,  northeast  corner,  Block  14076, 
Lot  137,  Howard  Beach,  Borough  of  Queens. 


354-61-BZ 

APPLICANT — Abraham  Grossman  for  18-20  East  50th 
Street  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  June  13,  1971 — 
decision  of  the  Borough  Superintendent;  under  Section  7e 
of  the  Zoning  Resolution,  permitting  in  a  restricted  retail 
use  district,  in  an  11  story  office  building,  the  change  in 
use  of  the  first  floor  and  mezzanine  from  showroom  and 
office  to  Art  and  Auction  Galleries,  and  office. 

PREMISES  AFFECTED — 18-20  East  50th  Street,  south- 
side,  70  feet  west  of  Madison  Avenue,  Block  1285,  Lot  59, 
Borough  of  Manhattan. 

136-41-BZ 

APPLICANT — De  Rose  and  Cavalieri  for  500  East  117th 
Street  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  April  18,  1971 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7f  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  use  of  an  existing 
building  as  a  garage  for  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 316  Pleasant  Avenue,  east  side, 
25  feet  south  of  East  117th  Street,  Block  1715,  Lot  49, 
Borough  of  Manhattan. 

535-69-BZ  ' 

APPLICANT — Abraham  Grossman  for  Bridget  Belton, 
owner. 

SUBJECT — Application  for  consideration — extension  of  term 
of  variance  which  expires  July  25,  1971 — decision  of  the 
Borough  Superintendent;  previously  granted  on  condition 
under  Section  11-412  of  the  Zoning  Resolution,  permitting 
in  an  R 7-2  district,  in  an  existing  four-story  building,  the 
extension  of  the  commercial  occupancy  to  include  the  fourth 
floor. 

PREMISES  AFFECTED — 114  West  Houston  Street, 
northside,  100  feet  east  of  Sullivan  Street,  Block  525,  Lot 
28,  Borough  of  Manhattan. 

73-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Southbridge  Towers,  Incorporated,  owner. 

SUBJECT — Application  February  4,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  60(3)  of  the 
Multiple  Dwelling  Law,  to  permit  in  an  R8  and  C6-4 
district,  in  a  housing  development  presently  under  con¬ 
struction  the  addition  to  the  two  accessory  garage  facilities 
to  include  transient  parking  for  the  unused  and  surplus 
tenants  spaces. 

PREMISES  AFFECTED — 299  to  333  Pearl  Street,  north 
side,  entire  block,  80  to  90  Gold  Street,  80  to  100  Beekman 
Street,  77  Fulton  Street,  and  66  Frankfort  Street,  Block 
94,  part  of  Lot  1,  Borough  of  Manhattan. 


74-71-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Southbridge  Towers,  Incorporated,  owner. 
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SUBJECT — Application  February  4,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  transient  park¬ 
ing. 

PREMISES  AFFECTED— 299  to  333  Pearl  Street,  north 
side,  entire  block,  80  to  90  Gold  Street,  80  to  100  Beekman 
Street,  77  Fulton  Street,  and  66  Frankfort  Street,  Block 
94,  part  of  Lot  1,  Borough  of  Manhattan. 


102-71-BZ 

APPLICANT — M.  Martin  Elkind  for  Nasso  Realty  In¬ 
corporated,  owner. 

SUBJECT — Application  February  23,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R8  district,  in  an  existing 
six  story  building,  the  enlargement  in  area  of  the  first 
floor  commercial  use  for  use  as  a  restaurant  on  the  entire 
first  floor  and  cellar. 

PREMISES  AFFECTED— 417  to  419  East  65th  Street, 
north  side,  250  feet  east  of  First  Avenue,  Block  1460,  Lot 
11,  Borough  of  Manhattan. 


111-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Shell  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  March  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-211  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  the  reconstruction 
of  an  automotive  service  station  with  accessory  uses,  and 
with  accessory  show  windows  within  75  feet  of  a  residence 
district. 

PREMISES  AFFECTED— 185-25  North  Conduit  Avenue, 
northwest  corner  of  Springfield  Boulevard,  Block  13094, 
Lot  68,  Springfield  Gardens,  Borough  of  Queens. 


115-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Nick  Sala  and 
Angelo  Dolce,  doing  business  as  S  and  D  Autobody  Colli¬ 
sion  Company,  owner. 

SUBJECT — Application  March  3,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-3  district,  the  expansion  of  an 
existing  automobile  repair  shop  into  an  adjoining  building 
and  the  erection  of  an  enlargement  that  creates  non-compli¬ 
ance  in  floor  area  ratio. 

PREMISES  AFFECTED— 1305  to  1307  36th  Street,  north¬ 
west  corner  of  Louisa  Street,  Block  5310,  Lots  29  and  30, 
Borough  of  Brooklyn. 


116-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  Nick  Saia  and 
Angelo  Dolce  doing  business  as  S  and  D  Auto  Body  Colli¬ 
sion  Company,  owner. 

SUBJECT — Application  March  3,  1971 — appeal  from  deci¬ 
sion  of  the  Borough  Superintendent  re-  Proposed  exten¬ 
sion  of  motor  vehicle  repair  shop,  class  III  building. 

PREMISES  AFFECTED — 1305  to  1370  36th  Street,  north¬ 
west  corner  of  Louisa  Street,  Block  5310,  Lot  29  and  30, 
Borough  of  Brooklyn. 


248-71-BZ 

APPLICANT — Atkin  and  Bassolino  for  D.  D.  and  N. 

Aufiero,  owner. 

SUB  JECT — Application  April  19,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-413  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R5  district  in  an 
existing  one  story  building  previously  before  the  Board,  the 
change  in  occupancy  from  storage  and  baling  of  rags  to  the 


production  and  printing  of  educational  publications  and 
materials  with  accessory  parking  in  the  open  area. 

PREMISES  AFFECTED— 3222  Ely  Avenue,  east  side,  170 
feet  north  of  Burke  Avenue,  Block  4757,  Lot  50,  Borough 
of  The  Bronx. 


258-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Robro  Realty  Corporation,  owner. 

SUBJECT — Application  April  20,  1971 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  666,  of  the  New  York 
City  Charter  and  Section  72-21  of  the  Zoning  Resolution, 
to  permit  in  a  C6-4  district  on  a  plot  previously  before  the 
Board,  the  erection  of  a  34  story  mixed  building  that  ex¬ 
ceeds  the  permitted  floor  area  ratio  and  has  less  than  the 
required  lot  area  per  room. 

PREMISES  AFFECTED — 747  to  765  Second  Avenue,  west 
side,  from  40th  to  41st  Street,  237  to  245  East  40th  Street, 
242  East  41st  Street,  Block  1314,  Lots  21,  128,  Borough 
of  Manhattan. 


262-71-BZ 

APPLICANT — Thomas  H.  Bartzos  for  A.  and  M.  Realty 
Company  and  City  of  New  York,  owners ;  New  York  Tele¬ 
phone  Company,  lessee. 

SUBJECT — Application  April  27,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-44  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  district  the  reduction  in 
the  number  of  accessory  parking  spaces  for  a  one  story 
building  converted  to  office  use. 

PREMISES  AFFECTED— 531  to  571  105th  Street,  10501 
to  10525  Farragut  Road,  northeast  corner,  Block  8156,  Lot 
Lot  100,  Borough  of  Brooklyn. 


2-71-BZ 

APPLICANT — Fred  L.  Liebmann  for  Torston  Forsberg, 
owner. 

SUBJECT — Application  January  5,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Ml-1  district,  the  erection 
of  a  two-story  building  for  use  as  a  truck  terminal  with 
accessory  offices  that  exceeds  the  permitted  floor  area  ratio, 
encroaches  on  the  required  rear  yard  and  has  less  than  the 
required  parking. 

PREMISES  AFFECTED — 182-28  149th  Avenue,  southwest 
corner  of  183rd  Street,  Block  13411,  Lots  16,  18,  20,  22,  25, 
29  and  31,  Jamaica,  Borough  of  Queens. 

Laid  over  from  May  11,  1971  for  continued  hearing. 

THOMAS  F.  GALVIN,  Chairman 

JUNE  8,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  afternoon,  June  8,  1971,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 

72-71-A 

APPLICANT — McGee  and  Morsellino  for  Washburn  Wire 
Company,  owner. 

SUBJECT — Application  January  15,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  standpipe  lines. 

PREMISES  AFFECTED — 515  to  543  East  116th  Street, 
north  side  Entire  Block,  536  to  560  East  117th  Street  and 
East  River  Drive,  Block  1716,  Lot  19,  Borough  of  Man¬ 
hattan. 
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148-71-A 

APPLICANT — M.  A.  Carpenter  for  Simoniz  Company  Di¬ 
vision  of  Morton  International,  owner. 

SUBJECT — Application  March  15,  1971 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Packaging  of  combust¬ 
ible  mixture. known  as  Simoniz  Master  Wax  in  16  ounce 
plastic  container  not  in  compliance  with  regulations  of  the 
Administrative  Code  of  New  York  City. 


197-71-A 

APPLICANT — Frank  A.  Caccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 81  Luigi  Place,  south  side,  47.27 
feet  east  of  Enfield  Place,  Block  950,  Lot  292  Egbertville, 
Borough  of  Richmond. 


198-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 45  Enfield  Place,  northeast  cor¬ 
ner  of  Luigi  Place,  Block  950,  Lot  95,  Egbertville,  Borough 
of  Richmond. 


199-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 75  Enfield  Place,  southeast 
corner  of  Di  Marco  Place,  Block  950,  Lot  310  Egbertville, 
Borough  of  Richmond. 


200-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 70  Luigi  Place,  north  side, 
164.00  feet  east  of  Enfield  Place,  Block  950,  Lot  103, 
Egbertville,  Borough  of  Richmond. 


201-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 44  Di  Marco  Place,  south  side, 
41.00  feet  east  of  Enfield  Place,  Block  950,  Lot  308  Egbert¬ 
ville,  Borough  of  Richmond. 


202-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 


SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 40  Di  Marco  Place,  south  side, 
81.01  feet  east  of  Enfield  Place,  Block  950,  Lot  306, 
Egbertville,  Borough  of  Richmond. 


203-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 36  Di  Marco  Place,  south  side, 
121.02  feet  east  of  Enfield  Place,  Block  950,  Lot  304, 
Egbertville,  Borough  of  Richmond. 


204-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 32  Di  Marco  Place,  south  side, 
161.03  feet  east  of  Enfield  Place,  Block  950,  Lot  302, 
Egbertville,  Borough  of  Richmond. 


205-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 28  Di  Marco  Place,  south  side, 
201.39  feet  east  of  Enfield  Place,  Block  950,  Lot  300, 
Egbertville,  Borough  of  Richmond. 


206-71-A 

APPLICANT— Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 27  Di  Marco  Place,  north  side, 
200.23  feet  east  of  Enfield  Place,  Block  950,  Lot  266, 
Egbertville,  Borough  of  Richmond. 


207-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 35  Di  Marco  Place,  north  side, 
120.21  feet  east  of  Enfield  Place,  Block  950,  Lot  270, 
Egbertville,  Borough  of  Richmond. 


208-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6.  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 
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PREMISES  AFFECTED — 39  Di  Marco  Place,  north  side, 
80.20  feet  east  of  Enfield  Place,  Block  950,  Lot  272, 
Egbertville,  Borough  of  Richmond. 


209-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 31  Di  Marco  Place,  north  side, 
160.22  feet  east  of  Enfield  Place,  Block  950,  Lot  268, 
Egbertville,  Borough  of  Richmond, 


210- 71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT— Application  April  6,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 43  Di  Marco  Place,  north  side, 
40.19  feet  east  of  Enfield  Place,  Block  950,  Lot  274, 
Egbertville,  Borough  of  Richmond. 

211- 71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 65  Enfield  Place,  northeast 
corner  of  Di  Marco  Place,  Block  950,  Lot  276,  Egbertville, 
Borough  of  Richmond. 

212- 71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 55  Enfield  Place,  southeast 
corner  of  Luigi  Place,  Block  950,  Lot  290,  Egbertville, 
Borough  of  Richmond. 


213-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 71  Luigi  Place,  south  side. 
141.81  feet  east  of  Enfield  Place,  Block  950,  Lot  296, 
Egbertville,  Borough  of  Richmond. 


214-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 75  Luigi  Place,  south  side, 
94.54  feet  east  of  Enfield  Place,  Block  950,  Lot  294, 
Egbertville,  Borough  of  Richmond. 


215- 71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT— Application  April  6,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 67  Luigi  Place,  south  side, 
189.08  feet  east  of  Enfield  Place,  Block  950,  Lot  298, 
Egbertville,  Borough  of  Richmond. 

216- 71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT— Application  April  6,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 74  Luigi  Place,  north  side, 
121.00  feet  east  of  Enfield  Place,  Block  950,  Lot  101, 
Egbertville,  Borough  of  Richmond. 

217- 71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT— Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 78  Luigi  Place,  north  side, 
81.00  feet  east  of  Enfield  Place,  Block  950,  Lot  99, 
Egbertville,  Borough  of  Richmond. 

218- 71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 82  Luigi  Place,  north  side. 
41.00  feet  east  of  Enfield  Place,  Block  950,  Lot  97, 
Egbertville,  Borough  of  Richmond. 

278-71-A 

APPLICANT — Glenn  Industries,  Incorporated  for  Sea¬ 
board  Manufacturing  Laboratories,  Incorporated,  owner. 

SUBJECT— Application  May  3,  1971— appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  flammable 
mixture  known  as  Glenn  Gas  Line  Anti-Freeze  in  12  ounce 
metal  container  with  crown  closure  not  in  compliance  with 
the  regulations  of  the  Administrative  Code  of  New  York 
City. 

284-71-A 

APPLICANT — I.  Elliott  Goldberg  of  Singmaster  and 
Breyer,  Incorporated  for  Distrigas  Corporation,  owner. 

SUBJECT — Application  May  6,  1971 — appeal,  from  a  de¬ 
cision  of  the  Department  of  Ports  and  Terminals  and  the 
Fire  Commissioner  date  filed  May  3,  1971  re-  installation 
of  three  900,000  barrel  liquified  natural  gas  tanks,  etcetera. 

THOMAS  F.  GALVIN,  Chairman 
JUNE  15,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning  June  15,  1971,  at  10  o’clock  at  80  Lafayette 

Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 

matters : 

506-67-BZ 

APPLICANT — Harry  Atkins  and  Associates  for  685  Cary 
Realty  Corporation,  owner. 
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SUBJECT — Application  for  consideration — reopened  for  re¬ 
hearing  by  order  of  the  Court — under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York  City 
Charter  to  permit  in  an  R5  district,  the  erection  of  an 
automotive  service  station  with  accessory  uses  including 
an  automobile  laundry  that  encroaches  on  the  required  side 
yard  and  without  the  required  screening. 

PREMISES  AFFECTED — 685  Cary  Avenue,  northeast 
corner  of  Clove  Road,  Block  214,  Lot  1,  West  New  Brigh¬ 
ton,  Borough  of  Richmond. 

Laid  over  from  May  11,  1971  for  hearing. 


507-67-A 

APPLICANT — Harry  Atkins  and  Associates  for  685  Cary 
Realty  Corporation,  owner. 

SUBJECT — Application  May  23,  1967 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building  not 
fronting  on  legal  street. 

PREMISES  AFFECTED — 685  Cary  Avenue,  northeast 
corner  of  Clove  Road,  Block  214,  Lot  1,  West  New 
Brighton,  Borough  of  Richmond. 


984-66-BZ — Vol.  II 

APPLICANT — Edwin  Storch  for  Lam  Realty  Corporation, 
owner. 

SUBJECT — Application  reopened  February  17,  1971  as 
Volume  III — decision  of  the  Borough  Superintendent, 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R3-2  district,  the  erection  of  a  one  story  warehouse  and 
factory  building  with  accessory  parking  that  has  entrances 
within  50  feet  of  intersecting  streets. 

PREMISES  AFFECTED — 177-07  147th  Avenue,  northeast 
corner  of  177th  Street,  Block  13307,  Lots  113,  104  and  100, 
Springfield  Gardens,  Borough  of  Queens. 


122-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Kathryn  Bablonka, 
owner. 

SUBJECT — Application  March  5,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  three  story  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  lot 
area  per  room,  and  encroaches  on  the  required  front  and 
rear  yards. 

PREMISES  AFFECTED— 23-12  33rd  Street,  west  side,  85 
feet  south  of  23rd  Avenue,  Block  835,  Lot  47,  Astoria, 
Borough  of  Queens. 


123-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Kathryn  Bablonka, 
owner. 

SUBJECT — Application  March  5,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  and  encroaches  on  the 
required  front  and  rear  yards. 

PREMISES  AFFECTED— 23-14  33rd  Street,  west  side, 
117.50  feet  south  of  23rd  Avenue,  Block  835,  Lot  248,  As¬ 
toria,  Borough  of  Queens. 

194-7 1-BZ 

APPLICANT — McGee  and  Morsellino  for  John  S.  Bucalo 
and  Virginia  Bucalo,  owner,  Claire  Coat  Corporation, 
lessee. 


SUBJECT — Application  April  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R6  district,  the  erection 
of  a  two  store  building  for  use  as  a  clothing  manufactur¬ 
ing  establishment  with  retail  facilities  and  with  accessory 
parking  and  loading  in  the  open  area. 

PREMISES  AFFECTED — 385  Seneca  Avenue,  northwest 
corner  of  Stanhope  Street,  Block  3426,  Lots  1,  2,  4,  6  and 
46,  Ridgewood,  Borough  of  Queens. 


243-71-BZ 

APPLICANT — Norman  L.  Reiffman  for  Eny  Properties 
Corporation,  owner. 

SUBJECT — Application  April  15,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  district,  the  erection  of 
a  two  story  and  basement  factory  and  warehouse  structure 
with  accessory  offices  that  exceeds  the  permitted  floor  area 
ratio,  has  loading  entrances  within  50  feet  of  intersecting 
streets  and  with  off-site  parking  that  exceeds  the  maximum 
size  and  maximum  distance  from  the  site. 

PREMISES  AFFECTED — 1000  Pennsylvania  Avenue, 
southwest  corner  of  Wortman  Avenue,  Block  4389,  Lot  1, 
Borough  of  Brooklyn. 


250-71-BZ 

APPLICANT — Longo  and  Kreyl  for  R.  C.  Church  of  the 
Precious  Blood,  owner. 

SUBJECT — Application  April  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the  recon¬ 
struction  of  an  existing  church  that  encroaches  on  the  re¬ 
quired  rear  yard  equivalent  and  with  less  than  the  required 
accessory  parking. 

PREMISES  AFFECTED — 95  Bay  46th  Street,  east  side, 
210  feet  south  of  Bath  Avenue,  and  62  and  70  Bay  47th 
Street,  Block  6901,  Lots  51,  53,  20,  24,  25,  26,  27,  and  155, 
Borough  of  Brooklyn. 


253-71-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Eugenio  Garcia, 
owner. 

SUBJECT — Application  April  15,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  R3-2  district,  on  a  plot  with  a 
one  family  dwelling  previously  before  the  Board,  the  erec¬ 
tion  of  an  attached  garage. 

PREMISES  AFFECTED — 841  Brady  Avenue,  northwest 
corner  of  Muliner  Avenue,  Block  4297,  Lot  1,  Borough  of 
The  Bronx. 


255-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  Beekman  Tenants 
Corporation,  owner. 

SUBJECT — Application  April  21,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R10  and  R7-2  district, 
in  an  existing  15  story  multiple  dwelling,  the  use  of  a  por¬ 
tion  of  the  first  floor  as  a  school  for  adults. 

PREMISES  AFFECTED— 575  Park  Avenue,  and  104  East 
63rd  Street,  southeast  corner,  Block  1397,  Lot  69,  Borough 
of  Manhattan. 


256-71-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Rita  Mayers, 
owner,  4892  Tavern  Incorporated,  lessee. 
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SUBJECT — Application  April  21,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-241  of  the 
Zoning  Resolution,  to  permit  in  a  C2-4  district,  in  an  exist¬ 
ing  one  story  building,  the  addition  to  the  restaurant  use  to 
include  cabaret. 

PREMISES  AFFECTED — 4892  to  4894  Broadway,  south 
side,  100  feet  east  of  West  204th  Street,  Block  2235,  Lot  5, 
Borough  of  Manhattan. 


263-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Sigmund  Sommer,  owner. 

SUBJECT — Application  April  27,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  RIO  and  C2-5  district,  the 
erection  of  a  45  story  mixed  building  that  exceeds  the  per¬ 
mitted  floor  area  ratio. 

PREMISES  AFFECTED— 405,  411  to  449  East  58th 
Street,  south  side,  106.6  feet  west  of  Sutton  Place,  and  408, 
420  to  438  East  59th  Street,  Block  1370,  Lots  102,  6,  7, 
108,  8,  IS,  16,  17,  117,  18,  19,  29,  30,  31,  121,  and  44, 
Borough  of  Manhattan. 


264-71-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Sigmund  Sommer,  owner. 

SUBJECT — Application  April  27,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  floor  area  ratio. 

PREMISES  AFFECTED— 405,  411  to  449  East  58th 
Street,  south  side,  106.6  feet  west  of  Sutton  Place,  and  408, 
420  to  438  East  59th  Street,  Block  1370,  Lots  102,  6,  7,  108, 
8,  5,  16,  17,  117,  18,  19,  29,  30,  31,  121,  and  44  Borough  of 
Manhattan. 


687-70-BZ 

APPLICANT — George  J.  Vassilev  for  Vincent  Lodico, 
owner. 

SUBJECT — Application  November  17,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  at  an  existing 
three  story  building,  the  erection  of  a  one  story  enlarge¬ 
ment  to  the  first  floor  store  that  increases  the  degree  of 
non-compliance  in  floor  area  ratio,  open  space  ratio  and 
lot  area  per  room. 

PREMISES  AFFECTED — 69-53  Grand  Avenue,  north  side, 
137.90  feet  west  of  69th  Lane  Block  2501,  Lot  37,  Maspeth, 
Borough  of  Queens. 

Hearing  closed. 

THOMAS  F.  GALVIN,  Chairman 


JUNE  15,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon ,  June  15,  1971,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 

192-71-A 

APPLICANT — Irving  Kudroff  for  Dorothy  Alper,  owner. 


SUBJECT— Application  March  31,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  live  load,  egress. 
PREMISES  AFFECTED— 143  West  27th  Street,  north 
side,  275  feet  east  of  Seventh  Avenue,  Block  803,  Lot  14, 
Borough  of  Manhattan. 


223-71-A 

APPLICANT — Robert  O.  Lowery.  Fire  Commissioner. 
OWNER  OF  PREMISES— Heiman  Torn. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 46  Hester  Street,  south  side,  90 
feet  west  of  Essex  Street,  Block  29 7.  Lot  15,  Borough  of 
Manhattan. 


224-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Associated  Beth  Rivka 

Schools,  Incorporated. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 823  Eastern  Parkway,  north 
side,  280  feet  east  of  Kingston  Avenue,  Block  1265,  Lot  66, 
Borough  of  Brooklyn. 


225-71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Tiebout  Trading  Company. 
SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 13  to  27  East  175th  Street, 
northwest  corner  of  Townsend  Avenue,  Block  2850,  Lot  31, 
Borough  of  the  Bronx. 


226-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Young  Men’s  Christian  Associ¬ 
ation  of  Greater  New  York. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 177  to  185  Marcy  Avenue, 
southeast  corner  of  South  9th  Street,  Block  2151,  Lot  6, 
Borough  of  Brooklyn. 


283-71-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  100  William  Company,  owner. 

SUBJECT — Application  May  6,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  shaft,  corridors 
openings. 

PREMISES  AFFECTED— 98  to  106  William  Street, 
southeast  corner  of  John  Street,  Block  68,  Lot  36,  Borough 
of  Manhattan. 

THOMAS  F.  GALVIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  MAY  11,  1971,  10  A.M. 

Present :  Chairman  Galvin,  Commissioner  Klein  and 
Commissioner  Madigan. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon  April  27,  1971  and  special 
meeting  Thursday  morning,  April  29,  1971,  were  approved 
as  printed  in  the  Bulletin  of  May  6,  1971,  Vol.  56,  No.  18. 


849-49-BZ 

APPLICANT — Mallia  Associates  for  Directors  Guild  of 
America,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  28, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  restricted  retail  use  district,  the 
change  in  occupancy  from  club  to  motion  picture  theatre, 
stores,  offices  and  showrooms. 

PREMISES  AFFECTED— 110  West  57th  Street,  south 

side,  175  feet  west  of  6th  Avenue,  Block  1009,  Lot  40, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Robert  L.  Bilello  and  Meyer  Ackerman. 
ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Madigan  .  3 

Negative :  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Nolan  .  2 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
March  28,  1950,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  May  11,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
28,  1950,  as  amended  through  November  27,  1951,  only  as  to 
the  term  of  the  variance,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“granted  for  a  term  to  expire  on  January  31,  1982,  to 
permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  1308-49) 

573-55-BZ 

APPLICANT— Arthur  Levine  for  Sidney  Esikoff,  owner. 
SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expires  May  22, 
1971_decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  local  retail  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  lubritorium, 
minor  repairs  (hand  tools  only)  auto  wrecking  (non¬ 
automatic),  office,  sales  and  storage  of  auto  accessories, 
parking  of  cars  waiting  to  be  serviced  for  a  term  of 
years. 

PREMISES  AFFECTED— 17-32  to  46  (official  17-42) 
Clintonville  Street,  154-02/04  17th  Road,  Block  4730,  Lot  4, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Arthur  Levine. 


ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 


Commissioner  Madigan  .  3 

Negative:  .  0 


Absent :  Vice  Chairman  Becker  and  Commissioner  Nolan  2 
THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  22,  1956,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
May  11,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  22, 
1956,  as  amended  through  September  15,  1970,  only  as  to  the 
term  of  the  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“granted  for  a  term  of  ten  years  from  May  22,  1971,  to 
permit  .  .  . ;  that  other  than  as  herein  amended  the  reso¬ 
lution  above  cited  shall  be  complied  with  in  all  respects ; 
and  that  a  new  Certificate  of  Occupancy  shall  be  ob¬ 
tained.”  (N.B.  2525-55) 


672-68-BZ 

APPLICANT — Charles  M.  Spindler  for  278  5th  Street  Re¬ 
alty  Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  time 
to  complete  which  expired  June  17,  1970— decision  of  the 
Borough  Superintendent;  previously  granted  on  condition 
under  Sections  11-412  and  73-ll(g)  of  the  Zoning  Resolu¬ 
tion,  permitting  in  a  C2-3  district,  the  reconstruction  and 
enlargement  in  area  of  an  automotive  service  station  with 
accessory  uses  previously  before  the  Board. 

PREMISES  AFFECTED — 375-381  4th  Avenue,  northeast 
corner  of  6th  Street,  Block  987,  Lot  1  (tentative),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  obtain  Certificate  of  Occupancy 
extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein  and 


Commissioner  Madigan  .  3 

Negative:  .  0 


Absent :  Vice  Chairman  Becker  and  Commissioner  Nolan  2 
THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  17,  1969,  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  May  19,  1970; 
and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  June  17,  1969,  as  amended  through 
May  19,  1970,  only  as  to  the  time  to  obtain  a  Certificate  of 
Occupancy,  so  that  as  amended  this  portion  of  the  resolution 
shall  read: 

“that  a  Certificate  of  Occupancy  shall  be  obtained  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  511-68) 


247-69-BZ 

APPLICANT — Olnick,  Seltzer  &  Boxer  for  The  Laird  In¬ 
dependence  Company,  owner. 
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SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  May  19, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Charter, 
permitting  in  a  Cl-9  and  R7-2  district,  the  erection  of  a 
32-story  mixed  building  that  exceeded  the  permitted  floor 
area  ratio,  has  less  than  the  required  lot  area  per  room. 
PREMISES  AFFECTED— 560-576  Third  Avenue,  west 
side  from  East  37th  Street  to  East  38th  Street,  156-166 
East  38th  Street,  159-163  East  37th  Street,  Block  893, 
Lot  41,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Leonard  Boxer. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Madigan  .  3 

Negative:  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Nolan  .  2 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  19,  1970,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May 
19,  1970,  only  as  to  the  time  to  complete  the  work,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  May  19,  1971.”  (N.B.  17-69) 


472-69-BZ 

APPLICANT — Andrew  Di  Camillo  for  Joseph  A.  Brizzi 
&  Sons,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  6, 
1971 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  72-01  lb)  and  I2r2\ 
of  the  Zoning  Resolution,  permitting  in  a  R6  district,  the 
erection  of  a  one-story  enlargement  to  an  existing  funeral 
establishment. 

PREMISES  AFFECTED— 3913  to  3921  Fort  Hamilton 
Parkway,  east  side,  20  feet  north  of  40th  Street,  Block 
5585,  Lots  2,  3  and  4,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  Sellitto. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein  and 


Commissioner  Madigan  .  3 

Negative:  .  0 


Absent :  Vice  Chairman  Becker  and  Commissioner  Nolan  2 
THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  6,  1970,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  January  6,  1970,  only  as  to  the  time 
to  complete  the  work,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 


“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.”  (Alt. 
1339-69) 

651-69-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Helen  Marer, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  14,  1971 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R5  district,  the  erection  of 
a  six-story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  the  height  of  the  front  wall  and  lot  area 
per  room  has  less  than  the  required  open  space  ratio  and 
accessory  parking,  and  encroaches  on  the  front  setback. 

PREMISES  AFFECTED— 830  to  832  Magenta  Street, 
southwest  corner  of  Bronxwood  Avenue,  Block  4633,  Lot 
1,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Leonard  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 


Commissioner  Madigan  .  3 

Negative:  .  0 


Absent :  Vice  Chairman  Becker  and  Commissioner  Nolan  2 
THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
April  14,  1970,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April  14, 
1970,  only  as  to  the  time  to  complete  the  work,  so  that  as 
a  ended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  April  14,  1971.”  (N.B.  83-69) 


662-69-BZ 

APPLICANT — Guerino  Salerni  for  33-55  11th  Street  Realty 
Corporation,  owner. 

SL^BJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  May  5,  1971 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolution, 
nermitting  in  an  R5  district,  the  erection  of  a  one-story 
building  for  use  as  a  warehouse  and  factory. 

PREMISES  _  AFFECTED— 33-41  to  33-57  (33-55  11th 
Street  official)  11th  Street,  east  side,  140.15  feet  south  of 
33rd  Road  (33-42  to  33-54  12th  Street),  Block  318,  Lot  15, 
Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Guerino  Salerni  and  Kenneth  Bordeman. 
ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 


Commissioner  Madigan  .  3 

Negative:  .  0 


Absent :  Vice  Chairman  Becker  and  Commissioner  Nolan  2 
THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  5,  1970,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 
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Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  5, 
1970,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  May  S,  1971.”  (N.B.  871-69) 


702-69-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
73-65  of  the  Zoning  Resolution,  permitting  in  a  Cl-2  dis¬ 
trict,  the  enlargement  in  area  of  the  fifth,  sixth  and  seventh 
floors  on  an  existing  telephone  exchange  that  increases  the 
degree  of  non-compliance  in  floor  area  ratio  and  penetrates 
the  sky  exposure  plane. 

PREMISES  AFFECTED — 82-23  Broadway,  northwest  cor¬ 
ner  of  Victor  Avenue,  Block  1517,  Lot  69,  Elmhurst,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 


Commissioner  Madigan .  3 

Negative:  .  0 


Absent :  Vice  Chairman  Becker  and  Commissioner  Nolan  2 
THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
March  17,  1970,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
17,  1970  by  adding  thereto: 

“that  the  building  shall  conform  to  revised  drawings  of 
proposed  conditions  marked  ‘Received  April  8,  1971’, 
fifteen  sheets,  on  condition  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied  with 
in  all  respects.”  (Alt.  1253-69) 


20-70-BZ 

APPLICANT — De  Rose  and  Cavalieri  for  J.  Clarence 
Davies,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  23,  1971 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  11-412  and  72-21  of 
the  Zoning  Resolution,  permitting  in  a  Cl-4,  C2-4  and  R8 
district,  in  an  existing  one  story  building  the  enlargement 
in  floor  area  and  the  change  in  occupancy  from  cafeteria 
and  stores  to  a  variety  store  that  exceeds  the  floor  area 
limitations. 

PREMISES  AFFECTED— 2  to  20  East  Burnside  Avenue, 
2038  to  2048  Jerome  Avenue,  southwest  corner  of  Walton 
Avenue,  Block  2854,  Lot  44,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  George  J.  Cavalieri. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein  and 


Commissioner  Madigan .  3 

Negative:  .  0 


Absent:  Vice  Chairman  Becker  and  Commissioner  Nolan  2 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
April  23,  1970,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April 
23,  1970,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  April  23,  1971.”  (Alt.  550-69) 


481-63-BZ — Vol.  II 

APPLICANT — Otto  J.  and  Warren  A.  Sambach  for  Union 
Hospital  of  the  Bronx,  owner. 

SUBJECT — Application  reopened  September  22,  1970  as 
Volume  II — decision  of  the  Borough  Superintendent,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R7-1  district,  the  erection  of  a  five  story  and  basement  en¬ 
largement  to  a  hospital  previously  before  the  Board. 
PREMISES  AFFECTED— 260  East  188th  Street,  south 
side,  from  Tiebout  Avenue  to  Valentine  Avenue,  Block 
3147,  Lot  50,  Borough  of  the  Bronx. 

APPEARANCES— 

For  Applicant:  Warren  Sambach,  J.  Frederick  Schmidt, 
George  Hoffman,  Fred  H.  Schildwachtar,  Daniel  S. 
Fruchter. 

For  Opposition :  John  A.  Kostopaulos,  Abraham  Maranov, 
Case  Horn  and  Argie  Primpes. 

ACTION  OF  BOARD— Laid  over  to  May  25,  1971,  at  10 
A.M.,  for  decision ;  applicant  to  submit  additional  informa¬ 
tion  ;  previously  inspected ;  hearing  closed. 


506- 67-BZ 

APPLICANT — Harry  Atkins  and  Associates  for  685  Cary 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopened  for  re¬ 
hearing  by  order  of  the  Court — under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York  City 
Charter  to  permit  in  an  R5  district,  the  erection  of  an  auto¬ 
motive  service  station  with  accessory  uses  including  an 
automobile  laundry  that  encroaches  on  the  required  side 
yard  and  without  required  screening. 

PREMISES  AFFECTED — 685  Cary  Avenue,  northeast 
corner  of  Clove  Road,  Block  214,  Lot  1,  West  New  Brigh¬ 
ton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Harry  Atkin. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  15,  1971,  at  10 
A.M.,  for  hearing.  Previously  inspected. 

507- 67-A 

APPLICANT — Harry  Atkins  and  Associates  for  685  Cary 
Realty  Corporation,  owner. 

SUBJECT — Application  May  23,  1967 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building  not 
fronting  on  legal  street. 

PREMISES  AFFECTED — 685  Cary  Avenue,  northeast 
corner  of  Clove  Road,  Block  214,  Lot  1,  West  New  Brigh¬ 
ton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Harry  Atkin. 

ACTION  OF  BOARD — Laid  over  to  June  15,  1971,  at  10 
A.M.,  for  hearing.  Previously  inspected. 
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548-69-BZ — Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Charles  F.  Hard¬ 
ing,  owner. 

SUBJECT — Application  reopened  March  2,  1971  as  Volume 
II— decision  of  the  Borough  Superintendent,  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2  dis¬ 
trict,  the  erection  and  maintenance  of  an  automotive  service 
station  with  accessory  uses  and  accessory  sign. 

PREMISES  AFFECTED— 107-10  Astoria  Boulevard, 
southeast  corner  of  107th  Street,  Block  1694,  Lots  1,  2, 
6  and  9,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  May  25,  1971,  at  10 
A.M.,  at  the  request  of  the  applicant.  Hearing  continued. 
Previously  inspected. 


148-70-BZ— Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Ciampa  Proper¬ 
ties,  owner. 

SUBJECT — Application  reopened  February  17,  1971  as  Vol¬ 
ume  II — decision  of  the  Borough  Superintendent,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R4  district,  the  erection  of  a  one  story  enlargement  to  an 
existing  factory  and  warehouse  extending  into  the  resi¬ 
dence  district. 

PREMISES  AFFECTED— 15-11  119th  Street  and  119-06 
15th  Avenue,  southeast  corner,  Block  4073,  Lots  22  and  47, 
College  Point,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  Anna  M.  Rippe,  Margarite  Winter  and 
Johanna  Rippe. 

For  Administration:  C.  P.  Cespino,  Community  Bd  #7. 

ACTION  OF  BOARD— Laid  over  to  June  1,  1971,  at  10 
A.M.,  for  continued  hearing;  applicant  to  submit  additional 
information:  previously  inspected. 


418-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Richard  DiLoretto 
and  Salvatore  Sciortino,  owners. 

SUBJECT — Application  July  27,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  enlargement  in 
area  of  an  existing  swimming  club  previously  before  the 
Board  for  use  as  tennis  courts  with  accessory  parking. 

PREMISES  AFFECTED — 28-51  216th  Street,  east  side, 
125  feet  south  of  28th  Road,  Blocks  6019,  6059,  Lots  2,  5, 
45  and  12,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  W.  J.  Karp,  Eleanor  Ignal  and  Sophie  G. 

Karp. 

ACTION  OF  BOARD— Laid  over  to  May  25,  1971,  at  10 
A.M.,  for  decision;  applicant  to  submit  additional  informa¬ 
tion  ;  hearing  previously  closed. 


419-70-A 

APPLICANT — Arthur  J.  McGee  for  Richard  DiLoretto 
and  Salvatore  Sciortino,  owners. 

SUBJECT — Application  July  27,  1970 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  erection  of 
building  in  bed  of  a  mapped  street. 


PREMISES  AFFECTED— 28-51  216th  Street,  east  side, 
125  feet  south  of  28th  Road,  Block  6019,  Lots  2,  5  and  45, 
Block  6059,  Lot  12,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino. 

ACTION  OF  BOARD— Laid  over  to  May  25,  1971,  at  10 
A.M.,  in  conjunction  with  Calendar  Number  418-70-BZ. 


655-70-BZ 

APPLICANT — John  Zenir  for  Michael  Leyden,  owner. 
SUBJECT — Application  November  4,  1970 — decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  on  a  plot 
with  two  dwellings,  the  subdivision  into  separate  lots  that 
creates  non-compliance  in  the  rear  yard  and  lot  area  per 
room. 

PREMISES  AFFECTED— 99A  Schofield  Street,  north 
side,  111.98  feet  west  of  City  Island  Avenue,  Block  5628, 
Lot  130,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  John  Zenir  and  Michael  Leyden. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  May  25,  1971,  at  10 
A.M.,  for  decision;  previously  inspected;  hearing  closed. 


656- 70-BZ 

APPLICANT — John  Zenir  for  Robert  Leyden,  owner. 
SUBJECT — Application  November  4,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  on  a  plot 
with  two  dwellings,  the  subdivision  into  separate  lots  that 
creates  non-compliance  in  the  front  yard  and  lot  area  per 
person. 

PREMISES  AFFECTED — 99B  Schofield  Street,  north 
side,  111.98  feet  west  of  City  Island  Avenue,  Block  5628, 
Lot  131  (tent.),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  John  Zenir  and  Michael  Leyden. 

For  Opposition:  None: 

ACTION  OF  BOARD — Laid  over  to  May  25,  1971,  at  10 
A.M.,  for  decision;  previously  inspected;  hearing  closed. 

657- 70-A 

APPLICANT — John  Zenir  for  Robert  Leyden,  owner. 
SUBJECT — Application  November  4,  1970 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 99B  Schofield  Street,  north 
side,  111.98  feet  west  of  City  Island  Avenue,  Block  5628. 
Lot  131  (tentative),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  John  Zenir  and  Michael  Leyden. 

ACTION  OF  BOARD — Laid  over  to  May  25,  1971,  at  10 
A.M.,  for  decision;  previously  inspected;  hearing  closed. 


2-71-BZ 

APPLICANT — Fred  L.  Liebmann  for  Torston  Forsberg, 
owner. 

SUBJECT — Application  January  5,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Ml-1  district,  the  erection 
of  a  two  story  building  for  use  as  a  truck  terminal  with 
accessory  offices  that  exceeds  the  permitted  floor  area  ratio, 
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encroaches  on  the  required  rear  yard  and  has  less  than  the 
required  parking. 

PREMISES  AFFECTED — 182-28  149th  Avenue,  southwest 
corner  of  183rd  Street,  Block  13411,  Lots  16,  18,  20,  22,  25, 
29  and  31,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Fred  L.  Liebmann  and  Arthur  C.  McCor¬ 
mack. 

For  Opposition :  Susan  N.  Noreika,  Community  Board 
No.  13  and  Charles  Winston. 

ACTION  OF  BOARD — Laid  over  to  June  8,  1971,  at  10 
A.  M.,  for  continued  hearing.  Previously  inspected. 


45-71-BZ 

APPLICANT — Maxfield  Blaufeux  and  Heywood  Blaufeux 
for  Antonio  Pisano,  owner. 

SUBJECT — Application  January  18,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
two  story,  one  family  dwelling  that  encroaches  on  the 
required  side  yards  and  with  a  porch  within  the  required 
front  yard. 

PREMISES  AFFECTED— 1256  East  54th  Street,  west 
side,  350  feet  north  of  Avenue  K,  Block  7801,  Lot  59, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Heywood  Blaufeux. 

For  Opposition :  Gertrude  I.  Penney  and  Thomas  Zuercher. 

ACTION  OF  BOARD — Laid  over  to  May  25,  1971,  at 
10  A.  M.,  for  decision;  previously  inspected;  hearing  closed. 

65-71-BZ  " 

APPLICANT — Kenneth  H.  Koons  for  Nicholas  Gianca- 
sparo,  owner. 

SUBJECT — Application  January  28,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a  one 
story  enlargement  to  an  existing  auto  repair  shop  that  en¬ 
croaches  on  the  required  rear  yard  equivalent  and  side  yard. 

PREMISES  AFFECTED — 2939  Edson  Avenue,  west  side, 
122.25  feet  north  of  Arnow  Avenue,  Block  4797,  Lot  23, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Kenneth  Koons. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  May  25,  1971,  at 
10  A.  M.,  for  decision.  Hearing  closed.  Previously’  in¬ 
spected. 


117-71-BZ 

APPLICANT — Knappe  and  Johnson  for  New  York  City 
Board  of  Education,  owner. 

SUBJECT — Application  March  4,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  73-641  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R6  district,  the 
erection  of  a  three  story  intermediate  school  that  encroaches 
on  the  required  rear  yard,  rear  yard  equivalent  and  exceeds 
the  permitted  floor  area  ratio  and  lot  coverage. 
PREMISES  AFFECTED — 40  Ten  Eyck  Street,  southwest 
corner  of  Lorimer  Street,  Block  3022,  Lot  16,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  John  Andres  and  Henry  Johnson. 

For  Opposition:  Mary  Aurisano. 


ACTION  OF  BOARD— Laid  oyer  to  May  25,  1971,  at 
10  A.  M.,  for  decision.  Hearing  closed.  Previously  in¬ 
spected. 


164-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  Gulf  Oil  Corpora¬ 
tion,  owner. 

SUBJECT — Application  March  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  and  R3-2 
district,  the  reconstruction  of  an  automotive  service  station 
with  accessory  uses  and  accessory  signs  previously  before 
the  Board. 

PREMISES  AFFECTED — 1705  Richmond  Avenue  and 
3100  Victory  Boulevard,  southeast  corner,  Block  2070,  Lot 
42,  Bulls  Head,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

ACTION  OF  BOARD — Laid  over  to  May  25,  1971,  at 
10  A.  M.,  for  decision.  Hearing  closed.  Previously  in¬ 
spected. 


180-71-BZ 

APPLICANT — Savignano,  Strange  and  Veils  for  Joseph 
Murro,  owner. 

SUBJECT — Application  March  29,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml-1  district,  the  erection 
of  a  three  story  and  basement  two  family  dwelling. 

PREMISES  AFFECTED — 918-62nd  Street,  south  side,  140 
feet  east  of  9th  Avenue,  Block  5729,  Lot  14,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  James  M.  Vella. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  May  25,  1971,  at  10 
A.M.,  for  continued  hearing.  Previously  inspected. 

554-70-BZ 

APPLICANT — Lichtner  Associates  for  Michaelson  Realty 
Corporation,  owner. 

SUBJECT — Application  September  17,  1970 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the  erec¬ 
tion  of  a  one  story  enlargement  to  an  existing  store  and 
residence  building  and  the  change  in  occupancy  to  toy  store 
with  accessory  storage. 

PREMISES  AFFECTED — 289  to  295  Beach  14th  Street 
west  side,  52.21  feet  south  of  New  Haven  Avenue,  Block 
15625,  Lot  46,  Far  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  William  B.  Lichtner. 

For  Opposition:  Ada  Zakin. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein  and 


Commissioner  Madigan  .  3 

Negative :  .  0 


Absent :  Vice  Chairman  Becker  and  Commissioner  Nolan  2 
THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
February  23,  1971,  after  due  notice  by  publication  in  the  Bul- 
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letin;  laid  over  to  March  16,  1971;  then  to  April  27,  1971; 
then  to  May  11,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  20,  1970,  acting  on  Alt.  Applic.  518/1970,  reads  : 

“1.  Proposed  enlargement  of  a  non-conforming  bldg, 
is  contrary  to  Sec.  52-22  of  the  Zoning  Resolution. 

2.  Extension  of  a  non-conforming  use  is  contrary  to 
Sec.  52-34  of  the  Zoning  Resolution.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  dif¬ 
ficulty  and/or  unnecessary  hardship. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R5  district  for  a  term  of  five  years,  the  erection  of  a  one- 
story  enlargement  to  an  existing  store  and  residence  building, 
and  the  change  in  occupancy  to  toy  store  with  accessory  stor¬ 
age,  on  condition  that  all  work  shall  conform  to  drawings 
filed  with  this  application  marked  “Received  September  17, 
1970,”  8  sheets;  and  that  all  laws,  rules  and  regulations  ap¬ 
plicable  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 


555-70-A 

APPLICANT — Lichtner  Associates  for  Michaelson  Realty 
Corporation,  owner. 

SUBJECT — Appeal  from  an  Administrative  decision  re- 
Class  4  construction,  tabular  limits. 

PREMISES  AFFECTED— 289  to  295  Beach  14th  Street, 
west  side,  52.21  feet  south  of  New  Haven  Avenue,  Block 
15625,  Lot  46,  Far  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  William  B.  Lichtner. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein  and 


Commissioner  Madigan  .  3 

Negative:  .  0 


Absent:  Vice  Chairman  Becker  and  Commissioner  Nolan  2 
THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  20,  1970  on  Alt.  Applic.  518-70,  reads: 

“1.  Proposed  storage  use  in  an  existing  frame  struc¬ 
ture  contrary  to  tabular  limits  and  sec.  4.2.1  of  the  Adm. 
Code.”' 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  20,  1970,  acting  on  Alt.  Applic.  518-70,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  all  work  conform 
to  the  resolution  adopted  this  day  under  Calendar  Number 
554-70-BZ;*  and  that  all  laws,  rules  and  regulations  appli¬ 
cable  be  complied  with ; 


*  on  further  condition  that  the  building  be  sprinklered 
throughout. 


589-70-BZ 

APPLICANT— McGrath,  Cohen  and  McGrath  for  Lex- 
Parc  Properties,  owner ;  The  Ravelled  Sleave,  lessee. 
SUBJECT — Application  September  25,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -5  district,  in  an  existing 
five  story  building,  the  addition  to  the  use  of  the  first  floor 
restaurant  to  include  cabaret. 

PREMISES  AFFECTED— 1387  Third  Avenue,  east  side, 
21  feet  south  of  East  79th  Street,  Block  1433,  Lot  46,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Thomas  P.  Crinnion. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorably  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein  and 


Commissioner  Madigan  .  3 

Negative:  .  0 


Absent:  Vice  Chairman  Becker  and  Commissioner  Nolan  2 
THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
February  17,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  April  6,  1971 ;  then  to  April  27,  1971 ;  then 
to  May  11,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  26,  1970,  actjng  on  Alt.  Applic.  647/1966,  reads : 

“1.  The  proposed  occupancy  of  the  first  floor  as  an 
Eating  and  Drinking  Establishment  without  Restrictions 
(Use  Group  12),  in  a  Cl-5  district,  is  contrary  to  Section 
32-10  of  the  Zoning  Resolution  and  is  therefore  denied.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grands  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a  Cl-5 
district  for  a  term  of  five  years,  in  an  existing  five-story 
building,  the  addition  to  the  use  of  the  first  floor  restaurant 
to  include  cabaret,  on  condition  that  all  work  conform  to 
drawings  filed  with  this  application  marked  “Received  Sep¬ 
tember  25,  1970,”  2  sheets,  “January  12,  1971,”  2  sheets,  and 
“April  21,  1971,”  one  sheet;  and  that  all  laws,  rules  and  regu¬ 
lations  applicable  be  complied  with,  and  that  substantial  con¬ 
struction  be  completed  within  one  year  from  the  date  of  this 
resolution. 


740-70-BZ 

APPLICANT — Albert  Melniker  for  Athena  Baxivanis, 
Owner. 

SUBJECT — Application  December  15,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  mainte¬ 
nance  of  an  open  stand  for  the  sale  of  agricultural  products 
grown  off-site. 

PREMISES  AFFECTED — 2100  Richmond  Avenue,  west 
side,  297.92  feet  north  of  Draper  Place,  Block  2100,  Lot  525, 
Bulls  Head,  Borough  of  Richmond. 
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APPEARANCES— 

For  Applicant :  Albert  Melniker. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein  and 


Commissioner  Madigan  .  3 

N  egative :  .  0 


Absent:  Vice  Chairman  Becker  and  Commissioner  Nolan  2 
THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
April  27,  1971,  after  due  notice  by  publication  in  the  Bulletin ; 
laid  over  to  May  11,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  14,  1970,  acting  on  N.B.  Applic.  1032/1970, 
reads : 

“1.  The  use  of  an  open  shed  for  the  sale  of  agricul¬ 
tural  products  some  of  which  are  out  of  season  is  contrary 
to  Use  Group  4,  Section  22-14  which  reads  ‘ . . .  that 
there  are  no  sale  of  products  not  produced  on  the  same 
zoning  lot.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district  for  a  term  of  five  years,  the  maintenance  of  an  open 
stand  for  the  sale  of  agricultural  products  grown  off-site,  on 
condition  that  all  work  shall  conform  to  drawings  filed  with 
this  application  marked  “Received  December  15,  1970,”  2 
sheets ;  and  that  all  laws,  rules  and  regulations  applicable  be 
complied  with,  and  that  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 

765-70-BZ 

APPLICANT — Morton  S.  Cahn  for  Apostolos  Moutop- 
oulos,  owner. 

SUBJECT — Application  December  31,  1970 — decision  of 
the  Borough  Superintendent  under  Section  666,  of  the 
New  York  City  Charter  and  Sections  72-21  and  73-62  of 
the  Zoning  Resolution,  to  permit  in  an  R4  district,  the  en¬ 
largement  in  area  of  the  second  floor  and  garage  of  an 
existing  one  family  dwelling  that  increases  the  degree  of 
non  compliance  on  the  front  yard. 

PREMISES  AFFECTED— 57-65  75th  Street,  east  side, 
117.99  feet  north  of  58th  Avenue,  Block  2814,  Lot  93,  Elm¬ 
hurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Morton  Cahn. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 


Commissioner  Madigan  .  3 

Negative:  .  0 


Absent :  Vice  Chairman  Becker  and  Commissioner  Nolan  2 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
April  27,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  May  11,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  29,  1970,  acting  on  Alt.  Applic.  527/1970, 
reads : 

“1.  In  an  R4  District,  the  alteration  and  extension 
of  a  Garage  and  Second  Floor  addition,  creates  a  non- 
compliance  and  increases  the  degree  of  existing  non- 
compliance,  as  front  yard  is  less  than  lO'-O.  Section  54- 
31  of  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  and  73-62  of  the  Zoning  Resolution,  and  that 
the  applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  and  grants  a 
Special  Permit  under  Section  73-62  of  the  Zoning  Resolution, 
to  permit,  in  an  R4  district,  the  enlargement  in  area  of  the 
second  floor  and  garage  of  an  existing  one-family  dwelling 
that  increases  the  degree  of  non-compliance  on  the  front 
yard,  on  condition  that  all  work  shall  substantially  conform 
to  drawings  filed  with  this  application  and  marked  “Received 
December  31,  1970,”  4  sheets,  and  that  all  applicable  laws’, 
rules  and  regulations  shall  be  complied  with,  and  that  sub¬ 
stantial  construction  shall  be  completed  within  one  year  from 
the  date  of  this  resolution. 


50-71-BZ 

APPLICANT — Larry  Meltzer  for  6401  to  6407  4th  Avenue 
Corporation,  owner. 

SUBJECT— Application  January  12,  1971— decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and  73-212 
of  the  Zoning  Resolution,  to  permit  in  a  C2-3  district,  the 
reconstruction  of  an  automotive  service  station  with  acces¬ 
sory  uses  previously  before  the  Board. 

PREMISES  AFFECTED — 6401  to  6407  4th  Avenue  and 
402  to  408  64th  Street,  southeast  corner,  Block  5818,  Lot  5, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 


Commissioner  Madigan .  3 

N  egative :  .  0 


Absent:  Vice  Chairman  Becker  and  Commissioner  Nolan  2 
THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  April  27,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  May  11,  1971;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  7,  1971,  acting  on  N.B.  Applic.  1041/1969, 
reads : 

“1.  The  proposed  reconstruction,  in  a  C2-3  (within 
R6)  District,  of  an  existing  gasoline  service  station,  with 
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the  premises  to  be  utilized  for  ‘automotive  service  station 
(including  sales  of  lubricants,  supplies  accessories,  lubri¬ 
cation,  and  minor  repair  of  motor  vehicles  with  hand 
tools  only,  washing  of  motor  vehicles,  parking  of  vehicles 
awaiting  service) — Use  Group  #16’  is  contrary  to  Sec¬ 
tions  32-25  and  52-22  of  the  Zoning  Resolution. 

2.  The  proposed  position  and  number  of  tanks, 
pumps,  curb  cuts,  and  accessory  signs  for  the  non-con- 
forming  use  must  be  referred  to  the  Board  of  Standards 
and  Appeals  for  their  consideration.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made  under 
Sections  73-211  and  73-212  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Sections  73-211  and  73-212  of  the  Zoning  Resolution, 
to  permit  in  a  C2-3  district,  the  reconstruction  of  an  auto¬ 
motive  service  station  with  accessory  uses  previously  before 
the  Board,  on  condition  that  all  work  shall  conform  to  draw¬ 
ings  filed  with  this  application  marked  “Received  January 
12~  1971,”  6  sheets;  and  that  all  laws,  rules  and  regulations 
applicable  to  be  complied  with,  and  that  substantial  construc¬ 
tion  be  completed  within  one  year  from  the  date  of  this 
resolution. 


3.  Proposed  third  floor  enlargement  increases  the 
degree  of  non-compliance  with  regard  to  time  allowable 
maximum  height  of  front  walls  and  is  contrary  to  23-631 
Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made  under 
Sections  73-11  (g)  and  73-65  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Sections  73-11  (g)  and  73-65,  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R3-2  district,  the  enlargement  in  area 
of  the  third  floor  of  an  existing  three-story  telephone  ex¬ 
change  that  increases  the  degree  of  non-compliance  in  floor 
area  ratio,  open  space  ratio  and  height  of  the  front  wall, 
on  condition  that  all  work  shall  conform  to  drawings  filed 
with  this  application  marked  “Received  February  11,  1971, 
18  sheets ;  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


Adjourned:  2:35  P.M. 


James  P.  Mulroy,  Secretary 


84-71-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 
SUBJECT — Application  February  11,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  73-1 1(g)  and  73- 
65  of  the  Zoning  Resolution,  to  permit  in  an  R3-2  district, 
the  enlargement  in  area  of  the  third  floor  of  an  existing 
three  story  telephone  exchange  that  increases  the  degree 
of  non-compliance  in  floor  area  ratio,  open  space  ratio 
and  height  of  the  front  wall. 

PREMISES  AFFECTED— 5515  Avenue  I.  1057  to  1081 
East  55th  Street,  northeast  corner,  and  1018  to  1040  East 
56th  Street,  Block  7759,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  David  L.  Sohn. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein 

and  Commissioner  Madigan .  3 

Negative:  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Nolan  .  2 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  April  27,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  May  11,  1971;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 

dated  January  29,  1971,  acting  on  Alt.  Applic.  1896/1970, 

reads : 

“1.  Proposed  third  floor  enlargement  of  a  non-con¬ 
forming  Use  in  an  R3-2  district  is  contrary  to  52-41  Z.  R. 
and  deviates  from  Board  of  Standards  and  Appeal’s 
resolution.  Cal.  #450-68-BZ  adopted  October  1,  1968, 
and  shall  be  referred  to  the  Board  for  reconsideration, 
22-21  and  73-65  Z.  R.  &  2-22  of  Z.  R. 

2.  Proposed  enlargement  of  a  non-conforming  build¬ 
ing  already  deficient  in  open  space  and  Floor  Area  Ratio 
is  contrary  to  23-141  Z.  R. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MAY  11,  1971,  2  P.M. 

Present :  Chairman  Galvin,  Commissioner  Klein  and 
Commissioner  Madigan. 

128-71-A 

APPLICANT— Dominick  Salvati  and  Son  for  Mauro  and 
Nancy  Ciccolella,  owner. 

SUBJECT— Application  March  9,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED— 38  Massachusetts  Street,  west 
side,  340.00  feet  north  of  Hylan  Boulevard,  Block  7940, 
Lot  36,  Tottenville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Harriet  R.  Jacobs. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Madigan  .  3 

Negative:  . . .  6 

Absent:  Vice  Chairman  Becker  and  Commissioner  Nolan  2 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  8,  1971  on  N.B.  Applic.  3502-69,  reads : 

“1.  As  per  Sec.  36  of  the  General  City  Law,  no 
Certificate  of  Occupancy  for  above  residence  may  be 
issued,  since  the  street  giving  access  is  not  included  on 
the  official  map  of  the  City  of  New  York.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  March  8,  1971,  acting  on  N.B.  Applic.  3502-69, 
Objection  No.  1,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
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condition  that  the  sidewalk,  curb,  curb  cut  and  pavement  to 
the  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways,  and  that  the  building  shall 
substantially  comply  with  drawings  marked  “Received,  March 
8,  1971,”  three  sheets,  and  “April  14,  1971,”  one  sheet,  and 
that  all  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with. 

129- 71-A 

APPLICANT — Dominick  Salvati  and  Son  for  Mauro  and 
Nancy  Ciccolella,  owner. 

SUBJECT — Application  March  8,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 42  Massachusetts  Street,  west 
side,  405.66  feet  north  of  Hylan  Boulevard,  Block  7940, 
Lot  34,  Tottenville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  H.  R.  Jacobs. 

ACTION  OF  BOARD —  Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein 

and  Commissioner  Madigan .  3 

Negative :  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 

Nolan  .  2 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 

dated  March  8,  1971  on  N.B.  Applic.  3503-69,  reads: 

“1.  As  per  Sec.  36  of  the  General  City  Law,  no  Cer¬ 
tificate  of  Occupancy  for  above  residence  may  be  issued, 
since  the  street  giving  access  is  not  included  on  the 
official  map  of  the  City  of  New  York.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  March  8,  1971  acting  on  N.B.  Applic.  3503-69,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  be  in  accordance  with  the  standards  of  the  De¬ 
partment  of  Highways,  and  that  the  building  shall  sub¬ 
stantially  comply  with  drawings  marked  “Received,  March 
8,  1971,”  three  sheets*  and  “April  14,  1971,”  one  sheet,  and 
that  all  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with. 

130- 71-A 

APPLICANT — Dominick  Salvati  and  Son  for  Mauro  and 
Nancy  Ciccolella,  owner. 

SUBJECT — Application  March  9,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 46  Massachusetts  Street,  west 
side,  449.66  feet  north  of  Hylan  Boulevard,  Block  7940, 
Lot  31,  Tottenville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  H.  R.  Jacobs. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein 

and  Commissioner  Madigan .  3 

Negative :  0 

Absent:  Vice  Chairman  Becker  and  Commissioner 
Nolan  . 2 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  8,  1971  on  N.  B.  Applic.  3504-69,  reads : 

“1.  As  per  Sec.  36  of  the  General  City  Law,  no 
Certificate  of  Occupancy  for  above  residence  may  be 
issued,  since  the  street  giving  access  is  not  included  on 
the  official  map  of  the  City  of  New  York.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  March  8,  1971,  acting  on  N.B.  Applic.  3504-69,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  be  in  accordance  with  the  standards  of  the 
Department  of  Highways,  and  that  the  building  shall  sub¬ 
stantially  comply  with  drawings  marked  “Received  March 
8,  1971,”  three  sheets,  and  “April  14,  1971,”  one  sheet,  and 
that  all  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with. 

131- 71-A 

APPLICANT — Dominick  Salvati  and  Son  for  Mauro  and 
Nancy  Ciccolella,  owner. 

SUBJECT — Application  March  9,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 50  Massachusetts  Street,  west 
side,  493.66  feet  north  of  Hylan  Boulevard,  Block  7940, 
Lot  29,  Tottenville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  H.  R.  Jacobs. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Madigan  .  3 

Negative :  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Nolan  .  2 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  8,  1971  and  N.B.  Applic.  3505-69,  reads : 

“1.  As  per  Sec.  36  of  the  General  City  Law,  no 
Certificate  of  Occupancy  for  above  residence  may  be 
issued,  since  the  street  giving  access  is  not  included  on 
the  official  map  of  the  City  of  New  York.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  March  8,  1971,  acting  on  N.  B.  Applic.  3505-69,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  be  in  accordance  with  the  standards  of  the 
Department  of  Highways,  and  that  the  building  shall  sub¬ 
stantially  comply  with  drawings  marked  “Received,  March 
8,  1971,”  three  sheets,  and  “April  14,  1971,”  one  sheet,  and 
that  all  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with. 

132- 71-A 

APPLICANT — Dominick  Salvati  and  Son  for  Mauro  and 
Nancy  Ciccolella,  owner. 
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SUBJECT — Application  March  9,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 54  Massachusetts  Street,  west 
side,  537.66  feet  north  of  Hylan  Boulevard,  Block  7940, 
Lot  27,  Tottenville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  H.  R.  Jacobs. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 


Commissioner  Madigan  .  3 

Negative:  .  0 


Absent:  Vice  Chairman  Becker  and  Commissioner  Nolan  2 
THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  8,  1971  on  N.B.  Applic.  3506-09,  reads : 

“1.  As  per  Sec.  36  of  the  General  City  Law,  no 
Certificate  of  Occupancy  for  above  residence  may  be 
issued,  since  the  street  giving  access  is  not  included  on 
the  official  map  of  the  City  of  New  York.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  March  8,  1971,  acting  on  N.B.  Applic.  3506-69,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  be  in  accordance  with  the  standards  of  the 
Department  of  Highways,  and  that  the  building  shall  substan¬ 
tially  comply  with  drawings  marked  “Received,  March  8, 
1971,”  three  sheets,  and  “April  14,  1971,”  one  sheet,  and  that 
all  laws,  rules  and  regulations  applicable  shall  be  complied 
with. 

133-71-A  r 

APPLICANT — Dominick  Salvati  and  Son  for  Mauro  and 
Nancy  Ciccolella,  owner. 

SUBJECT — Application  March  9,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 58  Massachusetts  Street,  west 
side,  581.66  feet  north  of  Hylan  Boulevard,  Block  7940, 
Lot  25,  Tottenville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  H.  R.  Jacobs. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein  and 


Commissioner  Madigan .  3 

Negative:  .  0 


Absent :  Vice  Chairman  Becker  and  Commissioner  Nolan  2 
THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  8,  1971  on  N.B.  Applic.  3507-69,  reads : 

“1.  As  per  Sec.  36  of  the  General  City  Law,  no 
Certificate  of  Occupancy  for  above  residence  may  be 
issued,  since  the  street  giving  access  is  not  included  on 
the  official  map  of  the  City  of  New  York.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 


Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  March  8,  1971,  acting  on  N.B.  Applic.  3507-69,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  be  in  accordance  with  the  standards  of  the 
Department  of  Highways,  and  that  the  building  shall  sub¬ 
stantially  comply  with  drawings  marked  “Received,  March 
8,  1971,”  three  sheets,  and  “April  14,  1971,”  one  sheet,  and 
that  all  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with. 

134- 71-A 

APPLICANT — Dominick  Salvati  and  Son  for  Nancy  and 
Mauro  Ciccolella,  owner. 

SUBJECT — Application  March  9,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 62  Massachusetts  Street,  west 
side,  625.66  feet  north  of  Hylan  Boulevard,  Block  7940, 
Lot  23,  Tottenville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  H.  R.  Jacobs. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein 

and  Commissioner  Madigan .  3 

Negative:  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Nolan  .  2 

THE  RESOLUTION— 

W hereas,  the  decision  of  the  Borough  Superintendent, 

rated  March  8,  1971  on  N.B.  Applic.  3508-69,  reads : 

“1.  As  per  Sec.  36  of  the  General  City  Law,  no 
Certificate  of  Occupancy  for  above  residence  may  be 
issued,  since  the  street  giving  access  is  not  included  on 
the  official  map  of  the  City  of  New  York.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  March  8,  1971,  acting  on  N.B.  Applic.  3508-69,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  be  in  accordance  with  the  standards  of  the 
Department  of  Highways,  and  that  the  building  shall  sub¬ 
stantially  comply  with  drawings  marked  “Received,  March 
8,  1971,”  three  sheets,  and  “April  14,  1971,”  one  sheet,  and 
that  all  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with. 

135- 71-A 

APPLICANT — Dominick  Salvati  and  Son  for  Nancy  and 
Mauro  Ciccolella,  owner. 

SUBJECT — Application  March  9,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 66  Massachusetts  Street,  west 
side,  669.66  feet  north  of  Hylan  Boulevard,  Block  7940, 
Lot  21,  Tottenville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  H.  R.  Jacobs. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
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THE  VOTE — 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Madigan  .  3 

Negative:  . 0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Nolan  .  2 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 

dated  March  8,  1971  on  N.B.  Applic.  3509-69,  reads : 

“1.  As  per  Sec.  36  of  the  General  City  Law,  no 
Certificate  of  Occupancy  for  above  residence  may  be 
issued,  since  the  street  giving  access  is  not  included  on 
the  official  map  of  the  City  of  New  York.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  March  8,  1971,  acting  on  N.B.  Applic.  3509-69,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condi¬ 
tion  that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the 
middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways,  and  that  the  building  shall 
substantially  comply  with  drawings  marked  “Received, 
March  8,  1971,”  three  sheets,  and  “April  14,  1971,”  one 
sheet,  and  that  all  laws,  rules  and  regulations  applicable 
shall  be  complied  with. 

136-71-A 

APPLICANT — Dominick  Salvati  and  Son  for  Nancy  and 
Mauro  Ciccolella,  owner. 

SUBJECT — Application  March  9,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 70  Massachusetts  Street,  west 
side,  713.66  feet  north  of  Hylan  Boulevard,  Block  7940,  Lot 
18,  Tottenville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  H.  R.  Jacobs. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Madigan  .  3 

Negative:  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Nolan  .  2 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 

dated  March  8,  1971  on  N.B.  Applic.  3510-69,  reads : 

“1.  As  per  Sec.  36  of  the  General  City  Law,  no 
Certificate  of  Occupancy  for  above  residence  may  be  is¬ 
sued,  since  the  street  giving  access  is  not  included  on  the 
official  map  of  the  City  of  New  York.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  March  8,  1971,  acting  on  N.B.  Applic.  3510-69,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  be  in  accordance  with  the  standards  of  the  De¬ 
partment  of  Highways,  and  that  the  building  shall  substan¬ 


tially  comply  with  drawings  marked  “Received,  March  8, 
1971,”  three  sheets,  and  “April  14,  1971,”  one  sheet,  and  that 
all  laws,  rules  and  regulations  applicable  shall  be  complied 
with. 

137- 71-A 

APPLICANT — Dominick  Salvati  and  Son  for  Mauro  and 
Nancy  Ciccolella,  owner. 

SUBJECT — Application  March  9,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 78  Massachusetts  Street,  west 
side,  801.66  feet  north  of  Hylan  Boulevard,  Block  7940, 
Lot  14,  Tottenville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  H.  R.  Jacobs. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Madigan  .  3 

Negative:  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Nolan  .  2 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 

dated  March  8,  1971  on  N.B.  Applic.  3512-69,  reads: 

“1.  As  per  Sec.  36  of  the  General  City  Law,  no 
Certificate  of  Occupancy  for  above  residence  may  be 
issued,  since  the  street  giving  access  is  not  included  on 
the  official  map  of  the  City  of  New  York.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  March  8,  1971,  acting  on  N.B.  Applic.  3512-69,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  be  in  accordance  with  the  standards  of  the 
Department  of  Highways,  and  that  the  building  shall  sub¬ 
stantially  comply  with  drawings  marked  “Received,  March 
8,  1971,”  three  sheets,  and  “April  14,  1971,”  one  sheet,  and 
that  all  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with. 

138- 71-A 

APPLICANT — Dominick  Salvati  and  Son  for  Mauro  and 
Nancy  Ciccolella,  owner. 

SUBJECT — Application  March  9,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 74  Massachusetts  Street,  west 
side,  757.66  feet  north  of  Hylan  Boulevard,  Block  7940, 
Lot  16,  Tottenville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  H.  R.  Jacobs. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Madigan  .  3 

Negative:  .  0 

Absent:  Vice  Chairman  Becker  and  Commissioner 
Nolan  .  2 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 

dated  March  8,  1971  on  N.  B.  Applic.  3511-69,  reads: 
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“1.  As  per  Sec.  36  of  the  General  City  Law,  no 
Certificate  of  Occupancy  for  above  residence  may  be 
issued,  since  the  street  giving  access  is  not  included  on 
the  official  map  of  the  City  of  New  York.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  March  8,  1971,  acting  on  N.B.  Applic.  3511-69.  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  be  in  accordance  with  the  standards  of  the  De¬ 
partment  of  Highways,  and  that  the  building  shall  substan¬ 
tially  comply  with  drawings  marked  “Received.  March  8, 
1971,”  three  sheets,  and  “April  14,  1971,”  one  sheet,  and  that 
all  laws,  rules  and  regulations  applicable  shall  be  complied 
with. 


184-71-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  New  York  University,  owner. 

SUBJECT — Application  March  30,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  connecting 
bridge  between  school  buildings. 

PREMISES  AFFECTED — 90  Trinity  Place,  southwest  cor¬ 
ner  of  Thames  Street,  Block  51,  Lot  15,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum,  Gordon  Wilde- 
muth  and  Herman  Cole. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Madigan  .  3 

Negative :  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Nolan  .  2 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 

dated  March  9,  1971  on  N.  B.  Applic.  58-69,  reads : 

“05 — Comply  with  Table  3-4  for  openings  in  ex¬ 
terior  wall  with  a  separation  of  more  than  3'-0"  but  less 
than  15'-0"  for  North  Elevations,  Dwg.  A-8. 

C23 — Comply  with  C26-408.1  (d),  Bridge  over 

Thames  Street  between  Chas.  Merrill  Hall  (Class  IB) 

and  Nicholas  Hall  (Class  I,  F.  P.),  N.  Y.  C.,  to  be  of  a 
construction  class  at  least  equal  to  the  higher  class  of  the 
two  buildings  connected. 

C24 — Comply  with  C26-604.3  for  obstructions  in  exit 
passageways  of  street  floor  lobby  used  as  Lounge  (Dwg. 
A-2). 

C25 — All  windows  in  the  bridge  to  have  opening 
protectives  with  Reference  Standard  RS  5-8.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  March  9,  1971,  acting  on  N.  B.  Applic.  58-69 
Objection  Nos.  C15,  C23,  C24,  C25  be  and  it  hereby  is  modi¬ 
fied  and  that  the  appeal  be  and  it  hereby  is  granted  on  condi¬ 
tion  shall  conform  to  drawings  filed  with  this  application  and 
marked  “Received,  March  30,  1971,”  22  sheets,  and  that  all 
applicable  laws,  rules  and  regulations  shall  be  complied  with. 


147-71-A 

APPLICANT — Wechsler  and  Associates  for  Nicholas 
Rappy,  owner. 

SUBJECT — Application  March  12,  1971 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  rear  yard. 
PREMISES  AFFECTED — 408  East  59th  Street,  south 
side,  106.6  feet  east  of  1st  Avenue,  Block  1370,  Lot  44, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Max  Wechsler,  A.  Menzioso  and  Nicholas 
Rappy. 

ACTION  OF  BOARD — Laid  over  to  May  25,  1971,  at  2 
P.M.  for  continued  hearing.  Previously  inspected. 


254-71-BCR 

APPLICANT — Joseph  Ferro,  Commissioner,  Department  of 
Buildings. 

SUBJECT — Application  dated  March  15,  1971,  and  received 
on  March  26,  1971 — to  Modify  Building  Code  Reference 
Standard  5-2,  E-119. 

APPEARANCES— 

For  Applicant:  Jeremiah  T.  Walsh,  B.D.,  George  Sakona, 
B.D.,  Richard  Kempthorne  and  Thomas  P.  Feit. 

For  Opposition:  Daniel  M.  McGee,  Robert  G.  Linoner, 
Ted  E.  Thompson,  Robert  E.  Van  Sicklin,  Robert  J. 
Bener,  Thomas  J.  Jones  and  H.  L.  McGrath. 

ACTION  OF  BOARD — Laid  over  to  May  18,  1971,  at  2 
P.M.  for  continued  hearing. 


11-46-SM 

APPLICANT — Cities  Service  Co.  Albi  Manufacturing  De¬ 
partment. 

APPEARANCES— 

For  Applicant :  B.  J.  Tyler. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Madigan  .  3 

Negative:  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Nolan  .  2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
11-46-SM — Amendment  to  resolution  as  to  additional  type 
of  paint  and  change  of  owner-manufacturer. 

Cities  Service  Co.,  Albi  Manufacturing  Department,  Rock¬ 
ville,  Connecticut  requested  that  the  resolution  adopted  July 
23,  1946  under  Calendar  No.  11-46-SM  be  reopened  and 
amended  to  include  an  additional  type  of  paint  and  change  of 
owner-manufacturer. 

PROPOSED  USE:  Painting  of  wood  and  acoustical  tile 
interior  surface. 

DESCRIPTION :  The  new  paint,  Albi  MPH  Latex  is  a 
latex  version  of  the  presently  approved  Albi — R. 

Cities  Service  Co.,  submitted  an  affidavit  showing  that  they 
have  purchased  all  rights,  assets  of  the  Albi  Manufacturing 
Co.  Inc.,  and  the  new  owner-manufacturer  is  known  as 
Cities  Service  Company,  Albi  Manufacturing  Department. 
INSPECTION  AND  TEST:  The  applicant  has  submitted 
a  report  of  test  conducted  by  Underwriter’s  Laboratories 
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showing  the  flame  spread  and  smoke  development  ratings  as 
follows : 


Unprimed  Primed 

Douglas  Douglas  Acoustical 

Fir  Fir  Tile 


Flame  Spread .  25  20  40 

Smoke  Development  15  15  25 


RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  23,  1946  under  Cal¬ 
endar  Number  11-46-SM  be  reopened  and  amended  to  include 
an  additional  type  of  paint,  known  as  Albi  MPF1 — Latex,  on 
condition  that  it  shall  not  be  used  on  acoustical  tile  in  areas 
designated  Class  A  by  Table  5-4,  C26-504.10  of  the  Building 
Code  of  the  City  of  New  York  and  within  the  restrictions 
imposed  by  C26-504.ll  and  that  the  provisions  of  the  orig¬ 
inal  resolution  be  complied  with. 

The  Committee  further  recommends  that  the  new  owner- 
manufacturer  be  known  as  Cities  Service  Company,  Albi 
Manufacturing  Company. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approvals. 


(Sgd.)  Solomon  Sheer,  P.E., 

Director, 


John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 


The  additional  partition,  Ready  Wall,  differs  from  previous 
approvals  in  that  it  is  inserted  into  a  “U”  shaped  ceiling 
channel  and  it  rests  on  rubber  inserts  on  the  bottom  of  the 
panel. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  11,  1951  and 
amended  through  February  25,  1970  under  Calendar  Num¬ 
ber  548-51-SM  be  reopened  and  amended  as  to  an  additional 
partition  wall,  Ready  Wall,  and  additional  partition  wall 
reinforcement,  Fesco  board,  on  condition  that  the  require¬ 
ments  of  the  original  resolution  and  previous  amendments  be 
complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change  of 
address,  or  to  submit  the  annual  affidavit  will  be  cause  of 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


361-59-SA 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


548-51-SM 


APPLICANT — Westinghouse  Electric  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  James  T.  Rhodes. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


APPLICANT — E.  F.  Hauserman  Company,  owner. 

APPEARANCES— 

For  Applicant:  R.  C.  Peterman. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Madigan  .  3 

Negative:  .  0 

Absent:  Vice  Chairman  Becker  and  Commissioner  Nolan  2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
548-51-SM — Amendment  to  resolution  as  to  additional  parti¬ 
tion  wall  and  partition  wall  reinforcement. 

E.  J.  Hauserman  Company,  Hillside,  New  Jersey,  requested 
that  the  resolution  adopted  December  11,  1951  and  amended 
through  February  25,  1970  under  Calendar  Number  548- 
51-SM  be  reopened  and  amended  as  to  an  additional  partition 
wall  and  partition  wall  reinforcement. 

PROPOSED  USE:  Incombustible  non-load  bearing  sub¬ 
dividing  partition. 

DESCRIPTION :  The  new  reinforcement  material  for  Sig¬ 
nature,  Delineator,  and  Ready  Wall  partitions  is  2%"  thick 
approved  Fesco  board  laminated  to  the  back  side  of  both 
panel  plates.  The  Fesco  board  replaces  steel  reinforcement 
members. 


THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Madigan  .  3 

N  egative :  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Nolan  .  2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
361-59-SA — Amendment  to  resolution  as  to  additional  inter¬ 
lock. 

Westinghouse  Electric  Corporation,  New  York  requested 
that  the  resolution  adopted  February  16,  1960  under  Cal¬ 
endar  Number  361-59-SA  be  reopened  and  amended  so  as 
to  include  an  additional  interlock. 

PROPOSED  USE:  Interlock  used  on  horizontal  sliding 

hoistway  doors. 

DESCRIPTION :  The  requested  interlock  Type  E,  is 

basically  the  same  as  the  presently  approved  Type  E  except 
as  to  minor  styling  changes. 

INSPECTION  AND  TEST :  The  Type  E,  Interlock  has 
been  approved  by  the  Underwriters  Laboratories  under  File 
SA  35  which  is  on  file  with  the  record. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  16,  1960  under 
Calendar  Number  361-59-SA  be  reopened  and  amended  so 
as  to  include  the  additional  interlock  Type  E  1  on  condition 
that  the  requirements  of  the  resolution  adopted  February 
16,  1960  under  Calendar  Number  361-59-SA  be  complied 
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with  and  also  the  requirements  of  Article  18  Building  Code 
of  the  City  of  New  York. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  of  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


591-60-SM 

APPLICANT — Solite  Corporation,  owner. 

APPEARANCES— 

For  Applicant:  Thomas  A.  Holm. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 


Commissioner  Madigan .  3 

Negative:  . .  0 


Absent:  Vice  Chairman  Becker  and  Commissioner  Nolan  2 
THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
591-60-SM— Amendment  to  resolution  as  to  additional 
method  of  determination  of  moduli  of  elasticity. 

Solite  Corporation,  Richmond,  Virginia,  requested  that 
the  resolution  adopted  April  18,  1961  and  amended  through 
June  29,  1965  under  Calendar  Number  591-60-SM  be  re¬ 
opened  and  amended  as  to  an  additional  method  of  deter¬ 
mination  of  moduli  of  elasticity. 

PROPOSED  USE:  Aggregate  used  in  concrete. 
DESCRIPTION :  The  applicant  requests  that  a  formula 
which  is  included  in  the  American  Concrete  Institute  Code 
318-63  be  used  to  determine  the  modulus  of  elasticity  of 
Solite  concrete  for  all  combinations  of  unit  weights  and 
strengths. 

INSPECTION  AND  TEST :  The  original  resolution  was 
adopted  before  the  effective  date  of  the  new  Building  Code 
(December  6,  1968).  The  new  Code  includes  in  Reference 
Standard  10-3  the  American  Concrete  Institute  Code  318-63 
as  its  requirements  for  reinforced  concrete. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  April  18,  1961  and 
amended  through  June  29,  1965  under  Calendar  No.  591-60- 
SM  be  reopened  and  amended  as  to  an  additional  method 
of  determination  of  moduli  of  elasticity,  on  condition  that 
the  requirements  of  the  original  resolution  and  previous 
amendments  are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 


ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


445-62-SM 

APPLICANT — Cities  Service  Company,  N.  Y.,  owner. 

APPEARANCES— 

For  Applicant:  B.  J.  Tyler. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein  and 


Commissioner  Madigan  .  3 

Negative:  .  0 


Absent:  Vice  Chairman  Becker  and  Commissioner  Nolan  2 
THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
445-62-SM — Amendment  to  resolution  as  to  change  of  owner- 
manufacturer. 

Cities  Service  Company,  New  York  requested  that  the 
resolution  adopted  January  15,  1963  under  Calendar  Number 
445-62-SM  be  reopened  and  amended  so  as  to  show  a  change 
of  owner-manufacturer. 

PROPOSED  USE:  Paint  used  to  reduce  flame  spread. 
DESCRIPTION :  There  has  been  no  changes  in  the  mate¬ 
rials  used  nor  in  the  method  of  manufacture  of  the  paint. 
The  request  is  to  show  a  change  of  owner-manufacturer. 

Cities  Service  Company  has  submitted  an  affidavit  showing 
that  they  purchased  all  rights,  assets,  etc.,  of  Albi  Manufac¬ 
turing  Co.,  and  the  new  owner-manufacturer  is  known  as 
Cities  Service  Company,  Albi  Manufacturing  Department. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  15,  1963  under 
Calendar  No.  445-62-SM  be  reopened  and  amended  so  as  to 
show  a  change  of  owner-manufacturer,  new  owner-manufac¬ 
turer  being  Cities  Service  Company,  Albi  Manufacturing 
Department  on  condition  that  the  requirements  of  the  resolu¬ 
tion  adopted  January  15,  1963  under  Calendar  No.  445-62-SM 
be  complied  with  and  that  all  application  of  this  material  be 
subject  to  the  restrictions  of  C26-504.ll  Building  Code  of  the 
City  of  New  York. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 
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Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


869-62-SM 

APPLICANT — G  A  F  Corporation,  owner. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Madigan .  3 

Negative:  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Nolan  .  2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  committee  on  Test  reads: 
869-62-SM — Amendment  to  resolution  as  to  change  of  owner- 
manufacturer. 

G  A  F  Corporation,  New  York  requested  that  the  resolu¬ 
tion  adopted  October  23,  1962  under  Calendar  Number  869- 
62-SM  be  reopened  and  amended  so  as  to  show  a  change  of 
owner-manufacturer. 

PROPOSED  USE:  Incombustible  cement  asbestos  board. 
DESCRIPTION :  There  has  been  no  change  in  the  ma¬ 
terial  used  nor  in  the  method  of  manufacture  of  the  Board. 

G  A  F  Corporation  have  submitted  two  affidavits  that 
show  that  General  Aniline  and  Film  Corporation,  purchased 
all  rights,  assets,  etc.  of  the  Ruberoid  Company,  original 
owner -manufacturer  and  to  whom  the  approval  was  granted 
and  the  second  affidavit  shows  that  General  Aniline  and  Film 
Corporation  have  changed  their  name  to  G  A  F  Corpora¬ 
tion. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  23,  1962  under 
Calendar  No.  869-62-SM  be  reopened  and  amended  so  as 
to  show  a  change  of  owner-manufacturer,  new  owner -manu¬ 
facturer  being  G  A  F  Corporation  on  condition  that  the 
requirements  of  the  resolution  adopted  October  23,  1962 
under  Calendar  No.  869-62-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


136-64-SA 

APPLICANT — Hupp  Corporation,  Typhoon  Air  Condition¬ 
ing  Div. 


APPEARANCES— 

For  Applicant :  Ralph  J.  Iovino. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein 

and  Commissioner  Madigan .  3 

N  egative :  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Nolan  .  2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
136-64-SA — Amendment  to  resolution  as  to  additional  models 
of  air  conditioners. 

Hupp  Corporation,  Typhoon  Air  Conditioning  Division, 
Brooklyn,  New  York,  requested  that  the  resolution  adopted 
February  9,  1965  and  amended  through  March  5,  1968  under 
Calendar  Number  136-64-SA  be  reopened  and  amended  as 
to  additional  models  of  air  conditioners. 

PROPOSED  USE :  Roof  mounted  air  conditioning  units. 
DESCRIPTION :  The  additional  Models  are  the  8001,  1001, 
1501,  1701,  2001,  2501,  3301,  4001,  5001, _  and  6001,  RMU  and 
ACSC  series.  These  models  are  the  revised  versions  of  previ¬ 
ously  approved  Models  85,  105,  155,  and  175,  ACSC  and 
RMU  series. 

The  new  units  differ  from  the  old  units  in  styling  only. 
The  old  model  numbers  end  with  “1”,  designating  1970.  The 
first  digits  indicate  the  cooling  capacity  in  tons,  8,  10,  15,  and 
17. 

RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  9,  1965  and 
amended  through  March  5,  1968  under  Cal.  No.  136-64-SA 
be  reopened  and  amended  as  to  additional  Models  of  air 
conditioners,  8001,  1001,  1501,  1701,  2001,  2501,  3301,  4001, 
5001,  and  6001,  RMU  and  ACSC  series,  on  condition  that 
the  requirements  of  the  original  resolution  and  previous 
amendments  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
annroval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

184-64-SA 

APPLICANT — Weber  Dental  Mfg.  Co.,  owner. 
APPEARANCES— 

For  Applicant :  John  A.  Maurer. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 
Commissioner  Madigan  .  3 
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Negative:  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Nolan  .  2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committe  on  Test  reads: 
184-64-SA — Amendment  to  resolution  as  to  additional  model 
of  dental  cuspidor. 

The  Weber  Dental  Manufacturing  Company,  Canton,  Ohio, 
requested  that  the  resolution  adopted  January  26,  1965  and 
amended  July  18,  1967  under  Calendar  Number  184-64-SA 
be  reopened  and  amended  as  to  an  additional  model  of  dental 
cuspidor. 

PROPOSED  USE:  Dental  cuspidor. 

DESCRIPTION  :  The  proposed  additional  model,  the  Weber 
Versalitti  Unitte  Model  DM  uses  the  same  vacuum  breakers 
as  previously  approved  models. 

The  first  difference  is  the  addition  of  a  portable  type  metal 
cuspidor.  The  water  supply  is  through  air  gap  located 
above  the  bowl  rim. 

The  second  difference  is  a  water  powered  vacuum  pump 
to  pull  the  waste  from  the  bowl  into  the  waste  line.  The 
water  supply  for  the  pump  passes  through  a  vacuum  breaker 
assembly  that  was  approved  on  previous  units. 

The  third  difference  is  an  anti-drip  arrangement  for  the 
dental  handpiece.  The  water  line  discharges  into  a  funnel 
attached  to  the  waste  line.  Air  supply  from  a  choke  valve 
opens  the  water  supply  line  from  the  water  coolant  when 
the  dental  handpiece  shuts  off,  allowing  the  buildup  of 
water  pressure  in  the  handpiece  water  coolant  line  to  expel 
water  into  the  drain  funnel  and  into  the  waste  line.  The 
air  gap  between  funnel  and  water  line  is  ¥%" .  The  funnel 
is  located  33)4"  above  floor  level. 

The  fourth  difference  is  that  the  dental  handpiece  cutting 
tools  are  now  located  in  the  body  of  the  dental  unit  instead 
of  in  the  tray  assembly  as  in  previous  units.  This  allows 
for  a  lighter  weight  tray  over  the  patient,  although  the 
function  remains  the  same  as  on  previous  units. 

The  fifth  difference  is  in  the  appearance  of  the  unit.  The 
cover  was  changed  to  a  rectangular  sheet  metal  framework 
which  is  removable  for  easy  service.  The  entire  unit  bolts 
to  the  floor,  similarly  to  the  previously  approved  models. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  26,  1965  and 
amended  July  18,  1967  under  Calendar  No.  184-64-SA  be 
reopened  and  amended  as  to  an  additional  model  of  dental 
cuspidor,  the  Weber  Versalitti  Unitte  Model  DM,  on  condi¬ 
tion  that  the  requirements  of  the  original  resolution  and 
previous  amendment  are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner- 
shin,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

955-64-SA 

APPLICANT — Air  Products  &  Chemicals,  Inc.,  owner. 


APPEARANCES— 

For  Applicant:  Alva  Jones. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report .  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 


Commissioner  Madigan  .  3 

Negative:  .  0 


Absent :  Vice  Chairman  Becker  and  Commissioner  Nolan  2 
THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
955-64-SA — Amendment  to  resolution  as  to  additional  models 
of  liquid  converter  units  and  cryogenic  liquid  storage  units. 

Air  Products  and  Chemicals  Inc.,  Allentown,  Penna.  re¬ 
quested  that  the  resolution  adopted  July  13,  1965  under  Cal¬ 
endar  Number  955-64-SA  be  reopened  and  amended  as  to 
additional  models  of  liquid  converter  units  and  cryogenic 
liquid  storage  units. 

PROPOSED  USE:  Liquid  converter  units  and  cryogenic 
liquid  storage  units. 

DESCRIPTION :  The  following  are  the  additional  models 
and  their  design  changes  from  previously  approved  models : 


Tank 

Inner  Ves¬ 

Tank 

Design 

Pres¬ 

Reason  for 

Model 

sel  Material 

O.D. 

sure 

Change 

CLC-1S 

9%  Ni  Steel 

5'-6" 

200  psig 

CLC-15A 

Aluminum 

5'-3" 

200  psig 

inner  vessel — 

CLC-15B 

Aluminum 

5 '-3" 

200  psig 

material 

foundation 

CLC-32 

9%  Ni  Steel 

&-6y2" 

227  psig 

plan 

inner  vessel — 

CLC-32A 

Aluminum 

6'-6j4" 

245  psig 

material 

CLC-32B 

9%  Ni  Steel 

240  psig 

design  pres¬ 

CLC-64 

Aluminum 

8'-0" 

245  psig 

sure 

CLC-93 

9%  Ni  Steel 

8'-6" 

240  psig 

CLC-93A 

9%  Ni  Steel 

8'-6" 

240  psig 

foundation 

CLC-93B 

Aluminum 

8'-0" 

245  psig 

plan 

inner  vessel — 

CLS-32 

Aluminum 

6'-4" 

70  psig 

material 

CLS-32A 

Aluminum 

6'-4" 

70  psig 

foundation 

CLS-79 

9%  Ni  Steel 

lO'-O" 

69  psig 

plan 

CLS-93 

Aluminum 

8'-0" 

245  psig 

CLS-93A 

Aluminum 

8'-0" 

245  psig 

foundation 

CLS-93B 

Aluminum 

8'-0" 

245  psig 

plan 

foundation 

plan 

RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  13,  1965  under  Cal¬ 
endar  Number  955-64-SA  be  reopened  and  amended  as  to 
the  additional  models  of  liquid  converter  units  and  cryogenic 
liquid  storage  units  listed  above,  on  condition  that  the  re¬ 
quirements  of  the  original  resolution  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approvals. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 
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Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


100-65-SM 


APPLICANT — Air  Balance  Inc.,  owner. 

APPEARANCES— 

For  Applicant:  Steven  Klebanoff. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein 

and  Commissioner  Madigan .  3 

N  egative :  . 0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Nolan  .  2 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
100-65-SM — Amendment  to  resolution  as  to  change  in  ma¬ 
terial,  size,  and  configuration  of  a  fire  damper. 

Air  Balance,  Inc.,  New  York  City,  requested  that  the  reso¬ 
lution  adopted  June  15,  1965  and  amended  March  29,  1966 
under  Calendar  Number  100-65-SM  be  reopened  and  amended 
as  to  change  in  material,  size  and  configuration  of  a  fire 
damper. 

PROPOSED  USE:  Fire  damper. 

DESCRIPTION :  The  revised  damper  varies  from  the 
previously  approved  damper  in  that  the  material  of  the 
frame  and  blade  has  been  changed,  from  18  gauge  to  21 
gauge,  sizes  have  been  increased  to  60"  high  x  60"  wide 
for  vertical  single  sections  and  48"  high  x  48"  wide  for 
horizontal  single  sections,  and  a  round  single  blade  damper 
for  vertical  installations  has  been  added. 

INSPECTION  AND  TEST :  The  revised  damper,  with 
the  above  changes  has  been  approved  by  Underwriters’ 
Laboratories  (Guide  No.  20  18,  Card — R4708.) 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  15,  1965  and  amended 
March  29,  1966  under  Calendar  No.  100-65-SM  be  reopened 
and  amended  as  to  the  changes  described  above  in  the  118- 
F/SV.  118-F/SH,. and  U/L-119V,  fire  dampers,  on  condi¬ 
tion  that  the  requirements  of  the  original  resolution  and 
previous  amendment  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  Change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 


(Sgd.) 


Solomon  Sheer,  P.E., 
Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 


Asst.  Engr., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


542-68-SM 


APPLICANT — United  States  Gypsum  Co.,  owner. 
APPEARANCES— 

For  Applicant :  E.  V.  Salvo. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 


Commissioner  Madigan  .  3 

Negative:  .  0 


Absent:  Vice  Chairman  Becker  and  Commissioner  Nolan  2 


THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads  : 
542-68-SM — Reopening  for  “new”  USG  Shaftwall. 

The  United  States  Gypsum  Co.,  New  York  requests  that 
the  resolution  adopted  .November  19,  1968  under  Cal.  No. 
542-68-SM  be  reopened  and  amended  to  include  an  additional 
two  hour  fire  resistive  dry  wall  assembly  for  shaft  enclosures 
under  applicable  sections  of  the  Administrative  Building 
Code. 

PROPOSED  USE:  An  incombustible  two  hour  fire  resis¬ 
tive  non-load  bearing  drywall  partition  and  enclosure  for 
shafts. 


DESCRIPTION:  The  USG  Shaft  Wall  System  is  from 
314"  to  7l4"  thick  depending  on  the  allowable  deflection,  air 
pressure  load  tables  and  limiting  heights  recommended  by 
the  manufacturer.  It  is  constructed  of  USG  Shaft  Wall 
Liner,  Sheetrock  SW  gypsum  wallboard,  steel  “Box-T”  and 
“E”  studs  and  “J”  runners. 

The  USG  Shaft  Wall  Liner  is  1"  thick  and  16"  or  24"  wide. 


The  gypsum  wallboard  is  USG  Regular  Sheetrock,  54"  thick. 
Materials  previously  approved  under  Cal.  No.  486-39-SM. 
The  Steel  accessories  are  manufactured  by  USG  and  are 
electro-galvanized.  Their  detail  dimensions  are  as  filed  with 
this  application. 

“J”  runners  are  attached  to  the  floor  and  the  underside 
of  the  structure  with  powder  actuated  or  other  approved 
fasteners  not  to  exceed  24"  o.c.  The  “Box-T”  or  “E”  stud 
is  erected  vertically  and  engaged  into  the  floor  and  head 
“J”  runner.  Cut  approximately  lA”  less  than  overall  height. 
The  Shaft  Wall  Liner  is  erected  vertically  and  engaged  into 
the  web  of  the  stud.  The  erection  procedure  continues  across 
the  opening.  Shaft  Wall  Liner  filler  panels  are  cut  to  re¬ 
quired  width  and  capped  with  an  “E”  stud  on  each  end  and 
secured  to  the  “J”  runner  at  the  head.  A  base  layer  of  Sheet¬ 
rock  gypsum  wallboard  is  installed  horizontally  and  secured 
to  the  “Box-T”  or  “E”  studs  with  1"  USG  type  “S”  screws, 
12"  o.c. 

The  face  layer  of  Sheetrock  gypsum  wallboard  is  installed 
vertically  or  horizontally  with  joints  offset  from  the  base 
layer  and  secured  through  to  the  “Box-T”  or  “E”  studs  with 
1J4"  USG  Type  “S”  screws  12"  o.c.  All  joints  and  screw 
heads  are  finished  with  USG  Perf-A-Tape  Joint  System 
previously  approved  under  Calendar  No.  486-39-SM. 


INSPECTION  AND  TEST:  A  partition  assembly  con¬ 
structed  as  herein  described  passed  a  two  hour  fire  endurance 
and  hose  stream  test  as  prescribed  by  ASTM  E-119  at  the 
Engineering  Materials  Laboratory  of  the  University  of  Cali¬ 
fornia.  A  copy  of  the  report  dated  August  18,  1970  with 
revisions  dated  November  2,  1970  and  January  18,  1971  are 
on  file  and  part  of  the  record. 

RECOMMENDATIONS:  The  resolution  adopted  by  the 
Board  on  November  19,  1968  under  Calendar  No.  542-68-SM 
be  reopened  and  amended  to  include  the  USG  Shaft  Wall 
System  as  herein  described,  for  use  in  New  York  City  in  all 
classes  of  construction  under  the  applicable  sections  of  the 
Administrative  Building  Code,  as  a  two  hour  incombustible 
fire  rated  non-load  bearing  drywall  partition  and  shaft  en¬ 
closure  with  limiting  heights  as  recommended  by  the  manu¬ 
facturers  based  on  allowable  deflection  and  air  pressure  load. 
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On  further  condition  that  the  requirements  of  the  resolution 
adopted  November  19,  1968  under  Calendar  Number 

542-68-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

708-69-SA 

APPLICANT — Quimby  Equipment  Co.  for  Patterson  Pump 
Div.,  owner. 

APPEARANCES— 

For  Applicant:  Wallace  L.  Quimby. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Madigan  .  3 

Negative:  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 

Nolan  .  2 

THE  RESOLUTION— 

W hereas,  the  report  of  a  Committee  on  T est  reads : 
708-69-SA — Amendment  to  resolution  as  to  additional  pumps. 

Quimby  Equipment  Co.  Inc.,  for  Patterson  Pump  Divi¬ 
sion  of  Patterson  Industries,  Inc.,  Erie,  Pa.  requested  that 

the  resolution  adopted  February  9,  1971  under  Calendar 

Number  708-69-SA  to  include  pumps  that  were  inadvertently 
omitted  in  the  resolution  adopted  under  this  Calendar  Num¬ 
ber. 

PROPOSED  USE:  Fire  pumps  for  standpipe  and  sprinkler 
systems : 

DESCRIPTION :  The  requested  models  are  centrifugal 
pumps  and  are  designated  as  Models  8x6  MABS,  10x8  M 
and  4x3  DMD  and  are  similar  to  the  presently  approved 


pumps.  These 

pumps  have 

the  following 
Rated  Net 
Head 
Pressure 

characteristics : 

Model 

Capacity 

Range 

Speed 

and  Size 

G.P.M. 

P.S.I. 

R.P.M. 

8x6  MABS 

1500 

100-125 

1750 

10x8  M 

2000  to 

105-132 

2500 

100-125 

1750-1770 

4x3  DMD 

500 

119-200 

1770 

The  Models  3x2  MN  and  4x4  MN  are  classified  as  Special 
Fire  Service  Pumps  with  the  following  characteristics. 


Model 

G.P.M. 

Net 

P.S.I. 

Equiv. 

Ht.  of 
Water 

H.P. 

Motor 

3x2  MN 

200 

50 

116 

15 

3x2  MN 

200 

75 

174 

15 

Model 

G.P.M. 

Net 

P.S.I. 

Equiv. 

Ht.  of 
Water 

H.P. 

Motor 

3x2  MN 

200 

100 

231 

20 

3x2  MN 

300 

40 

93 

15 

3x2  MN 

300 

50 

116 

15 

3x2  MN 

300 

90 

208 

25 

3x2  MN 

300 

100 

231 

30 

4x4  MN 

450 

40 

93 

20 

4x4  MN 

450 

50 

116 

20 

4x4  MN 

450 

65 

150 

25 

4x4  MN 

450 

75 

174 

35 

INSPECTION  AND  TEST:  The  Models  8x6  MABS,  10x8 
M  and  4x3  DMD  have  been  approved  by  the  Underwriters 
Laboratories.  The  Models  3x2  MN  and  4x4  MN  are  built 
and  tested  in  accordance  with  the  requirements  of  NFPA 
#20. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  9,  1971  under 
Cal.  No.  708-69-SA  be  reopened  and  amended  so  as  to  include 
the  additional  pumps ;  Models  8x6  MABS,  10x8  M,  4x3 
DMD,  3x2  MN  and  4x4  MN,  on  condition  that  the  require¬ 
ments  of  the  resolution  adopted  February  9,  1971  under 
Cal.  No.  708-69-SA  are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change  of 
address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


702-70-SA 

APPLICANT — Leonard  F.  Rothkrug  for  Parking  Systems 
Engineering,  Incorporated,  owner. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug  and  W.  E.  Hardinc. 
ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 


Commissioner  Madigan  .  3 

Negative:  . . .  0 


Absent :  Vice  Chairman  Becker  and  Commissioner  Nolan  2 
THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
702-70-SA — L.  F.  Rothkrug  for  Parking  Systems  Engineer¬ 
ing  Inc.,  Commerce  City,  Colorado  filed  for  approval  of  the 
appliance  known  as  Duo  Park  100  under  the  provisions  of 
C26-107.0  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  A  device  for  parking  motor  vehicles 
one  above  the  other. 

DESCRIPTION :  The  appliance  is  so  designed  as  to  lift 
a  car,  on  a  platform  in  place  so  that  a  second  car  can  be 
driven  into  the  space  below  the  upper  platform  so  that  two 
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cars  can  be  parked  in  the  parking  space  that  would  be 
required  for  one  car. 

The  minimum  ceiling  height  in  order  to  park  one  car 
above  the  other  is  ll'-lO"  on  the  bases  of  6'-2"  for  the  bot¬ 
tom  space.  The  area  per  unit  is  105  square  feet. 

The  moving  parts  of  the  appliance  are  constructed  of  high 
yield  strength  steel  and  all  other  steel  in  the  structural  frame 
are  of  mild  steel. 

The  lift  is  operated  hydraulically.  When  a  car  is  driven 
onto  the  ramp,  the  push  of  a  button  starts  the  hydraulic  lift 
with  an  electric  drive  which  raises  the  ramp  and  car,  leaving 
space  for  a  car  to  be  parked  on  the  ground  beneath. 

Built-in  safety  features  include  a  hydraulic  lock  and  fail¬ 
safe  mechanical  lock  plus  leveling  controls. 

INSPECTION  AND  TEST:  The  applicant  has  submitted 
a  report  of  tests  conducted  by  Testing  Consultants  Inc.,  Den¬ 
ver,  Colorado.  Among  the  tests  conducted  was  a  test  to 
failure  which  required  a  load  of  17,500  lbs.  The  applicant 
has  also  submitted  analytical  analysis  performed  by  Messrs. 
Nedell  and  Locke  P.E.s. 

As  this  equipment  is  similar  to  the  equipment  approved 
under  Calendar  No.  736-69-SA,  the  opinion  of  the  Fire  De¬ 
partment  as  set  forth  under  that  Cal.  No.  would  be  similar, 
namely;  that  they  would  have  no  objection  to  the  use  of  this 
equipment  in  open  parking  lots. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Duo-Park 
100  for  voluntary  use  in  New  York  City  under  the  pro¬ 
visions  of  C26-107.0  Building  Code  of  the  City  of  New  York, 
on  condition  that  the  appliance  shall  only  be  used  in  open 
parking  lots  where  there  is  attendant  parking  under  the 
following  conditions :  that  the  requirements  of  C19-72.1 
Administrative  Code  be  complied  with ;  that  the  use  of  this 
equipment  for  each  specific  location  be  submitted  to  the 
Department  of  Buildings  so  as  to  verify  its  use  under  the 
Zoning  Resolution  for  the  specific  location  and  adequacy  of 
soil  conditions,  where  the  appliance  is  installed  and  that 
all  regulations  of  the  Department  of  Licenses  be  complied 
with.  Each  appliance  shall  bear  a  lable,  permanently  affixed 
reading  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number  702-70- 
SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  process  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  of  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


106-71-SM 

APPLICANT — Georgia-Pacific  Corporation,  owner. 

APPEARANCES— 

For  Applicant:  James  E.  Tierney. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein 

and  Commissioner  Madigan .  3 

N  egative :  ® 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Nolan  .  2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
106-71-SM — Georgia-Pacific  Corporation,  Portland,  Oregon, 

filed  for  approval  of  Georgia-Pacific  Shaft  Liner  System 

under  the  provisions  of  C26-501.1  of  the  Building  Code  of  the 
City  of  New  York. 

PROPOSED  USE:  Two  hour  fire  rated  shaft  enclosure. 
DESCRIPTION :  The  assembly  is  an  unsymmetrical,  254" 
thick,  non-load  bearing  shaft  wall.  A  layer  of  vertically 
placed  1"  thick  x  24"  wide  square  edge  gypsum  coreboard 
is  faced  on  the  unexposed  surface  with  a  layer  of  vertically 
placed  54"  thick  x  24"  wide  square  edge  gypsum  backer  board 
laminated  to  the  coreboard.  The  core  units  are  screw 
attached  to  “T”  splines  positioned  24"  on  center.  The  “T” 
splines  are  2Z4"  x  154"  and  are  formed  from  20  gauge  hot 
dipped  galvanized  steel.  Two  layers  of  J4"  thick  gypsum 
wallboard  are  placed  vertically  and  laminated  and  screw 
attached  to  the  core.  The  wall  is  edged  with  20  gauge  hot 
dipped  galvanized  steel  angle  runners,  with  dimensions  of 
2Jd"  x  1  yA”,  and  top  and  bottom  20  gauge  hot  dipped  gal¬ 
vanized  steel  “J”  tracks,  with  dimensions  of  2%”  and  IVie” 
legs  x  1%"  width. 

INSPECTION  AND  TEST:  The  shaft  wall  assembly  was 
fire  resistance  tested  by  the  Ohio  State  University  Engineer¬ 
ing  Experiment  Station  (Report  No.  4958)  and  was  given 
a  two  hour  rating. 

RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Georgia-Pacific  Shaft  Liner  System 
as  a  two  hour  fire  rated  shaft,  enclosure  wall  under  the 
provisions  of  C26-501.1  of  the  Building  Code.  The  shaft  wall 
shall  be  permanently  labeled :  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  106-71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change  of 
address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  .Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

167-71-SM 

APPLICANT — Polacoat,  Incorporated,  owner. 

APPEARANCES— 

For  Applicant :  Gene  Holland. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein  and 
Commissioner  Madigan  .  3 
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Negative:  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner  Nolan  2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
167-71-SM — Polacoat,  Inc.,  Cincinnati,  Ohio  filed  for  ap¬ 
proval  of  Polacoat  Lenscreen  Flexible  under  the  provisions 
of  the  Flameproofing  Rules  of  the  Board  of  Standards  and 
Appeals. 

PROPOSED  USE:  Projection  screen  material. 
DESCRIPTION :  The  material  is  a  plasticized  polyvinyl 
chloride  which  is  produced  for  use  as  a  rear  projection  screen 
fabric.  It  is  used  to  show  black  and  white  or  color  images. 
The  material  is  flexible  and  crease  resistant.  It  is  bound  to 
a  2  ply  black  elastic  leatherette  which  is  1"  to  2"  thick.  The 
screen  is  .011"  thick.  It  is  bound  by  lacing  with  cord,  fasten¬ 
ing  with  hooks,  snapping,  stapling,  or  sewing  to  the  backing. 
INSPECTION  AND  TEST :  The  material  was  tested  by 
the  Better  Fabrics  Testing  Bureau  (Report  No.  2857)  which 
is  on  file  with  the  record  and  met  the  requirements  of  the 
Flameproofing  Rules  of  the  Board. 

RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Polacoat  Lenscreen  Flexible  projection 
screen  material  under  the  provisions  of  the  Flameproofing 
Rules  of  the  Board.  The  material  shall  be  permanently 
labeled :  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number 
167-71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

689-46-SM 

APPLICANT — Philip  Carey  Company,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  6/19/51.  Product:  Careyduct  (Insulated 

&  Acoustical.) 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Madigan  .  3 

N  egative :  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Nolan  .  2 

THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


758- 50-SM 

APPLICANT — Philip  Carey  Company,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  6/19/51  Product:  Carey  Windmaster  Stand¬ 

ard  Asphalt.  Shingle  225  lb. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Madigan .  3 

Negative:  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Nolan  .  2 

THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material  is 
no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

759- 50-SM 

APPLICANT — Philip  Carey  Company,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  6/19/51.  Product:  Carey  Windmaster  Double 
Coverage  Asphalt  Shingle. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Commissioner  Klein  and 


Commissioner  Madigan  .  3 

Negative:  .  0 


Absent :  Vice  Chairman  Becker  and  Commissioner  Nolan  2 
THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved ,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


90-62-SA 

APPLICANT — Vamco  Corporation,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  5/29/62.  Product:  Vamco  Dry  Cleanomat 
Model  DCSS-62. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 


Commissioner  Madigan .  3 

Negative :  .  0 


Absent :  Vice  Chairman  Becker  and  Commissioner  Nolan  2 
THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  ap¬ 
plicant  in  order  to  verify  that  the  material  was  being  manu¬ 
factured  in  accordance  with  the  resolution  above  cited;  and 
Whereas,  mail  addressed  to  the  applicant  at  the  address 
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on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  address”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


159-62-SA 

APPLICANT — Henry  Waterman  &  Bros.  Corp.,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  11/20/62.  Product:  Waterman  Domestic 
Gas  Ranges,  various  models. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Madigan .  3 

Negative:  .  0 

Absent:  Vice  Chairman  Becker  and  Commissioner 
Nolan  .  2 

THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited;  and 

Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  ad¬ 

dress”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


166-62-SM 

APPLICANT — Drycon  Company,  owner. 

SUBJECT — Application  for  consideration  to  revoke  Ap¬ 
proval  dated,  5/22/62.  Product :  Drycon  Multi-Purpose 
concrete  admixture. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein  and 


Commissioner  Madigan  .  3 

Negative :  .  0 


Absent:  Vice  Chairman  Becker  and  Commissioner  Nolan  2 
THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited ;  and 

Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  ad¬ 
dress”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


250-62-SM 

APPLICANT — S.  Gross  and  Company,  Inc.,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,,  dated  11/20/62.  Product:  Spark- Safe  (fabric 
treated  to  retard  flame.) 


APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 


Commissioner  Madigan .  3 

Negative :  .  0 


Absent :  Vice  Chairman  Becker  and  Commissioner  Nolan  2 
THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited ;  and 

Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  ad¬ 
dress”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

303-62-SA 

APPLICANT — Armstrong  Products  Company. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  11/19/71.  Product:  Hermetic,  Gas-fired 

Vented  Wall  Furnace,  various  models. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Madigan  .  3 

Negative:  . q 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Nolan  .  2 

THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

333-62-SM 

APPLICANT — Ocean  Aggregates  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  4/30/63.  Product:  Italian  Pumice  (Canne 

to  Lipari)  lightweight  aggregate. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Madigan  .  3 

Negative:  . 0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Nolan  .  2 

THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited;  and 

Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  ad¬ 
dress”. 


499 


MINUTES 


Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


592-62-SA 

APPLICANT — Robbins  &  Myers,  Inc.,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  10/22/63.  Product:  Propellair  Make-up  Air 

Units,  Model  MG. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein 

and  Commissioner  Madigan .  3 

Negative:  . 0 

Absent:  Vice  Chairman  Becker  and  Commissioner 
Nolan  .  2 

THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


709-62-SA 

APPLICANT — Arkla  Air  Conditioning  Co.,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  11/7/62.  Product:  Arkla-Humphrey  MF 

Unit  Heaters. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein 

and  Commissioner  Madigan .  3 

Negative:  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Nolan  .  2 

THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

731-62-SA 

APPLICANT — Thatcher  Furnace  Company,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  9/17/63.  Product:  Thatcher  Models  LHG 
Series  and  M  Series  (gas-fired  Units.) 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 


Commissioner  Madigan .  3 

Negative :  .  0 


Absent :  Vice  Chairman  Becker  and  Commissioner  Nolan  2 


THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited;  and 

Whereas,  mail  addressed  to  the  applicant  at  the  address  on 
file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  address”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

806-62-SM 

APPLICANT— Bird  &  Son,  Inc.,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  11/19/63.  Product:  Nepolon  N  or  Nepolon 
H  Scientific  Rubber  Roof  Coating. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 


Commissioner  Madigan  .  3 

Negative:  . ■  .  0 


Absent:  Vice  Chairman  Becker  and  Commissioner  Nolan  2 
THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material  is 
no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  detemine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

833-62-SM 

APPLICANT — Applied  Chemical  Sales  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval  dated  11/7/62.  Product:  Applied  Chernies  Flame¬ 
proofing  compound  Model  AC-8. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Madigan  .  3 

Negative :  . 0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Nolan  . 2 

THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited;  and 
Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  address”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

861-62-SM 

APPLICANT — Technoply  Corporation,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  11/20/62. 

Product:  Fyretech  No.  100  Lobby  Wall  Paneling. 
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APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Madigan .  3 

Negative:  .  0 

Absent:  Vice  Chairman  Becker  and  Commissioner 
Nolan  .  2 

THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


545-45-SM 

APPLICANT — Republic  Steel  Corporation. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Madigan .  3 

Negative :  .  0 

Absent:  Vice  Chairman  Becker  and  Commissioner 
Nolan  .  2 


556-50-SM 

APPLICANT — United  States  Gypsum  Co.,  owner. 
SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  E.  V.  Salvo. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Madigan .  3 

Negative:  .  0 

Absent:  Vice  Chairman  Becker  and  Commissioner 
Nolan  .  2 


725-61-SA 

APPLICANT — Union  Carbide  Co.,  owner. 

SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 


Commissioner  Madigan .  3 

Negative :  .  0 


Absent:  Vice  Chairman  Becker  and  Commissioner  Nolan  2 


875-62-SM 

APPLICANT — National  Gypsum  Co.  owner. 
SUBJECT — Dismissal. 


APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Madigan  .  3 

Negative :  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Nolan  .  2 


43-71-SM 

APPLICANT — Morgen  Manufacturing  Co.  owner. 
SUBJECT — Tower  Scaffolding,  requested  withdrawal. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Madigan  .  3 

N egative :  .  0 

Absent:  Vice  Chairman  Becker  and  Commissioner 
Nolan  .  2 


458-62-SA 

APPLICANT— Carl  H.  Salminen. 

SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 


Commissioner  Madigan  .  3 

Negative:  .  0 


Absent :  Vice  Chairman  Becker  and  Commissioner  Nolan  2 


583-62-SM 

APPLICANT — Safway  Steel  Scaffolds  Supply  Corporation. 
SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein  and 


Commissioner  Madigan  .  3 

Negative:  .  0 


Absent :  Vice  Chairman  Becker  and  Commissioner  Nolan  2 


891-59-SA 

APPLICANT — The  Watson  Elevator  Company,  Inc. 
SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 
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THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 


Commissioner  Madigan .  3 

Negative :  .  0 


Absent :  Vice  Chairman  Becker  and  Commissioner  Nolan  2 


880-67-SA 

APPLICANT — Miniveil  Corporation,  owner;  Nils  O.  Ohl- 
son,  agent. 

SUBJECT — Application  September  28,  1967 — Miniveil  Di¬ 
rect  Gas  Fired  Climate  Controller,  approval  of. 

APPEARANCES— 

For  Applicant :  Charles  F.  Freese  and  Lars  H.  Boman. 
ACTION  OF  BOARD — Laid  over  to  June  8,  1971,  at  2 
P.M.,  for  decision. 


522-69-SA 

APPLICANT — Harrison  engineering  Corporation,  owner; 

State  Industrial  Sales  Corporation,  agent. 

SUBJECT — Application  September  4,  1969— Harrison  Air 
Replacer  Model  MU  2  Series,  approval  of. 

APPEARANCES— 

For  Applicant :  Henry  Schulman. 


ACTION  OF  BOARD— Laid  over  to  June  8,  1971,  at  2 
P.M.  for  continued  hearing. 


404-70-SM 

APPLICANT — Alesse  Industries,  owner. 

SUBJECT — Application  July  21,  1970 — Doorwick  Model  1 
(Floor),  Model  2  (Wall). 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Laid  over  to  June  8,  1971,  at  2 
P.M.  for  continued  hearing. 

1-71-SM 

APPLICANT — The  Swan  Corporation,  owner. 

SUBJECT — Application  January  4,  1970 — Swan  Tubwal 
Fiberglass  Panels. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  without  date. 


Adjourned:  4:30  P.M. 

James  P.  Mulroy,  Secretary 
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NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  repre¬ 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  hearing 
can  be  entertained  in  view  of  this  publication  and  of  the 
posting  of  the  calendars  on  the  bulletin  board  in  the  offices 
of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly:  therefore,  no  appeal  or  application  will  be 
held  in  abeyance  by  reason  of  failure  of  the  appellant  or 
applicant  to  file  necessary  data,  or  by  any  other  method  of 
delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 
in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  80 
Lafayette  Street,  9th  floor,  Manhattan,  at  five  cents  each — 
add  postage  payment  if  the  forms  are  forwarded  by  mail. 
Purchase  payment  by  postage  stamps  NOT  ACCEPTABLE. 
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Minutes  of  Regular  Meeting,  Tuesday  Morning,  May  18, 
1971,  Affecting  Calendar  Numbers — 


456-69-A 

46-70-BZ 

69-71-BZ 

524-70-A 

842-68-BZ 

71-71-BZ 

162-54-BZ 

700-69-A 

91-71-BZ 

60-55-BZ 
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49-71-BZ 

767-70-BZ 

905-60-BZ 

54-71-BZ 

52-71-BZ 

552-66-BZ 

55-71-A 

58-71-BZ 

604-66-BZ 

56-71-BZ 

139-71-BZ 

36-70-BZ 

57-71-A 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  May  18, 
1971,  Affecting  Calendar  Numbers — 

254-71-BCR 

142-71-A 

621-70-A 

92-7 1-A 

143-71-A 

145-71-A 

93-71-A 

144-71-A 

161-71-A 

96-71-A 

187-71-A 

169-71-A 

103-71-A 

141-71-A 

610- 69-A 

611- 69-A 

183-71-A 

Warning  Notice. 

Office — 80  Lafayette  Street.  9th  Floor.  Manhattan.  New 
York.  N.  Y.  10013. 

Telephone — 566-5174. 


505 


CALENDAR 


DOCKET 

New  Cases  File  up  to  May  18,  1971 
Cal.  No.  Dept.  Premises  Affected 

293-71-BZ — B.Bx. — 3671  Hudson  Manor  Terrace,  north¬ 
west  corner  of  West  236th  Street,  Block  5920,  Lot  653, 
Borough  of  The  Bronx,  Alt.  No.  16-71,  re-  proposed  en¬ 
closed  tennis  courts,  R4  district. 


294-71-A — B.Bx. — 3671  Hudson  Manor  Terrace,  north¬ 
west  corner  of  236th  Street,  Block  5920,  Lot  653,  Borough 
of  The  Bronx,  Alt.  No.  16-71,  re-  air  supported  fabric 
structure,  R4  district. 


295-71-BZ — B.R. — 112  Richmond  Hill  Road,  south  side, 
1014  feet  east  of  Richmond  Avenue,  Block  2400,  Lot  118, 
New  Springville,  Borough  of  Richmond,  N.B.  1033-70, 
re-  rear  yard,  C4-1  district. 


296-71-BZ — B.R. — 283  Platinum  Avenue,  north  side,  270 
feet  east  of  Richmond  Avenue,  Block  2400,  Lot  375,  New 
Springville,  Borough  of  Richmond,  N.B.  1124-70,  re- 
excessive  parking  facility,  rear  yard,  C4-1  district. 


297-71-BZ — B.R. — 2655  Richmond  Avenue,  northeast  cor¬ 
ner  of  Platinum  Avenue,  Block  2400,  Lot  180,  New 
Springville,  Borough  of  Richmond,  N.B.  1172-70,  re¬ 
parking  facility,  C4-1  district. 


298-71-BZ — B.R. — 280  Marsh  Avenue,  northwest  corner 
of  Platinum  Avenue,  Block  2400,  Lot  300,  New  Spring¬ 
ville,  Borough  of  Richmond,  N.B.  407-71,  re-  excessive 
parking  facility,  C4-1  district. 


299-71-BZ — B.R. — 26  Richmond  Hill  Road,  south  side, 
190  feet  east  of  Richmond  Avenue,  Block  2400,  Lot  77, 
New  Springville,  Borongh  of  Richmond,  N.B.  70-71,  re¬ 
sewage  treatment  accessory  to  shopping  center,  C4-1 
district. 


300-71-SA — The  Seeburg  Corporation  of  Delaware,  See- 
burg  Jet  Vending  Machine  J5C7D  and  J6C7D  manufac¬ 
tured  by  Seeburg  Corporation  of  Delaware,  Appliance. 


301-71-SA — The  Seeburg  Corporation  of  Delaware,  See¬ 
burg  Jet  Junior  Vending  Machine  BJ5C7D,  manufactured 
by  Seeburg  Corporation  of  Delaware,  Appliance. 


302-71-SA — The  Seeburg  Corporation  of  Delaware,  See¬ 
burg  Williamburg  Vending  Machine  W6HB3,  manu¬ 
factured  by  Seeburg  Corporation  of  Delaware,  Appliance. 


303-71-SA — The  Seeburg  Corporation  of  Delaware,  See¬ 
burg  Hi-Boy  and  Marquee  111,  79C5,  79C6,  79C7,  72C5, 
72C6,  72C7,  manufactured  by  Seeburg  Corporation  of 
Delaware,  Appliance. 


304-71-SA — The  Seeburg  Corporation  of  Delaware,  See¬ 
burg  Hi-Boy  and  Marquee  111,  79S4,  79S6,  79S8,  72S4, 
72S6,  7 2S8,  manufactured  by  Seeburg  Corporation  of 
Delaware,  Appliance. 


305-71-SA— -The  Seeburg  Corporation  of  Delaware,  See¬ 
burg  Polaris  J4S6,  and  J4S7,  manufactured  by  Seeburg 
Corporation  of  Delaware,  Appliance. 


306-71-SM — The  Timken  Company,  AISI,  4320M  steel 
for  use  in  crane  boom  construction,  manufactured  by  The 
Timken  Company,  Material. 


307-71-SM — Lorain-Division,  Koehring  Company,  AISI, 
4130  for  boom  construction,  manufactured  by  Lorain- 
Division,  Koehring  Company,  Material, 


308-71-BZ — B.B. — 49  to  73  Meserole  Street,  northeast 
corner  of  Lorimer  Street,  and  60  to  68  Scholes  Street, 
Block  3041,  Lots  1,  8,  30,  31,  33,  35,  36,  27,  Borough  of 
Brooklyn,  N.B.  395-70,  re-  proposed  telephone  exchange, 
R6  District. 


309-71-A — B.M. — 11  Charles  Street,  north  side,  110  feet 
8  inches  east  of  Waverly  Place,  Block  612,  Lot  69,  Bor¬ 
ough  of  Manhattan,  Alt.  No.  212-71,  re-  erection  of 
building  in  bed  of  mapped  street,  General  City  Law. 


310-71-SM — Trailer-Craft  Manufacture  Company,  Bear¬ 
ing  Walls  Assembly,  manufactured  by  Trailer-Craft  Man¬ 
ufacture  Company,  Material. 


311-71-BZ — -B.B. — 1901-11  Cropsey  Avenue,  northeast 
corner  of  19th  Avenue,  Block  6439,  Lot  5,  Borough  of 
Brooklyn,  Alt.  No.  595-71,  re-  proposed  automotive  serv¬ 
ice  station,  R5  district. 


312-71-SM — -Vandex  International,  Vandex  concrete 
waterproofing  material  manufactured  by  Vandex  Inter¬ 
national,  Material. 


313-71-A — B.M. — 1221  to  1237  Avenue  of  the  Americas, 
west  side  from  48th  to  49th  Street,  Block  1001,  Lot  13 
thru  53  inch,  N.B.  32-68,  re-  openings  and  show  win¬ 
dows,  C5-3,  C6-7  district. 


314-71-A — B.M. — 1514  to  1528  York  Avenue,  north  side, 
70  feet  east  of  80th  Street,  and  499  to  505  East  80th 
Street,  Block  1577,  Lots  126,  50,  52,  104,  Borough  of  Man¬ 
hattan,  Alt.  No.  25-71,  re-  safety  code  for  workmens 
hoists. 


315-71-BZ — B.B. — 54  Garden  Street,  southwest  corner  of 
Bushwick  Avenue,  Block  3137,  Lots  86,  89,  Borough  of 
Brooklyn,  N.B.  1 52-71,  re-  proposed  nursery  school,  Ml-1 
district. 


316-71-BZ — B.B. — 1464  Ocean  Parkway,  west  side,  340 
feet  north  of  Avenue  O,  Block  6587,  Lots  36,  37,  Borough 
of  Brooklyn,  N.B.  113-71,  re-  rear  yard,  proposed  school 
building  exceeds  the  maximum  lot  coverage,  R6  and  R5 
district. 


317-71-A — B.B. — 1464  Ocean  Parkway,  west  side,  340 
feet  north  of  Avenue  O,  Block  6587,  Lots  36,  37,  Borough 
of  Brooklyn,  N.B.  113-71,  re-  wheelchair  access,  per¬ 
formance  viewing  platform,  R6  district. 


318-71-A — B.R. — 112  Richmond  Hill  Road,  south  side, 
1014  feet  east  of  Richmond  Avenue,  Block  2400,  Lot  118, 
New  Springville,  Borough  of  Richmond,  N.B.  1033-70,  re¬ 
lot  line  openings,  exterior  walls,  exterior  separation,  C4-1 
district. 


319-71-A — B.R. — 283  Platinum  Avenue,  north  side,  270 
feet  east  of  Richmond  Avenue,  Block  2400,  Lot  375,  New 
Springville,  Borough  of  Richmond,  N.B.  1124-70,  re-  lot 
line  openings,  exterior  walls,  exterior  separation,  C4-1 
district. 


320-71-A — B.R. — 2655  Richmond  Avenue,  northeast  cor¬ 
ner  of  Platinum  Avenue,  Block  2400,  Lot  180,  New 
Springville,  Borough  of  Richmond,  N.B.  1172-70,  re¬ 
mall  area  of  shopping  area,  C4-1  district. 


321-71-SM — H.  H.  Robertson  Company,  fire  panel  two 
hour,  non-bearing  metal  fire  partition  and  exterior  wall, 
manufactured  by  H.  H.  Robertson  Company,  Material. 
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Restored  to  Docket 

456-69-A — B.M. — 39  Fifth  Avenue,  east  side,  54.2  feet 
south  of  East  11th  Street,  Block  568,  Lot  4,  Borough  of 
Manhattan,  Alt.  1530-68  re-  cellar  apartments. 


DESIGNATIONS:  D — Department  of  Buildings:  B.B. — Department 
of  Buildings,  Brooklyn:  B.M. — Department  of  Buildings.  Manhattan: 
B.Q. — Department  of  Buildings.  Queens:  B.R. —  Department  of  Build¬ 
ings,  Richmond:  B.Bx. — Department  of  Buildings.  Bronx;  H.D. — 
Health  Department:  F.D.-— Fire  Department. 


JUNE  8,  1971.  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  8,  1971,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

551-49-BZ — Vol.  II 

APPLICANT — Vito  J.  Tricarico  for  William  Savinoff  of 
Remco  Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  March  29,  1971 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7e  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  gasoline  service  sta¬ 
tion,  garage  for  more  than  5  motor  vehicles,  and  to  amend 
resolution  to  remove  gasoline  pump  and  tanks,  storage  of 
parts  and  television  service  and  repairs. 

PREMISES  AFFECTED— 88-02  to  88-08  102nd  Street  and 
100-26  88th  Avenue,  southwest  corner,  Block  9286.  Lot  61, 
Woodhaven,  Borough  of  Queens. 


452-60-BZ 

APPLICANT — Laka  Dunovitz,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  November  9,  1970 — decision 
of  the  Borough  Superintendent ;  previously  granted  on 
condition  under  Section  11-411  of  the  Amended  Zoning 
Resolution,  permitting  in  a  R5  district,  the  storage  of 
five  cars  on  a  rental  basis  and  not  as  accessory  use  with 
ingress  and  egress  over  present  party  driveway. 

PREMISES  AFFECTED — 71-12  35th  Avenue,  south  side, 
100  feet  west  of  72nd  Street,  Block  1271,  Lot  6,  Jackson 
Heights,  Borough  of  Queens. 


653-60-BZ 

APPLICANT— Gabriel  DiTillio  for  Playland  Center,  In¬ 
corporated,  owner. 

SUBJECT — Application  for  consideration— reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  April  13,  1971- 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  business  and  residence  use  district,  the 
maintenance  of  a  parking  lot  for  patrons  of  adjoining 
childrens’  amusement  park. 

PREMISES  AFFECTED— 92-01  to  92-07  164th  Avenue 
and  163-51  92nd  Street,  northeast  corner,  Block  14076, 
Lot  137,  Howard  Beach,  Borough  of  Queens. 


354-61-BZ 

APPLICANT — Abraham  Grossman  for  18-20  East  50th 
Street  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  June  13,  1971 — 


decision  of  the  Borough  Superintendent ;  under  Section  7e 
of  the  Zoning  Resolution,  permitting  in  a  restricted  retail 
use  district,  in  an  11  story  office  building,  the  change  in 
use  of  the  first  floor  and  mezzanine  from  showroom  and 
office  to  Art  and  Auction  Galleries,  and  office. 

PREMISES  AFFECTED— 18-20  East  50th  Street,  south- 
side,  70  feet  west  of  Madison  Avenue,  Block  1285,  Lot  59, 
Borough  of  Manhattan. 


136-41-BZ 

APPLICANT — De  Rose  and  Cavalieri  for  500  East  117th 
Street  Corporation,  owner. 

SUBJECT— Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  April  18,  1971 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7f  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  use  of  an  existing 
building  as  a  garage  for  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 316  Pleasant  Avenue,  east  side, 
25  feet  south  of  East  117th  Street,  Block  1715,  Lot  49, 
Borough  of  Manhattan. 


535-69-BZ 

APPLICANT — Abraham  Grossman  for  Bridget  Belton, 
owner. 

SUBJECT — Application  for  consideration — extension  of  term 
of  variance  which  expires  July  25,  1971 — decision  of  the 
Borough  Superintendent;  previously  granted  on  condition 
under  Section  11-412  of  the  Zoning  Resolution,  permitting 
in  an  R7-2  district,  in  an  existing  four-story  building,  the 
extension  of  the  commercial  occupancy  to  include  the  fourth 
floor. 

PREMISES  AFFECTED — 114  West  Houston  Street, 
northside,  100  feet  east  of  Sullivan  Street,  Block  525,  Lot 
28,  Borough  of  Manhattan. 


73-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Southbridge  Towers,  Incorporated,  owner. 

SUBJECT — Application  February  4,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  60(3)  of  the 
Multiple  Dwelling  Law,  to  permit  in  an  R8  and  C6-4 
district,  in  a  housing  development  presently  under  con¬ 
struction  the  addition  to  the  two  accessory  garage  facilities 
to  include  transient  parking  for  the  unused  and  surplus 
tenants  spaces. 

PREMISES  AFFECTED — 299  to  333  Pearl  Street,  north 
side,  entire  block,  80  to  90  Gold  Street,  80  to  100  Beekman 
Street,  77  Fulton  Street,  and  66  Frankfort  Street,  Block 
94,  part  of  Lot  1,  Borough  of  Manhattan. 


74-7 1-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Southbridge  Towers,  Incorporated,  owner. 

SUBJECT — Application  February  4,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  transient  park¬ 
ing. 

PREMISES  AFFECTED — 299  to  333  Pearl  Street,  north 
side,  entire  block,  80  to  90  Gold  Street,  80  to  100  Beekman 
Street,  77  Fulton  Street,  and  66  Frankfort  Street,  Block 
94,  part  of  Lot  1,  Borough  of  Manhattan. 

102-71-BZ 

APPLICANT — M.  Martin  Elkind  for  Nasso  Realty  In¬ 
corporated,  owner. 
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SUBJECT — Application  February  23,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R8  district,  in  an  existing 
six  story  building,  the  enlargement  in  area  of  the  first 
floor  commercial  use  for  use  as  a  restaurant  on  the  entire 
first  floor  and  cellar. 

PREMISES  AFFECTED— 417  to  419  East  65th  Street, 
north  side,  250  feet  east  of  First  Avenue,  Block  1460,  Lot 
11,  Borough  of  Manhattan. 


111-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Shell  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  March  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-211  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  the  reconstruction 
of  an  automotive  service  station  with  accessory  uses,  and 
with  accessory  show  windows  within  75  feet  of  a  residence 
district. 

PREMISES  AFFECTED— 185-25  North  Conduit  Avenue, 
northwest  corner  of  Springfield  Boulevard,  Block  13094, 
Lot  68,  Springfield  Gardens,  Borough  of  Queens. 


115-71-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Nick  Sala  and 
Angelo  Dolce,  doing  business  as  S  and  D  Autobody  Colli¬ 
sion  Company,  owner. 

SUBJECT — Application  March  3,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-3  district,  the  expansion  of  an 
existing  automobile  repair  shop  into  an  adjoining  building 
and  the  erection  of  an  enlargement  that  creates  non-compli¬ 
ance  in  floor  area  ratio. 

PREMISES  AFFECTED— 1305  to  1307  36th  Street,  north¬ 
west  corner  of  Louisa  Street,  Block  5310,  Lots  29  and  30, 
Borough  of  Brooklyn. 


116-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  Nick  Saia  and 
Angelo  Dolce  doing  business  as  S  and  D  Auto  Body  Colli¬ 
sion  Company,  owner. 

SUBJECT — Application  March  3,  1971 — appeal  from  deci¬ 
sion  of  the  Borough  Superintendent  re-  Proposed  exten¬ 
sion  of  motor  vehicle  repair  shop,  class  III  building. 

PREMISES  AFFECTED — 1305  to  1370  36th  Street,  north¬ 
west  corner  of  Louisa  Street,  Block  5310,  Lot  29  and  30, 
Borough  of  Brooklyn. 


248-71-BZ 

APPLICANT — Atkin  and  Bassolino  for  D.  D.  and  N. 

Aufiero,  owner. 

SUBJECT — Application  April  19,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-413  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R5  district  in  an 
existing  one  story  building  previously  before  the  Board,  the 
change  in  occupancy  from  storage  and  baling  of  rags  to  the 
production  and  printing  of  educational  publications  and 
materials  with  accessory  parking  in  the  open  area. 

PREMISES  AFFECTED— 3222  Ely  Avenue,  east  side,  170 
feet  north  of  Burke  Avenue,  Block  4757,  Lot  50,  Borough 
of  The  Bronx. 


258-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Robro  Realty  Corporation,  owner. 

SUBJECT — Application  April  20,  1971 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  666,  of  the  New  York 


City  Charter  and  Section  72-21  of  the  Zoning  Resolution, 
to  permit  in  a  C6-4  district  on  a  plot  previously  before  the 
Board,  the  erection  of  a  34  story  mixed  building  that  ex¬ 
ceeds  the  permitted  floor  area  ratio  and  has  less  than  the 
required  lot  area  per  room. 

PREMISES  AFFECTED — 747  to  765  Second  Avenue,  west 
side,  from  40th  to  41st  Street,  237  to  245  East  40th  Street, 
242  East  41st  Street,  Block  1314,  Lots  21,  128,  Borough 
of  Manhattan. 


262-71-BZ 

APPLICANT — Thomas  H.  Bartzos  for  A.  and  M.  Realty 
Company  and  City  of  New  York,  owners ;  New  York  Tele¬ 
phone  Company,  lessee. 

SUBJECT — Application  April  27,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-44  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  district  the  reduction  in 
the  number  of  accessory  parking  spaces  for  a  one  story 
building  converted  to  office  use. 

PREMISES  AFFECTED— 531  to  571  105th  Street,  10501 
to  10525  Farragut  Road,  northeast  corner.  Block  8156,  Lot 
Lot  100,  Borough  of  Brooklyn. 


2-71-BZ 

APPLICANT — Fred  L.  Liebmann  for  Torston  Forsberg, 
owner. 

SUBJECT — Application  January  5,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Ml-1  district,  the  erection 
of  a  two-story  building  for  use  as  a  truck  terminal  with 
accessory  offices  that  exceeds  the  permitted  floor  area  ratio, 
encroaches  on  the  required  rear  yard  and  has  less  than  the 
required  parking. 

PREMISES  AFFECTED — 182-28  149th  Avenue,  southwest 
corner  of  183rd  Street,  Block  13411,  Lots  16,  18,  20,  22,  25, 
29  and  31,  Jamaica,  Borough  of  Queens. 

Laid  over  from  May  11,  1971  for  continued  hearing. 

THOMAS  F.  GALVIN,  Chairman 


JUNE  8,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  June  8,  1971,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 

437-70-SM 

APPLICANT — Wendell  Fabrics  Inc., — Mellotone  Meltex 
Fabric. 


237-71-SM 

APPLICANT — Dr.  A.  Byron  for  W.  R.  Grace  Co. — Ad¬ 
mixture  for  portland  cement  concrete. 


238-71-SA 

APPLICANT — Combustion  Equipment  Associates,  Inc. — 
Forced  draft  gas  burners. 


239-71-SA 

APPLICANT — Combustion  Equipment  Associates,  Inc. — 
Forced  draft  oil  burners. 


508 


CALENDAR 


240-71-SA 

APPLICANT — Combustion  Equipment  Associates,  Inc. — 
Forced  draft  dual  fuel  gas-oil  burners. 

251-71-SA 

APPLICANT — Norris  Industries,  Div.  of  Fire  and  Safety 
Equipment — Automatic  anti-freeze  fire  extinguishers. 

259-71-SA 

APPLICANT — Aeroil  Products  Co.  Inc. — Natural  gas- 
fired  salamanders. 

276-71-SM 

APPLICANT — Dr.  A.  Byron  Adams  for  W.  R.  Grace  Co. — 
Water  reducing  admixture  for  Portland  cement  concrete. 


282-71-SA 

APPLICANT — Air  Balance,  Inc. — Three  hour  fire  damper 
door. 


288-71-SA 

APPLICANT — Prime  Service  &  Equipment  Corporation — 
Portable  gas-fired  space  heater. 


456-69-A 

APPLICANT — Samuel  Lindenbaum  of  Lindenbaum  & 
Young  for  Mortimer  Grunauer,  owner. 

SUBJECT — Application  August  7,  1969 — Restored  to  Cal¬ 
endar  by  the  Board’s  action  re-  cellar  apartments. 

PREMISES  AFFECTED— 39  Fifth  Avenue,  east  side,  54.2 
feet  south  of  East  11th  Street,  Block  568,  Lot  4,  Borough 
of  Manhattan. 


621-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Grand  Paradise  Company,  Inc. 
SUBJECT — Application  October  15,  1970 — for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 318  to  330  Grand  Street,  119  to 
131  Havemeyer  Street,  southeast  corner,  265  to  271  South 
1st  Street,  Block  2396,  Lot  1,  Borough  of  Brooklyn. 


145-71-A 

APPLICANT — Cunningham  and  Kaming  for  Greater  New 
York  Equipment  Association,  Incorporated,  owner. 
SUBJECT — Application  March  10,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  load  moment 
device.  (Use  of  Cranes) 


72-71-A 

APPLICANT — McGee  and  Morsellino  for  Washburn  Wire 
Company,  owner. 

SUBJECT — Application  January  15,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  standpipe  lines. 

PREMISES  AFFECTED— 515  to  543  East  116th  Street, 
north  side  Entire  Block,  536  to  560  East  117th  Street  and 
East  River  Drive,  Block  1716,  Lot  19,  Borough  of  Man¬ 
hattan. 


148-71-A 

APPLICANT — M.  A.  Carpenter  for  Simoniz  Company  Di¬ 
vision  of  Morton  International,  owner. 

SUBJECT — Application  March  15,  1971 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Packaging  of  combust¬ 
ible  mixture  known  as  Simoniz  Master  Wax  in  16  ounce 
plastic  container  not  in  compliance  with  regulations  of  the 
Administrative  Code  of  New  York  City. 


197-71-A 

APPLICANT — Frank  A.  Caccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 81  Luigi  Place,  south  side,  47.27 
feet  east  of  Enfield  Place,  Block  950,  Lot  292  Egbertville, 
Borough  of  Richmond. 


198-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 45  Enfield  Place,  northeast  cor¬ 
ner  of  Luigi  Place,  Block  950,  Lot  95,  Egbertville,  Borough 
of  Richmond. 


199-71-A 

APPLICANT— Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 75  Enfield  Place,  southeast 
corner  of  Di  Marco  Place,  Block  950,  Lot  310  Egbertville, 
Borough  of  Richmond. 


200-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 70  Luigi  Place,  north  side, 
164.00  feet  east  of  Enfield  Place,  Block  950,  Lot  103, 
Egbertville,  Borough  of  Richmond. 


201- 71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 44  Di  Marco  Place,  south  side, 
41.00  feet  east  of  Enfield  Place,  Block  950,  Lot  308  Egbert¬ 
ville,  Borough  of  Richmond. 

202- 71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 
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PREMISES  AFFECTED— 40  Di  Marco  Place,  south  side, 
81.01  feet  east  of  Enfield  Place,  Block  950,  Lot  306, 
Egbertville,  Borough  of  Richmond. 


203-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT— Application  April  6,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 36  Di  Marco  Place,  south  side, 
121.02  feet  east  of  Enfield  Place,  Block  950,  Lot  304, 
Egbertville,  Borough  of  Richmond. 


204-71-A 

APPLICANT— Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT— Application  April  6,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 32  Di  Marco  Place,  south  side, 
161.03  feet  east  of  Enfield  Place,  Block  950,  Lot  302, 
Egbertville,  Borough  of  Richmond. 


205-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT— Application  April  6,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 28  Di  Marco  Place,  south  side, 
201.39  feet  east  of  Enfield  Place,  Block  950,  Lot  300, 
Egbertville,  Borough  of  Richmond. 


206-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 27  Di  Marco  Place,  north  side, 
200.23  feet  east  of  Enfield  Place,  Block  950,  Lot  266, 
Egbertville,  Borough  of  Richmond. 


207-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis. 

owner. 

SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 35  Di  Marco  Place,  north  side, 
120.21  feet  east  of  Enfield  Place,  Block  950,  Lot  270, 
Egbertville,  Borough  of  Richmond. 


208-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6.  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 39  Di  Marco  Place,  north  side, 
80.20  feet  east  of  Enfield  Place,  Block  950,  Lot  272, 
Egbertville,  Borough  of  Richmond. 


209- 71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 31  Di  Marco  Place,  north  side, 
160.22  feet  east  of  Enfield  Place,  Block  950,  Lot  268, 
Egbertville,  Borough  of  Richmond. 

210- 71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 43  Di  Marco  Place,  north  side. 
40.19  feet  east  of  Enfield  Place,  Block  950,  Lot  274, 
Egbertville,  Borough  of  Richmond. 


211-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 65  Enfield  Place,  northeast 
corner  of  Di  Marco  Place,  Block  950,  Lot  276,  Egbertville. 
Borough  of  Richmond. 


212-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 55  Enfield  Place,  southeast 
corner  of  Luigi  Place,  Block  950,  Lot  290,  Egbertville, 
Borough  of  Richmond. 


213-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 71  Luigi  Place,  south  side. 
141.81  feet  east  of  Enfield  Place,  Block  950,  Lot  296, 
Egbertville,  Borough  of  Richmond. 


214-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36.  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 75  Luigi  Place,  south  side. 
94.54  feet  east  of  Enfield  Place,  Block  950,  Lot  294. 
Egbertville,  Borough  of  Richmond. 


215-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 
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SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 67  Luigi  Place,  south  side, 
189.08  feet  east  of  Enfield  Place,  Block  950,  Lot  298, 
Egbertville,  Borough  of  Richmond. 


216-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 74  Luigi  Place,  north  side, 
121.00  feet  east  of  Enfield  Place,  Block  950,  Lot  101, 
Egbertville,  Borough  of  Richmond. 


217-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 78  Luigi  Place,  north  side, 
81.00  feet  east  of  Enfield  Place,  Block  950,  Lot  99, 
Egbertville,  Borough  of  Richmond. 


218-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 82  Luigi  Place,  north  side, 
41.00  feet  east  of  Enfield  Place,  Block  950,  Lot  97, 
Egbertville,  Borough  of  Richmond. 


278-71-A 

APPLICANT — Glenn  Industries,  Incorporated  for  Sea¬ 
board  Manufacturing  Laboratories,  Incorporated,  owner. 

SUBJECT — Application  May  3,  1971 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  flammable 
mixture  known  as  Glenn  Gas  Line  Anti-Freeze  in  12  ounce 
metal  container  with  crown  closure  not  in  compliance  with 
the  regulations  of  the  Administrative  Code  of  New  York 
City. 


284-71-A 

APPLICANT — I.  Elliott  Goldberg  of  Singmaster  and 
Breyer,  Incorporated  for  Distrigas  Corporation,  owner. 

SUBJECT — Application  May  6,  1971 — appeal  from  a  de¬ 
cision  of  the  Department  of  Ports  and  Terminals  and  the 
Fire  Commissioner  date  filed  May  3,  1971  re-  installation 
of  three  900,000  barrel  liquified  natural  gas  tanks,  etcetera. 

THOMAS  F.  GALVIN,  Chairman 


JUNE  15,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning  June  15,  1971,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 
matters : 

1000-54-BZ 

APPLICANT — Andrew  Di  Camillo  for  Catherine  Matola 
and  Mary  Lang,  owners. 


SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  July  17,  1971 — 
decision  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution, 
permitting  the  extension  of  existing  parking  and  storage 
of  motor  vehicles  in  retail  use  district  portion  of  plot  to 
be  extended  into  the  residence  use  district  portion  of  plot. 

PREMISES  AFFECTED— 9007-9011  3rd  Avenue,  east 
side,  59.1J4  feet  south  of  90th  Street  and  318-324  90th 
Street,  Block  6081,  Lots  6,  13,  14  and  15,  Borough  of 
Brooklyn. 


86-56-BZ 

APPLICANT — Andrew  Di  Camillo  for  Samuel  Schorr, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  July  24,  1971 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7i  of  the  Zoning  Resolution, 
permitting  in  a  retail  use  district  an  auto  repair  shop  and 
parking  of  cars  waiting  to  be  serviced. 

PREMISES  AFFECTED— 8818  4th  Avenue,  west  side,  40 
feet  north  of  89th  Street,  Block  6062,  Lot  40,  Borough  of 
Brooklyn. 

881-59-BZ — Vol.  II 

APPLICANT — Julius  Stein  for  Allen  Boretz,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  April  11,  1971 — 
decision  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Section  7e  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  change  in  occu¬ 
pancy  from  restaurant,  light  manufacturing  and  one  family 
apartment  to  restaurant  and  cabaret,  theatre  and  one  family 
dwelling. 

PREMISES  AFFECTED — 15  Van  Dam  Street,  north  side, 
129  feet  6%.  inches  west  of  Avenue  of  the  Americas,  Block 
506,  Lot  47,  Borough  of  Manhattan. 


896-60-A 

APPLICANT — Julius  Stein  for  Allen  Boretz,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  April  11,  1971 — 
decision  of  the  Borough  Superintendent,  re-  egress. 

PREMISES  AFFECTED— 15  Van  Dam  Street,  north  side, 
129  feet  6%.  inches  west  of  Avenue  of  the  Americas,  Block 
506,  Lot  47,  Borough  of  Manhattan. 


506- 67-BZ 

APPLICANT — Harry  Atkins  and  Associates  for  685  Cary 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopened  for  re¬ 
hearing  by  order  of  the  Court — under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York  City 
Charter  to  permit  in  an  R5  district,  the  erection  of  an 
automotive  service  station  with  accessory  uses  including 
an  automobile  laundry  that  encroaches  on  the  required  side 
yard  and  without  the  required  screening. 

PREMISES  AFFECTED— 685  Cary  Avenue,  northeast 
corner  of  Clove  Road,  Block  214,  Lot  1,  West  New  Brigh¬ 
ton,  Borough  of  Richmond. 

Laid  over  from  May  11,  1971  for  hearing. 

507- 67-A 

APPLICANT — Harry  Atkins  and  Associates  for  685  Cary 
Realty  Corporation,  owner. 
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SUBJECT — Application  May  23,  1967 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building  not 
fronting  on  legal  street. 

PREMISES  AFFECTED— 685  Cary  Avenue,  northeast 
corner  of  Clove  Road,  Block  214,  Lot  1,  West  New 
Brighton,  Borough  of  Richmond. 


984-66-BZ — Vol.  II 

APPLICANT — Edwin  Storch  for  Lam  Realty  Corporation, 
owner 

SUBJECT — Application  reopened  February  17,  1971  as 
Volume  III — decision  of  the  Borough  Superintendent, 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R3-2  district,  the  erection  of  a  one  story  warehouse  and 
factory  building  with  accessory  parking  that  has  entrances 
within  50  feet  of  intersecting  streets. 

PREMISES  AFFECTED— 177-07  147th  Avenue,  northeast 
corner  of  177th  Street,  Block  13307,  Lots  113,  104  and  100, 
Springfield  Gardens,  Borough  of  Queens 


122-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Kathryn  Bablonka, 
owner. 

SUBJECT — Application  March  5,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  _  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  three  story  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  lot 
area  per  room,  and  encroaches  on  the  required  front  and 
rear  yards. 

PREMISES  AFFECTED— 23-12  33rd  Street,  west  side,  85 
feet  south  of  23rd  Avenue,  Block  835,  Lot  47,  Astoria, 
Borough  of  Queens. 


123-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Kathryn  Bablonka, 
owner. 

SUBJECT— Application  March  5,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  and  encroaches  on  the 
required  front  and  rear  yards. 

PREMISES  AFFECTED— 23-14  33rd  Street,  west  side, 
117.50  feet  south  of  23rd  Avenue,  Block  835,  Lot  248,  As¬ 
toria,  Borough  of  Queens. 


194-71-BZ 

APPLICANT — McGee  and  Morsellino  for  John  S.  Bucalo 
and  Virginia  Bucalo,  owner,  Claire  Coat  Corporation, 
lessee. 

SUBJECT — Application  April  2,  1971^decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R6  district,  the  erection 
of  a  two  store  building  for  use  as  a  clothing  manufactur¬ 
ing  establishment  with  retail  facilities  and  with  accessory 
parking  and  loading  in  the  open  area. 

PREMISES  AFFECTED — 385  Seneca  Avenue,  northwest 
corner  of  Stanhope  Street,  Block  3426,  Lots  1,  2,  4,  6  and 
46,  Ridgewood,  Borough  of  Queens. 


243-71-BZ 

APPLICANT — Norman  L.  Reiffman  for  Eny  Properties 
Corporation,  owner. 


SUBJECT— Application  April  15,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  district,  the  erection  of 
a  two  story  and  basement  factory  and  warehouse  structure 
with  accessory  offices  that  exceeds  the  permitted  floor  area 
ratio,  has  loading  entrances  within  50  feet  of  intersecting 
streets  and  with  off-site  parking  that  exceeds  the  maximum 
size  and  maximum  distance  from  the  site. 

PREMISES  AFFECTED — 1000  Pennsylvania  Avenue, 
southwest  corner  of  Wortman  Avenue,  Block  4389,  Lot  1, 
Borough  of  Brooklyn. 


250-71-BZ 

APPLICANT — Longo  and  Kreyl  for  R.  C.  Church  of  the 
Precious  Blood,  owner. 

SUBJECT — Application  April  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the  recon¬ 
struction  of  an  existing  church  that  encroaches  on  the  re¬ 
quired  rear  yard  equivalent  and  with  less  than  the  required 
accessory  parking. 

PREMISES  AFFECTED — 95  Bay  46th  Street,  east  side, 
210  feet  south  of  Bath  Avenue,  and  62  and  70  Bay  47th 
Street,  Block  6901,  Lots  51,  53,  20,  24,  25,  26,  27,  and  155, 
Borough  of  Brooklyn. 


253-71-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Eugenio  Garcia, 
owner. 

SUBJECT — Application  April  15,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  R3-2  district,  on  a  plot  with  a 
one  family  dwelling  previously  before  the  Board,  the  erec¬ 
tion  of  an  attached  garage. 

PREMISES  AFFECTED — 841  Brady  Avenue,  northwest 
corner  of  Muliner  Avenue,  Block  4297,  Lot  1,  Borough  of 
The  Bronx. 


255-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  Beekman  Tenants 
Corporation,  owner. 

SUBJECT — Application  April  21,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R10  and  R7-2  district, 
in  an  existing  15  story  multiple  dwelling,  the  use  of  a  por¬ 
tion  of  the  first  floor  as  a  school  for  adults. 

PREMISES  AFFECTED— 575  Park  Avenue,  and  104  East 
63rd  Street,  southeast  corner,  Block  1397,  Lot  69,  Borough 
of  Manhattan. 


256-71-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Rita  Mayers, 
owner,  4892  Tavern  Incorporated,  lessee. 

SUBJECT — Application  April  21,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-241  of  the 
Zoning  Resolution,  to  permit  in  a  C2-4  district,  in  an  exist¬ 
ing  one  story  building,  the  addition  to  the  restaurant  use  to 
include  cabaret. 

PREMISES  AFFECTED — 4892  to  4894  Broadway,  south 
side,  100  feet  east  of  West  204th  Street,  Block  2235,  Lot  5, 
Borough  of  Manhattan. 


263-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Sigmund  Sommer,  owner. 
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SUBJECT — Application  April  27,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  RIO  and  C2-5  district,  the 
erection  of  a  45  story  mixed  building  that  exceeds  the  per¬ 
mitted  floor  area  ratio. 

PREMISES  AFFECTED— 405,  411  to  449  East  58th 
Street,  south  side,  106.6  feet  west  of  Sutton  Place,  and  408, 
420  to  438  East  59th  Street,  Block  1370,  Lots  102,  6,  7, 
108,  8,  15,  16,  17,  117,  18,  19,  29,  30,  31,  121,  and  44, 
Borough  of  Manhattan. 


264-71-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Sigmund  Sommer,  owner. 

SUBJECT — Application  April  27,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  floor  area  ratio. 

PREMISES  AFFECTED— 405,  411  to  449  East  58th 
Street,  south  side,  106.6  feet  west  of  Sutton  Place,  and  408, 
420  to  438  East  59th  Street,  Block  1370,  Lots  102,  6,  7,  108, 
8,  5,  16,  17,  117,  18,  19,  29,  30,  31,  121,  and  44  Borough  of 
Manhattan. 


46-7 1-BZ 

APPLICANT — Charles  M.  Spindler  for  Aquatic  Club  of 
Lindenwood,  owner. 

SUBJECT — Application  January  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  one  story  building  for  use  as  a  bank  with  accessory  park¬ 
ing  in  the  open  area. 

PREMISES  AFFECTED — 82-04  153rd  Avenue,  south  side, 
from  82nd  Street  to  83rd  Street,  Block  11444,  Lot  25, 
Lindenwood,  Borough  of  Queens. 

Laid  over  from  May  18,  1971,  for  continued  hearing. 


687-70-BZ 

APPLICANT — George  J.  Vassilev  for  Vincent  Lodico, 
owner. 

SUBJECT — Application  November  17,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  at  an  existing 
three  story  building,  the  erection  of  a  one  story  enlarge¬ 
ment  to  the  first  floor  store  that  increases  the  degree  of 
non-compliance  in  floor  area  ratio,  open  space  ratio  and 
lot  area  per  room. 

PREMISES  AFFECTED— 69-53  Grand  Avenue,  north  side, 
137.90  feet  west  of  69th  Lane  Block  2501,  Lot  37,  Maspeth, 
Borough  of  Queens. 

Hearing  closed. 


69-71-BZ 

APPLICANT — Norman  L.  Reiffman  for  County  Associate, 
Incorporated,  owner. 

SUBJECT — Application  February  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  addition 
to  the  uses  of  an  existing  private  club  with  accessory  uses 
to  include  dancing  and  entertainment. 

PREMISES  AFFECTED— 89-00  23rd  Avenue,  southeast 
corner  of  89th  Street,  Block  1084,  Lot  1,  Jackson  Heights, 
Borough  of  Queens. 

Hearing  closed. 

THOMAS  F.  GALVIN,  Chairman 


JUNE  15,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  June  15,  1971,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 

192-71-A 

APPLICANT — Irving  Kudroff  for  Dorothy  Alper,  owner. 
SUBJECT — Application  March  31,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  live  load,  egress. 
PREMISES  AFFECTED— 143  West  27th  Street,  north 
side,  275  feet  east  of  Seventh  Avenue,  Block  803,  Lot  14, 
Borough  of  Manhattan. 


223-7 1-A 

APPLICANT — Robert  O.  Lowery.  Fire  Commissioner. 
OWNER  OF  PREMISES— Heiman  Torn. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 46  Hester  Street,  south  side,  90 
feet  west  of  Essex  Street,  Block  29 7.  Lot  15,  Borough  of 
Manhattan. 


224-71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Associated  Beth  Rivka 

Schools,  Incorporated. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 823  Eastern  Parkway,  north 
side,  280  feet  east  of  Kingston  Avenue,  Block  1265,  Lot  66, 
Borough  of  Brooklyn. 


225-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Tiebout  Trading  Company. 
SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 13  to  27  East  175th  Street, 
northwest  corner  of  Townsend  Avenue,  Block  2850,  Lot  31, 
Borough  of  the  Bronx. 


226-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Young  Men’s  Christian  Associ¬ 
ation  of  Greater  New  York. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 177  to  185  Marcy  Avenue, 
southeast  corner  of  South  9th  Street,  Block  2151,  Lot  6, 
Borough  of  Brooklyn. 


283-71-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  100  William  Company,  owner. 

SUBJECT — Application  May  6,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  shaft,  corridors 
openings. 

PREMISES  AFFECTED— 98  to  106  William  Street, 
southeast  corner  of  John  Street,  Block  68,  Lot  36,  Borough 
of  Manhattan. 

THOMAS  F.  GALVIN,  Chairman 
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JUNE  22,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  22,  1971,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 
matters : 

153-70-BZ — Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT — Application  reopened  as  Volume  II  April  27, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit,  in  an  R3-2 
district  the  erection  of  a  three  story  two  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room  and 
has  porches  that  are  not  permitted  obstructions  within  the 
required  open  space. 

PREMISES  AFFECTED— 42-29  202nd  Street,  east  side, 
240  feet  north  of  43rd  Avenue,  Block  6260,  Lot  51,  Bayside, 
Borough  of  Queens. 


154-70-BZ— Vol.  II 

APPLICANT— McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT — Application  reopened  as  Volume  II  April  27, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district  the  erection  of  a  three  story  two  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room  and 
has  porches  that  are  not  permitted  obstructions  within 
the  required  open  space. 

PREMISES  AFFECTED — 42-19  202nd  Street,  east  side, 
180  feet  south  of  42nd  Avenue,  Block  6260,  Lot  56,  Bayside, 
Borough  of  Queens. 


155-70-BZ— Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT — Application  reopened  as  Volume  II  April  27, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district  the  erection  of  a  three  story  two  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room  and 
has  porches  that  are  not  permitted  obstructions  within 
the  required  open  space. 

PREMISES  AFFECTED— 42-21  202nd  Street,  east  side, 
210  feet  south  of  42nd  Avenue,  Block  6260,  Lot  55,  Bayside, 
Borough  of  Queens. 


157-70-BZ— Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT — Application  reopened  as  Volume  II  April  27, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district  the  erection  of  a  three  story  two  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room  and 
has  porches  that  are  not  permitted  obstructions  within  the 
required  open  space. 

PREMISES  AFFECTED— 42-27  202nd  Street,  east  side, 
240  feet  south  of  42nd  Avenue,  Block  6260,  Lot  52,  Bayside, 
Borough  of  Queens. 


711-70-BZ 

APPLICANT — George  J.  Vassilev,  for  Thomas  M.  Ragusa 
and  Domenica  Crescenti,  owner. 

SUBJECT — Application  November  27,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-241  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  in  an  existing 
one  story  building,  the  addition  to  the  restaurant  use  to 
include  cabaret. 

PREMISES  AFFECTED— 111-06  to  111-10  Roosevelt  Ave¬ 
nue,  south-east  of  111th  Street,  Block  2013,  Lot  1,  Borough 
of  Queens. 


118-71-BZ 

APPLICANT — Vincent  S.  La  Ganga  for  Dr.  Suppo,  owner. 

SUBJECT — Application  March  4,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  73-125  and  73-11 
(g)  of  the  Zoning  Resolution,  to  permit  in  a  R2  district 
the  enlargement  in  area  of  an  existing  medical  offices 
building  that  will  exceed  the  limitation  on  floor  area. 

PREMISES  AFFECTED — 299  Guyon  Avenue,  northwest 
corner  of  Hylan  Boulevard,  Block  4301,  Lot  1,  Oakwood, 
Borough  of  Richmond. 

140-71-BZ 

APPLICANT — Stanley  H.  Klein  for  Karl  and  Doris  Stork, 
owner. 

SUBJECT — Application  March  9,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-62  of 
the  Zoning  Resolution,  to  permit  in  a  Cl-2  district  the 
enlargement  in  area  and  expansion  of  a  bakery  that  will 
exceed  the  floor  area  limitation  for  production. 

PREMISES  AFFECTED— 12-40  to  12-42  150th  Street, 
southwest  corner  of  12th  Road,  Block  4505,  Lot  29, 
Whitestone,  Borough  of  Queens. 


257-71-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Melton  Realty  Cor¬ 
poration,  owner,  Burglers  Cove,  lessee. 

SUBJECT — Application  April  21,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-241  of  the  Zoning 
Resolution,  to  permit  in  a  C2-4  district,  in  an  existing  two 
story  building,  the  addition  to  the  uses  of  the  first  floor 
restaurant  to  include  cabaret. 

PREMISES  AFFECTED — 3869  Tenth  Avenue,  southeast 
corner  of  West  207th  Street,  Block  2203,  Lot  7,  Borough 
of  Manhattan. 


295-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  R.  H.  Macy  and  Company,  Incorporated, 
owner. 

SUBJECT — Application  May  12,  1971 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  666,  of  the  New  York 
City  Charter  and  Section  72-21  of  the  Zoning  Resolution, 
to  permit  in  a  C4-1  district,  in  a  proposed  shopping  center 
the  erection  of  a  three  story  department  store  that  en¬ 
croaches  on  the  required  rear  yard. 

PREMISES  AFFECTED — 112  Richmond  Hill  Road,  south 
side,  1014  feet  east  of  Richmond  Avenue,  Block  2400,  Lot 
118,  New  Springville,  Borough  of  Richmond. 

318-71-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  R.  H.  Macy  and  Company,  Incorporated,  owner. 
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SUBJECT — Application  May  18,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  lot  line  opening, 
exterior  walls,  exterior  separation. 

PREMISES  AFFECTED — 112  Richmond  Hill  Road,  south 
side,  1014  feet  east  of  Richmond  Avenue,  Block  2400,  Lot 
118,  New  Springville,  Borough  of  Richmond. 


296-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Sears  Roebuck  and  Company,  owner. 

SUBJECT — Application  May  12,  1971 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  666,  of  the  New  York 
City  Charter  and  Sections  73-48  and  73-482  of  the  Zoning 
Resolution,  to  permit  in  a  C4-1  district,  in  a  proposed 
shopping  center,  the  erection  of  a  two  story  department 
store  that  encroaches  on  the  required  rear  yard  and  with 
an  accessory  parking  facility  that  exceeds  the  maximum 
size. 

PREMISES  AFFECTED — 283  Platinum  Avenue,  north 
side,  270  feet  east  of  Richmond  Avenue,  Block  2400,  Lot 
375,  New  Springville,  Borough  of  Richmond. 


319-71-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Sears  Roebuck  and  Company,  owner. 

SUBJECT — Application  May  18,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  lot  line  opening, 
exterior  walls,  exterior  separation. 

PREMISES  AFFECTED— 283  Platinum  Avenue,  north 
side,  270  feet  east  of  Richmond  Avenue,  Block  2400,  Lot 
375,  New  Springville,  Borough  of  Richmond. 


297-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Staten  Island  Mall,  owner. 

SUBJECT — Application  May  12,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  666,  of  the  New  York 
City  Charter  and  Sections  72-21,  73-48  and  73-482  of  the 
Zoning  Resolution,  to  permit  in  a  C4-1  district,  in  a  pro¬ 
posed  shopping  center,  the  construction  of  a  connecting 
mall  between  two  department  stores  that  has  access  on  the 
lot  line  into  adjoining  buildings  and  with  an  accessory 
parking  facility  that  exceeds  the  permitted  size. 


PREMISES  AFFECTED — 2655  Richmond  Avenue,  north¬ 
east  corner  of  Platinum  Avenue,  Block  2400,  Lot  180,  New 
Springville,  Borough  of  Richmond. 


320-71-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Staten  Island  Mall,  owner. 

SUBJECT — Application  May  18,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  mall  area  of 
shopping  area. 

PREMISES  AFFECTED — 2655  Richmond  Avenue,  north¬ 
east  corner  of  Platinum  Avenue,  Block  2400,  Lot  180, 
New  Springville,  Borough  of  Richmond. 


298-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum 
and  Young  for  Staten  Island  Mall,  owner. 

SUBJECT — Application  May  12,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Sections  73-48  and  73-482  of  the 
Zoning  Resolution,  to  permit  in  a  C4-1  district,  in  a  pro¬ 
posed  shopping  center,  the  maintenance  of  a  retail  service 
and  convenience  center  with  accessory  parking  that  exceeds 
the  permitted  size. 

PREMISES  AFFECTED— 280  Marsh  Avenue,  northwest 
corner  of  Platinum  Avenue,  Block  2400,  Lot  300,  New 
Springville,  Borough  of  Richmond. 


299-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Staten  Island  Mall,  owner. 

SUBJECT — Application  May  12,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  a  C4-1  district,  the  installation  of  an  off- 
size  accessory  sewage  treatment  plant  for  a  proposed 
shopping  center. 

PREMISES  AFFECTED— 26  Richmond  Hill  Road,  south 
side,  190  feet  east  of  Richmond  Avenue,  Block  2400,  Lot  77, 
New  Springville,  Borough  of  Richmond. 

THOMAS  F.  GALVIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  MAY  18,  1971,  10  A.  M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


The  minutes  of  the  regular  meetings  of  the  Board  held 

on  Tuesday  morning  and  afternoon  May  4,  1971,  were 

approved  as  printed  in  the  Bulletin  of  May  13,  1971,  Vol. 

56,  No.  19. 

456-69-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum 
and  Young  for  Mortimer  Grunauer,  owner. 

SUBPECT — Application  for  consideration — reopening  and 
restore  to  docket — (previously  dismissed) — decision  of  the 
Borough  Superintendent  August  7,  1969 — filed  pursuant 
to  Section  34,  sub.  6  of  the  Multiple  Dwelling  Law,  re — 
proposed  cellar  apartments. 

PREMISES  AFFECTED— 39  Fifth  Avenue,  east  side,  54.2 
feet  south  of  East  11th  Street,  Block  568,  Lot  4,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Kenneth  Singer. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  Docket. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker. 

Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


524-70-A 

APPLICANT — Arthur  J.  McGee  for  John  Kibasian,  Peter 
Kibasian,  Barbara  Nejes,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — previously  granted  on  condition 
— filed  pursuant  to  Section  35,  Article  3,  General  City  Law 
re — erection  of  building  in  bed  of  mapped  street. 

PREMISES  AFFECTED — 157-22  Cryders  Lane,  southeast 
corner  of  158th  Street,  Block  4568,  Lot  82  (tentative), 
Beechhurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  1,  1970,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  1,  1970,  by  adding  thereto: 

“that  the  wording  ‘that  the  portion  encroaching  on  the 
mapped  street  shall  be  constructed  so  that  it  may  be 
removed  without  any  effect  to  the  existing  structure 
when  so  ordered’  be  and  it  hereby  is  deleted  from  the 
resolution,  on  condition  that  other  than  as  herein  amended 


the  resolution  above  cited  shall  be  complied  with  in 
all  respects.”  (N.  B.  341-70) 


162-54-BZ 

APPLICANT — Charles  M.  Spindler  for  Sidney  Esikoff, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Sections 
7f  and  7e  of  the  Zoning  Resolution,  permitting  in  the  retail 
use  district  portion  of  a  plot  located  in  a  residence  and  re¬ 
tail  use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  auto  wash  (non-automatic), 
storage  and  sale  of  accessories  and  office,  and  to  permit  the 
parking  of  cars  awaiting  to  be  serviced. 

PREMISES  AFFECTED— 250-02  to  250-14  Hillside  Ave¬ 
nue  (250-04  official)  and  84-01  to  84-09  250th  Street,  south¬ 
east  corner,  Block  8604,  Lot  85,  Bellerose,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Charles  M.  Spindler. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
March  22,  1955,  on  certain  conditions ;  and 

Whereas,  the  term  of  variance  was  extended  on  April  14, 
1970;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
22,  1955,  as  amended  through  April  14,  1970,  by  adding 
thereto : 

“that  this  gasoline  service  station  may  be  altered  substan¬ 
tially  as  shown  on  revised  drawings  of  proposed  condi¬ 
tions  marked  ‘Received  April  22,  1971’,  two  sheets,  on 
condition  that  other  than  as  herein  amended  the  resolu¬ 
tion  above  cited  shall  be  complied  with  in  all  respects.” 
(Alt.  334-71) 


60-55-BZ 

APPLICANT — Philip  P.  Agusta  for  Humbel  Oil  &  Refin¬ 
ing  Company,  owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expires  June  12,  1971 
—decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7e,  7f  and  7 A  of  the 
Zoning  Resolution,  permitting  in  a  residence  and  business 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  auto  wash,  motor  vehicle  re¬ 
pairs,  storage  and  sale  of  accessories  and  office  with  a  busi¬ 
ness  entrance  (curb  cut),  show  windows  and  signs  nearer 
the  residence  use  district  than  is  permitted,  all  for  a  term 
of  15  years. 

PREMISES  AFFECTED— 1111-1113  Bedford  Avenue  and 
312-324  Gates  Avenue,  southeast  corner,  Block  1812,  Lots 
7  and  10,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Philip  P.  Agusta. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 
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THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  12,  1956,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
May  18,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  12, 
1956,  as  amended  through  July  9,  1957,  only  as  to  the  term.  of 
the  variance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“granted  for  a  term  of  ten  years  from  June  12,  1971,  to 
permit  .  .  . ;  that  other  than  as  herein  amended  the  reso¬ 
lution  above  cited  shall  be  complied  with  in  all  respects ; 
and  that  a  new  Certificate  of  Occupancy  shall  be  ob¬ 
tained.”  (N.  B.  1644-54) 


419-55-BZ 

APPLICANT — Lama  and  Vassalotti  for  Mobil  Oil  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  term 
of  variance  which  expired  January  24,  1971- — decision 
of  the  Borough  Superintendent :  previously  granted  on 
condition,  under  Sections  7f  and  7i  of  the  Zoning  Resolu¬ 
tion,  permitting  in  a  retail  use  district,  the  erection  and 
maintenance  of  a  gasoline  station,  lubritorium,  car  wash 
(non-automatic),  minor  repairs,  office,  sales  and  storage 
auto  accessories  and  parking  of  cars  awaiting  service  for 
a  term  of  15  years. 

PREMISES  AFFECTED— 244-04  to  244-08  Francis  Lewis 
Boulevard  and  243-02  to  243-06  South  Conduit  Avenue, 
southwest  corner  and  139-03  to  139-11  243rd  Street,  Block 
13599,  Lot  25,  Rosedale,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  24,  1956,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
May  18,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  January  24,  1956,  as  amended 
through  January  15,  1957,  only  as  to  the  term  of  the  variance, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“granted  for  a  term  of  ten  years  from  January  24,  1971, 
to  permit  .  .  . ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (N.  B.  1453-55) 


675-55-BZ 

APPLICANT — Lama  and  Vassalotti  for  Benanson  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  term  of 


variance  which  expired  January  31,  1971 — decision  of  the 
Borough  Superintendent;  previously  granted  on  condition, 
under  Section  7f  and  7c  of  the  Zoning  Resolution,  per¬ 
mitting  partly  in  a  retail  use  district  and  partly  in  a 
residence  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station,  auto  washing  (non- automatic), 
lubrication,  office  and  accessory  sales,  minor  repairs,  with 
hand  tools  only  and  parking  of  motor  vehicles  service,  with 
a  ground  sign  in  a  retail  use  district,  for  a  term  of  15 
years. 

PREMISES  AFFECTED— 116-14  to  116-46  Merrick 
Boulevard  (116-32  official),  west  side,  214.94  feet  south 
of  116th  Avenue,  Block  12353,  Lot  374,  St.  Albans, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  31,  1956,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  May  18,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  January  31,  1956,  as  amended 
through  February  26,  1957,  only  as  to  the  term  of  the  vari¬ 
ance,  so  that  as  amended  this  portion  of  the  resolution  shall 
read : 

“granted  for  a  term  of  ten  years  from  January  31,  1971, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (N.  B.  2948-55) 


66-60-BZ 

APPLICANT — Louis  Rifkin,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  term  of 
variance  which  expired  December  7,  1970 — decision  of  the 
Borough  Superintendent ;  previously  granted  on  condition, 
under  Section  7h  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  the  maintenance  of  a  parking  lot  for 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — 17  Bennett  Avenue,  east  side, 
178.9  feet  north  of  West  181st  Street,  Block  2180,  Lot  91, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  1,  1960,  on  certain  conditions;  and 
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Whereas,  a  public  hearing  was  held  on  this  application 
on  May  18,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  June  1,  1960,  as  amended  through 
December  7,  1965,  only  as  to  the  term  of  the  variance,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“granted  for  a  term  of  five  years  from  December  7, 
1970,  to  permit  .  .  on  condition  that  paving  and 
bumpers  comply  with  the  rules  and  regulations  of  the 
Department  of  Buildings ;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects ;  and  that  a  new  Certificate  of  Occu¬ 
pancy  shall  be  obtained.”  (Alt.  1702-65) 


905-60-BZ 

APPLICANT — Lama  &  Vassalotti  for  Harlesam  Building 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  April  11,  1971 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition,  under  Section  7e  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  use  of  an  existing 
building  for  doctor’s  offices  on  the  first  and  second  floors 
and  two  family  dwellings  on  the  third  floor. 

PREMISES  AFFECTED— 2017  Grand  Concourse,  167-175 
Bush  Street,  northwest  corner,  Block  2808,  Lot  90,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
April  11,  1961,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  May  18,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April  11, 
1961,  only  as  to  the  term  of  the  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  April  11,  1971, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  883-60) 


552-66-BZ 

APPLICANT — Hector  Ferreras  for  Richard  Fink,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  March  14,  1971 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-2  district,  the  reconstruc¬ 
tion  of  an  automotive  service  station  with  accessory  uses. 

PREMISES  AFFECTED — 5929  Amboy  Road,  northeast 
corner  of  Lake  Avenue,  Block  6901,  Lot  268,  Princess  Bay, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 


ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
March  14,  1967,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  and  the  resolution  was  amended  on  June  23, 
1970;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March  14, 
1967,  as  amended  through  June  23,  1970  only  as  to  the  time 
to  complete  the  work,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  March  14,  1971.”  (N.  B.  2356-65) 


604-66-BZ 

APPLICANT — Charles  M.  Spindler  for  Benjamin  Poret- 
sky,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
11-412  of  the  Zoning  Resolution,  permitting  in  an  R6  dis¬ 
trict,  on  a  plot  previously  before  the  Board  under  three 
separate  applications,  the  combining  of  a  parking  lot  and 
two  automotive  service  stations  with  the  addition  of  gas 
tank,  pump  island  and  curb  cuts  and  the  extension  of  the 
uses  to  include  commercial  vehicle  parking. 

PREMISES  AFFECTED — 633-649  New  York  Avenue  and 
454-476  Fenimore  Street,  southeast  corner,  Block  4815, 
Lot  9,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Charles  M.  Spindler. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  29,  1966,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  December  12,  1967;  and 

Whereas,  the  resolution  was  last  amended  on  September 
29,  1970;  and 

Whereas,  the  applicant  requested  a  further  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  29,  1966,  as  amended  through  September  29,  1970,  by 
adding  thereto  : 

“that  this  gasoline  service  station  may  be  altered  sub¬ 
stantially  as  shown  on  revised  drawings  of  proposed 
conditions  marked  ‘Received  April  22,  1971’,  two  sheets, 
on  condition  that  other  than  as  herein  amended  the  reso¬ 
lution  above  cited  shall  be  complied  with  in  all  respects.” 
(Alt.  2043-70) 
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36-70-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  200  West  79th  Street  Company,  owner. 
SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  May  12,  1971 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  C2-1  and  C2-7  district,  the 
erection  of  an  18-story  residential  and  store  building  that 
exceeds  the  permitted  floor  area  ratio  and  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room. 
PREMISES  AFFECTED — 380-394  Amsterdam  Avenue, 
200-204  West  79th  Street,  southwest  corner,  201-205  West 
78th  Street,  Block  1170,  Lots  29,  30,  32,  34,  35  and  36, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Kenneth  Singer. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  12,  1970,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  12, 
1970,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  May  12,  1971.”  (N.  B.  111-69) 


46-70-BZ 

APPLICANT— Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Kal  Associates,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expired  May  12,  1971 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Charter, 
permitting  in  an  R8,  R10  and  Cl -5  district,  on  a  plot  with 
a  4  story  building,  the  erection  of  a  37  story  multiple 
dwelling  that  exceeds  the  permitted  floor  area  ratio,  has 
less  than  the  required  lot  area  per  room  and  encroaches  on 
the  minimum  distance  between  buildings. 

PREMISES  AFFECTED— 436  to  444  East  86th  Street, 
south  side,  75  feet  9  inches  west  of  York  Avenue,  1621  to 
1623  York  Avenue,  435  to  443  East  85th  Street,  Block 
1565,  Lots  17,  24,  25,  29,  30,  31  and  34,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Kenneth  Singer. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 

May  12,  1970,  on  certain  conditions ;  and 


Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  12, 
1970  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  May  12,  1971.”  (N.  B.  26-67) 


842-68-BZ 

APPLICANT — Max  Siegel  Associates  for  Derwood  Realty 
Corporation,  owner. 

SUBJECT — Application  November  6,  1968 — decision  of  the 
Borough  Superintendent,  under  Section  72-01  (b)  and 
73-62  of  the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  an  R7-1  and  C8-3  district, 
in  an  existing  six  story  multiple  dwelling,  the  conversion 
of  the  doctors’  offices  in  the  cellar  to  apartments  that  in¬ 
creases  the  degree  of  non-compliance  in  floor  area  ratio, 
open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 910-916  Sheridan  Avenue,  east 
side,  175  feet  south  of  East  163rd  Street,  Block  2454,  Lot 
11,  Borough  of  the  Bronx. 

APPEARANCES— 

For  Applicant :  Max  Siegel. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  1,  1971,  at  10 
A.  M.,  for  continued  hearing.  To  be  reinspected. 


700-69-A 

APPLICANT — Max  Siegel  Associates  for  Derwood  Realty 
Corporation,  owner. 

SUBJECT — Application  December  5,  1969 — filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  variation 
of  Section  34  of  the  Multiple  Dwelling  Law  re-  cellar 
apartments. 

PREMISES  AFFECTED — 910-916  Sheridan  Avenue,  east 
side,  175  feet  south  of  East  163rd  Street,  Block  2454,  Lot 
11,  Borough  of  the  Bronx. 

APPEARANCES— 

For  Applicant :  Max  Siegel. 

ACTION  OF  BOARD — Laid  over  to  June  1,  1971,  at  10 
A.  M.,  for  continued  hearing.  To  be  reinspected. 


695-70-BZ 

APPLICANT — M.  Martin  Elkind  for  Vincent  Gianelli, 
owner. 

SUBJECT — Application  November  20,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  conversion  of 
three  retail  stores  to  apartments  that  creates  non-compli¬ 
ance  in  floor  area  ratio,  open  space  ratio  and  lot  area  per 
room. 

PREMISES  AFFECTED— 209-15  to  209-19  91st  Avenue, 
90-56  210th  Street,  northwest  corner,  Block  10558,  Lot  68, 
Hollis,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  June  1,  1971,  at  10 
A.  M.,  for  continued  hearing.  Laid  over  at  the  request  of 
the  applicant.  Previously  inspected. 


699-70-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Philip  Pepper, 
owner. 
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SUBJECT — Application  November  18,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
one  story  building  for  use  as  a  store  with  accessory  parking 
in  the  open  area. 

PREMISES  AFFECTED — 2940  Cropsey  Avenue,  north¬ 
west  corner  of  Bay  53rd  Street,  Block  6949,  Lot  37,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug  and  Philip  Pepper. 
For  Opposition :  Matthew  J.  Deaveiro. 

ACTION  OF  BOARD— Laid  over  to  May  25,  1971,  at  10 
A.  M.,  for  decision ;  previously  inspected ;  hearing  closed. 


46-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Aquatic  Club  of 
Lindenwood,  owner. 

SUBJECT — Application  January  19,  1971 — Decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  building  for  use  as  a  bank  with  accessory  parking 
in  the  open  area. 

PREMISES  AFFECTED— 82-04  153rd  Avenue,  south  side 
from  82nd  Street  to  83rd  Street,  Block  11444,  Lot  25, 
Lindenwood,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Charles  M.  Spindler. 

For  Opposition :  Mrs.  T.  Axelrod. 

ACTION  OF  BOARD — Laid  over  to  June  15,  1971,  at  10 
A.  M.,  for  continued  hearing;  applicant  to  submit  additional 
information ;  previously  inspected. 


49-71-BZ 

APPLICANT — Henry  Wolinsky  for  Stuyvesant  Height 
Christian  Church,  owner. 

SUBJECT — Application  January  20,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  erection  of  a 
three  story  community  and  day  care  center  that  exceeds 
the  permitted  lot  coverage. 

PREMISES  AFFECTED- — 63  to  71  MacDonough  Street, 
northwest  corner  of  Tompkins  Avenue,  Block  1851,  Lot 
39,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Henry  Wolinsky. 

For  Opposition :  Charles  B.  Moore. 

ACTION  OF  BOARD — Laid  over  to  June  1,  1971,  at  10 
A.  M.,  for  continued  hearing;  previously  inspected. 


54-71-BZ 

APPLICANT — Arthur  Greenfield  for  80  Park  Avenue 
Company,  owner. 

SUBJECT — Application  January  21,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-2  district,  in  a  five  story  and 
basement  office  and  residential  building  previously  before 
the  Board,  the  conversion  to  offices  throughout. 

PREMISES  AFFECTED — 32  East  39th  Street,  south  side, 
175.6  feet  west  of  Park  Avenue,  Block  868,  Lot  48,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Arthur  D.  Greenfield. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  1,  1971,  at  10 
A.  M.,  for  continued  hearing.  Laid  over  at  the  request  of 
the  Community  Board.  Previously  inspected. 


55-71-A 

APPLICANT — Arthur  Greenfield  for  80  Park  Avenue  Cor¬ 
poration,  owner. 

SUBJECT — Application  January  21,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  stairway  en¬ 
closure. 

PREMISES  AFFECTED — 32  East  39th  Street,  south  side, 
175.6  feet  west  of  Park  Avenue,  Block  868,  Lot  48,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Arthur  D.  Greenfield. 

ACTION  OF  BOARD — Laid  over  to  June  1,  1971,  at  10 
A.  M.,  at  the  request  of  the  Community  Board.  Laid  over 
for  continued  hearing.  Previously  inspected. 


56-71-BZ 

APPLICANT — Arthur  Greenfield  for  80  Park  Avenue  Com¬ 
pany,  owner. 

SUBJECT — Application  January  21,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-2  district,  in  an  existing 
four  story  and  basement  office  and  residential  building  pre¬ 
viously  before  the  Board,  the  extension  of  the  office  use 
to  occupy  the  entire  building. 

PREMISES  AFFECTED — 34  East  39th  Street,  south  side, 
155  feet  west  of  Park  Avenue,  Block  868,  Lot  47,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Arthur  D.  Greenfield. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  June  1,  1971,  at  10 
A.  M.,  at  the  request  of  the  Community  Board.  Hearing 
continued.  Previously  inspected. 


57-71-A 

APPLICANT — Arthur  Greenfield  for  80  Park  Avenue  Cor¬ 
poration,  owner. 

SUBJECT — Application  January  21,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Live  Load. 

PREMISES  AFFECTED — 34  East  39th  Street,  south  side, 
155  west  of  Park  Avenue,  Block  868,  Lot  47,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Arthur  D.  Greenfield. 

ACTION  OF  BOARD — Laid  over  to  June  1,  1971,  at  10 
A.  M.,  at  the  request  of  the  Community  Board.  Hearing 
continued.  Previously  inspected. 


69-71-BZ 

APPLICANT — Norman  L.  Reiffman  for  County  Associate, 
Incorporated,  owner. 

SUBJECT — Application  February  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  addition 
to  the  uses  of  an  existing  private  club  with  accessory  uses 
to  include  dancing  and  entertainment. 

PREMISES  AFFECTED — 89-00  23rd  Avenue,  southeast 
corner  of  89th  Street,  Block  1084,  Lot  1,  Jackson  Heights, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Norman  L.  Reiffman,  Marvin  Weiner, 
Arnold  Feffer,  Lawrence  Kagan  and  Frank  Mifsud. 
For  Opposition:  Antoinette  Vlacancech,  Pauline  Petrie, 
J.  Sottile,  G.  Me  Gloin,  Mr.  &  Mrs.  Thomas  Bonier 
and  A.  Armkommen. 
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ACTION  OF  BOARD — Laid  over  to  June  1,  1971,  at  10 
A.M.,  for  decision;  previously  inspected;  hearing  closed. 


71-71-BZ 

APPLICANT — Joseph  Pell  Lombardi  for  John  Wolfson, 
owner;  Joseph  Pell  Lombardi,  lessee. 

SUBJECT — Application  February  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-2  district,  the  conver¬ 
sion  of  an  existing  three  story  and  basement  building  to 
offices. 

PREMISES  AFFECTED— 120  East  38th  Street,  south 
side,  153.6  feet  west  of  Lexington  Avenue,  Block  893,  Lot 
79,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition :  None : 

ACTION  OF  BOARD — Laid  over  to  July  13,  1971,  at  10 
A.M.,  at  the  request  of  the  applicant.  Laid  over  for  a 
hearing.  Previously  inspected. 


91-71-BZ 

APPLICANT — Louis  Lieberman  for  Levbarn  Realty  Com¬ 
pany  Incorporated,  owner. 

SUBJECT— Application  February  17,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R4  district,  the 
construction  and  maintenance  of  an  off-site  accessory 
parking  facility  for  an  existing  hotel  previously  before  the 
Board. 

PREMISES  AFFECTED — 125-06  Rockaway  Beach  Boule¬ 
vard,  northwest  corner  of  Beach  125th  Street,  Block 
16221,  Lot  26,  Belle  Harbor,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Louis  Lieberman,  Louis  M.  Bornstein, 
Bernard  Schneider  and  Stanley  Mittman. 

For  Opposition:  Leo  Schreiber,  Alan  J.  Weinschel,  Paul 
Schrieber,  Irving  P.  Dinerman,  May  C.  Fetscher,  James 
S.  Painton,  James  J.  Brigdy,  Kenneth  E.  Walsh,  Arthur 
Roberts,  Moe  Weinshel  and  others. 

ACTION  OF  BOARD — Laid  over  to  June  1,  1971,  at  10 
A.M.,  for  continued  hearing  and  inspection. 


94-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Ed  DiBenedetto 
Realty,  owner. 

SUBJECT — Application  February  18,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  73-49 
of  the  Zoning  Resolution,  to  permit  in  a  C2-2  district,  at 
an  existing  automobile  sales  and  service  establishment 
previously  before  the  Board,  the  addition  to  the  uses  to 
include  roof  parking. 

PREMISES  AFFECTED— 204-05  Northern  Boulevard, 
northeast  corner  of  204th  Street,  Block  6268,  Lot  21,  Bay- 
side,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Charles  M.  Spindler. 

For  Opposition:  John  J.  Mullally,  Aurelio  J.  Pozzi,  Jr., 
Frank  Pospisil,  Naurence  P.  Maguire,  Fred  H.  Siegel, 
Gabriella  Zorich,  Edith  and  John  Lacey,  Mary  and 
Charles  Lastella,  Aurelio  Pozzi,  Sr. 

ACTION  OF  BOARD — Laid  over  to  June  1,  1971,  at  10 
A.M.,  for  continued  hearing;  applicant  to  submit  additional 
information;  previously  inspected. 


127-71-BZ 

APPLICANT — Abram  Shlefstein  for  Bernard  Goldberg 
and  Riane  Gruss,  owner. 

SUBJECT — Application  March  8,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C2-5  district,  on  a  plot 
presently  developed  as  a  parking  lot,  the  erection  and  main¬ 
tenance  of  an  automotive  service  station  with  accessory 
uses  and  accessory  signs. 

PREMISES  AFFECTED — 250  East  Houston  Street,  north 
side,  120.4  feet  34  inch  east  of  Avenue  A,  Block  397,  Lot 
63,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Abram  Shlefstein  and  Gene  Shapiro. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  June  1,  1971,  at  10 
A.M.,  for  continued  hearing. 


742-70-BZ 

APPLICANT — Hector  Ferreras  for  Pat  Fusco,  owner. 
SUBJECT — Application  December  14,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  Cl -1  district,  the 
erection  and  maintenance  of  an  automotive  service  station 
with  accessory  uses. 

PREMISES  AFFECTED — 830  Bay  Street,  southwest  cor¬ 
ner  of  Vanderbilt  Avenue,  Block  2836,  Lot  16,  Clifton. 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  Application.  Minority  report  re¬ 
ceived. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  16,  1971,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  April  20,  1971 ;  then  to  May  4,  1971 ; 
then  to  May  18,  1971  j  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  27,  1970,  acting  on  N.  B.  Applic.  957/1970, 
reads : 

“1.  Proposed  automotive  service  station,  Use  Group 
16,  is  not  permitted  as  of  right  in  a  Cl-1  district,  and 
contrary  to  Sec.  32-10  of  the  Zoning  Resolution.  Refer 
to  the  Board  of  Standards  and  Appeals  for  signs  and 
any  additional  requirements.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unneecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  for  a  term  of  ten  years  in  a  Cl-1  district,  the  erec- 
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tion  and  maintenance  of  an  automotive  service  station  with 
accessory  uses,  on  condition  that  all  work  shall  conform  with 
drawings  filed  with  this  application  marked  “Received  De¬ 
cember  14,  1970,”  8  sheets;  and  that  all  laws,  rules  and 
regulations  applicable  be  complied  with,  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


767-70-BZ 

APPLICANT— Morton  S.  Cahn  for  D.  G.  H.  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  December  31,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-42  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  and  R5  district,  the 
extension  of  an  existing  automotive  storage  and  repair 
shop  into  the  residence  portion  of  the  building. 
PREMISES  AFFECTED — 127-25  Metropolitan  Avenue, 
northwest  corner  of  129th  Street,  Block  9249,  Lot  52,  Rich¬ 
mond  Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  Arthur  J.  Katzman,  Walter  J.  Eckhardt, 
Elizabeth  Quinn,  Sal  Narraci,  Audrey  J.  Eckhardt, 
Kathy  Sanello  and  Jean  Narracci. 
RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  .  0 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  30,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin  ;  laid  over  to  April  20,  1971 ;  then  to  May  4,  1971  ;  then 
to  May  18,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  11,  1971,  acting  on  Alt.  Applic.  789/1970, 
reads : 

“1.  Extending  the  Automotive  Storage  and  Automotive 
Repair  (Taxi  Garage)  which  is  a  permitted  use  in  the 
C8-1  zone  portion  of  the  premises ;  into  the  remainder 
of  the  building  is  contrary  to  Section  22-00  of  the  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  findings  required  under  Sec¬ 
tion  73-42  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  February  11,  1971  acting  on  Alt.  Applic.  789/1970, 
Objection  No.  1,  be  and  it  hereby  is  affirmed  and  that  the 
application  be  and  it  hereby  is  denied. 


52-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Emigrant  Sav¬ 
ings  Bank,  owner. 

SUBJECT — Application  January  15,  1971 — Decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  11-412 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  and  R6 
district,  the  enlargement  in  area  of  a  parking  facility  pre¬ 
viously  before  the  Board. 

PREMISES  AFFECTED— 168-29  88th  Avenue,  northwest 
corner  of  168th  Place,  Block  9821,  Lot  16,  Jamaica 
Borough  of  Queens. 


APPEARANCES— 

For  Applicant :  Joseph  Morsellino. 

For  Opposition:  Bess  Brown. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  reecived. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


and  Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  May  4,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  May  18,  1971;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  16,  1970,  acting  on  Alt.  Applic.  1419/1970, 
reads : 

“1.  On  a  plot  located  partly  in  a  Cl-2  dist.  and 
partly  in  a  R6  dist.  the  proposed  parking  for  more  than 
5  cars  is  contrary  to  Sec.  22-00  and  32-00  of  Z.R. 

(Note:  Premises  were  subject  of  B.S.  &  A.  vari¬ 
ance  for  parking  Cal.  No.  485-38-BZ).” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship;  and 
Whereas,  the  Board  finds  this  is  an  appropriate  case  in 
which  to  permit  under  Section  11-412  of  the  Zoning  Resolu¬ 
tion,  the  extension  of  the  present  use. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  and  11-412  of  the  Zoning  Resolution,  to 
permit  for  a  term  of  five  years  in  a  Cl-2  and  R6  district, 
the  enlargement  in  area  of  a  parking  facility  previously 
before  the  Board,  which  facility  shall  be  for  the  exclusive 
use  of  the  employees  of  the  Emigrant  Savings  Bank,  on 
condition  that  all  work  shall  conform  to  drawings  filed  with 
this  application  marked  “Received  January  15,  1971,”  2 
sheets,  and  “May  13,  1971,”  one  sheet;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 

58-71-BZ 

APPLICANT — Charles  M.  Spindler  for  108th  Street  Serv¬ 
ice,  owner. 

SUBJECT — Application  January  14,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  11-413 
of  the  Zoning  Resolution,  to  permit  in  an  R6  district,  at 
an  existing  automotive  service  station  and  auto  repair 
shop  previously  before  the  Board,  the  installation  of  an 
automotive  laundry. 

PREMISES  AFFECTED — 47-03  108th  Street,  southeast 
corner  of  47th  Avenue,  Block  2003,  Lot  1,  Corona,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  reecived. 

ACTION  OF  BOARD — Application  denied. 
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MINUTES 


THE  VOTE  TO  GRANT— 

Affirmative :  . . .  0 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
May  4,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  May  18,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  17,  1970,  acting  on  Alt.  Applic.  1408/1970, 
reads : 

“1.  Proposed  alteration  (including  auto  laundry)  is 
contrary  to  B.S.  &  A.  Cal.  No.  787-50-BZ  adopted 
1/22/52.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  finds  that  this  is  not  an  appropriate 
case  in  which  to  permit  under  Section  11-412  of  the  Zoning 
Resolution,  the  enlargement  of  the  present  building;  and 
Whereas,  the  Board  finds  that  this  is  not  an  appropriate 
case  in  which  to  permit  under  Section  11-413  of  the  Zoning 
Resolution,  the  change  in  use  to  add  the  use  of  auto  laundry 
of  the  present  building. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  December  17,  1970,  acting  on  Alt.  Applic.  1408/1970, 
Objection  No.  1,  be  and  it  hereby  is  affirmed  and  that  the  ap¬ 
plication  be  and  it  hereby  is  denied. 


139-71-BZ 

APPLICANT — Harry  Soled  for  Yeshiva  and  Masifta  Kehi- 
lat  Yakov,  owner. 

SUBJECT— Application  March  9,  1971— Decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  enlargement 
in  area  of  an  existing  synagogue  that  will  create  non- 
compliance  in  a  lot  coverage,  rear  yard  encroachment,  dis¬ 
tance  between  buildings  and  outer  court  requirements. 
PREMISES  AFFECTED— 654  to  656  to  658  Bedford  Ave¬ 
nue,  west  side,  60  feet  north  of  Rutledge  Street,  108  to  114 
Penn  Street.  Block  2217,  Lots  34,  35,  36,  37,  42  and  44, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Josef  Friedman. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  reecived. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  . .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  May  4,  1971,  after  due  notice  by  publication  in  the  Bulle¬ 
tin  ;  laid  over  to  May  18,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  1,  1971,  acting  on  Alt.  Applic.  2218/1968, 
reads : 

“1.  The  proposed  enlargement  to  an  existing  syna¬ 
gogue,  in  the  Group  4,  which  encroaches  on  the  required 
rear  yard,  is  contrary  to  24-36  Z.  R. 

2.  The  lot  coverage  exceeds  that  permitted  under 
24-11  Z.  R. 


3.  The  combining  of  lots,  42,  36,  37,  35  with  lot  34 
without  providing  30'  between  buildings  is  contrary  to 
23-70  Z.  R. 

4.  The  proposed  enlargement  and  combination  of 
lots  forms  an  inner  court  at  108  Penn  St.  and  654,  658, 
656  Bedford  Ave.  which  does  not  meet  the  requirements 
of  23-851  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R6  district,  the  enlargement  in  area  of  an  existing  syna¬ 
gogue  that  will  create  non-compliance  in  lot  coverage,  rear 
yard  encroachment,  distance  between  building  and  outer  court 
requirements,  on  condition  that  all  work  shall  conform  to 
drawings  filed  with  this  application  marked  “Received  March 
9,  1971,”  9  sheets;  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 

Adjourned:  2:55  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MAY  18,  1971,  2  P.  M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

254-71-BCR 

APPLICANT— Joseph  Ferro,  Commissioner,  Department  of 
Buildings. 

SUBJECT— Application  dated  March  15,  1971,  and  received 
on  March  26,  1971— to  Modify  Building  Code  Reference 
Standard  5-2,  E-119. 

APPEARANCES— 

For  Applicant:  George  C.  Sakona. 

For  Opposition :  Daniel  M.  McGee,  Thomas  J.  Jones.  David 
A.  Balane,  Nelson  S.  Burnch,  R.  G.  Lindner,  R.  E.  Van 
Sicklin,  R.  E.  Pierce  and  R.  H.  Wildt. 

ACTION  OF  BOARD— Laid  over  to  May  25,  1971,  at  2 
P.  M.,  for  decision ;  hearing  closed. 


92-71-A 

APPLICANT — Louis  B.  Santangelo  for  Hector  Wanves- 
traut,  owner. 

SUBJECT — Application  February  18,  1971 — filed  pursuant 
+o  Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED— 438  West  259th  Street,  south 
side,  215  feet  west  of  Liebig  Avenue,  Block  5862,  Lot  42, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Louis  B.  Santangelo. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
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MINUTES 


THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  11,  1971  on  N.  B.  Applic.  104-70,  reads: 

“1.  Erection  of  a  building  within  the  bed  of  a 
mapped  street  is  contrary  to  Section  35  of  the  General 
City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  February  11,  1971  acting  on  N.  B.  Applic.  104-70, 
Objection  No.  1  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  35  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  construction  shall  conform  to  drawings  marked 
“Received,  February  18,  1971,”  two  sheets,  and  that  all  laws, 
and  regulations  applicable  shall  be  complied  with. 


93-71-A 

APPLICANT — Louis  B.  Santangelo  for  Gaetano  Wanves- 
traut,  owner. 

SUBJECT — Application  February  18,  1971 — filed  pursuant 
to  Section  35,  Article  3,  General  City  Law  re-building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED— 440  West  259th  Street,  south 
side,  185  feet  east  of  Riverdale  Avenue,  Block  5863,  Lot 
141,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Louis  B.  Santangelo. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker. 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  11,  1971  on  N.B.  Applic.  105-70,  reads: 

“1.  Erection  of  a  building  within  the  bed  of  a 
mapped  street  is  contrary  to  Section  35  of  the  General 
City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  February  11,  1971  acting  on  N.B.  Applic.  105-70,  Ob¬ 
jection  No.  1  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  35  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  construction  shall  conform  to  drawings  marked 
“Received,  February  18,  1971,”  two  sheets,  and  that  all  laws, 
rules  and  regulations  applicable  shall  be  complied  with. 


96-71-A 

APPLICANT — Atkin  and  Bassolino  for  Hunts  Point  Multi- 
Service  Center  Corporation,  owner. 

SUBJECT — Application  February  9,  1971 — interpretation 
Section  22-14  of  the  Zoning  Resolution  re-  non  profit  Insti¬ 
tution. 


PREMISES  AFFECTED — 661  Cauldwell  Avenue,  west 
side,  299.81  feet  north  of  Westchester  Avenue,  Block  2624, 
Lot  75,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Harry  Atkin. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  27,  1971  on  Alt.  Applic.  789-62,  reads: 

“1.  The  proposed  medical  offices  not  incorporated 
pursuant  to  Sec.  35  of  the  New  York  State  Social  Serv¬ 
ice  Law  above  the  1st  story  ceiling  is  contrary  to  Sec. 
22.00  of  the  Zon.  Res.  and  is  hereby  denied. 

3.  The  proposed  occupancy  (non-profit  medical  offi¬ 
ces)  does  not  qualify  as  a  non-profit  institution  without 
sleeping  quarters  U.  G.  4.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  January  27,  1971,  acting  on  Alt.  Applic. 
789-62  Objection  Nos.  1  and  3  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  conform  to  drawings  marked  “Re¬ 
ceived,  February  9,  1971,”  five  sheets,  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with. 


103-71-A 

APPLICANT — Philip  P.  Agusta  for  Diego  Di  Simone, 
owner. 

SUBJECT — Application  February  23,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  change  of 
occupancy  and  exterior  wall. 

PREMISES  AFFECTED — 18-17  Woodbine  Street,  west 
side,  139.45  feet  north  of  Seneca  Avenue,  Block  3458,  Lot 
41,  Ridgewood,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Philip  P.  Agusta. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  . .  0 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  28,  1971  on  Alt.  Applic.  1377-70,  reads: 

“1.  Fire  Rating  of  exterior  wall  less  than  3'  0" 
from  lot  line  is  contrary  to  C26-315.1  (Table  3-4). 

2.  Proposed  conversion  into  a  J-2  occupancy  in  a 
HE  building  is  contrary  to  C26-404.1  (Table  4-2).” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied. 

Resolved ,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  28,  1971  acting  on  Alt.  Applic.  1377-70,  Ob¬ 
jection  Nos.  1  and  2  be  and  it  hereby  is  affirmed  and  that 
the  appeal  be  and  it  hereby  is  denied. 
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141-71-A 

APPLICANT — Philip  P.  Agusta  for  Frank  Guglielmetti, 
owner. 

SUBJECT — Application  Alarch  9,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 91  Holly  Street,  east  side,  180.0 
feet  south  of  Hunton  Street,  Block  849,  Lot  252,  Midland 
Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Philip  P.  Agusta. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  1,  1971  on  N.B.  Applic.  2054-69,  reads : 

“1.  As  per  Section  36  of  the  General  City  Law,  no 
Certificate  of  Occupancy  for  the  above  residence  may 
be  issued  since  the  street  giving  access  is  not  included 
on  the  official  map  of  the  City  of  New  York.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated.  March  1,  1971  acting  on  N.B.  Applic.  2054-69,  Objec¬ 
tion  No.  1  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  be  in  accordance  with  the  standards  of  the  De¬ 
partment  of  Highways,  and  the  buildings  shall  conform  sub¬ 
stantially  with  drawings  filed  with  this  application  and 
marked  “Received,  March  9.  1971,”  six  sheets,  and  “April  1, 
1971,”  one  sheet,  and  that  all  laws,  rules  and  regulations  shall 
be  complied  with. 


142-71-A 

APPLICANT — Philip  P.  Agusta  for  Lillian  Guglielmetti, 
owner. 

SUBJECT — Application  March  9,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED— 99  Holly  Street,  east  side, 
289.25  feet  south  of  Hunton  Street,  Block  849,  Lot  250, 
Midland  Hills,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant :  Philip  P.  Agusta. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  1,  1971  on  N.B.  Applic.  2052-69,  reads : 

“1.  As  per  Section  36  of  the  General  City  Law,  no 
Certificate  of  Occupancy,  for  the  above  residence  may 
be  issued  since  the  street  giving  access  is  not  included 
on  the  official  map  of  the  City  of  New  York. 


2.  Street  giving  access  is  contrary  to  Sec.  C26-401.1, 
shall  front  a  ‘Street’  and  Sub.  Art.  201.0  of  Art.  2  (de¬ 
finitions) — ‘Street’  by  legal  mapping,  all  as  per  Local 
Law  No.  76  of  1968.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  March  1,  1971  acting  on  N.  B.  Applic.  2052-69,  Objec¬ 
tion  Nos.  1  &  2  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  be  in  accordance  with  the  standards  of  the 
Department  of  Highways,  and  the  buildings  shall  conform 
substantially  with  drawings  filed  with  this  application  and 
marked  “Received,  March  9,  1971,”  six  sheets,  and  “April  1 
1971,”  one  sheet,  and  that  all  laws,  rules  and  regulations  shall 
be  complied  with. 


143-71-A 

APPLICANT — Philip  P.  Agusta  for  Frances  Guglielemetti, 
owner. 

SUBJECT — Application  March  9,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED— 97  Holly  Street,  east  side,  267.25 
feet  south  of  Hunton  Street,  Block  849,  Lot  251,  Midland 
Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Philip  P.  Agusta. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative: . . .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  1,  1971  on  N.  B.  Applic.  2053-69,  reads: 

“1.  As  per  Section  36  of  the  General  City  Law,  no 
Certificate  of  Occupancy,  for  the  above  residence  may  be 
issued  since  the  street  giving  access  is  not  included  on 
the  official  map  of  the  City  of  New  York. 

2.  Street  giving  access  is  contrary  to  Sec.  C26-401.1, 
shall  front  a  ‘Street’  and  Sub.  Art.  201.0  of  Art.  (defi¬ 
nitions) — ‘Street’  by  legal  mapping,  all  as  per  Local  No. 
76  of  1968.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  March  1,  1971  acting  on  N.  B.  Applic.  2053-69,  Ob¬ 
jection  Nos.  1  and  2  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law.  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways,  and  the  buildings  shall  con¬ 
form  substantially  wih  drawings  filed  with  this  application 
and  marked  “Received,  March  9,  1971,”  six  sheets,  and 
‘April  1,  1971,’  one  sheet,  and  that  all  laws,  rules  and  regula¬ 
tions  shall  be  complied  with. 


525 


MINUTES 


144-71-A 

APPLICANT — Philip  P.  Agusta  for  Paul  Guglielmetti, 

owner. 

SUBJECT — Application  March  9,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED— 101  Holly  Street,  east  side, 
350.0  feet  north  of  Vista  Avenue,  Block  849,  Lot  83,  Mid¬ 
land  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Philip  P.  Agusta. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


—  r- 

Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  1,  1971  on  N.B.  Applic.  2051-69,  reads: 

“1.  As  per  Section  36  of  the  General  City  Law, 
no  Certificate  of  Occupancy,  for  the  above  residence, 
may  be  issued  since  the  street  giving  access  is  not  in¬ 
cluded  on  the  official  map  of  the  City  of  New  York.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  March  1,  1971  acting  on  N.B.  Applic.  2051-69,  Ob¬ 
jection  No.  1  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  be  in  accordance  with  the  standards  of  the 
Department  of  Highways,  and  the  buildings  shall  conform 
substantially  with  drawings  filed  with  this  application  and 
marked  “Received,  March  9,  1971,”  six  sheets,  and  “April 
1,  1971,  one  sheet,  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


187-71-A 

APPLICANT — Stanley  H.  Klein  for  Jolen  Associates  In¬ 
corporated,  owner,  St.  Vincent’s  Hall,  Incorporated,  lessee. 
SUBJECT — Application  March  31,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  change  of  oc¬ 
cupancy,  use  class  (3),  stairways. 

PREMISES  AFFECTED— 51-02  to  51-04  103rd  Street, 
southwest  corner  of  Radcliffe  Avenue,  Block  1933,  Lots  60 
and  62,  Corona,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Stanley  H.  Klein  and  John  G.  Dempsey. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  31,  1970  on  Alt.  Applic.  998-70,  reads : 

“1.  Proposed  change  of  occupancy  to  a  Public 
Building  (Use  Class  (3))  in  a  Class  III  (Non-fire- 
proof),  3  story  building  is  contrary  to  C26-254.0. 


2.  Proposed  require  stairways  are  not  continuous  to 
the  roof  as  per  Sec.  6.4.1.11  (k).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  March  31,  1970,  acting  on  Alt.  Applic.  998-70,  Objec¬ 
tions  No.  1  and  2,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  conform  to  drawings  marked  “Received  March 
31,  1971,”  18  sheets;  on  further  condition  that  there  shall  be 
installed  an  approved  fire  alarm  system  with  central  office 
connections ;  and  that  all  laws,  rules  and  regulations  shall 
be  complied  with. 


610-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 78  Brook  Avenue,  west  side, 
4 76.36  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  92, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  John  J.  Turvey. 

For  Opposition :  Robert  T.  Arrindell. 

ACTION  OF  BOARD — Laid  over  to  June  1,  1971,  at  2 
P.M.,  at  the  request  of  the  applicant.  Laid  over  for  hearing. 


611-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969- — -Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 82  Brook  Avenue,  west  side, 
552.32  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  98, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  John  J.  Turvey. 

For  Opposition:  Robert  T.  Arrindell. 

ACTION  OF  BOARD — Laid  over  to  June  1,  1971,  at  2 
P.M.,  at  the  request  of  the  applicant.  Laid  over  for  hearing. 


621-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Grand  Paradise  Company,  Inc. 
SUBJECT — Application  October  15,  1970 — for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 318  to  330  Grand  Street,  119  to 
131  Havemeyer  Street,  southeast  corner,  265  to  271  South 
1st  Street,  Block  2396,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Lt.  J.  Manfredi,  F.  D.,  and  Capt.  J.  F. 
Petraglia,  F.  D. 

For  Opposition:  Kenneth  Singer  and  Pat.  A.  Iacobazzo, 
Dept.  Bldgs. 

ACTION  OF  BOARD — Laid  over  to  June  8,  1971,  at  2 
P.M.,  for  hearing.  Laid  over  at  the  request  of  the  owner. 
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145-71-A 

APPLICANT — Cunningham  and  Naming  for  Greater  New 
York  Equipment  Association,  Incorporated,  owner. 
SUBJECT — Application  March  10,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  load  moment 
device.  (Use  of  Cranes) 

APPEARANCES— 

For  Applicant:  Joseph  Naming,  Joseph  Bernardo  and 
William  Zisus. 

For  Opposition :  Louis  Beck,  Philip  Goldstein  and  Jacob 
Grill. 

ACTION  OF  BOARD — Laid  over  to  June  8,  1971,  at  2 
P.M.,  for  decision;  hearing  closed. 


161-71-A 

APPLICANT — Daniel  M.  McGee  for  New  York  Univer¬ 
sity,  owner. 

SUBJECT — Application  March  18,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  installation  of  1000 
gallon  liquid  nitrogen  tank. 

PREMISES  AFFECTED — 707  Broadway,  west  side,  50 
feet  south  of  Washington  Place,  and  272  Mercer  Street, 
Block  546,  Lot  35,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Daniel  M.  McGee,  Doris  Diether,  Comm. 

Bd.  No.  2  and  John  De  Santis. 

For  Administration:  Lt.  J.  P.  Manfredi,  F.  D.  and  Capt. 
J.  F.  Petraglia,  F.  D. 

ACTION  OF  BOARD— Laid  over  to  June  1,  1971,  at  2 
P.M.,  for  a  continued  hearing. 


169-71-A 

APPLICANT — Department  of  Water  Resources,  owner. 
SUBJECT — Application  March  24,  1971 — appeal  from  a 
decision  of  the  Department  of  Ports  and  Terminals  re¬ 
egress. 

PREMISES  AFFECTED — West  of  Hudson  Parkway, 
from  135th  Street  to  145th  Street,  Block  2101,  Lots  60, 
100,  115,  117,  128,  131,  133,  141,  143,  151,  153,  171,  175,  181, 
185,  191,  195,  201,  205  and  400,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Jacob  Feld,  Herbert  D.  Beier,  Nicholas 
S.  Ilijic  and  Joseph  T.  Miller. 

ACTION  OF  BOARD — Laid  over  to  June  1,  1971,  at  2 
P.M.,  for  continued  hearing.  The  Board  is  awaiting  a 
report  from  the  Fire  Department. 


183-71-A 

APPLICANT — Harold  E.  Diamond  for  Robert  Nalitt, 
owner. 

SUBJECT — Application  March  30,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  frontage  less 
than  minimum,  filed  pursuant  to  Section  36,  Article  3, 
General  City  Law  re-  building  not  fronting  on  a  legal 
street. 

PREMISES  AFFECTED — 45  George  Road,  Block  866,  Lot 
501,  Dongan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Harold  E.  Diamond  and  Robert  Nalitt. 
For  Opposition:  Elaine  Weiss,  Stanley  Weiss  and  John 
J.  Turvey. 

ACTION  OF  BOARD — Laid  over  to  May  25,  1971,  at  2 
P.M.,  for  decision.  Hearing  closed. 

Adjourned:  5:25  P.M. 


James  P.  Mulroy,  Secretary 


527 


BOARD  OF  STANDARDS  AND  APPEALS 
80  LAFAYETTE  STREET 
NEW  YORK,  N.  Y.  10013 


BULK  RATE 
U.  S.  POSTAGE 
PAID 

New  York,  N.  Y. 
Permit  No.  4875 


University  Of  Illinois 
Att:  Serial  Dept* 
Urbana,  Ill*  6lSoi 


Library 


NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  repre¬ 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  hearing 
can  be  entertained  in  view  of  this  publication  and  of  the 
posting  of  the  calendars  on  the  bulletin  board  in  the  offices 
of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will  be 
held  in  abeyance  by  reason  of  failure  of  the  appellant  or 
applicant  to  file  necessary  data,  or  by  any  other  method  of 
delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 
in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  80 
Lafayette  Street,  9th  floor,  Manhattan,  at  five  cents  each —  - 
add  postage  payment  if  the  forms  are  forwarded  by  mail. 
Purchase  payment  by  postage  stamps  NOT  ACCEPTABLE. 
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New  Cases  Filed  up  to  May  25,  1971 

Cal.  No.  Dept.  Premises  Affected 

322-7 1-SM — H.  H.  Robertson  Company,  Fire  Panel  three 
hour  non  bearing  metal  fire  partition  and  exterior  wall, 
manufactured  by  H.  H.  Robertson  Company,  Material. 


323-71-A — F.D. — Transportation  of  fuel  oil  in  tank  trucks 
through  city  streets  not  in  compliance  with  the  regula¬ 
tions  of  the  Administrative  Code. 


324-7 1-A—F.D.— Packaging  of  combustible  mixture 
known  as  K-Mart  Permanent  Type  Antifreeze  and 
Summer  Coolant  in  quart  and  one  gallon  metal  con¬ 
tainers  without  replaceable  tops  or  caps  not  in  co™P 
ance  with  the  regulations  of  the  Administrative  Code. 


325-71-BZ — B.M. — IS  Columbus  Circle,  entire  block,  1834 
to  1850  Broadway,  1  to  6  West  61st  Street,  and  1  to  1 
Central  Park  West,  Block  1113,  Lot  29,  Borough  of 
Manhattan,  E.  S.  239  to  242-70,  resigns,  C6-6  district. 


326-71- A — B.B. — 159  to 
side,  200  feet  west  of 


177  Schermerhorn  Street,  south 
Livingston  Street,  178  to  192 


Livingston  Street,  Block  164,  Lot  20  Borough  of  Brook¬ 
lyn,  BN2927-70,  re-  exit  doors  and  panic  bolts,  L6-1 


district. 


327-71-BZ — B  Q. — 121-32  Rockaway  Boulevard,  south¬ 
east  corner  of  121st  Street,  Block  11714  Lot  100,  South 
Ozone  Park,  Borough  of  Queens,  N.B.  300-71,  re-  public 
school,  C8-1  and  R3-2  district. 


328-71-A — B  Q. — 121-32  Rockaway  Boulevard,  southeast 
corner  of  121st  Street,  Block  11714,  Lot  100,  South  pzone 
Park,  Borough  of  Queens,  N.B.  300-71,  re-  erection  of 
building  in  bed  of  mapped  street,  General  City  Law. 


329-71-BZ _ B  M  —1398  to  1402  3rd  Avenue,  west  side, 

50  4  feet  south  of  East  80th  Street,  176  to  178  East  80th 
Street,  Block  1508,  Lots  38,  41,  42,  Borough  of  Manhat¬ 
tan,  N.B.  6-71,  re-  parking  spaces,  Cl-5,  Cl-9,  R8  district. 


330-71-SM— Inner-Tite,  Division  Yara  Engineering  Cor¬ 
poration,  Inner-Tite  Posilock  Service  Head  Adapter  and 
Posilock  Basement  Tee,  manufactured  by  Inner-Tite, 
Division  Yara  Engineering  Corporation,  Material. 


331-71-BZ — B.Bx. — 2740  Bruckner  Boulevard,  southeast 
corner  of  Huntington  Avenue,  Block  5536,  Lots  1,  3,  7, 
Borough  of  The  Bronx,  N.B.  41-71,  re-  proposed  auto¬ 
motive  service  station,  R-4  district. 


332-71-BZ — B.B. — 1020  East  46th  Street,  southwest  cor¬ 
ner  of  Farragut  Road,  Block  5022,  Lots  2,  37,  Borough 
of  Brooklyn,  N.B.  109-71,  re-  proposed  public  school, 
rear  yard,  sky  exposure  plane,  Ml-1  district. 


333-71-SA — Kohler  Company,  K-1405-06  Barbados,  K- 
1400  The  Bath,  K-1436  Trinidad,  K-1448  Tobago  plumb¬ 
ing  fixtures  for  bathing  and  showering  manufactured  by 
Kohler  Company,  Appliance. 


334-71-BZ — B.B. — 166  to  174  Kings  Highway,  southwest 
corner  of  West  12th  Street,  1676  to  1684  West  12th 
Street,  Block  6619,  Lot  42,  Borough  of  Brooklyn,  Alt. 
No.  261-71,  re-  proposed  gasoline  service  station,  C2-2 
district. 


335-7 1-BZ — B.B. — 1820  to  1832  Cropsey  Avenue,  south¬ 
west  corner  of  Bay  19th  Street,  Block  6464,  Lot  16, 
Borough  of  Brooklyn,  Misc.  38-71,  re-  proposed  installa¬ 
tion  of  4000  gallon  gasoline  tank  and  pump,  Cl-2  in  R-5 
district. 


336-71-A — B.Bx. — 2842  Grand  Concourse,  southeast  cor¬ 
ner  of  East  198th  Street,  Block  3304,  Lot  119,  Borough 
of  The  Bronx,  Alt.  No.  125-71,  re-  proposed  conversion 
of  superintendent  apartment  to  a  non  supt.  apartment, 
Cl-3  in  R7-1  district. 


337-7 1-BZ— B.M. — 149  Rivington  Street,  south  side,  18 
feet  10  inches  west  of  Suffolk  Street,  Block  348,  Lot  14, 
Borough  of  Manhattan,  Alt.  No.  1392-70,  re-  proposed 
change  to  office  use,  R7-2  district. 


338-7 1-A — B.B. — 318  to  330  Grand  Street,  southeast  cor¬ 
ner  of  Havemeyer  Street,  119  to  131  Havemeyer  Street 
and  265  to  271  South  First  Street,  Block  2396,  Lot  1, 
Borough  of  Brooklyn,  Alt.  No.  544-71,  re-  class  3  con¬ 
struction,  exits,  fire  partitions,  C8-2  district. 


Restored  to  Docket 

87-70-BZ — Vol.  II — B.R. — 1855  Hylan  Boulevard,  250 
Naughton  Avenue,  southwest  corner  and  40  Joyce  Street, 
Block  3548,  Lot  18,  Grant  City,  Borough  of  Richmond, 
Alt.  41-71  re-  proposed  enlargement  of  automobile  service 
station,  Cl-2  district. 


DESIGNATIONS:  D— Department  of  Buildings;  B.B.— Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — -Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


JUNE  15,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning  June  15,  1971,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 
matters : 

1000-54-BZ 

APPLICANT — Andrew  Di  Camillo  for  Catherine  Matola 
and  Mary  Lang,  owners. 

SUBJECT— Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  July  17,  1971 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution, 
permitting  the  extension  of  existing  parking  and  storage 
of  motor  vehicles  in  retail  use  district  portion  of  plot  to 
be  extended  into  the  residence  use  district  portion  of  plot. 
PREMISES  AFFECTED— 9007-9011  3rd  Avenue,  east 
side,  59.114  feet  south  of  90th  Street  and  318-324  90th 
Street,  Block  6081,  Lots  6,  13,  14  and  15,  Borough  of 
Brooklyn. 


86-56-BZ 

APPLICANT — Andrew  Di  Camillo  for  Samuel  Schorr, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  July  24,  1971 — 
decision  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Section  7i  of  the  Zoning  Resolution, 
permitting  in  a  retail  use  district  an  auto  repair  shop  and 
parking  of  cars  waiting  to  be  serviced. 

PREMISES  AFFECTED — 8818  4th  Avenue,  west  side,  40 
feet  north  of  89th  Street,  Block  6062,  Lot  40,  Borough  of 
Brooklyn. 
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881-59-BZ — Vol.  II 

APPLICANT — Julius  Stein  for  Allen  Boretz,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  April  11,  1971 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7e  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  change  in  occu¬ 
pancy  from  restaurant,  light  manufacturing  and  one  family 
apartment  to  restaurant  and  cabaret,  theatre  and  one  family 
dwelling. 

PREMISES  AFFECTED — IS  Van  Dam  Street,  north  side, 
129  feet  6%  inches  west  of  Avenue  of  the  Americas,  Block 
506,  Lot  47,  Borough  of  Manhattan. 


896-60-A 

APPLICANT — Julius  Stein  for  Allen  Boretz,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  April  11,  1971 — 
decision  of  the  Borough  Superintendent,  re-  egress. 

PREMISES  AFFECTED — 15  Van  Dam  Street,  north  side, 
129  feet  inches  west  of  Avenue  of  the  Americas,  Block 
506,  Lot  47,  Borough  of  Manhattan. 


506-67-BZ 

APPLICANT — Harry  Atkins  and  Associates  for  685  Cary 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopened  for  re¬ 
hearing  by  order  of  the  Court — under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York  City 
Charter  to  permit  in  an  R5  district,  the  erection  of  an 
automotive  service  station  with  accessory  uses  including 
an  automobile  laundry  that  encroaches  on  the  required  side 
yard  and  without  the  required  screening. 

PREMISES  AFFECTED — 685  Cary  Avenue,  northeast 
corner  of  Clove  Road,  Block  214,  Lot  1,  West  New  Brigh¬ 
ton,  Borough  of  Richmond. 

Laid  over  from  May  11,  1971  for  hearing. 


507-67-A 

APPLICANT — Harry  Atkins  and  Associates  for  685  Cary 
Realty  Corporation,  owner. 

SUBJECT — Application  May  23,  1967 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building  not 
fronting  on  legal  street. 

PREMISES  AFFECTED — 685  Cary  Avenue,  northeast 
corner  of  Clove  Road,  Block  214,  Lot  1,  West  New 
Brighton,  Borough  of  Richmond. 


984-66-BZ— Vol.  II 

APPLICANT — Edwin  Storch  for  Lam  Realty  Corporation, 
owner 

SUBJECT — Application  reopened  February  17,  1971  as 
Volume  III— decision  of  the  Borough  Superintendent, 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R3-2  district,  the  erection  of  a  one  story  warehouse  and 
factory  building  with  accessory  parking  that  has  entrances 
within  50  feet  of  intersecting  streets. 

PREMISES  AFFECTED— 177-07  147th  Avenue,  northeast 
corner  of  177th  Street,  Block  13307,  Lots  113,  104  and  100, 
Springfield  Gardens,  Borough  of  Queens 


122-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Kathryn  Bablonka, 
owner. 


SUBJECT — Application  March  5,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  three  story  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  lot 
area  per  room,  and  encroaches  on  the  required  front  and 
rear  yards. 

PREMISES  AFFECTED — 23-12  33rd  Street,  west  side,  85 
feet  south  of  23rd  Avenue,  Block  835,  Lot  47,  Astoria, 
Borough  of  Queens. 

123-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Kathryn  Bablonka, 
owner. 

SUBJECT — Application  March  5,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  and  encroaches  on  the 
required  front  and  rear  yards. 

PREMISES  AFFECTED— 23-14  33rd  Street,  west  side, 
117.50  feet  south  of  23rd  Avenue,  Block  835,  Lot  248,  As¬ 
toria,  Borough  of  Queens. 


194-71-BZ 

APPLICANT — McGee  and  Morsellino  for  John  S.  Bucalo 
and  Virginia  Bucalo,  owner,  Claire  Coat  Corporation, 
lessee. 

SUBJECT — Application  April  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R6  district,  the  erection 
of  a  two  store  building  for  use  as  a  clothing  manufactur¬ 
ing  establishment  with  retail  facilities  and  with  accessory 
parking  and  loading  in  the  open  area. 

PREMISES  AFFECTED — 385  Seneca  Avenue,  northwest 
corner  of  Stanhope  Street,  Block  3426,  Lots  1,  2,  4,  6  and 
46,  Ridgewood,  Borough  of  Queens. 


243-71-BZ 

APPLICANT — Norman  L.  Reiffman  for  Eny  Properties 
Corporation,  owner. 

SUBJECT — Application  April  15,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  district,  the  erection  of 
a  two  story  and  basement  factory  and  warehouse  structure 
with  accessory  offices  that  exceeds  the  permitted  floor  area 
ratio,  has  loading  entrances  within  50  feet  of  intersecting 
streets  and  with  off-site  parking  that  exceeds  the  maximum 
size  and  maximum  distance  from  the  site. 

PREMISES  AFFECTED — 1000  Pennsylvania  Avenue, 
southwest  corner  of  Wortman  Avenue,  Block  4389,  Lot  1, 
Borough  of  Brooklyn. 


250-71-BZ 

APPLICANT — Longo  and  Kreyl  for  R.  C.  Church  of  the 
Precious  Blood,  owner. 

SUBJECT — Application  April  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the  recon¬ 
struction  of  an  existing  church  that  encroaches  on  the  re¬ 
quired  rear  yard  equivalent  and  with  less  than  the  required 
accessory  parking. 

PREMISES  AFFECTED — 95  Bay  46th  Street,  east  side, 
210  feet  south  of  Bath  Avenue,  and  62  and  70  Bay  47th 
Street,  Block  6901,  Lots  51,  53,  20,  24,  25,  26,  27,  and  155, 
Borough  of  Brooklyn. 
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253-71-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Eugenio  Garcia, 
owner. 

SUBJECT — Application  April  15,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  R3-2  district,  on  a  plot  with  a 
one  family  dwelling  previously  before  the  Board,  the  erec¬ 
tion  of  an  attached  garage. 

PREMISES  AFFECTED— 841  Brady  Avenue,  northwest 
corner  of  Muliner  Avenue,  Block  4297,  Lot  1,  Borough  of 
The  Bronx. 


255-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  Beekman  Tenants 
Corporation,  owner. 

SUBJECT — Application  April  21,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  RIO  and  R7-2  district, 
in  an  existing  15  story  multiple  dwelling,  the  use  of  a  por¬ 
tion  of  the  first  floor  as  a  school  for  adults. 

PREMISES  AFFECTED— 575  Park  Avenue,  and  104  East 
63rd  Street,  southeast  corner,  Block  1397,  Lot  69,  Borough 
of  Manhattan. 


256-71-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Rita  Mayers, 
owner,  4892  Tavern  Incorporated,  lessee. 

SUBJECT — Application  April  21,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-241  of  the 
Zoning  Resolution,  to  permit  in  a  C2-4  district,  in  an  exist¬ 
ing  one  story  building,  the  addition  to  the  restaurant  use  to 
include  cabaret. 

PREMISES  AFFECTED— 4892  to  4894  Broadway,  south 
side,  100  feet  east  of  West  204th  Street,  Block  2235,  Lot  5, 
Borough  of  Manhattan. 


263-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Sigmund  Sommer,  owner. 

SUBJECT — Application  April  27,  1971— decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  RIO  and  C2-5  district,  the 
erection  of  a  45  story  mixed  building  that  exceeds  the  per¬ 
mitted  floor  area  ratio. 

PREMISES  AFFECTED— 405,  411  to  449  East  58th 
Street,  south  side,  106.6  feet  west  of  Sutton  Place,  and  408, 
420  to  438  East  59th  Street,  Block  1370,  Lots  102,  6,  7, 
108,  8,  15,  16,  17,  117,  18,  19,  29,  30,  31,  121,  and  44, 
Borough  of  Manhattan. 


264-71-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Sigmund  Sommer,  owner. 

SUBJECT — Application  April  27,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  floor  area  ratio. 

PREMISES  AFFECTED — 405,  411  to  449  East  58th 
Street,  south  side,  106.6  feet  west  of  Sutton  Place,  and  408, 
420  to  438  East  59th  Street,  Block  1370,  Lots  102,  6,  7,  108, 
8,  5,  16,  17,  117,  18,  19,  29,  30,  31,  121,  and  44  Borough  of 
Manhattan. 


46-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Aquatic  Club  of 
Lindenwood,  owner. 


SUBJECT — Application  January  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  one  story  building  for  use  as  a  bank  with  accessory  park¬ 
ing  in  the  open  area. 

PREMISES  AFFECTED — 82-04  153rd  Avenue,  south  side, 
from  82nd  Street  to  83rd  Street,  Block  11444,  Lot  25, 
Lindenwood,  Borough  of  Queens. 

Laid  over  from  May  18,  1971,  for  continued  hearing. 


687-70-BZ 

APPLICANT — George  J.  Vassilev  for  Vincent  Lodico, 
owner. 

SUBJECT — Application  November  17,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl -2  district,  at  an  existing 
three  story  building,  the  erection  of  a  one  story  enlarge¬ 
ment  to  the  first  floor  store  that  increases  the  degree  of 
non-compliance  in  floor  area  ratio,  open  space  ratio  and 
lot  area  per  room. 

PREMISES  AFFECTED— 69-53  Grand  Avenue,  north  side, 
137.90  feet  west  of  69th  Lane  Block  2501,  Lot  37,  Maspeth, 
Borough  of  Queens. 

Hearing  closed. 


69-71-BZ 

APPLICANT — Norman  L.  Reiffman  for  County  Associate, 
Incorporated,  owner. 

SUBJECT— Application  February  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  addition 
to  the  uses  of  an  existing  private  club  with  accessory  uses 
to  include  dancing  and  entertainment. 

PREMISES  AFFECTED — 89-00  23rd  Avenue,  southeast 
corner  of  89th  Street,  Block  1084,  Lot  1,  Jackson  Heights, 
Borough  of  Queens. 

Hearing  closed. 

THOMAS  F.  GALVIN,  Chairman 


JUNE  15,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  June  15,  1971,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 

192-71-A 

APPLICANT — Irving  Kudroff  for  Dorothy  Alper,  owner. 
SUBJECT — Application  March  31,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  live  load,  egress. 
PREMISES  AFFECTED— 143  West  27th  Street,  north 
side,  275  feet  east  of  Seventh  Avenue,  Block  803,  Lot  14, 
Borough  of  Manhattan. 


223-71-A 

APPLICANT — Robert  O.  Lowery.  Fire  Commissioner. 
OWNER  OF  PREMISES — Heiman  Torn. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 46  Hester  Street,  south  side,  90 
feet  west  of  Essex  Street,  Block  29 7.  Lot  15,  Borough  of 
Manhattan. 
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224-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Associated  Beth  Rivka 
Schools,  Incorporated. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 823  Eastern  Parkway,  north 
side,  280  feet  east  of  Kingston  Avenue,  Block  1265,  Lot  66, 
Borough  of  Brooklyn. 


225-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Tiebout  Trading  Company. 
SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 13  to  27  East  175th  Street, 
northwest  corner  of  Townsend  Avenue,  Block  2850,  Lot  31, 
Borough  of  the  Bronx. 


226-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Young  Men’s  Christian  Associ¬ 
ation  of  Greater  New  York. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 177  to  185  Marcy  Avenue, 
southeast  corner  of  South  9th  Street,  Block  2151,  Lot  6, 
Borough  of  Brooklyn. 


283-71-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  100  William  Company,  owner. 

SUBJECT — Application  May  6,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  shaft,  corridors 
openings. 

PREMISES  AFFECTED — 98  to  106  William  Street, 
southeast  corner  of  John  Street,  Block  68,  Lot  36,  Borough 
of  Manhattan. 

THOMAS  F.  GALVIN,  Chairman 


JUNE  22,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  22,  1971,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 
matters : 

423-55-BZ 

APPLICANT — Lama  &  Vassalotti  for  Rose  Epstein,  owner. 
SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  June  12,  1971 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  7f,  7i  and  7 A  of  the 
Zoning  Resolution,  permitting  in  a  business  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  station, 
high  speed  auto  laundry,  lubritorium,  body  and  fender 
work,  welding,  incidental  repairs,  brake  testing,  wheel 
alignment,  incidental  painting  and  spraying,  office  and  sales, 
parking  of  motor  vehicles  awaiting  service  with  entrances 
closer  to  the  residence  use  district  than  is  permitted. 
PREMISES  AFFECTED— 70-11  to  70-19  Northern  Boule¬ 
vard  and  32-62  to  32-70  71st  Street,  northwest  corner, 
Block  1166,  Lot  37,  Woodside,  Borough  of  Queens. 


802-55-BZ 

APPLICANT — Larry  Meltzer  for  Humble  Oil  &  Refining 
Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  April  3,  1971 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  7f,  7 A  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  business  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium,  minor  auto  repairs  (hand  tools  only)  car 
washing  (non-automatic)  office,  storage  and  sale  of  auto 
accessories,  parking  of  more  than  five  cars  waiting  to  be 
serviced,  with  proposed  show  window  less  than  75  ft. 
from  a  residence  use  district. 

PREMISES  AFFECTED— 219-11  to  219-19  Northern 
Boulevard  and  43-32  to  43-38  220th  Street,  northwest 
corner,  Block  6322,  Lot  24,  Bayside,  Borough  of  Queens. 


274-59-BZ — Vol.  II 

APPLICANT — Thomas  Cartelli  for  Naclerio  Bros.,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  term  of 
variance  which  expired  January  17,  1971 — decision  of  the 
Borough  Superintendent ;  previously  granted  on  condition 
under  Section  7h  of  the  Zoning  Resolution,  permitting  in 
a  residence  use  district,  the  maintenance  of  a  private  park¬ 
ing  lot  for  the  patrons  of  the  catering  establishment  of 
Block  4743,  Lot  8. 

PREMISES  AFFECTED— 3356-3358  Eastchester  Road 
and  1510-1514  Tillotson  Avenue,  southeast  corner,  Block 
4744,  Lots  1  and  62,  Borough  of  The  Bronx. 


153-70-BZ— Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT — Application  reopened  as  Volume  II  April  27, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district  the  erection  of  a  three  story  two  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room  and 
has  porches  that  are  not  permitted  obstructions  within  the 
required  open  space. 

PREMISES  AFFECTED— 42-29  202nd  Street,  east  side, 
240  feet  north  of  43rd  Avenue,  Block  6260,  Lot  51,  Bayside, 
Borough  of  Queens. 


154-70-BZ— Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT — Application  reopened  as  Volume  II  April  27, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district  the  erection  of  a  three  story  two  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room  and 
has  porches  that  are  not  permitted  obstructions  within 
the  required  open  space. 

PREMISES  AFFECTED— 42-19  202nd  Street,  east  side, 
180  feet  south  of  42nd  Avenue,  Block  6260,  Lot  56,  Bayside, 
Borough  of  Queens. 


155-70-BZ— Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 
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SUBJECT — Application  reopened  as  Volume  II  April  27, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district  the  erection  of  a  three  story  two.  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room  and 
has  porches  that  are  not  permitted  obstructions  within 
the  required  open  space. 

PREMISES  AFFECTED— 42-21  202nd  Street,  east  side, 
210  feet  south  of  42nd  Avenue,  Block  6260,  Lot  55,  Bayside, 
Borough  of  Queens. 


157-70-BZ — Vol.  II 

APPLICANT— McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT— Application  reopened  as  Volume  II  April  27, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district  the  erection  of  a  three  story  two.  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room  and 
has  porches  that  are  not  permitted  obstructions  within  the 
required  open  space. 

PREMISES  AFFECTED— 42-27  202nd  Street,  east  side, 
240  feet  south  of  42nd  Avenue,  Block  6260,  Lot  52,  Bayside, 
Borough  of  Queens. 


711-70-BZ 

APPLICANT — George  J.  Vassilev,  for  Thomas  M.  Ragusa 
and  Domenica  Crescenti,  owner. 

SUBJECT — Application  November  27,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-241  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  in  an  existing 
one  story  building,  the  addition  to  the  restaurant  use  to 
include  cabaret. 

PREMISES  AFFECTED— 111-06  to  111-10  Roosevelt  Ave¬ 
nue,  south-east  of  111th  Street,  Block  2013,  Lot  1,  Borough 
of  Queens. 


118-71-BZ 

APPLICANT — Vincent  S.  La  Ganga  for  Dr.  Suppo,  owner. 

SUBJECT — Application  March  4,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  73-125  and  73-11 
(g)  of  the  Zoning  Resolution,  to  permit  in  a  R2  district 
the  enlargement  in  area  of  an  existing  medical  offices 
building  that  will  exceed  the  limitation  on  floor  area. 

PREMISES  AFFECTED — 299  Guyon  Avenue,  northwest 
corner  of  Hylan  Boulevard,  Block  4301,  Lot  1,  Oakwood, 
Borough  of  Richmond. 


140-71-BZ 

APPLICANT — Stanley  H.  Klein  for  Karl  and  Doris  Stork, 
owner. 

SUBJECT — Application  March  9,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-62  of 
the  Zoning  Resolution,  to  permit  in  a  Cl-2  district  the 
enlargement  in  area  and  expansion  of  a  bakery  that  will 
exceed  the  floor  area  limitation  for  production. 

PREMISES  AFFECTED— 12-40  to  12-42  150th  Street, 
southwest  corner  of  12th  Road,  Block  4505,  Lot  29, 
Whitestone,  Borough  of  Queens. 


257-71-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Melton  Realty  Cor¬ 
poration,  owner,  Burglers  Cove,  lessee. 


SUBJECT— Application  April  21,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-241  of  the  Zoning 
Resolution,  to  permit  in  a  C2-4  district,  in  an  existing  two 
story  building,  the  addition  to  the  uses  of  the  first  floor 
restaurant  to  include  cabaret. 

PREMISES  AFFECTED— 3869  Tenth  Avenue,  southeast 
corner  of  West  207th  Street,  Block  2203,  Lot  7,  Borough 
of  Manhattan. 


295-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  R.  H.  Macy  and  Company,  Incorporated, 
owner.  — 

SUBJECT — Application  May  12,  1971 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  666,  of  the  New  York 
City  Charter  and  Section  72-21  of  the  Zoning  Resolution, 
to  permit  in  a  C4-1  district,  in  a  proposed  shopping  center 
the  erection  of  a  three  story  department  store  that  en¬ 
croaches  on  the  required  rear  yard. 

PREMISES  AFFECTED— 112  Richmond  Hill  Road,  south 
side,  1014  feet  east  of  Richmond  Avenue,  Block  2400,  Lot 
118,  New  Springville,  Borough  of  Richmond. 


318-71-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  R.  H.  Macy  and  Company,  Incorporated,  owner. 

SUBJECT — Application  May  18,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  lot  line  opening, 
exterior  walls,  exterior  separation. 

PREMISES  AFFECTED— 112  Richmond  Hill  Road,  south 
side,  1014  feet  east  of  Richmond  Avenue,  Block  2400,  Lot 
118,  New  Springville,  Borough  of  Richmond. 


296-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Sears  Roebuck  and  Company,  owner. 

SUBJECT — Application  May  12,  1971- — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  666,  of  the  New  York 
City  Charter  and  Sections  73-48  and  73-482  of  the  Zoning 
Resolution,  to  permit  in  a  C4-1  district,  in  a  proposed 
shopping  center,  the  erection  of  a  two  story  department 
store  that  encroaches  on  the  required  rear  yard  and.  with 
an  accessory  parking  facility  that  exceeds  the  maximum 
size. 

PREMISES  AFFECTED — 283  Platinum  Avenue,  north 
side,  270  feet  east  of  Richmond  Avenue,  Block  2400,  Lot 
375,  New  Springville,  Borough  of  Richmond. 


319-71-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Sears  Roebuck  and  Company,  owner. 

SUBJECT — Application  May  18,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  lot  line  opening, 
exterior  walls,  exterior  separation. 

PREMISES  AFFECTED — 283  Platinum  Avenue,  north 
side,  270  feet  east  of  Richmond  Avenue,  Block  2400,  Lot 
375,  New  Springville,  Borough  of  Richmond. 


297-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Staten  Island  Mall,  owner. 

SUBJECT — Application  May  12,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  666,  of  the  New  York 
City  Charter  and  Sections  72-21,  73-48  and  73-482  of  the 
Zoning  Resolution,  to  permit  in  a  C4-1  district,  in  a  pro¬ 
posed  shopping  center,  the  construction  of  a  connecting 
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mall  between  two  department  stores  that  has  access  on  the 
lot  line  into  adjoining  buildings  and  with  an  accessory 
parking  facility  that  exceeds  the  permitted  size. 

PREMISES  AFFECTED — 2655  Richmond  Avenue,  north¬ 
east  corner  of  Platinum  Avenue,  Block  2400,  Lot  180,  New 
Springville,  Borough  of  Richmond. 


320-71-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Staten  Island  Mall,  owner. 

SUBJECT — Application  May  18,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  mall  area  of 
shopping  area. 

PREMISES  AFFECTED — 2655  Richmond  Avenue,  north¬ 
east  corner  of  Platinum  Avenue,  Block  2400,  Lot  180, 
New  Springville,  Borough  of  Richmond. 


298-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum 
and  Young  for  Staten  Island  Mall,  owner. 

SUBJECT— Application  May  12,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Sections  73-48  and  73-482  of  the 
Zoning  Resolution,  to  permit  in  a  C4-1  district,  in  a  pro¬ 
posed  shopping  center,  the  maintenance  of  a  retail  service 
and  convenience  center  with  accessory  parking  that  exceeds 
the  permitted  size. 

PREMISES  AFFECTED — 280  Marsh  Avenue,  northwest 
corner  of  Platinum  Avenue,  Block  2400,  Lot  300,  New 
Springville,  Borough  of  Richmond. 


299-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Staten  Island  Mall,  owner. 

SUBJECT — Application  May  12,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  a  C4-1  district,  the  installation  of  an  off- 
size  accessory  sewage  treatment  plant  for  a  proposed 
shopping  center. 

PREMISES  AFFECTED— 26  Richmond  Hill  Road,  south 
side,  190  feet  east  of  Richmond  Avenue,  Block  2400,  Lot  77, 
New  Springville,  Borough  of  Richmond. 

THOMAS  F.  GALVIN,  Chairman 


JUNE  22,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternon,  June  22,  1971,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 
matters : 

321-70-A 

APPLICANT — Department  of  Buildings,  City  of  New  York 
for  Abe  Maibach,  owner. 

SUBJECT — Application  May  25,  1970 — revocation  of  Cer¬ 
tificate  of  Occupancy  No.  199,978. 

PREMISES  AFFECTED— 1232  to  1256  East  80th  Street, 
north  side,  from  Paerdegat  8th  Street  to  Paerdegat  9th 
Street,  entire  block  front  36-46  Paerdegat  8th  Street  and 
35-45  Paerdegat  9th  Street,  Block  8058,  Lot  32,  Borough 
of  Brooklyn. 


175-71-A 

APPLICANT — Morris  B.  Lore  for  E.  I.  du  Pont  de 
Nemours,  owner. 

SUBJECT — Application  March  25,  1971 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  DuPont  Gas  Booster  in  8  fluid 
ounce  cylindrical  metal  sealed  containers  not  in  compli¬ 
ance  with  the  regulations  of  the  Administrative  Code  of 
New  York  City. 


227-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Daniel  Ginsberg. 

SUBJECT— Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 4160  Broadway,  northeast  cor¬ 
ner  of  West  176th  Street,  Block  2145,  Lot  11,  Borough  of 
Manhattan. 


228-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Mor-Ben  Company. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 3358  to  3370  Atlantic  Avenue, 
south  side,  76  feet  west  of  Crescent  Street,  Block  4162,  Lot 
18,  Borough  of  Brooklyn. 


241-71-A 

APPLICANT — Harold  E.  Diamond  for  Harold  Reilly, 
owner. 

SUBJECT — Application  April  14,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 255  Benedict  Road,  east  side, 
486.83  feet  north  of  Four  Corners  Road,  Block  871,  Lot 
158,  Dongan  Hills,  Borough  of  Richmond. 


265-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Robert  Supina, 
owner. 

SUBJECT — Application  April  29,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 320  George  Street,  south  side, 
108.00  feet  east  of  Sprague  Avenue,  Block  7866,  Lot  37, 
Tottenville,  Borough  of  Richmond. 


267-71-A 

APPLICANT— Frank  A.  Vaccaro  for  Frank  Tansey,  owner. 
SUBJECT — Application  April  29,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 58  Madison  Avenue,  south  side, 
100.00  feet  east  of  Farraday  Street,  Block  1498,  Lot  41, 
Bloomfield,  Borough  of  Richmond. 


309-71-A 

APPLICANT — Harmon  H.  Goldstone,  Chairman,  Land¬ 
marks  Preservation  Commission  for  Donald  D.  Gabay 
et  al.,  owner. 
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SUBJECT— Application  May  14,  1971— filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in  bed 
of  a  mapped  street. 

PREMISES  AFFECTED— 11  Charles  Street,  north  side, 
110.8  feet  east  of  Waverly  Place,  Block  612,  Lot  69, 
Borough  of  Manhattan. 

THOMAS  F.  GALVIN,  Chairman 


JUNE  29,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning,  June  29,  1971,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

131-70-BZ — Vol.  II 

APPLICANT— Stroock  and  Stroock  and  Lavan  for  Dorothy 
Livingston,  owner;  Volkswagen  Bristol  Motors,  Incor¬ 
porated,  lessee. 

SUBJECT— Application  reopened  February  23,  1971  as 
Volume  II— decision  of  the  Borough  Superintendent  under 
Section  73-49  of  the  Zoning  Resolution,  to  permit  in  an 
Ml -4  and  R10  district,  the  use  of  the  roof  over  the  two 
story  portion  of  a  four  story  automobile  sales  and  service 
establishment  for  accessory  roof  parking. 

PREMISES  AFFECTED— 502  to  512  East  76th  Street, 
south  side,  98  feet  east  of  York  Avenue,  Block  1487,  Lots 
43,  44,  47,  and  48,  Borough  of  Manhattan. 


99-71-BZ 

APPLICANT— Stanley  A.  Applebaum  for  Kenneth  I. 
Wilpon,  owner. 

SUBJECT — Application  February  19,  .  1971 — decision  of 
the  Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  an 
automobile  sales  and  service  establishment  with  accessory 
parking  and  storage  in  the  open  area. 

PREMISES  AFFECTED— 4420  Hylan  Boulevard,  south 
side,  from  Lyndale  Avenue  to  Preston  Avenue,  Block  5409, 
Lot  19,  Eltingville,  Borough  of  Richmond. 


157-71-BZ 

APPLICANT — Leo  D.  Fakler  for  James  Romanelli,  owner. 

SUBJECT — Application  March  17,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-1  district,  the  erection 
of  a  one  story  and  cellar  medical  building  that  encroaches 
on  the  required  front  and  side  yards. 

PREMISES  AFFECTED— 85-07  Woodhaven  Boulevard, 
southeast  corner  of  85th  Avenue,  Block  8886,  Lot  52, 
Woodhaven,  Borough  of  Queens. 


158-71-A 

APPLICANT — Leo  D.  Fakler  for  James  Romanelli,  owner. 

SUBJECT — Application  March  17,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  building  accessi¬ 
bility  for  wheelchairs. 

PREMISES  AFFECTED— 85-07  Woodhaven  Boulevard, 
southeast  corner  of  85th  Avenue,  Block  8886,  Lot  52, 
Woodhaven,  Borough  of  Queens. 


160-71-BZ 

APPLICANT — Hannibal  F.  Zumbo  for  Nathan  Cohen, 
owner. 

SUBJECT — Application  March  18,  1971— decision  of  the 
Borough  Superintendent,  under  Section  73-50  of  the  Zoning 
Resolution,  to  permit  in  a  C8-2  district,  in  an  existing  two 
story  building,  the  enlargement  in  area  of  the  first,  floor 
store  that  encroaches  on  the  required  yard  along  a  district 
boundary. 

PREMISES  AFFECTED— 1983  Coney  Island  Avenue,  east 
side,  320  feet  north  of  Quentin  Road,  Block  6774,  Lot  63, 
Borough  of  Brooklyn. 


162-71-BZ 

APPLICANT— Larry  Meltzer  for  George  Figliolia,  owner. 

SUBJECT — Application  March  18,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  cosmetics  and  toilet¬ 
ries  manufacturing  establishment. 

PREMISES  AFFECTED— 109  to  115  3rd  Street,  north  side, 
40  feet  west  of  Bond  Street,  Block  461,  Lots  42  and  44, 
Borough  of  Brooklyn. 


172-71-BZ 

APPLICANT— A.  H.  Salkowitz  for  Glenwood  Estates, 
owner. 

SUBJECT — Application  March  24,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  on  a  plot  with  a 
six  story  multiple  dwelling,  the  reduction  in  lot  size  that 
increases  the  degree  of  non-compliance  in  floor  area  ratio, 
open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED— 80-35  Springfield  Boulevard, 
northeast  corner  of  Grand  Central  Parkway,  Block  7912, 
Lot  2,  Queens  Village,  Borough  of  Queens. 


173-71-BZ 

APPLICANT — A.  H.  Salkowitz  for  Roosevelt  Savings  Bank 
of  The  City  of  New  York,  owner. 

SUBJECT — Application  March  24,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning- 
Resolution,  to  permit  in  an  R3-2  district,  the  construction  of 
an  accessory  parking  lot  for  an  adjoining  bank. 

PREMISES  AFFECTED— 224-14  Union  Turnpike,  south 
side,  100.01  feet  east  of  Springfield  Boulevard,  Block  7912, 
Lot  30,  Queens  Village,  Borough  of  Queens. 


291-71-BZ 

APPLICANT— Lama  and  Vassalotti  for  West  Side  Savings 
Bank,  owner. 

SUBJECT — Application  May  11,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C4-5  district,  the  erection  of  a 
two  story  enlargement  to  a  bank  that  encroaches  on  the  re¬ 
quired  rear  yard. 

PREMISES  AFFECTED— 388  to  396  Avenue  of  the  Ameri¬ 
cas,  east  side,  45.22  feet  south  of  West  8th  Street,  Block 
553,  Lot  1,  Borough  of  Manhattan. 
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315-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Twenty-First  Cen¬ 
tury  Property,  Incorporated,  owner ;  Department  of  Social 
Services  City  of  New  York,  lessee. 

SUBJECT — Application  May  18,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-19  of  the  Zoning 


Resolution,  to  permit  in  an  Ml-1  district,  the  erection  of  a 
two  story  and  basement  day  care  and  after  school  center. 
PREMISES  AFFECTED — 54  Garden  Street,  southwest  cor¬ 
ner  of  Bushwick  Avenue,  Block  3137,  Lots  86  and  89, 
Borough  of  Brooklyn. 

THOMAS  F.  GALVIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  MAY  25,  1971,  10  A.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon  May  11,  1971,  were  approved 
as  printed  in  the  Bulletin  of  May  20,  1971,  Vol.  56,  No.  2. 

999-66- A — Vol.-II 

APPLICANT — Frederick  A.  Ketcher  for  Nabro  Terminal, 
Inc.,  owner. 

SUBJECT — Application  for  consideration— reopening  for 
amendment- — decision  of  the  Fire  Commissioner;  previously 
granted  on  condition,  re-  sprinkler  system. 

PREMISES  AFFECTED— 970  to  993  Brook  Avenue,  west 
side,  338.2  feet  north  of  East  163rd  Street,  Block  2391, 
Lot  52,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Frederick  Ketcher. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  — 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  April  30,  1968,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April 
30,  1968,  by  adding  thereto: 

“that  the  cork  may  remain  on  the  inside  face  of  the  wall, 
on  condition  that  it  shall  be  treated  with  a  fire  retardant 
paint  approved  by  the  Board ;  and  that  other  than  as 
herein  amended  the  resolution  above  cited,  and  the  reso¬ 
lution  adopted  by  the  Board  on  January  6,  1970  under 
Volume  III,  shall  be  complied  with  in  all  respects.”  (Alt. 
507-66) 


345-68-A 

APPLICANT — Harry  Halbreich  for  Sterling  Tennis  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  May  1,  1971 
— decision  of  the  Borough  Superintendent;  proposed  air 
supported  structure  made  of  nylon  fabric,  which  is  struc¬ 
turally  supported  by  means  of  air  pressure. 

PREMISES  AFFECTED— 40-15  126th  Street,  east  side,  100 
feet  south  of  Roosevelt  Avenue,  Block  2018,  Lots  75  and 
400,  Corona,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Harry  Halbreich. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker. 

Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  11,  1968,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  May  25,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  re'open  and  amend  the  resolution  adopted  on  June  11, 
1968,  as  amended  through  July  23,  1968,  only  as  to  the  term 
of  the  variance,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read: 

“granted  for  a  term  of  four  years  from  May  1,  1971, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  1839-66) 

366-32-BZ 

APPLICANT — Morris  Kraushaar,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  September  20, 
1971 — decision  of  the  Borough  Superintendent,  previously 
granted  on  condition  under  Section  21  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  use  district,  the  maintenance 
of  a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 1385-1395  Webster  Avenue, 
west  side,  772.49  feet  north  of  East  169th  Street,  Block 
2887,  Lots  151  to  155,  inclusive,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Morris  Kraushaar. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  2,  1932,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  May  25,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  2,  1932,  as  amended  through  September  20,  1966,  only  as 
to  the  term  of  the  variance,  so  that  as  amended  this  portion 
of  the  resolution  shall  read: 

“granted  for  a  term  of  five  years  from  September  20, 
1971,  to  permit  .  .  .  ;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (N.B.  801-28) 


872-39-BZ— Vol.  VI 

APPLICANT — Charles  M.  Spindler  for  L.  B.  Oil  Company, 
Inc.,  owner. 

SLTBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
7c  of  the  Zoning  Resolution,  permitting  in  a  business  use 
district,  the  demolition  of  existing  buildings  and  permit¬ 
ting  the  erection  and  maintenance  of  an  accessory  building 
to  existing  gasoline  service  station,  for  use  as  lubritorium 
auto  laundry,  storage  of  accessories  and  office. 

PREMISES  AFFECTED— 7001-7019  Bay  Parkway,  south¬ 
west  corner  of  West  10th  Street  and  1-21  Avenue  “O”, 
Block  6574,  Lot  6,  Borough  of  Brooklyn. 
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APPEARANCES— 

For  Applicant :  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  VI,  on  April  1,  1952,  on  certain  conditions ;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  April  28,  1953 ;  and 
Whereas,  the  resolution  was  last  amended  on  October  29, 
1957 ;  and 

Whereas,  the  applicant  requested  a  further  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April  1, 
1952,  as  amended  through  October  29,  1957,  by  adding  thereto  : 
“that  this  gasoline  service  station  may  be  altered  sub¬ 
stantially  as  shown  on  revised  drawings  of  proposed 
conditions  marked  ‘Received  April  22,  1971’,  one  sheet 
and  ‘Received  May  24,  1971’,  one  sheet,  on  condition  that 
other  than  as  herein  amended  the  resolution  above  cited 
shall  be  complied  with  in  all  respects.”  (Alt.  596-71) 


44-53-BZ 

APPLICANT — Philip  P.  Agusta  for  Joseph  Faraldo, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  February  15, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e  and  7h  oj  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  use  district,  the 
parking  and  storage  of  motor  vehicles  and  the  sale  and 
display  of  used  cars. 

PREMISES  AFFECTED— 185-189  Woodpoint  Road  and 
221-229  Skillman  Avenue,  northeast  corner,  Block  2884, 
Lots  1  and  2,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  term  of 

variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  16,  1953,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  May  25,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  16, 
1953,  as  amended  through  October  17,  1967,  only  as  to  the 
term  of  the  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  five  years  from  February  15,  1971, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  1017-52) 


836-64-BZ 

APPLICANT — Frederick  W.  Adams,  Jr.  for  Metromedia, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — waive  the  Rules 
of  Procedure  and  reopening  for  extension  of  time  to  ob¬ 
tain  Certificate  of  Occupancy  decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  73-63  of  the  Zoning  Resolution,  permitting  in  a 
R8  district,  the  enlargement  in  floor  area  within  an  existing 
eight  story  commercial  building  that  will  increase  the 
degree  of  non-conformity  and  non-compliance. 

PREMISES  AFFECTED — 205  East  67th  Street,  north 
side,  100  feet  east  of  Third  Avenue,  Block  1422,  Lot  5, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  George  D.  Hutchinson. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  obtain  Certificate  of  Occu¬ 
pancy  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  24,  1964,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  December  14,  1965 ;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  a  Certificate  of  Occupancy. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  November  24,  1964,  as  amended 
through  December  14,  1965,  only  as  to  the  time  to  obtain  a 
Certificate  of  Occupancy,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  a  Certificate  of  Occupancy  shall  be  obtained  within 
one  year  from  the  date  of  this  amended  resolution.” 
(Alt.  553-64) 


525-67-BZ 

APPLICANT — Buckley  &  Kisseloff  for  The  Jewish  Guild 
for  the  Blind,  owner. 

SUBJECT — Application  for  consideration — waive  the  Rules 
of  Procedure  and  reopening  for  extension  of  time  to  com¬ 
plete  which  expired  July  18,  1969 — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition  under 
Sections  72-21  and  73-641  of  the  Zoning  Resolution,  per¬ 
mitting  in  an  RIO  district,  the  erection  of  a  ten-story  com¬ 
munity  facility  building  that  exceeds  the  permitted  lot  cov¬ 
erage  and  encroaches  on  the  required  rear  yard  and  rear 
yard  equivalent. 

PREMISES  AFFECTED— 15-25  West  65th  Street,  north 
side,  400  feet  west  of  Central  Park  West,  48  West  66th 
Street,  Block  1118,  Lots  14,  16,  17,  18,  19,  20  and  51, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  L.  Kisseloff. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 
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THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  18,  1967,  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  February  6, 
1968 ;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  July  18,  1967,  as  amended  through 
February  6,  1968,  only  as  to  the  time  to  complete  the  work, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.”  (N.B. 
19-67) 


99-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  United  Jewish 
Appeal  of  Greater  New  York,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  which  expires  May  27,  1971 — decision 
of  the  Borough  Superintendent;  previously  granted  on 
condition  under  Sections  72-21  and  73-641  of  the  Zoning 
Resolution,  permitting  in  a  C3-1  district,  the  erection  of  an 
additional  story  to  an  existing  6  story  community  facility 
building  that  penetrates  the  sky  exposure  plane  and  en¬ 
croaches  on  the  required  rear  yard. 

PREMISES  AFFECTED— 216  to  224  West  58th  Street, 
south  side,  211  feet  2  inches  east  of  Broadway,  Block  1029, 
Lot  43,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
May  27,  1969,  on  certain  conditions ;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  May  5,  1970 ;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  27, 
1969,  as  amended  through  May  5,  1970,  only  as  to  the  time 
to  complete  the  work,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  May  27,  1971.”  (Alt.  1858-68) 


352-69-BZ 

APPLICANT — Norman  Osofsky  for  BKV  Realty,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  which  expired  September  30,  1970 — de¬ 
cision  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  an  R6  district,  the  change  in  occupancy  of 
the  first  floor  of  an  existing  two  story  building  from  a 
machine  shop  and  electrical  repair  shop  to  an  animal  hos¬ 
pital. 

PREMISES  AFFECTED — 411  Vanderbilt  Avenue,  east 
side,  142  feet  6  inches  south  of  Greene  Avenue,  Block  1960, 
Lot  28,  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  Norman  Osofsky. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


TPIE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
September  30,  1969,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  September  30,  1969,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(Alt.  632-69) 


87-70-BZ — Vol.-II 

APPLICANT — Buckley  &  Kisseloff  for  Staten  Island  Small 
Cars,  Ltd.,  owner. 

SUBJECT- — Application  for  consideration,  reopening  as  Vol¬ 
ume  II,  subject  to  regular  procedure — decision  of  the  Bor¬ 
ough  Superintendent ;  previously  denied  under  Section 
11-412  of  the  Zoning  Resolution,  permitting  in  a  Cl-2  and 
R5  district,  the  enlargement  in  lot  area  and  floor  area  of 
an  automotive  sales  and  service  establishment  with  acces¬ 
sory  parking  and  storage. 

PREMISES  AFFECTED — 1855  Hylan  Boulevard,  west 
side,  182.65  feet  south  of  Naughton  Avenue,  Block  3548, 
Lot  18,  Grant  City,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Samuel  L.  Kisselofif. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  . . .  0 


692-70-BZ 

APPLICANT — Thomas  P.  Crinnion,  for  Melvin  Brecher, 
owner. 

SUBJECT — Application  November  17,  1970 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district  the  erection 
of  a  second  story  enlargement  to  an  existing  dwelling  that 
increases  the  degree  of  non  compliance  within  the  rear 
yard. 

PREMISES  AFFECTED — 2929  DeWitt  Place,  west  side, 
546.81  feet  south  of  Gun  Hill  Road,  Block  4564,  Lot  100, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Thomas  P.  Crinnion  and  Melvin  Brecher. 
For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  June  8,  1971,  at  10 
A.M.,  for  decision;  applicant  to  submit  additional  infor¬ 
mation  ;  previously  inspected ;  hearing  closed. 
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703-70-BZ 

APPLICANT — Maurice  Intrator,  for  Loyal  Order  of 
Moose,  Incorporated,  owner;  Richmond  Hill  Lodge  1176, 
lessee. 

SUBJECT — Application  November  24,  1970 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district  the  erec¬ 
tion  of  a  one  story  and  cellar  enlargement  to  an  existing 
dance  hall,  banquet  hall  and  meeting  room  and  the  addition 
to  the  uses  to  include  cabaret. 

PREMISES  AFFECTED — 87-25  118th  Street,  east  side, 
213.67  feet  south  of  Jamaica  Avenue,  Block  9328,  Lots  86 
and  85,  Richmond  Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maurice  Intrator,  Charles  Cowling  and 
John  Tewes. 

For  Opposition :  Gertrude  and  Leroy  Richardson,  Josephine 
Assman  and  Vito  P.  Ventimiglia. 

ACTION  OF  BOARD — Laid  over  to  June  8,  1971,  at  10 
A.M.,  for  decision;  applicant  to  file  drawings;  previously 
inspected;  hearing  closed. 


165-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Nucastle  Motors 
Corporation,  owner. 

SUBJECT — Application  March  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  conversion 
of  an  existing  parking  lot  to  an  automobile  sales  and  office 
with  an  entrance  within  50  feet  of  intersecting  street. 
PREMISES  AFFECTED — 10002  4th  Avenue,  southwest 
corner  of  100th  Street,  Block  6137,  Lot  81,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino  and  Robert  W. 
Thabit. 

For  Opposition :  Wanda  Gawronski  and  Margaret  Kirby. 
ACTION  OF  BOARD — Laid  over  to  June  8,  1971,  at  10 
A.M.,  for  hearing  at  the  request  of  the  community  plan¬ 
ning  board. 


180-71-BZ 

APPLICANT — Savignano,  Strange  and  Vella  for  Joseph 
Murro,  owner. 

SUBJECT — Application  March  29,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  an  Ml-1  district,  the  erection 
of  a  three  story  and  basement  two  family  dwelling. 

PREMISES  AFFECTED — 918-62nd  Street,  south  side,  140 
feet  east  of  9th  Avenue,  Block  5729,  Lot  14,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  James  M.  Vella. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  June  8,  1971,  at  10 
A.M.,  for  decision;  applicant  to  file  drawing;  previously 
inspected ;  hearing  closed. 


185-71-BZ 

APPLICANT— Mok  and  Sonber  for  The  Abbey  Funeral 
Director,  Incorporated,  owner. 

SUBJECT — Application  March  30,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412,  72-21  and 
73-27  of  the  Zoning  Resolution,  to  permit  in  a  Cl-8  district 
at  an  existing  funeral  establishment  previously  before  the 


Board,  the  erection  of  two  additional  stories  and  without 
the  required  loading  berth. 

PREMISES  AFFECTED — 888  Lexington  Avenue,  south¬ 
west  corner  of  66th  Street,  Block  1400,  Lot  58,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Paul  Mok,  Denis  P.  Coleman,  John  H. 

Sherry  and  Francis  J.  Coleman. 

For  Opposition :  Roger  M.  Bernstein. 

ACTION  OF  BOARD — Laid  over  to  June  8,  1971,  at  10 
A.M.,  for  continued  hearing. 


186-71-A 

APPLICANT — Mok  and  Sonber  for  The  Abbey  Funeral 
Director,  Incorporated,  owner. 

SUBJECT — Application  March  30,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress. 
PREMISES  AFFECTED — 888  Lexington  Avenue,  south¬ 
west  corner  of  66th  Street,  Block  1400,  Lot  58,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Paul  Mok,  Denis  P.  Coleman,  John  H. 
Sherry  and  Francis  J.  Coleman. 

ACTION  OF  BOARD — Laid  over  to  June  8,  1971,  at  10 
A.M.,  for  continued  hearing. 


188-71-BZ 

APPLICANT — Savignano,  Strange  and  Vella  for  Paul  Di- 
Stefano,  owner. 

SUBJECT — Application  April  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-63  of 
the  Zoning  Resolution,  to  permit  in  a  Cl. 3  and  R5  district, 
at  an  existing  three  story  building,  the  enlargement  in 
area  of  the  first  floor  furniture  refinishing  establishment 
that  increases  the  degree  of  non-compliance  in  floor  area 
ratio. 

PREMISES  AFFECTED — 563  Kings  Highway,  north  side, 
96.2J^  feet  west  of  East  5th  Street,  Block  6661,  Lot  42, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  M.  Vella  and  Paul  DiStefano. 

For  Opposition:  Jacob  Hindin,  Edna  Rozof,  Martha  Hin- 
din,  Joseph  Rosof,  Evelyn  Buch  and  Joseph  Buch. 

ACTION  OF  BOARD— Laid  over  to  June  8,  1971,  at  10 
A.M.,  for  continued  hearing. 


193-71-BZ 

APPLICANT — John  G.  Drumm  for  Pauline  Horing, 
owner;  James  and  Eileen  Seidelbach,  lessee. 

SUBJECT — Application  April  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-241  of  the 
Zoning  Resolution,  to  permit  in  a  C2-3  district,  at  an 
existing,  three  story  building,  the  addition  to  the  use  of 
the  first  floor  restaurant  to  include  cabaret. 

PREMISES  AFFECTED — 1476  Flatbush  Avenue,  west 
side,  120  feet  north  of  Glenwood  Road,  Block  5249,  Lot 
67,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  G.  Drumm,  Eileen  Seidelbach  and 
James  Seidelbach. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  June  8,  1971,  at  10 
A.M.,  for  continued  hearing;  applicant  to  submit  additional 
information;  previously  inspected. 
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481-63-BZ — Vol.  II 

APPLICANT— Otto  J.  and  Warren  A.  Sambach  for  Union 
Hospital  of  The  Bronx,  owner. 

SUBJECT — Application  reopened  September  22,  1970  as 
Volume  II — decision  of  the  Borough  Superintendent,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R7-1  district,  the  erection  of  a  five  story  and  basement 
enlargement  to  a  hospital  previously  before  the  Board. 

PREMISES  AFFECTED— 260  East  188th  Street,  south 
side,  from  Tiebout  Avenue  to  Valentine  Avenue,  Block 
3147,  Lot  50,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Warren  H.  Sambach. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

N  egative :  . 


5 

0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  May  11,  1971,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  May  25,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  15,  1971,  acting  on  Alt.  Applic.  160/1970, 
reads : 

“1.  Proposal  to  erect  a  four  story  and  basement  ex¬ 
tension  to  subject  building  violates  the  resolution  of  the 
B.S.A.  Cal.  No.  481-63-BZ.  This  application  must  be 
referred  back  to  B.S.A.  as  per  Sect.  11-412  of  Amended 
Zoning  Resolution.” 

and 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R7-1 
district,  the  erection  of  a  five-story  and  basement  enlarge¬ 
ment  to  a  hospital  previously  before  the  Board,  on  condition 
that  all  work  shall  conform  to  drawings  filed  with  this  appli¬ 
cation  marked  “Received  January  5,  1971,”  10  sheets;  and 
that  all  laws,  rules  and  regulations  applicable  be  complied 
with,  and  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 


548-69-BZ— Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Charles  F. 
Harding,  owner. 

SUBJECT — Application  reopened  March  2,  1971  as  Volume 
II — decision  of  the  Borough  Superintendent,  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2  dis¬ 
trict,  the  erection  and  maintenance  of  an  automotive  service 
station  with  accessory  uses  and  accessory  sign. 

PREMISES  AFFECTED — 107-10  Astoria  Boulevard, 
southeast  corner  of  107th  Street,  Block  1694,  Lots  1,  2, 
6  and  9,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  April  6,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  April  27,  1971;  then  to  May  11,  1971; 
and  then  to  May  25,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  19,  1971,  acting  on  N.  B.  Applic.  966/1969, 
reads : 

“1.  Proposed  construction  of  an  Automotive  Service 
Station  (Use  Group  16  B)  in  an  R3-2  Zone  is  contrary 
to  Section  22-00  of  the  Zoning  Resolution. 

2.  Illuminated  non-flashing  sign  is.  contrary  to  Sec. 
32-62  and  22-32  of  the  Zoning  Resolution. 

“3.  Since  there  are  no  applicable  bulk  provisions  for 
a  commercial  bldg,  in  a  Residence  Zone  this  application 
is  referred  to  the  Board  of  Standards  and  Appeals  for 
their  consideration.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R3-2  district,  for  a  term  of  ten  years,  the 
erection  and  maintenance  of  an  automotive  service  station 
with  accessory  signs  restricted  to  the  pumping  of  gasoline 
which  omits  automotive  service  and  repair,  on  condition 
that  all  work  shall  conform  to  drawings  filed  with  this  appli¬ 
cation  marked  “Received  February  5,  1971,”  4  sheets,  and 
“May  19,  1971,”  one  sheet;  and  that  all  laws,  rules  and  regu¬ 
lations  applicable  be  complied  with,  and  substantial  con¬ 
struction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


418-70-BZ 

APPLICANT— Arthur  J.  McGee  for  Richard  DiLoretto 
and  Salvatore  Sciortino,  owners. 

SUBJECT— Application  July  27,  1970— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  enlargement  in 
area  of  an  existing  swimming  club  previously  before  the 
Board  for  use  as  tennis  courts  with  accessory  parking. 

PREMISES  AFFECTED— 28-51  216th  Street,  east  side, 
125  feet  south  of  28th  Road,  Blocks  6019,  6059,  Lots  2,  5, 
45  and  12,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  Sophie  G.  Karp,  Eleanor  Ignal  and 
Frank  M.  De  Vito. 
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RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  23,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  April  6,  1971;  then  to  April  27,  1971 ; 
then  to  May  11,  1971;  then  to  May  25,  1971;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  1,  1970,  acting  on  Alt.  Applic.  1182/19 66, 
reads : 

“1.  Proposed  addition  of  25  cars  accessory  parking 
area  and  3  tennis  courts  to  existing  private  club  is  con¬ 
trary  to  B.  of  S.  and  A.  Resolution  Cal.  No.  901-66-BZ 
and  is  hereby  referred  back  to  the  B.  of  S.  and  A.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  a  finding  under  Section 
72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  December  1,  1970,  acting  on  Alt.  Applic.  1182/1966, 
Objection  No.  1,  and  be  and  it  hereby  is  affirmed  and  that 
the  application  be  and  it  hereby  is  denied. 


419-70-A 


APPLICANT — Arthur  J.  McGee  for  Richard  DiLoretto 
and  Salvatore  Sciortino,  owners. 

SUBJECT — Application  July  27,  1970 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  erection  of 
building  in  bed  of  a  mapped  street. 

PREMISES  AFFECTED— 28-51  216th  Street,  east  side, 
125  feet  south  of  28th  Road,  Block  6019,  Lots  2,  5  and  45, 
Block  6059,  Lot  12,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  15,  1970,  on  Alt.  Applic.  1182-66,  reads: 

“1.  Proposed  addition  of  25  car  Accessory  Parking 
Area  and  3  Tennis  Courts  to  Existing  Private  Club 
Partly  within  Mapped  216th  Street  is  contrary  to 
General  City  Law  Art.  Ill,  P.  35. 

Note:  B.  of  S.  &  A.  901-66-BZ)  r  come  nremises  ” 

B.  of  S.  &  A.  902-66-A  J  for  same  Premises‘ 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  December  15,  1970,  acting  on  Alt.  Applic.  1182-66, 
Objection  No.  1,  be  and  it  hereby  is  affirmed  and  that  the 
appeal  be  and  it  hereby  is  denied. 


655-70-BZ 

APPLICANT — John  Zenir  for  Michael  Leyden,  owner. 
SUBJECT— Application  November  4,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  on  a  plot 
with  two  dwellings,  the  subdivision  into  separate  lots  that 
creates  non-compliance  in  the  rear  yard  and  lot  area  per 
room. 

PREMISES  AFFECTED— 99A  Schofield  Street,  north 
side,  111.98  feet  west  of  City  Island  Avenue,  Block  5628, 
Lot  130,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  K.  H.  Koons. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
May  4,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  May  11,  1971 ;  then  to  May  25,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  28,  1970,  acting  on  Alt.  Applic.  491/1969, 
reads : 

“1.  Proposed  subdivision  creates  a  lot  with  a  rear 
3rard  less  than  30'-0  and  is  contrary  to  Sect.  23-47 
N.  Y.  C.  Zoning  Resolution  (R3  Dist.). 

2.  Proposed  subdivision  reduces  the  size  of  a  lot 
which  was  already  non-complying  as  to  minimum  lot 
area  under  Sect.  23-32  N.  Y.  C.  Zoning  Res.  thereby  in¬ 
creasing  the  degree  of  non-compliance.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R3-2  district,  on  a  plot  with  two  dwellings  the  subdivision 
into  separate  lots  that  creates  non-compliance  in  the  rear 
yard  and  lot  area  per  room,  on  condition  that  all  work  shall 
conform  to  drawings  filed  with  this  application  marked 
“Received  November  4,  1970,”  6  sheets ;  that  all  laws,  rules 
and  regulations  applicable  be  complied  with,  and  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


656-70-BZ 

APPLICANT — John  Zenir  for  Robert  Leyden,  owner. 

SUBJECT — Application  November  4,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  on  a  plot 
with  two  dwellings,  the  subdivision  into  separate  lots  that 
creates  non-compliance  in  the  front  yard  and  lot  area  per 
person. 
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PREMISES  AFFECTED— 99B  Schofield  Street,  north 
side,  111.98  feet  west  of  City  Island  Avenue,  Block  5628, 
Lot  131  (tent.),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  K.  H.  Koons. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
May  4,  1971.  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  May  11,  1971;  then  to  May  25,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  28,  1970,  acting  on  Alt.  Applic.  492/1969, 
reads : 

“1.  Proposed  subdivision  creates  a  lot  which  does 
not  have  access  to  a  legal  street  and  is  contrary  to  Art. 
3,  Sect.  36,  General  City  Law. 

2.  Proposed  subdivision  creates  a  lot  with  a  front 
yard  less  than  15'-0  and  is  contrary  to  Sec.  23-45  N.  Y.  C. 
Zoning  Resolution. 

3.  Proposed  subdivision  creates  a  lot  with  an  area 
less  than  the  minimum  required  by  Sec.  23-32  N.  Y.  C. 
Zoning  Res.  for  an  R3-2  district.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R3-2  district,  on  a  plot  with  two  dwellings  the  subdivision 
into  separate  lots  that  creates  non-compliance  in  the  front 
yard  and  lot  area  per  room,  on  condition  that  all  work  shall 
conform  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  November  4.  1970,”  6  sheets;  that  all  laws,  rules  and 
regulations  applicable  be  complied  with,  and  substantial  con¬ 
struction  be  completed  within  one  year  from  the  date  of  this 
resolution. 

657-70-A 

APPLICANT — John  Zenir  for  Robert  Leyden,  owner. 
SUBJECT — Application  November  4,  1970 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED— 99B  Schofield  Street,  north 
side,  111.98  feet  west  of  City  Island  Avenue,  Block  5628, 
Lot  131  (tentative),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  H.  K.  Koons. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  28,  1970  on  Alt.  Applic.  492-69,  reads : 

“1.  Proposed  subdivision  creates  a  lot  which  does 
not  have  access  to  a  legal  street  and  is  contrary  to  Art.  3, 
Sect.  36  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  28,  1970,  acting  on  Alt.  Applic.  492-69,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  all  work  conform  to  the  resolution  adopted  this  day 
under  Calendar  Number  656-70-BZ ;  and  that  all  other  laws, 
rules  and  regulations  be  complied  with. 


699-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Phillip  Pepper, 
owner. 

SUBJECT— Application  November  18,  1970 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  one  story  building  for  use  as  a  store  with  accessory 
parking  in  the  open  area. 

PREMISES  AFFECTED — 2940  Cropsey  Avenue,  north¬ 
west  corner  of  Bay  53rd  Street,  Block  6949,  Lot  37,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  Matthews  S.  Deaveiro. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD- — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  30,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  April  20,  1971;  then  to  May  4,  1971; 
then  to  May  18,  1971 ;  then  to  May  25,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  21,  1970,  acting  on  N.  B.  Applic.  302/1970, 
reads : 

“1.  Proposes  one  story  open  building,  to  be  used  as 
an  open  food  store  in  Use  Group  6,  is  not  permitted  as  of 
right  in  an  R4  District  and  is  contrary  to  Sect.  22-00 
of  Z.  R. 

2.  There  are  no  bulk,  parking,  or  loading  berth 
regulations  for  non-conforming  uses  in  Residence  Dis¬ 
tricts  therefore  refer  to  B.  S.  A. 

3.  Refer  all  signs  and  curb  cuts  to  B.  S.  A.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  and; 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
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and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R4  district  for  a  term  of  ten  years,  the  erection 
of  a  one-story  building  for  use  as  a  store  with  accessory 
parking  in  the  open  area,  on  condition  that  all  work  shall 
conform  to  drawings  filed  with  this  application  marked 
“Received  November  18,  1970,”  one  sheet,  and  “May  14, 
1971,”  2  sheets;  on  further  condition  that  the  operation  of 
these  premises  for  the  permitted  use  shall  not  extend  beyond 
9  P.M. ;  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with,  and  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 

4S-71-BZ 

APPLICANT — Maxfield  Blaufeux  and  Heywood  Blaufeux 
for  Antonio  Pisano,  owner. 

SUBJECT — Application  January  18,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  two  story,  one  family  dwelling  that  encroaches  on  the 
required  side  yards  and  with  a  porch  within  the  required 
front  yard. 

PREMISES  AFFECTED — 1256  East  54th  Street,  west  side, 
350  feet  north  of  Avenue  K,  Block  7801,  Lot  59,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Heywood  Blaufeux. 

For  Opposition :  Gertrude  Penney. 
RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  May  11,  1971,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  May  25,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  13,  1971,  acting  on  N.B.  Applic.  367/1970, 
reads : 

“1.  The  proposed  one-family  dwelling  in  an  R4 
zone,  constructed  along  a  side  lot  line  and  without  two 
five-foot  side  yards  is  contrary  to  23-48  and  23-49  Z.R. 

2.  The  proposed  balcony  (porch)  in  the  required 
front  yard  is  contrary  to  23-13  and  23-45  Z.R.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R4  district,  the  erection  of  a  two-story,  one-family  dwell¬ 
ing  that  encroaches  on  the  required  side  yards  and  with  a 
porch  within  the  required  front  yard,  on  condition  that  all 
work  conform  to  drawings  filed  with  this  application  marked 
“Received  January  18,  1971,”  3  sheets ;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 


65-71-BZ 

APPLICANT — Kenneth  H.  Koons  for  Nicholas  Giancas- 
paro,  owner. 

SUBJECT — Application  January  28,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  one  story  enlargement  to  an  existing  auto  repair  shop 
that  encroaches  on  the  required  rear  yard  equivalent  and 
side  yard. 

PREMISES  AFFECTED— 2939  Edson  Avenue,  west  side, 
122.25  feet  north  of  Arnow  Avenue,  Block  4797,  Lot  23, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  K.  H.  Koons. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
May  11,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  May  25,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  5,  1970,  acting  on  Alt.  Applic.  196/1970,  reads: 

“1.  The  proposed  enlargement  of  an  Automotive 
repair  shop,  previously  approved  by  the  B.  S.  A.  under 
Cal.  654-66-BZ  and  located  in  a  R4  district  is  contrary 
to  Section  22-10  of  Z.  R.  and  B.  S.  A.  Cal.  654-66-BZ 
and  is  hereby  denied. 

6.  Enlargement  of  an  existing  building  not  meeting 
the  rear  yard  equivalency  and  side  yard  requirements  is 
contrary  to  Section  23-01  of  Z.  R.  (Commercial  building 
located  in  a  R4  district  &  B.  S.  A.  654-66-BZ).” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R4 
district  for  a  term  of  ten  years,  the  erection  of  a  one-story 
enlargement  to  an  existing  auto  repair  shop  that  encroaches 
on  the  required  rear  yard  equivalent  and  side  yard,  on  con¬ 
dition  that  all  work  shall  conform  to  drawings  filed  with  this 
application  marked  “Received  January  28,  1971,”  5  sheets; 
and  that  all  laws,  rules  and  regulations  applicable  be  complied 
with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


117-71-BZ 

APPLICANT — Knappe  and  Johnson  for  New  York  City 
Board  of  Education,  owner. 

SUBJECT — Application  March  4,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-641  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R6  district,  the 
erection  of  a  three  story  intermediate  school  that  en¬ 
croaches  on  the  required  rear  yard,  rear  yard  equivalent 
and  exceeds  the  permitted  floor  area  ratio  and  lot  coverage. 
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PREMISES  AFFECTED— 40  Ten  Eyck  Street,  southwest 
corner  of  Lorimer  Street,  Block  3022,  Lot  16,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  J.  Andres. 

For  Opposition:  None. 

RECOMMENDATION  OF  TPIE  COMMUNITY 
BOARD- — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  May  11,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  May  25,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  1,  1971,  acting  on  N.  B.  Applic.  303/1970,  reads: 

“1.  Provide  required  rear  yard  equivalents  for  all 
portions  of  lot  qualifying  as  through  lots.  (Z.  R.  24-382). 

2.  Provide  30'  rear  yards  for  all  portions  of  lot 
qualifying  as  interior  lots.  (Z.  R.  24-36). 

3  Comply  with  maximum  floor  area  ratio  and 
maximum  lot  coverage  for  all  portions  of  lot  qualifying 
as  corner  lots  (Z.  R.  24-11).” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R6  district,  the  erection  of  a  3-story  intermedi¬ 
ate  school  that  encroaches  on  the  required  rear  yard,  rear 
yard  equivalent  and  exceeds  the  permitted  floor  area  ratio 
and  lot  coverage,  on  condition  that  all  work  shall  conform 
to  drawings  filed  with  this  application  marked  “Received 
March  4,  1971,”  9  sheets,  and  “April  1,  1971,”  one  sheet;  and 
that  all  laws,  rules  and  regulations  applicable  be  complied 
with,  and  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 


164-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  Gulf  Oil  Cor¬ 
poration,  owner. 

SUBJECT — Application  March  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-412  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  Cl-2  and  R3-2  dis¬ 
trict,  the  reconstruction  of  an  automotive  service  station 
with  accessory  uses  and  accessory  signs  previously  before 
the  Board. 

PREMISES  AFFECTED — 1705  Richmond  Avenue  and  3100 
Victory  Boulevard,  southeast  corner,  Block  2070,  Lot  42, 
Bulls  Head,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
May  11,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  May  25,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  26,  1971,  acting  on  N.B.  Applic.  78/1971, 
reads : 

“1.  Proposed  automotive  service  station  U.  G.  16B, 
including  business  signs  and  curb  cut  locations,  on  a  lot 
within  a  Cl-2  and  R3-2  district  is  not  permitted  as  of 
right  and  is  contrary  to  Sections  32-25  and  22-00  of  the 
Zoning  Resolution. 

2.  Accessory  double  faced  ground  sign  projecting 
more  than  18"  across  a  street  line  is  contrary  to  Sec. 
32-652  of  the  Zoning  Resolution. 

Note:  Prior  applications  filed  under  Cal.  32-57-BZ 
and  33-57-A.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  .Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on.  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
Cl-2  and  R3-2  district,  the  reconstruction  of  an  automotive 
service  station  with  accessory  uses  .  and  accessory  signs 
previously  before  the  Board,  on  condition  that  all  work  shall 
conform  to  drawings  filed  with  this  application  marked 
“Received  March  2,  1971,”  4  sheets;  and  that  all  laws,  rules 
and  regulations  applicable  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 

Adjourned:  12:30  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MAY  25,  1971,  2  P.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

1464-39-GR 

APPLICANT — Mr.  Austin  Amback. 

SUBJECT — Additional  inspection  agency. 

APPEARANCES— 

For  Applicant:  James  A.  Fitzpatrick. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recommen¬ 
dation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker. 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 


546 


MINUTES 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 

1464-39-GR — Amendment  to  resolution  as  to  change  of  name 
of  approved  inspection  agency. 

Amback  Agency,  Green  Bay,  Wisconsin,  filed  a  request 
that  the  name  of  the  approved  inspection  agency  be  changed 
from  Austin  Amback  to  Amback  Agency. 

Mr.  Austin  Amback  was  approved  as  an  inspection  agency 
June  28,  1955  under  this  Calendar  Number. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  approved  inspection  agency  formerly  known 
as  Austin  Amback  may  now  be  known  as  Amback  Agency 
on  condition  that  all  the  requirements  of  Mr.  Amback’s  ap¬ 
proval  be  complied  with. 

(Sgd.)  H.  M.  Karson,  R.A., 
for  Solomon  Sheer,  P.E., 
Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

1464-39-GR 

APPLICANT — Mr.  Herbert  Garner,  P.  E. 

SUBJECT — Additional  inspection  agency. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

1464-39-GR — Amendment  to  resolution  as  to  additional  in¬ 
spection  agency;  namely  Mr.  Herbert  Garner,  P.  E. 

Mr.  Herbert  Garner,  East  Kinnicutt  Road,  Pound  Ridge, 
New  York  10576  filed  a  request  for  consideration  as  an  ap¬ 
proved  inspection  agency  under  the  Rules  of  the  Board  for 
Inspection  of  Opening  Protective  Assemblies.  He  proposes 
that  the  work  of  inspection  will  be  personally  performed  by 
him. 

The  Committee  on  Test  has  reviewed  the  qualifications  of 
the  applicant  and  on  that  basis  recommends  that  Mr.  Herbert 
Garner,  East  Kinnicutt  Road,  Pound  Ridge,  N.  Y.  be  ap¬ 
proved  as  an  inspection  agency  under  the  provisions  of  the 
Rules  of  the  Board  of  Standards  and  Appeals  on  Inspection 
of  Opening  Protective  Assemblies  and  that  such  approval 
shall  remain  in  force  until  rescinded  by  the  Board  and  that 
all  inspections  shall  be  made  personally  by  the  applicant. 

(Sgd.)  H.  M.  Karson,  R.A., 
for  Solomon  Sheer,  P.E., 
Director, 

John  A.  Darts. 

Asst.  Engr., 
Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


316-52-SM 

APPLICANT — Armstrong  Cork  Company,  owner. 
APPEARANCES— 

For  Applicant :  David  R.  Dombar. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

N  egative :  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

316-52-SM — Amendment  to  resolution  as  to  additional  trade 
names  and  an  additional  test  result. 

Armstrong  Cork  Company,  New  York,  requested  that  the 
resolution  adopted  March  23,  1954  and  amended  June  25, 
1963  under  Calender  No.  316-52-SM  be  reopened  and 
amended  as  to  additional  trade  names  and  an  additional  test 
result. 

PROPOSED  USE:  Incombustible  acoustical  tile. 
DESCRIPTION :  The  tile,  Armstrong  Minatone,  is  com¬ 
posed  of  mineral  wool  fibers  bound  together  with  fillers, 
binders,  and  water  to  form  a  slurry.  This  is  then  laid  out 
on  framing  equipment  to  form  a  wet  mat.  This  mat  is  then 
cut  to  lengths,  dried  at  elevated  temperatures,  cut  into  tiles, 
sanded  to  uniform  thicknesses,  and  given  surface  treatments 
such  as  fissures,  perforations,  and  embossings.  The  material 
is  cut  to  the  desired  size  and  the  edge  detail,  square  edge, 
kerfed  edge,  or  tongue  and  groove  edge,  is  fabricated.  The 
surface  of  the  tile  is  then  painted  and  inspected. 

The  additional  trade  names  for  products  using  the  same 
base  material  are  Armstrong  Minatone  faced  with  Mylar, 
Armstrong  Fashiontone  Tile,  and  Armstrong  vinyl  plastic 
acrylic  paint  finish  Minatone. 

INSPECTION  AND  TEST :  The  tiles,  including  those 
marketed  under  the  additional  trade  names,  were  given  a 
Class  25  flamespread  rating  by  Underwriters’  Laboratories. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  23,  1954  and 
amended  June  25,  1963  under  Calendar  Number  316-52-SM 
be  reopened  and  amended  as  to  additional  trade  names  and 
an  additional  test  result,  as  shown  above,  on  condition  that 
the  requirements  of  the  original  resolution  and  previous 
amendment  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls 
of.  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  the  approval. 

(Sgd.)  H.  M.  Karson,  R.A., 
for  Solomon  Sheer,  P.E., 
Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 
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511-52-SA 

APPLICANT — Norman  Products  Company,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
511-52-SA — Amendment  to  resolution  as  to  change  in  trade 
name  of  gas  fired  unit  heaters. 

Norman  Products  Company,  Columbus,  Ohio,  requested 
that  the  resolution  adopted  February  9,  1954  and  amended 
through  May  9,  1961,  under  Calendar  Number  511-52-SA  be 
reopened  and  amended  as  to  change  in  trade  name. 
PROPOSED  USE:  Gas  fired  unit  heater. 

DESCRIPTION :  Norman  Products  Company  has  become 
Norman  ITT  and  transferred  trade  name  and  point  of  man¬ 
ufacture  of  gas  fired  unit  heaters,  Models  RHD-85C,  RHD- 
115C,  RHD-85D,  and  RHD-115D,  to  Reznor  I  T  T,  Mercer, 
Pennsylvania. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  9,  1954  and 
amended  through  May  9,  1961  under  Calendar  Number  511- 
52-SA  be  reopened  and  amended  as  to  change  in  trade  name 
to  Reznor  I  T  T  of  gas  fired  heaters,  Models:  RHD-85C, 
RHD-115C,  RHD-85D,  and  RHD-115D,  on  condition  that 
the  requirements  of  the  original  resolution  and  previous 
amendments  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  R.A., 
for  Solomon  Sheer,  P.E., 
Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

557-52-SA 

APPLICANT — Dover  Corp.,  Peerless  Division. 

APPEARANCES— 

For  Applicant :  Kenneth  A.  Hanson. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
557-52-SA — Amendment  to  resolution  as  to  addition  of  gas 
fired  unit  heaters. 

Dover  Corporation,  Peerless  Division,  Louisville,  Ken¬ 
tucky,  requested  that  the  resolution  adopted  November  12, 
1952  and  amended  through  March  15,  1966  under  Calendar 
Number  557-52-SA  be  reopened  and  amended  as  to  addition 
of  gas  fired  unit  heaters. 

PROPOSED  USE:  Gas  fired  unit  heaters. 
DESCRIPTION:  Models  LUH/350  and  400  are  larger 
versions  of  previously  approved  heaters.  They  have  capaci¬ 
ties  of  350,000  and  400,000  BTU,  respectively. 

Models— LUHSB-50,  LUHSB-75,  LUHSB-100,  LUHSB- 
125,  LUHSB-150,  LUHSB-175,  LUHSB-200,  LUHSB-225, 
LUHSB-250,  LUHSB-300,  LUHSB-350,  and  LUHSB-400 
are  unit  gas  heaters  assembled  with  centrifugal  blowers. 
Controls  include  automatic  fan  control,  high  temperature 
limit  control,  safety  pilot  thermocouple  actuation,  gas  valve, 
pressure  regulator  pilot  adjustment,  and  manual  shutoff.  The 
motor  operates  on  115  volts  and  produces  34  hp.  The  heat 
exchangers  are  multi-tubular  style,  heliarc  welded,  her- 
metrically  sealed,  and  made  of  aluminum.  The  burners  are 
made  of  aluminized  steel  and  have  double  row  flared  ports 
and  stainless  steel  inserts.  The  venting  system  consists  of 
aluminized  steel  draft  diverters  with  top  and/or  rear  flue 
outlets. 

The  cabinets  are  made  of  steel  and  faced  with  enamel.  The 
gas  supply  is  between  5"  and  14"  pressure  for  natural  gas  and 
11"  for  propane,  and  produces  a  temperature  rise  of  between 
45°F.  and  75°F.  at  2"  external  static  pressure.  The  heaters 
are  rated  at  the  model  number  multiplied  by  1,000  in  BTU. 
INSPECTION  AND  TEST:  All  models  have  been  ap¬ 
proved  by  the  American  Gas  Association  under  the  provisions 
of  USASI  Z21.16  and/or  USASI  Z21.47. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  12,  1952  and 
amended  through  March  15,  1966  under  Calendar  Number 
557-52-SA  be  reopened  and  amended  as  to  addition  of  gas 
fired  unit  heaters,  models  LUH/UH-350,  LUH/UH-400, 
LUHSB-50,  LUHSB-75,  LUHSB-100,  LUHSB-125, 
LUHSB-150,  LUHSB-175,  LUHSB-200,  LUHSB-225, 
LUHSB-250,  LUHSB-300,  LUHSB-350,  and  LUHSB-400, 
on  condition  that  the  requirements  of  the  original  resolution 
and  previous  amendments  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
anproval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  R.A., 
for  Solomon  Sheer,  RE., 
Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved ,  that  the  Board  of  Standards .  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

875-54-SM 

APPLICANT — Lupton  Manufacturing  Company,  owner. 

APPEARANCES— 

For  Applicant :  David  G.  Kelly. 


548 


MINUTES 


ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  On  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

875-54-SM— Amendment  to  resolution  as  to  addition  of 
aluminum  windows. 

Lupton  Manufacturing  Company,  New  York  City,  re¬ 
quested  that  the  resolution  adopted  November  22,  1955  and 
amended  May  10,  1966  under  Calendar  Number  875-54-SM 
be  reopened  and  amended  as  to  addition  of  aluminum 
windows. 

PROPOSED  USE  :  Non-fire  rated  aluminum  windows. 
DESCRIPTION :  Series  No.  400  Double  Hung  Windows 
have  frame  and  sash  members  rigidly  joined  at  the  corners. 
The  joints  between  .  frame  jambs  and  the  sill  are  made 
weather  tight.  Tracking  grooves  are  provided  in  parting 
strips  to  engage  weatherstrip  pile.  Weatherstrip  of  woven 
pile  with  center  fin  of  flexible  vinyl  is  retained  in  grooves 
extruded  in  the  sash  or  frame  members. 

Series  No.  2750  Vertically  Pivoted  Windows  have  frames 
and  ventilator  members  with  profiles  at  least  2"  deep  from 
front  to  back.  All  main  flanges  and  webs,  including  walls 
of  tubular  parts,  are  Y%"  thick,  except  where  reduction  is  per¬ 
mitted  by  Architectural  Aluminum  Manufacturers  Associa¬ 
tion  specifications.  Ventilator  members  are  tubular  in  section. 
The  ventilator  has  two  rows  of  extruded,  plasticized  vinyl 
weatherstrip  with  fused  corners.  Each  row  is  continuous 
around  the  entire  perimeter  of  the  ventilator  and  set  in 
integrally  extruded  pockets  in  the  ventilator  profile. 
INSPECTION  AND  TEST :  The  windows  were  subjected 
to  and  withstood  40  psi  wind  tests  conducted  by  the  Archi¬ 
tectural  Aluminum  Manufacturers  Association.  Tape  glazing 
with  extruded  aluminum  glazing  bead  and  3/16"  thick 
tempered  glass  were  used. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  22,  1955  and 
amended  May  10,  1966  under  Calendar  Number  875-54-SM 
be  reopened  and  amended  as  to  addition  of  aluminum  win¬ 
dows,  Series  No.  400  Double  Hung  Windows  and  Series  No. 
2750  Vertically  Pivoted  Windows,  on  condition  that  they 
shall  be  equipped  with  locks  and  fire  bolts  in  accordance  with 
C26-604.4  (j)  of  the  Building  Code  and  that  they  shall  com¬ 
ply  with  the  requirements  of  the  original  resolution  and  pre¬ 
vious  amendment. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  R.A., 
for  Solomon  Sheer.  P.E., 
Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


485-61-SA 

APPLICANT — Fiese  and  Firstenberger  Mfg.  Inc. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  o 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

485-61-SA — Amendment  to  resolution  as  to  change  of  cor¬ 
porate  name. 

Fiese  and  Firstenberger  Manufacturing,  Inc.,  Fresno,  Cali¬ 
fornia  requested  that  the  resolution  adopted  January  30,  1962 
under  Calendar  Number  485-61-SA  be  reopened  and  amended 
as  to  change  of  corporate  name. 

PROPOSED  USE:  Pumping  of  flammable  or  combustible 
liquids  from  large  storage  tanks. 

DESCRIPTION  :  The  applicant  requests  a  change  of  cor¬ 
porate  name  from  Fiese  and  Firstenberger  Manufacturing, 
Inc.,  to  Floway  Pumps,  Inc.,  the  applicant  has  submitted  an 
affidavit  attesting  to  the  change. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  30,  1962  under 
Calendar  Number  485-61-SA  be  reopened  and  amended  as  to 
change  of  corporate  name,  on  condition  that  the  requirements 
of  the  original  resolution  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change  of 
address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  R.A., 
for  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


1258-61-SM 

APPLICANT — Colonial  Sand  &  Stone  Company,  owner. 

APPEARANCES— 

For  Applicant :  Lawrence  F.  Hickey. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 
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THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1258-61-SM — Amendment  to  resolution  as  to  additional 
strengths  of  concrete  and  to  permit  the  use  of  shear  con- 
nectors. 

Colonial  Sand  &  Stone  Company,  New  \ork  requested  that 
the  resolution  adopted  January  30,  1962  under  Calendar 
Number  1258-61-SM  be  reopened  and  amended  so  as  to 
permit  the  use  of  the  approved  aggregate  in  all  strengths 
of  concrete  and  to  permit  the  use  of  this  material  in  con¬ 
junction  with  shear  connectors. 

PROPOSED  USE:  Lightweight  aggregate  used  in  con¬ 
crete. 

DESCRIPTION  :  There  has  been  no  change  in  the  material 
nor  in  the  method  of  manufacture  of  the  aggregate. 

The  original  approval  limited  the  use  of  the  material 
“Colite”  in  concrete  not  exceeding  4,000  p.s.i.  under  the  pro¬ 
visions  of  the  Administrative  Building  Code.  The  request 
is  to  permit  the  use  of  coarse  Colite  as  an  aggregate  in  all 
strengths  of  concrete. 

INSPECTION  AND  TEST:  The  applicant  has  submitted 
a  report  of  test  conducted  by  Testwell  Laboratories .  Inc., 
New  York  which  showed  that  the  concrete  can  be  designed 
in  accordance  with  Table  10-3. 

The  applicant  has  also  submitted  a  report  of  test  conducted 
by  Lehigh  University.  This  test  was  a  series  of  push-out 
tests  of  Stud  Shear  Connectors  in  Colite  Lightweight  Con¬ 
crete.  The  ultimate  strength  of  connectors  was  19.5  kips/ 
connector.  Using  a  factor  of  safety  of  2  would  give  a  ca¬ 
pacity  of  9.8  Kips/connector  which  is  85%  of  the  values  of 
shear  connectors  in  stone  concrete  as  set  forth  in  the  AISC 
Specification. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  30,  1962  under 
Calendar  Number  1258-61-SM  be  reopened  and  amended  so 
as  to  nermit  the  use  of  Coarse  Colite  Aggregate  for  all 
strengths  of  lightweight  concrete  when  the  requirements  of 
Sub- Article  1004.0  are  complied  with  and  further  that  stud 
shear  connectors  may  be  used  in  lightweight  concrete,  using 
coarse  Colite  as  the  aggregate,  on  condition  that  the  shear 
values/stud  shall  not  exceed  85%  of  the  values  as  set  forth 
in  Table  1.11.4  as  contained  in  AISC  Specifications  on 
further  condition  that  the  notation  on  the  bill  of  lading  as 
reciuired  on  the  approval  granted  January  30.  1962  under 
Calendar  Number  1258-61-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect,  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
in  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  R.A., 
for  Solomon  Sheer.  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards,  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


185-63-SA 

APPLICANT — Stone  Construction  Equipment,  Inc.,  owner. 

APPEARANCES— 

For  Applicant:  None. 


ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  ^ 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
185-63-SA — Amendment  to  resolution  as  to  change  of  owner- 
manufacturer  and  change  of  model  designation. 

Stone  Construction  Equipment  Inc.,  Honeoye,  New  York 
requested  that  the  resolution  adopted  November  6,  1963  and 
amended  December  3,  1963  under  Calendar  Number  185-63- 
SA  be  reopened  and  amended  so  as  to  show  a  change  of 
owner-manufacturer  and  change  of  model  designation. 
PROPOSED  USE:  Oil  fired  salamander  for  temporary 
heat. 

DESCRIPTION :  There  has  been  no  change  in  the  con¬ 
struction  of  the  equipment. 

Stone  Construction  Equipment  Inc.,  have  submitted  an  affi¬ 
davit  showing  that  Stone  Construction  Equipment  Inc.,  have 
purchased  all  right,  assets  etc.,  of  the  Silent  Glow  Corpora¬ 
tion,  Portable  Heater  Division  and  the  approved  heaters,  will 
be  marketed  under  the  following  model  designations : 
SG-150A,  SG-300A  and  SG-500A. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  6,  1963  and  as 
amended  December  3,  1963  under  Calendar  Number 

185-63-SA  be  reopened  and  amended  so  as  to  show  a  change 
of  owner-manufacturer ;  new  owner-manufacturer  being  Stone 
Construction  Equipment  Inc.,  and  that  the  heaters  be 
marketed  under  the  model  designation  of  SG-150A,  SG-300A, 
SG-500A  on  condition  that  the  requirements  of  the  resolution 
adopted  November  6,  1963  and  as  amended  December  3,  1963 
under  Calendar  Number  185-63-SA  are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  willl  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  R.A., 
for  Solomon  Sheer,  P.E., 
Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


578-63-SM 

APPLICANT — Johns-Manville  Sales  Corporation. 

APPEARANCES— 

For  Applicant:  Carl  Herdman. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 
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THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

W  hereas,  the  report  of  a  Committee  on  Test  reads : 

578-63-SM — Amendment  to  resolution  as  to  additional  names 
and  sizes  of  acoustical  tile. 

Johns-Manville  Sales  Corporation,  Building  Products  Di¬ 
vision,  New  York,  requested  that  the  resolution  adopted 
December  3,  1963  and  amended  through  April  29,  1970  under 
Calendar  Number  578-63-SM  be  reopened  and  amended  as  to 
additional  names  and  sizes  of  acoustical  tile. 

PROPOSED  USE:  Noncombustible  acoustical  tile  and 
panel. 

DESCRIPTION :  Sizes  are  y8"  or  y4"  x  12"  x  12"  to  %" 
or  ffl  x  12"  x  12"  for  tile  with  either  kerfed  and  cutback 
edges  or  tongue  and  groove  and  kerfed  edges,  and  y8"  or  y4" 
x  24"  x  24"  to  Y%"  or  %"  x  24"  x  60"  for  panels  with 
square  or  rabbeted  edges.  Names  to  be  included  720,  or 
Concord,  Quadrette,  Tenu-Tone  (pierced,  drilled,  360), 
Temper-Tone  (360,  DCF,  720),  and  Acousti-Clad  S.  Spin- 
tone  is  marketed  by  Owens-Corning  under  the  trade  name 
of  Mineral  Wool  Fiber  Tile  and  Panels. 

The  amendment  eliminates  Vz"  thick  material  and  includes 
3A"  and  y8"  thick  material.  The  details  of  the  edge  treatment 
are  stated  more  explicitly.  The  names  Spintone  Solo  and 
Acousti-Clad  have  been  replaced  by  the  name  Acousti-Clad 
S.  Spintone  70  has  been  eliminated.  The  other  materials  are 
of  the  same  basic  composition  as  Spintone,  approved  in  the 
original  resolution,  and  vary  only  in  shape,  size,  and  surface 
treatment. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  3,  1963  and 
amended  through  April  29,  1970,  under  Calendar  Number 
578-63-SM  be  reopened  and  amended  as  to  the  above  addi¬ 
tions  in  name  and  sizes  of  Spintone,  Quadrette,  Tenu-Tone, 
Temper-Tone,  and  Acousti-Clad  S  acoustical  tiles,  on  condi¬ 
tion  _  that  the  requirements  of  the  original  resolution  and 
previous  amendments  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board, .  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  R.A., 
for  Solomon  Sheer,  P.E., 
Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


709-63-SA 

APPLICANT — Stone  Construction  Equipment  Inc.,  owner. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
709-63-SA — Amendment  to  resolution  as  to  change  of  owner- 
manufacturer  and  change  of  model  designations. 

Stone  Construction  Equipment  Inc.,  Honeoye  New  York 
requested  that  the  resolution  adopted  May  12,  1964  under 
Calendar  Number  709-63-SA  be  reopened  and  amended  so 
as  to  show  a  change  of  owner  manufacturer  and  a  change  of 
model  designation. 

PROPOSED  USE:  Oil  fired  salamander  for  temporary 
heat. 

DESCRIPTION :  There  has  been  no  change  in  the  con¬ 
struction  of  the  equipment. 

Stone  Construction  Equipment  Inc.,  have  submitted  an 
affidavit  showing  that  Stone  Construction  Equipment  Inc., 
have  purchased  all  right,  assets  etc.  of  the  Silent  Glow  Cor¬ 
poration  Portable  Heater  Division  and  that  the  approved 
heaters  will  be  marketed  under  the  following  model  designa¬ 
tions  :  ID-250  and  ID-500. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  12,  1964  under  Calen¬ 
dar  Number  709-63-SA  be  reopened  and  amended  so  as  to 
show  a  change  of  owner-manufacturer ;  new  owner- 
manufacturer  being  Stone  Construction  Equipment  Inc.,  and 
that  the  heaters  be  marketed  under  the  model  designation  of 
ID-250  and  ID-500  on  condition  that  the  requirements  of  the 
resolution  adopted  May  12,  1964  under  Calendar  Number 
709-63-SA  are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  R.A., 
for  Solomon  Sheer.  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


523-64-SA 

APPLICANT — Speed  Queen,  a  Division  of  McGraw  Edi¬ 
son  Co.,  owner. 

APPEARANCES— 

For  Applicant:  Paul  E.  Keogh. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker. 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


551 


MINUTES 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
523-64-SA — Amendment  to  resolution  as  to  additional  models 
of  clothes  dryers. 

Speed  Queen,  A  Division  of  McGraw-Edison  Company, 
Ripon,  Wisconsin  requested  that  the  resolution  adopted  June 
21,  1966  and  as  amended  at  various  times  through  Aprd  14, 
1970  under  Calendar  Number  523-64-SA  be  reopened  and 
amended  so  as  to  include  additional  models  of  clothes  dryers. 
PROPOSED  USE:  Gas-fired  clothes  dryers. 
DESCRIPTION:  The  requested  models;  DG-6091,  DG- 
9031M,  DG-6060M,  DG-9031,  DG-6061M,  DG-1031,  DG- 
6061 M,  DG-1031M,  DG-3250,  DG-3291,  DG-6091M,  DG- 
3280M,  DG-3261M,  DG-3240M  and  DG-1030M  are  basically 
the  same  as  the  presently  approved  models  differing  only  as 
to  trim,  time  cycle  and  finish. 

INSPECTION  AND  TEST:  The  appliances  have  been 
approved  by  the  AGA. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  21,  ^1966  and  as 
amended  at  various  times  through  April  14,  1970  under  Cal¬ 
endar  Number  523-64-SA  be  reopened  and  amended  so.  as  to 
include  the  additional  gas-fired  clothes  dryers  as  herein  de¬ 
scribed  on  condition  that  the  requirements  of  the  resolution 
adopted  June  21,  1966  and  as  amended  through  April  14,  1970 
under  Calendar  Number  523-64-SA  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  R.A., 
for  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


603-69-SA 

APPLICANT — Apollo  Aero-Space  Industries,  Incorporated, 
owner. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
603-69-SA — Apollo  Aero-Space  Industries,  Linden,  New 
Jersey,  filed  for  approval  of  Apollo  355,  455,  505,  and  605 
dry  cleaning  machines  under  the  provisions  of  C26-705.0  of 
the  Building  Code  of  the  City  of  New  York  and  the  Rules 
of  the  Board  of  Standards  and  Appeals  covering  Non- Coin- 
Operated  Dry  Cleaning  Establishments. 


PROPOSED  USE:  Dry  cleaning  machines. 
DESCRIPTION :  The  machines  use  a  perchlorethylene  sol¬ 
vent.  The  machines  are  made  of  one  inch  thick  plates,  of 
welded  steel.  Pre-measured  quantities  of  solvent,  soap,  sizing, 
and  waterproofing  are  automatically  injected  into  the  cylin¬ 
der  during  the  wash  cycle.  A  large  chrome  grill  exhaust 
draws  away  escaped  vapors  from  the  loading  door  to  out¬ 
doors.  Dial  indicators  show  storage  tank  solvent  levels. 
Features  include  an  air  pressure  gauge,  an  air  pressure  regu¬ 
lator,  an  oil  injector  for  lubrication  of  cylinders,  and  a  water 
separator  to  remove  moisture.  The  solvent  can  be  extracted 
at  two  different  cylinder  speeds,  200  RPM  for  fragiles  and 
400  RPM  for  other  clothes.  The  wash  pumps  have  capacities 
of  up  to  3000  GPH  and  motors  of  up  to  1  hp.  The  rinse  pump 
motors,  blower  motors,  wash  motors,  and  extract  motors 
are  powered  up  to  hp.  Yz  hp.  2  hp.  and  3  hp.  respectively. 
Cylinder  sizes  and  capacities  are  as  follows: 


Model 

Cylinder 

Diameter 

(in.) 

Cylinder 

Depth 

(in.) 

Cylinder 
Volume 
(cu.  ft.) 

Dry  Clothes 
Capacity 
(lbs.) 

355 

33 

18 

8.3 

23.2 

455 

36 

18 

10-6 

29.7 

505 

38 

19 

12.5 

35.0 

605 

40 

21 

14.75 

41.3 

INSPECTION  AND  TEST :  The  use  of  perchlorethylene 
solvent  qualifies  the  machines  for  use  in  low  hazard  dry 
cleaning  establishments.  The  capacities  listed  above  invoke 
the  limit  of  2.8  lbs.  per  cubic  foot  of  cylinder  volume. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Apollo  355,  455,  505,  and  605  dry  clean¬ 
ing  machines  under  the  provisions  of  C26-705.0  of  the  Build¬ 
ing  Code  and  the  Rules  of  the  Board  covering  Non-Coin- 
Operated  Dry  Cleaning  Establishments,  on  condition  that 
they  shall  be  used,  installed,  and  ventilated  in  accordance  with 
these  provisions  and  shall  not  be  loaded  above  the  capacities 
listed  above.  The  dry  cleaning  machines  shall  be  permanently 
labeled :  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number 
603-69-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that,  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  address  or  to  submit  the  annual  affidavit  will  be 
cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  ICarson,  R.A., 
for  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


141-70-SA 

APPLICANT — Mueller  Company,  owner. 

APPEARANCES— 

For  Applicant:  Herbert  J.  Huffine. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 


552 


MINUTES 


THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negatve :  .  ’  ’  q 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
141-70-SA — The  Mueller  Company,  Decatur,  Illinois,  filed 
for  approval  of  gas  line  valves  known  as  Model  HI  1 175 
Luboseal  Lockwing  Meter  Stop  and  Model  HI  1102  Meter 
Stop  under  the  provisions  of  RS-16,  P115.6  of  the  Building 
Code  of  the  City  of  New  York. 

PROPOSED  USE:  Control  valve  of  gas  service  lines. 
DESCRIPTION :  The  valves  have  iron  bodies,  brass  keys 
to  open  and  close  the  valve,  and  steel  pipe  plugs.  As  the 
plug  is  turned  with  the  key,  an  opening  in  it  is  aligned  with 
openings  on  both  sides  of  the  body,  allowing  for  full  flow, 
partial  flow,  or  no  flow.  The  key  of  the  HI  1175  Model  is 
locked  m  place  with  a  steel  lock  pin.  The  inlets  and  outlets 
of  the  body  are  threaded  for  pipe  connections.  The  inlet  and 
ouBet  s^es  range  from  to  2%"  for  the  HI  1175  Model 
and  Yf  to  2Y2"  for  the  HI  1102  Model.  The  specified  pres¬ 
sure  limitations  are  125  psi  for  the  HI  1175  Model  and  60 
psi  for  the  HI  1102  Model. 

INSPECTION  AND  TEST :  The  body,  key,  lock  pin,  and 
pie  plug  meet  ASTM  A126  Grade  B,  ASTM  B62,  ASTM 
Ak22Wajd  AS™  A331>  respectively.  The  applicant  has 
submitted  a  report  of  pressure  tests  conducted  by  Warren 
™  *"£•«  signed  by  a  Mr.  H.  J.  Corwin,  P.  E. 

ihe  Model  H11102  valves  were  subjected  to  100  psi  air 
pressure  while  under  water  in  open  and  closed  position  to 
check  for  leakage^  and  the  Model  H11175  valves  were  sub- 
if  TTT-W  Lr  17 r'  tJt  ^Pressure  under  the  same  conditions. 
RECOMMENDATION :  The  Committee  on  Test  recom- 
?leI?ds  die  appii0^  i°^  M°del  HI  1175  Luboseal  Lockwing 
Meter  Stop  and  Model  HI  1102  Meter  Stop  under  the  pro- 

hRb1(CP115'6  °fdie  BuildinS  Code‘  The  waives 

shall  be  labeled  Approved  by  the  Board  of  Standards  and 

141-70  S A”  USC  m  NCW  Y°rk  City  UndCr  Calendar  Number 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac- 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board, .  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  R.A., 
for  Solomon  Sheer,  P.E., 
Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
report"  a^r0Ve  tdls  aPP^ance  in  accordance  with  the  above 


575-70-SM 


THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

Negative :  . !...!!!. .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
575-70-SM — Behrenberg  Glass  Company,  Delmont  Penna., 
filed  for  approval  of  the  material  known  as  Safe-Dark  Exit 
Sign  under  the  provisions  of  Sub-Article  607.0  Building  Code 
of  the  City  of  New  York. 

PROPOSED  USE:  Phosphorescent  exit  sign. 
DESCRIPTION :  The  sign  is  made  of  a  single  sheet  of  Y” 
thick  glass.  The  word  EXIT  in  8"  high  letters  made  of 
phosphorescent  material  appears  against  a  translucent  red 
background  made  of  ceramic-based  paint.  Both  phosphores¬ 
cent  letters  and  red  background  are  fused  to  the  back  of  the 
glass  while  at  a  temperature  of  1100°F  applied  for  about  45 
minutes. 

INSPECTION  AND  TEST :  The  phosphorescent  material 
was  approved  under  Cal.  No.  232-67-SM ;  therefore  only  a 
visibility  test  was  required.  This  requirement  was  met  when 
the.  sign  was  judged  visible  at  a  distance  of  100'  after  re¬ 
maining  in  darkness  for  eight  hours. 

New  York  Testing  Laboratory  Report  No.  K-38,568  dated 
March  5,  1971  is  on  file  with  this  application. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  material  known  as  Safe-Dark  Exit  Sign  be 
approved  for  use  in  New  York  City,  when  used  as  an  illumi¬ 
nated  exit  sign  under  the  provisions  of  Sub-Article  607.0 
(Exit  Signs  for  Existing  Buildings)  Building  Code  of  the 
City  of  New  York.  Each  sign  shall  be  labeled:  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Cal.  No.  575-70-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  in  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 


(Sgd.)  H.  M.  Karson,  R.A., 
for  Solomon  Sheer,  P.E., 
Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


176-71-SM 

APPLICANT — Smith  Filter  Corporation,  owner. 
APPEARANCES— 


APPLICANT— Behrenberg  Glass  Company  for  H  J  B( 
renberg  Company,  owner,  Robert  H.  Mayer,  agent. 

APPEARANCES— 

For  Applicant:  Robert  H.  Mayer. 

°F  BPARD— Material  approved  in  accordar 
Test  the  reP°rt  3nd  recommendation  of  Committee 


For  Applicant:  Eugene  S.  Frankel. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


553 


MINUTES 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
176-71-SM — Smith  Filter  Corporation,  Moline,  Illinois,  filed 
for  approval  of  Perm-A-Steel,  Steel/Smith,  and  Thrift-Aire 
steel  and  aluminum  filters  for  kitchen  exhaust  hoods  under 
the  provisions  of  RS  13  of  the  Building  Code  of  the  City  ol 
New  York. 

PROPOSED  USE :  Air  filter  for  kitchen  exhaust  hoods. 
rVR^rRTPTION  •  The  Perm-A-Steel  and  Steel/Smith 
filters  are  made  of  steel.  The  Standard  and  Thrift-Aire 
filters  are  made  of  aluminum.  The  aluminum  filters  ar 
only  used  for  low  heat  applications.  The  frames  are  made  of 
the  same  materials  as  the  filtering  media  Drain  holes  are 
punched  in  each  corner  of  the  frame.  The  frame  is  secured  at 
the  connecting  corner  by  two  rivets.  The  fiiter  media  are  co^ 
rugated  in  individual  layers  and  placed  at  right  angles  to  o 
another.  The  elements  of  .the  steel  medium  are  .0157  thicK 
The  elements  of  the  aluminum  medium  are  .025  thicx.  1  ne 
Steel/Smith  and  Perm-A-Steel  filters  have  basically  the 
same  design,  with  the  exceptions  of  frame  design  and  the 
expansion  of  the  steel  media  to  a  lighter  gauge  for  the 
Perm-A-Steel  filter.  The  Standard  and  Thrift-Aire  filters 
have  basically  the  same  design,  with  the  exceptions  of  frame 
design  and  media  weight.  Sizes  of  all  models,  vary  between 
10"  x  20"  and  20"  x  25".  The  total  media  thicknesses  vary 
between  )4"  and  2". 

INSPECTION  AND  TEST:  The  biters  have  been  ap¬ 
proved  by  Underwriters’  Laboratories  (No.  20  16,  R  604- ). 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Perm-A-Steel,  Steel/Smith,  Standar 
and  Thrift-Aire  steel  and  aluminum  filters  under  the  pro¬ 
visions  of  RS  13  of  the  Building  Code  of  the  City  of  New 
York  on  condition  that  the  aluminum  filters,  Standard  and 
Thrift-Aire,  shall  be  coated  with  “S-2-RP”  adhesive  and  the 
aluminum  filters  shall  not  be  used  in  areas  where  the  tem¬ 
perature  exceeds  900 °F.  The  filters  shall  be  permanently 
labeled :  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number  176- 
71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  R.A., 
for  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  6 

Negative:  .  ^ 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
177-71-SM— Smith  Filter  Corporation,  Moline,  Illinois,  filed 
for  approval  of  Perm-A-Steel,  Steel/Smith,  Standard,  and 
Thrift-Aire  steel  and  aluminum  filters  for  heating,  air  condi¬ 
tioning,  and  exhaust  units  under  the  provisions  of  RS  13  of 
the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Air  filter  for  heating,  air  conditioning, 
and  exhaust  units. 

DESCRIPTION :  The  Perm-A-Steel  and  Steel/Smith  fil¬ 
ters  are  made  of  steel.  The  Standard  and  Thrift-Aire  filters 
are  made  of  aluminum.  The  aluminum  filters  are  only  used 
for  low  heat  applications.  The  frames  are  made  of  the  same 
material  as  the  filtering  media.  Drain  holes  are  punched  in 
each  corner  of  the  frame.  The  frame  is  secured  at  the  con- 
necting  corner  by  two  rivets.  The  filter  media  are  corrugated 
in  individual  layers  and  placed  at  right  angles  to.  one  another. 
The  elements  of  the  steel  medium  are  .0157"  thick.  The  ele- 
ments  of  the  aluminum  medium  are  .025  thick.  The  Steel/ 
Smith  and  Perm-A-Steel  filters  have  basically  the  same 
design,  with  the  exceptions  of  frame  design  and  the  expansion 
of  the  steel  media  to  a  lighter  gauge  for  the  Perm-A-.Steel 
filter.  The  Standard  and  Thrift-Aire  filters  have  basically 
the  same  design,  with  the  exceptions  of  frame  design  and 
media  weight.  Sizes  of  all  models  vary  between  10  x  20 
and  20"  x  25".  The  total  media  thicknesses  vary  between 
yj  and  2". 

INSPECTION  AND  TEST  :  The  filters  have  been  approved 
by  Underwriters’  Laboratories  (No.  20  I  6,  R  6042). 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Perm-A-Steel,  Steel/Smith,  Standard, 
and  Thrift-Aire  steel  and  aluminum  filters  under  the  provi¬ 
sions  of  RS  13  of  the  Building  Code  of  the  City  of  New  York 
on  condition  that  the  aluminum  filters,  Standard  and  lhnft- 
Aire,  shall  be  coated  with  “S-2-RP”  adhesive  and  the  alumi¬ 
num ’filters  shall  not  be  used  in  areas  where  the  temperature 
exceeds  900°  F.  The  filters  shall  be  permanently  labeled : 
“ Approved  for  use  in  New  York  City  under  Cal.  No.  1//- 
71-SM.”  . 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect,  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  R.A., 
for  Solomon  Sheer,  P.E., 
Director, 

John  A.  Darts, 

Asst.  Engr., 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


177-71-SM 

APPLICANT — Smith  Filter  Corporation,  owner. 

APPEARANCES— 

For  Applicant:  Eugene  S.  Frankel. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 


Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of.  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


182-71-SM 

APPLICANT— Artistic  Creations,  Incorporated  for  Walter 
Averick,  owner. 
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MINUTES 


APPEARANCES— 

For  Applicant:  Walter  Averick. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
182-71-SM — Artistic  Creations,  Inc.,  Linden,  New  Jersey, 
filed  for  approval  of  Christmas  trees,  wreaths,  and  garlands 
made  of  Flameproof  Polyethylene  under  the  provisions  of 
the  Flameproofing  Rules  of  the  Board  of  Standards  and 
Appeals. 

PROPOSED  USE:  Flameproof  polyethylene  for  Christmas, 
trees,  wreaths,  and  garlands. 

DESCRIPTION :  The  material  is  made  of  polyethylene 
plastic,  to  which  the  flameproofing  agents  of  antimony  tri¬ 
oxide  and  chlorowax  have  been  added  before  molding. 
INSPECTION  AND  TEST :  The  material  was  tested  by 
City  Testing  and  Research  Laboratories,  Inc.,  New  York, 
(report  on  file)  and  met  the  flameproofing  requirements  of 
the  Board. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Flameproof  Polyethylene  for  Christ¬ 
mas  trees,  wreaths,  and  garlands  under  the  Flameproofing 
Rules  of  the  Board.  The  packaging  of  the  items  made  of 
Flameproof  Polyethylene  shall  be  labeled:  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  182-71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of.  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  R.A., 
for  Solomon  Sheer,  P.E., 
Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

196-71-SM 

APPLICANT— E.  W.  Kleinert  for  P.  P.  G.  Industries,  In¬ 
corporated;  Fiber  Glass  Division,  owner. 

APPEARANCES— 

For  Applicant:  Edwin  W.  Kleinert  and  Robert  P.  Con¬ 
nolly. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  . . . .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
196-71-SM — E.  W.  Kleinert  for  P.  P.  G.  Industries,  Inc., 
Fiber  Glass  Division,  Pittsburgh,  Pennsylvania,  filed  for 
approval  of  Fiber  Glass  Insulation  Board,  WP-11,  WP-16 
WP-22,  WP-30  (S  300),  WP-40  (S420),  WP-60  (S  600)[ 
under  the  provisions  of  C26-503.7(b)  of  the  Building  Code 
of  the  City  of  New  York. 

PROPOSED  USE:  Noncombustible  exterior  wall  and  roof 
thermal  insulation  board. 

DESCRIPTION :  The  boards  contain  molten  limestone  and 
a  noncombustible  binder.  The  boards  are  formed  into  seven 
different  densities  varying  between  1.1  and  6.0  pounds  per 
cubic  foot.  They  are  between  1"  and  6"  in  thickness  and  be¬ 
tween  12"  x  48"  and  24"  x  60"  in  size.  Thermal  conductivity 
varies  between  .22  and  .26  BTU — in/hr. — °F. — sq.  ft.  The 
boards  are  mechanically  attached  to  a  24  gauge  sheet  iron 
backing  and  installed  on  an  angle  iron  frame,  or  laid  directly 
on  a  roof  surface  below  the  waterproofing.  Unfaced  boards 
include  types  WP-30  (S  300),  WP-40  (S  420),  and  WP-60 
(S  600).  The  boards  faced  with  aluminum  foil  or  reinforced 
Kraft  paper  come  in  all  types. 

INSPECTION  AND  TEST:  The  insulation  boards  were 
tested  by  American  Standards  Testing  Bureau,  New  York 
(Report  No.  14264,  on  file),  Thermal  conductivity  were 
found  to  vary  with  density  between  .22  and  .26  BTU — in/hr. 
— °F. — sq.  ft.  and  the  boards  smallest  in  thickness  (1"  and 
1 JA")  were  found  to  be  noncombustible  when  tested  in  ac¬ 
cordance  with  ASTM — E  136-65. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Fiber  Glass  Insulation  Board,  WP-11, 
WP-16,  WP-22,  WP-30  (S  300).,  WP-40  (S  420),  WP-60 
(S  600)  as  non-combustible  exterior  wall  and  roof  insulation 
under  the  provisions  of  C26-503.7  (b)  of  the  Building  Code 
on  condition  that  it  not  be  used  in  areas  where  the  tempera¬ 
ture  exceeds  400° F.  or  as  insulation  for  piping  containing 
steam,  hot  water,  or  other  fluids.  The  boards  shall  be  perma¬ 
nently  labeled :  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Cal.  No.  196- 
71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  R.A., 
for  Solomon  Sheer,  P.E., 
Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

600-30-SA 

APPLICANT — Stone  Construction  Equipment  Inc.,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  April  1931.  Product:  Silent  Glow  Burner, 
Model  G. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 


MINUTES 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan . 

Negative: . 


5 

0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance  is 
no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


345-31-SA 

APPLICANT — Stone  Construction  Equipment,  Inc.,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  Nov.  1931.  Product:  Silent  Glow  Oil  Burner, 
Model  1000. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative: .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance  is 
no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


12-37-SA 

APPLICANT — Stone  Construction  Equipment,  Inc.,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  February  1937.  Product:  Silent  Glow  burner, 
Model  1300. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  S 

Negative: .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


728-39-SA 

APPLICANT — Stone  Construction  Equipment,  Inc.,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  February  1940.  Product:  Electric  Range 
Burner  and  Caloroil  Oil-Electric  Range  Burner. 


APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


1137-40-SA 

APPLICANT— Stone  Construction  Equipment,  Inc.,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  December  1940.  Product :  Coronation  Oil 
Burner,  Model  CRN. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


130-58-SA 

APPLICANT — Stone  Construction  Equipment,  Inc.,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  June  1959.  Product:  Little  Bos’n  Silent  Glow 
Oil  Burner,  Model  650. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance  is 
no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 
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513-58-SM 

APPLICANT — United  Cork  Companies,  owner. 


MINUTES 


SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  2/2/1960.  Product:  Uni-Crest  SE  Beads 
moulded  in  the  form  of  boards,  blocks,  etc. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative : .  0 


THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured  in 
accordance  with  the  resolution  above  cited ;  and 

Whereas,  mail  addressed  to  the  applicant  on  July  8,  1970 
at  the  address  on  file  with  the  Board  has  not  been  returned 
by  the  Post  Office  Department  nor  acknowledged  by  the 
addressee;  and 

Whereas,  a  fourteen  day  notice  of  this  hearing  has  been 
mailed  to  the  applicant. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


677-58-SM 

APPLICANT — Bordas  Corporation  for  Cementos  Del  Ca- 
ribe,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  6/23/59.  Product:  Caribe  Portland  Cement. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative: .  0 


THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured  in 
accordance  with  the  resolution  above  cited;  and 

Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  ad¬ 
dress.” 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


112-63-SM 

APPLICANT — The  Philip  Carey  Company,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  3/9/65.  Product:  Fire-Chex  Cap  Sheet. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative: .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material  is 
no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


132-63-SA 

APPLICANT — Delco  Appliance  Div.  of  General  Motors 
Corporation,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  3/24/64.  Product:  Central  Heating  Boiler 
(steam  &  hot  water.) 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited;  and 

Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  ad¬ 
dress”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


355-63-SA 

APPLICANT — C.  S.  Y.  Turbo  Refrigerating  Company, 
owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  6/25/63. 

Product:  Turbo  Plate  Ice  Maker,  Model  BF-16-SC. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  being  manufactured  in 
accordance  with  the  resolution  above  cited;  and 
Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  ‘no  forwarding  ad¬ 
dress”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 
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459-63-SM 

APPLICANT — Art  Plastic  Company,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  4/7/64. 

Product:  Polyethelene  Foliage. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited ;  and 

Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  ad¬ 
dress”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


979-63-SA 

APPLICANT — Hofman  Laboratories,  Inc.,  owner. 
SUBJECT— Application  for  consideration  to  revoke  ap¬ 
proval,  dated  3/10/64.  Product:  Liquid  Oxygen,  Nitrogen 
or  Argon  Distributor  Stations,  various  models. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited;  and 
Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  ad¬ 
dress”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


96-65-SM 

APPLICANT — S.  A.  R.  Window  Manufacturing  Company, 
owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  11/1/66.  Product:  Non-Combustible  Alum¬ 
inum  DH  A-2  Windows,  6063  TS  alloy. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 


THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited;  and 

Weiereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  ad¬ 
dress”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

146-65-SM 

APPLICANT — Rapidform  Corporation. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  5/24/66.  Product:  Temporary  support  of 
concrete  formwork. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited;  and 
Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  ad¬ 
dress”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

1998-61-SA 

APPLICANT — National  Cylinder  Gas,  Div.  of  Chemetron 
Corp. 

SUBJECT — Withdrawal. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


145-58-SM 

APPLICANT — Belvedere  Products,  Inc.,  owner. 
SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 
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ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


146-58-SM 

APPLICANT — Belvedere  Products,  Inc.,  owner. 
SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


325-58-SM 


APPLICANT — Acoustics  Manufacturing  Corp. 
SUBJECT — Dismissal. 


APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed. 
THE  VOTE— 


Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative :  . 


5 

0 


31-59-SM 


APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 


THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


906-62-SA 


APPLICANT — Interamerican  Standard  Corp.,  owner. 
SUBJECT — Dismissal. 


APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 


THE  VOTE— 


Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative :  . 


5 

0 


1195-66-SM 

APPLICANT — National  Gypsum  Company,  owner  j  J.  K. 
Hovind,  agent. 

SUBJECT— Application  November  21,  1966— Gold  Bond 
Fire  rated  Partition  system  1-hour  approval  of. 

APPEARANCES— 

For  Applicant:  John  Hovind. 

ACTION  OF  BOARD — Laid  over  to  June  8,  1971,  at  2 
P.M.,  for  further  study. 


APPLICANT — Acrow  Corporation  of  America,  owner. 
SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


45-59-SM 

APPLICANT — Acrow  Corporation  of  America,  owner. 
SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


880-62-SA 

APPLICANT — Viking  Injector  Company,  owner. 
SUBJECT — Dismissal. 


254-71-BCR 

APPLICANT — -Joseph  Ferro,  Commissioner,  Department 
of  Buildings,  letter  dated  March  15,  1971  and  received  and 
filed  March  26,  1971. 

AUTHORITY — C26-106.2  (e)  Building  Code  of  the  City 
of  New  York. 

SUBJECT — Modify  RS  5-2  designated  ASTM  E-l  19-1961. 
APPEARANCES— 

For  Applicant:  Jeremiah  T.  Walsh,  B.D.  and  George 
Sakona,  B.D. 

For  Opposition:  Daniel  M.  McGee,  Thomas  J.  Jones  and 
H.  L.  McGrath. 

ACTION  OF  BOARD — Request  to  modify  RS  5-2  is  denied. 


THE  VOTE— 

Affirmative :  .  o 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 


Whereas,  public  hearings  were  held  by  the  Board  on  May 
11th  and  May  18,  1971,  and 

Whereas,  the  present  ASTM-E-119-61  is  a  National 
standard  which  was  adopted  after  extensive  hearings  and 
deliberations,  and 

Whereas,  the  1961  ASTM  standard  has  been  revised  and 
is  now  ASTM-E-119-69  and  has  become  effective  July  24, 
1970  and  is  used  nationally  outside  of  the  City  of  New  York. 

Resolved,  that  under  the  present  circumstances  the  request 
of  the  Building  Commission  to  modify  RS5-2  of  ASTM-E- 
119-61  is  hereby  denied. 
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75-71-A 


APPLICANT — Union  Carbide  Corporation,  owner. 
SUBJECT— Application  February  4,  1971— Review  of  a 
decision  of  the  Fire  Commissioner  re-  Linde  Oxygen 
Walker  System. 

APPEARANCES— 

For  Applicant:  R.  M.  Neary  _ 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
January  27,  1971  on  Account  $S215414,  reads: 

“1.  Filling  of  cylinders  over  12"  in  length  to  a  pres¬ 
sure  over  15  p.s.i.  at  70°F  is  prohibited  by  C19-91.0.e 
Administrative  Code  (Refers  to  filling  reservoir  in  hos¬ 
pital  and  Walker’  at  home). 

2.  Container  (Walker’)  must  be  one  approved  as 
indicated  in  09-91. 0-d  Administrative  Code  (BSA  ap¬ 
proval  required). 

3.  The  Fire  Department  believes  that  only  qualified 
persons,  holding  Fire  Department  Certificate  of  Fitness 
should  be  permitted  to  transfer  liquid  oxygen  (Refers 
to  L.  S.  175  to  reservoir,  and  reservoir  to  Walker’) 
09-11.0  and  C19-91.0-b  Administrative  Code.” 


and 

Whereas,  the  equipment  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  January  27,  1971,  Account  No.  S  215414  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  equipment  conform  to  draw¬ 
ings  marked  “Received  February  4,  1971,”  6  sheets  and  that 
all  applicable  laws  and  rules  and  regulations  be  complied 
with. 


178-71-A 

APPLICANT — The  Bernard  M.  Baruch  College  for  Board 
of  Higher  Education,  owner. 

SUBJECT — Application  March  25,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  storage  of  granular 
calcium  hypochlorite. 

PREMISES  AFFECTED — 17  Lexington  Avenue,  southeast 
corner  of  Twenty-Third  Street,  Block  878,  Lot  20,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  John  F.  Bubel  and  Paul  Buhl. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


“Inspectors  of  this  department  report  that  the  following 
items  must  be  complied  with  before  a  permit  may  be 
issued  to  you  for  the  storage  and  use  of  hazardous 
material. 

1.  Submit  evidence  from  the  Board  of  Standards 
and  Appeals  that  350  lbs.  granular  calcium  hypochlorite 
70%  is  approved  for  storage  and  use  on  premises.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire_  Com¬ 
missioner,  dated  March  1969  and  March  23,  1971,  acting  on 
Order  No.  69-2473,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  conform  to  drawings  marked  “Received  March 
25,  1971,”  2  sheets;  on  further  condition  that  there  shall  be 
installed  in  the  storage  space  in  the  basement  adjoining  the 
swimming  pool  a  sprinkler  head  off  the  domestic  water 
supply;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


450-69-A 

APPLICANT— L.  Pulvermacher  and  Brothers,  Incorporated 
for  Broadway  Leonard  Company,  owner,  L.  Pulvermacher 
and  Brothers,  Incorporated,  lessee. 

SUBJECT— Application  January  3,  1969— from  an  order 
and  a  decision  of  the  Fire  Commissioner  re-  sprinkler 
system. 

PREMISES  AFFECTED— 350  Broadway,  103  to  105 
Leonard  Street,  northeast  corner,  Block  171,  Lot  1, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer  and  Joseph  P.  Halligan. 
For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD— Laid  over  to  June  8,  1971,  at  2 
P.M.,  for  continued  hearing. 


135-70-A 

APPLICANT— Penn  Central  Transportation  Company  for 
Pennsylvania  Tunnel  and  Terminal  Railroad  Company, 
owner. 

SUBJECT— Application  March  12,  1970— appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  stand¬ 
pipe  system,  extinguishers. 

PREMISES  AFFECTED— 28th  Street  from  Border  Ave¬ 
nue  to  54th  Street,  Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Wm.  P.  Jones. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  June  8,  1971,  at  2 
P.M.,  for  continued  hearing. 


321-70-A 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

N  egative :  .  0 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  March  1969  and  March  23,  1971  on  Order  No. 
69-2473,  reads : 


APPLICANT — Department  of  Buildings,  City  of  New  York 
for  Abe  Maibach,  owner. 

SUBJECT — Application  May  25,  1970 — revocation  of  Cer¬ 
tificate  of  Occupancy  No.  199,978. 

PREMISES  AFFECTED— 1232  to  1256  East  80th  Street, 
north  side,  from  Paerdegat  8th  Street  to  Paerdegat  9th 
Street,  entire  block  front  36-46  Paerdegat  8th  Street  and 
35-45  Paerdegat  9th  Street,  Block  8058,  Lot  32,  Borough 
of  Brooklyn. 
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APPEARANCES— 

For  Applicant :  None. 

For  Opposition:  Robert  Haack. 

ACTION  OF  BOARD — Laid  over  to  June  22,  1971,  at  2 
P.M.,  at  the  request  of  owner. 


64-71-A 

APPLICANT — William  H.  Byrne,  P.  E.  of  Bilbyrne  Cor¬ 
poration  for  Consolidated  Edison  Company  of  New  York 
Incorporated,  owner. 

SUBJECT — Application  January  28,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  and  Department  of  Ports 
and  Terminals  re-  Installation  of  300,000  Barrel  L.  N.  G. 
Tank. 

PREMISES  AFFECTED — 19  to  39  20th  Avenue,  east  side, 
2,300  feet  north  of  East  River,  Block  850,  Lot  1,  Long 
Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  William  H.  Byrne,  Kenneth  F.  Glasser, 
Raymond  L.  Hahn,  Werner  C.  Ross  and  Mr.  Glasser. 
For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  May  27,  1971,  at  10 
A.M.,  for  continued  hearing. 


147-71-A 

APPLICANT — Wechsler  and  Associates  for  Nicholas 
Rappy,  owner. 

-SUBJECT — Application  March  12,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  rear  yard. 

PREMISES  AFFECTED — 408  East  59th  Street,  south  side, 
106.6  feet  east  of  1st  Avenue,  Block  1370,  Lot  44,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Max  Wechsler,  Alfred  Meguest  and 
Nicholas  Pappy. 

ACTION  OF  BOARD — Laid  over  to  June  8,  1971,  at  2 
P.M.,  for  continued  hearing. 


170-71-A 

APPLICANT — Andrew  Avitabile  for  Sunshine  Coal  and 
Fuel  Oil  Company,  Incorporated,  owner. 

SUBJECT — Application  March  24,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  transportation  of 
fuel  oil  in  tank  trucks  through  city  streets  not  in  conformity 
with  the  requirements  of  Administrative  Code  of  City  of 
New  York. 

APPEARANCES— 

For  Applicant:  Andrew  Avitable. 

For  Administration:  Capt.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  June  1,  1971,  at  2 
P.M.,  for  continued  hearing. 


179-71-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Sybil  H.  Kooper,  owner. 

SUBJECT— Application  March  25,  1971— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED — 211  Clinton  Street,  east  side, 
33.6  feet  north  of  Amity  Street,  Block  292,  Lot  2,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Kenneth  Singer. 

ACTION  OF  BOARD — Laid  over  to  June  1,  1971,  at  2 
P.M.,  for  continued  hearing. 


181-71-A 

APPLICANT — Lockwood  Greene  Engineers,  Incorporated 
for  New  York  News,  Incorporated,  owner. 

SUBJECT — Application  March  29,  1971 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  storage  of  4,000 
gallons  tanks  contrary  to  the  Administrative  Code. 
PREMISES  AFFECTED — 1  to  50  55th  Avenue,  southwest 
corner  of  2nd  Street,  Blocks  1  and  11,  Lot  1,  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  W.  D.  McEwen,  B.  V.  Clark  and  Alan 
M.  Flaherty. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD— Laid  over  to  June  1,  1971,  at  2 
P.M.,  for  decision ;  applicant  to  submit  additional  informa¬ 
tion  ;  hearing  closed. 


183-71-A 

APPLICANT — Harold  E.  Diamond  for  Robert  Nalitt, 
owner. 

SUBJECT — Application  March  30,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  frontage  less 
than  minimum,  filed  pursuant  to  Section  36,  Article  3, 
General  City  Law  re-  building  not  fronting  on  a  legal 
street. 

PREMISES  AFFECTED — 45  Gorge  Road,  Block  866,  Lot 
501,  Dongan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Harold  E.  Diamond  and  Robert  Nalitt. 
For  Opposition:  John  J.  Turvey,  David  R.  J.  Arnold, 
Elaine  Weiss  and  Stanley  Weiss. 

ACTION  OF  BOARD — Laid  over  to  June  8,  1971,  at  2 
P.M.,  for  continued  hearing. 

Adjourned:  4:30  P.M. 

James  P.  Mulroy,  Secretary 
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BOARD  OF  STANDARDS  AND  APPEALS 
80  LAFAYETTE  STREET 
NEW  YORK,  N.  Y.  10013 


BULK  RATE 
U.  S.  POSTAGE 
PAID 

New  York,  N.  Y. 
Permit  No.  4875 


University  Of  Illinois  Library 
Att:  Serial  Dept* 

Urbana,  Ill*  6l801 


NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  repre¬ 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  hearing 
can  be  entertained  in  view  of  this  publication  and  of  the 
posting  of  the  calendars  on  the  bulletin  board  in  the  offices 
of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will  be 
held  in  abeyance  by  reason  of  failure  of  the  appellant  or 
applicant  to  file  necessary  data,  or  by  any  other  method  of 
delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 
in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  80 
Lafayette  Street.  9th  floor.  Manhattan,  at  five  cents  each — 
add  postage  payment  if  the  forms  are  forwarded  by  mail. 
Purchase  payment  by  postage  stamps  NOT  ACCEPTABLE. 
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Docket.  /fro,  9'J 

Notice  of  Hearing  of  Calendar. 


Minutes  of  Special  Meeting,  Thursday  Morning,  May  27, 
1971,  Affecting  Calendar  Number — 

64-71-A 


Solomon  Sheer,  P.  E„  Director 


Herman  M.  Karson,  R.  A.,  Deputy  Director 


Minutes  of  Regular  Meeting,  Tuesday  Morning,  June  1, 
1971,  Affecting  Calendar  Numbers — 


739-70-A 

701-70-BZ 

100-71-BZ 

909-60-BZ 

538-58-BZ 

127-71-BZ 

527-65-BZ 

54-71-BZ 

159-71-BZ 

894-68-BZ— Vol. 

II 

55-71-A 

174-71-BZ 

743-69-BZ 

56-71-BZ 

189-71-BZ 

666-66-BZ— Vol. 

II 

57-71-A 

247-71-BZ 

842-68-BZ 

69-71-BZ 

49-71-BZ 

700-69-A 

79-71-BZ 

94-71-BZ 

148-70-BZ— Vol. 

II 

91-71-BZ 

220-71-BZ 

695-70-BZ 

95-71-BZ 

James  P.  Mulroy,  Secretary 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  June  1, 

1971,  Affecting  Calendar  Numbers — 

602-70-A 

244-71-A 

414-70-A 

1006-65- A 

1212-66-A 

623-70-A 

71-67-A 

138-67-A 

506-70-A 

161-71-A 

139-67-A 

717-70-A 

169-71-A 

216-67-A 

114-71-A 

John  B.  Cincotta,  Chief  Clerk 

170-71-A 

217-67-A 

146-71-A 

179-71-A 

610-69-A 

245-71-A 

181-71-A 

611-69-A 

Correction 

Affecting  Calendar  Numbers 

103-52-BZ — 

Vol.  II  and  720-70-BZ. 

Office — 80  Lafayette  Street.  9th  Floor.  Manhattan.  New 
\ork.  N.  Y.  10013.  Warning  Notice. 

Telephone — 566-5174. 
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New  Cases  Filed  up  to  June  1,  1971 

Cal.  No.  Dept.  Premises  Affected 

339-71-A — B.M. — 15  Columbus  Circle,  north  side,  entire 
block,  Block  1113,  Lot  29,  Borough  of  Manhattan,  Alt. 
No.  518-71,  re-  excessive  stair  capacity,  live  load,  C6-6 
district. 


340-7 1-SM — H.  H.  Robertson  Company,  Fire  panel  one 
hour  non-bearing  metal  fire  partition  and  exterior  wall, 
manufactured  by  H.  H.  Robertson  Company,  Material. 


341-71-A — F.D. — 430  Kent  Avneue,  east  side,  entire 
block,  Block  2134,  Lot  1,  Borough  of  Brooklyn,  F.D. 
Order  Nos.  1836,  1837,  re-  spraying  material.  Administra¬ 
tive  Code. 


342-71-BZ— B.M. — 405  to  421  East  100th  Street,  north 
side,  111.5  feet  east  of  1st  Avenue,  Block  1694,  Lots  6, 
7,  9,  10,  12,  13,  Borough  of  Manhattan,  Alt.  No.  451-71, 
re-  proposed  parking  lot,  R7-2  district. 


343-7 1-A — F.D. — Packaging  of  combustbile  mixture 
known  as  Aladdin  Scented  Lamp  Oil  in  32  ounce  plastic 
bottles  with  screw  caps  not  in  compliance  with  regula¬ 
tions  of  the  Administrative  Code. 


344-7 1-S A — Firemark,  A  Division  of  Rixson  Incorpora¬ 
ted,  No.  930  Smok-Chek,  manufactured  by  Firemark, 
A  Division  of  Rixson  Incorporated,  Appliance. 


345-71-BZ — B.B. — 173  to  175  Hicks  Street,  northeast 
corner  of  Love  Lane,  Block  236,  Lots  78,  79,  Borough  of 
Brooklyn,  Alt.  No.  120-71,  re-  community  facility,  R7-2 
district. 


346-71-A — -173  to  175  Hicks  Street,  northeast  corner  of 
Love  Lane,  Block  236,  Lots  78,  79,  Borough  of  Brook¬ 
lyn,  re-  floor  area,  open  space,  lot  area,  Section  of  the 
multiple  dwelling  law. 


347-71-A — B.R. — 112  Richmond  Hill  Road,  south  side, 
1072.90  feet  east  of  Richmond  Avenue,  Block  2400,  Lot 
118,  New  Springville,  Borough  of  Richmond,  N.B. 
1033-70,  re-  escalators,  C4-1  district. 


348-7 1-BZ — B.R. — 779  Armstrong  Avenue,  southeast 
corner  of  Genesee  Avenue,  Block  5469,  Lot  9,  Great 
Kills,  Borough  of  Richmond,  N.B.  34-71,  re-  proposed 
two  family  dwelling,  R3-2  district. 


349-71-BZ — B.R. — 873  Armstrong  Avenue,  northeast 
corner  of  Leverett  Avenue,  Block  5473,  Lot  1,  Great 
Kills,  Borough  of  Richmond,  N.B.  2855-69,  re-  proposed 
11-family  class  A  multiple  dwelling,  R3-2  district. 


350-71-SA — The  Ansul  Company,  Ansul  R-101,  R-101- 
10-1  through  10-6,  R-101-30-1  through  30-8,  mnaufactured 
by  The  Ansul  Company,  Appliance. 


351-71-BZ — B.M. — 4423  to  4429  Broadway,  west  side, 
158  feet  9Ya  inches  south  of  190th  Street,  Block  2180, 
Lot  488,  Borough  of  Manhattan,  Alt.  No.  120-71,  re¬ 
proposed  automobile  repair  shop,  C2-4  in  R7-2  disrtict. 


352-71-BZ — B.B. — 2521  East  16th  Street,  east  side,  175 
feet  south  of  Avenue  Y,  Block  7437,  Lot  69,  Borough  of 
Brooklyn,  N.B.  990-69,  re-  proposed  2  family  dwelling, 
R4  district. 


353-71-BZ — B.B. — 2523  East  16th  Street,  east  side,  200 
feet  south  of  Avenue  Y,  Block  7437,  Lot  68,  Borough 
of  Brooklyn,  N.B.  991-69,  re-  prpoosed  2  family  dwelling, 
R4  district. 


354-71-BZ — B.Q. — 59-06  Brooklyn  Queens  Expressway, 
southwest  corner  of  59th  Place,  Block  2344,  Lot  30,  Bor¬ 
ough  of  Queens,  N.B.  205-71,  re-  roof  parking  on  pro¬ 
posed  police  building,  Ml-2  district. 


355-71-BZ — B.Bx. — 99  Bellamy  Loop  South,  northwest 
corner  fo  Co-op  City  Boulevard,  Block  5141,  Lot  700, 
Borough  of  Bronx,  N.B.  637-66,  re-  off  street  parking 
spaces,  R6  district. 


356-71-A— B.Bx. — 99  Bellamy  Loop  South,  northwest 
corner  of  Co-op  City  Boulevard,  Block  5141,  Lot  700, 
Borough  of  The  Bronx,  N.B.  637-66,  re-  off  street  parking 
spaces,  R6  district. 


357-71-BZ — B.Bx. — 999  Co-op  City  Boulevard,  south¬ 
east  corner  of  Baychester  Avenue,  Block  5141,  Lot  120, 
Borough  of  the  Bronx,  N.B.  13-66,  re-  off  street  parking 
spaces,  R6  district. 


358-7 1-A — B.Bx. — 999  Co-op  City  Boulevard,  southeast 
corner  of  Baychester  Avenue,  Block  5141,  Lot  120  Bor¬ 
ough  of  The  Bronx,  N.B.  13-66,  re-  off  street  parking 
spaces,  R6  district. 


359-71-BZ — B.Bx. — 99  Carver  Loop  East,  southwest 
corner  of  Co-op  City  Boulevard,  Block  5141,  Lot  600, 
Borough  of  The  Bronx,  N.B.  610-66,  re-  off  street  parking 
spaces,  R6  district. 


360-71-A — B.Bx. — 99  Carver  Loop  East,  southwest  corner 
of  Co-op  City  Boulevard,  Block  5141,  Lot  600,  Borough 
of  The  Bronx,  N.B.  610-66,  re-  off  street  parking  spaces, 
R6  district. 


361-71-BZ — B.Bx. — 99  Asch  Loop  West,  northeast  corner 
of  Bartow  Avenue,  Block  5141,  Lot  100,  Borough  of  The 
Bronx,  N.B.  635-66,  re-  off  street  parking  spaces,  R6  dis¬ 
trict. 


362-7 1-A — B.Bx. — 99  Asch  Loop  West,  northeast  corner 
of  Bartow  Avenue,  Block  5141,  Lot  100,  Borough  of 
The  Bronx,  N.B.  635-66,  re-  off  street  parking  spaces, 
R6  district. 


363-71-BZ — B.Bx. — 99  Erskine  Place,  northwest  corner 
of  Earhart  Lane,  Block  5135,  Lot  51,  Borough  of  The 
Bronx,  N.B.  659-66,  re-  off  street  parking  spaces,  R6  dis¬ 
trict. 


364-71-A — B.Bx. — 99  Erskine  Place,  northwest  corner  of 
Earhart  Lane,  Block  5135,  Lot  51,  Borough  of  The 
Bronx,  N.B.  659-66,  re-  off  street  parking  spaces,  R6 
district. 


365-71-A — B.Bx. — 99  Einstein  Loop  North,  southeast 
corner  of  Hutchinson  River  Parkway,  Block  5135,  Lot 
210,  Borough  of  The  Bronx,  N.B.  660-66,  re-  off  street 
parking  spaces,  C2-3  district. 


366-71-A — B.Bx. — 2099  Bartow  Avenue,  northwest  corner 
of  Co-op  City  Boulevard,  Block  5141,  Lot  100,  Borough 
of  The  Bronx,  N.B.  636-66,  re-  off  street  parking  spaces, 
C4-3  district. 


367-71-A — B.Bx. — 99  Dreiser  Loop  East,  southwest  cor¬ 
ner  of  Co-op  City  Boulevard,  Block  5141,  Lot  500,  Bor¬ 
ough  of  The  Bronx,  N.B.  553-66,  re-  off  street  parking 
spaces,  C4-3  district. 
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368-71-SA — Standard  Electric  Time  Corporation,  Interior 
Fire  Alarm  relay  panel,  manufactured  by  Standard  Elec¬ 
tric  Time  Corporation,  Appliance. 


369-71-A — B.Q. — 71-10  Greenway  Terrace,  southwest  cor¬ 
ner  of  71st  Avenue,  Block  3253,  Lot  62,  Forest  Hills, 
Borough  of  Queens,  Alt.  No.  812-66,  re-  egress,  R3-2 
district. 


370-71-SA — Dor-O-Matic  Division  Republic  Industries 
Incorporated,  Fire  Eye  electric  hold  open  door  control, 
manufactured  by  Dor-O-Matic  Division  Republic  Indus¬ 
tries  Incorporated,  Appliance. 


371-71-BZ — B.Bx. — 590  to  596  East  183rd  Street,  south¬ 
east  corner  of  Arthur  Avenue,  Block  3071,  Lots  16,  17, 
Borough  of  The  Bronx,  N.B.  148-69,  re-  proposed  change 
of  bulk  of  a  commercial  building,  R7-1  district. 


372-71-A — B.M. — 47  East  51st  Street,  north  side,  133 
feet  west  of  Park  Avenue,  Block  1287,  Lot  31,  Borough 
of  Manhattan,  Alt.  No.  1864-69,  re-  rehabilitation  center 
for  addicts,  C5-3  district. 


Restored  to  Docket 

666-66-BZ — Vol.  II — B.R. — 2375  Richmond  Avenue,  465 
Nome  Avenue,  southeast  corner,  Block  2380,  Lot  30,  New 
Springville,  Borough  of  Richmond,  N.B.  327-71  re-  car 
sales  office  and  accessory  storage,  R3-2  district. 


DESIGNATIONS:  D — Department  of  Buildinsrs;  B.B. — Department 
of  Buildings.  Brooklyn:  B.M. — Department  of  Buildings.  Manhattan: 
B.Q. — Department  of  Buildings,  Queens:  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department:  F.D. — Fire  Department. 


JUNE  22,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning ,  June  22, 1971,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 
matters : 

423-55-BZ 

APPLICANT — Lama  &  Vassalotti  for  Rose  Epstein,  owner. 
SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  June  12,  1971 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  7f,  7i  and  7 A  of  the 
Zoning  Resolution,  permitting  in  a  business  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  station, 
high  speed  auto  laundry,  lubritorium,  body  and  fender 
work,  welding,  incidental  repairs,  brake  testing,  wheel 
alignment,  incidental  painting  and  spraying,  office  and  sales, 
parking  of  motor  vehicles  awaiting  service  with  entrances 
closer  to  the  residence  use  district  than  is  permitted. 
PREMISES  AFFECTED — 70-11  to  70-19  Northern  Boule¬ 
vard  and  32-62  to  32-70  71st  Street,  northwest  corner, 
Block  1166,  Lot  37,  Woodside,  Borough  of  Queens. 


802-55-BZ 

APPLICANT — Larry  Meltzer  for  Humble  Oil  &  Refining 
Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  April  3,  1971 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  7f,  7 A  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  business  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium,  minor  auto  repairs  (hand  tools  only)  car 


washing  (non-automatic)  office,  storage  and  sale  of  auto 
accessories,  parking  of  more  than  five  cars  waiting  to  be 
serviced,  with  proposed  show  window  less  than  75  ft. 
from  a  residence  use  district. 

PREMISES  AFFECTED — 219-11  to  219-19  Northern 
Boulevard  and  43-32  to  43-38  220th  Street,  northwest 
corner,  Block  6322,  Lot  24,  Bayside,  Borough  of  Queens. 


274-59-BZ— Vol.  II 

APPLICANT — Thomas  Cartelli  for  Naclerio  Bros.,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  term  of 
variance  which  expired  January  17,  1971— decision  of  the 
Borough  Superintendent;  previously  granted  on  condition 
under  Section  7h  of  the  Zoning  Resolution,  permitting  in 
a  residence  use  district,  the  maintenance  of  a  private  park¬ 
ing  lot  for  the  patrons  of  the  catering  establishment  of 
Block  4743,  Lot  8. 

PREMISES  AFFECTED — 3356-3358  Eastchester  Road 
and  1510-1514  Tillotson  Avenue,  southeast  corner,  Block 
4744,  Lots  1  and  62,  Borough  of  The  Bronx. 


153-70-BZ— Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT— Application  reopened  as  Volume  II  April  27, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district  the  erection  of  a  three  story  two  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room  and 
has  porches  that  are  not  permitted  obstructions  within  the 
required  open  space. 

PREMISES  AFFECTED — 42-29  202nd  Street,  east  side, 
240  feet  north  of  43rd  Avenue,  Block  6260,  Lot  51,  Bayside, 
Borough  of  Queens. 


154-70-BZ— Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT— Application  reopened  as  Volume  II  April  27, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district  the  erection  of  a  three  story  two  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room  and 
has  porches  that  are  not  permitted  obstructions  within 
the  required  open  space. 

PREMISES  AFFECTED — 42-19  202nd  Street,  east  side, 
180  feet  south  of  42nd  Avenue,  Block  6260,  Lot  56,  Bayside, 
Borough  of  Queens. 


155-70-BZ— Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT— Application  reopened  as  Volume  II  April  27, 
1971- — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district  the  erection  of  a  three  story  two  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room  and 
has  porches  that  are  not  permitted  obstructions  within 
the  required  open  space. 
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PREMISES  AFFECTED— 42-21  202nd  Street,  _east  side, 
210  feet  south  of  42nd  Avenue,  Block  6260,  Lot  55,  Bayside, 
Borough  of  Queens. 


157-70-BZ — Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT — Application  reopened  as  Volume  II  April  27, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district  the  erection  of  a  three  story  two  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area,  per  room  and 
has  porches  that  are  not  permitted  obstructions  within  the 
required  open  space. 

PREMISES  AFFECTED— 42-27  202nd  Street,  east  side, 
240  feet  south  of  42nd  Avenue,  Block  6260,  Lot  52,  Bayside, 
Borough  of  Queens. 


711-70-BZ 

APPLICANT — George  J.  Vassilev,  for  Thomas  M.  Ragusa 
and  Domenica  Crescenti,  owner. 

SUBJECT — Application  November  27,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-241  of  the.  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  in  an  existing 
one  story  building,  the  addition  to  the  restaurant  use  to 
include  cabaret. 

PREMISES  AFFECTED— 111-06  to  111-10  Roosevelt  Ave¬ 
nue,  south-east  of  111th  Street,  Block  2013,  Lot  1,  Borough 
of  Queens. 


118-71-BZ 

APPLICANT — Vincent  S.  La  Ganga  for  Dr.  Suppo,  owner. 

SUBJECT — Application  March  4,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  73-125  and  73-11 
(g)  of  the  Zoning  Resolution,  to  permit  in  a  R2  district 
the  enlargement  in  area  of  an  existing  medical  offices 
building  that  will  exceed  the  limitation  on  floor  area. 

PREMISES  AFFECTED — 299  Guyon  Avenue,  northwest 
corner  of  Hylan  Boulevard,  Block  4301,  Lot  1,  Oakwood, 
Borough  of  Richmond. 


140-71-BZ 

APPLICANT — Stanley  H.  Klein  for  Karl  and  Doris  Stork, 
owner. 

SUBJECT — Application  March  9,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-62  of 
the  Zoning  Resolution,  to  permit  in  a  Cl-2  district  the 
enlargement  in  area  and  expansion  of  a  bakery  that  will 
exceed  the  floor  area  limitation  for  production. 

PREMISES  AFFECTED— 12-40  to  12-42  150th  Street, 
southwest  corner  of  12th  Road,  Block  4505,  Lot  29, 
Whitestone,  Borough  of  Queens. 


257-71-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Melton  Realty  Cor¬ 
poration,  owner.  Burglers  Cove,  lessee. 

SUBJECT — Application  April  21,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-241  of  the  Zoning 
Resolution,  to  permit  in  a  C2-4  district,  in  an  existing  two 
story  building,  the  addition  to  the  uses  of  the  first  floor 
restaurant  to  include  cabaret. 

PREMISES  AFFECTED — 3869  Tenth  Avenue,  southeast 
corner  of  West  207th  Street,  Block  2203,  Lot  7,  Borough 
of  Manhattan. 


295-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  R.  H.  Macy  and  Company,  Incorporated, 
owner. 

SUBJECT — Application  May  12,  1971 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  666,  of  the  New  York 
City  Charter  and  Section  72-21  of  the  Zoning  Resolution, 
to  permit  in  a  C4-1  district,  in  a  proposed  shopping  center 
the  erection  of  a  three  story  department  store  that  en¬ 
croaches  on  the  required  rear  yard. 

PREMISES  AFFECTED — 112  Richmond  Hill  Road,  south 
side,  1014  feet  east  of  Richmond  Avenue,  Block  2400,  Lot 
118,  New  Springville,  Borough  of  Richmond. 


318-71-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  R.  H.  Macy  and  Company,  Incorporated,  owner. 

SUBJECT — Application  May  18,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  lot  line  opening, 
exterior  walls,  exterior  separation. 

PREMISES  AFFECTED — 112  Richmond  Hill  Road,  south 
side,  1014  feet  east  of  Richmond  Avenue,  Block  2400,  Lot 
118,  New  Springville,  Borough  of  Richmond. 


296-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Sears  Roebuck  and  Company,  owner. 

SUBJECT— Application  May  12,  1971 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  666,  of  the  New  York 
City  Charter  and  Sections  73-48  and  73-482  of  the  Zoning 
Resolution,  to  permit  in  a  C4-1  district,  in  a  proposed 
shopping  center,  the  erection  of  a  two  story  department 
store  that  encroaches  on  the  required  rear  yard  and  with 
an  accessory  parking  facility  that  exceeds  the  maximum 
size. 

PREMISES  AFFECTED — 283  Platinum  Avenue,  north 
side,  270  feet  east  of  Richmond  Avenue,  Block  2400,  Lot 
375,  New  Springville,  Borough  of  Richmond. 


319-71-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Sears  Roebuck  and  Company,  owner. 

SUBJECT — Application  May  18,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  lot  line  opening, 
exterior  walls,  exterior  separation. 

PREMISES  AFFECTED — 283  Platinum  Avenue,  north 
side,  270  feet  east  of  Richmond  Avenue,  Block  2400,  Lot 
375,  New  Springville,  Borough  of  Richmond. 


297-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Staten  Island  Mall,  owner. 

SUBJECT — Application  May  12,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  666,  of  the  New  York 
City  Charter  and  Sections  72-21,  73-48  and  73-482  of  the 
Zoning  Resolution,  to  permit  in  a  C4-1  district,  in  a  pro¬ 
posed  shopping  center,  the  construction  of  a  connecting 
mall  between  two  department  stores  that  has  access  on  the 
lot  line  into  adjoining  buildings  and  with  an  accessory 
parking  facility  that  exceeds  the  permitted  size. 

PREMISES  AFFECTED — 2655  Richmond  Avenue,  north¬ 
east  corner  of  Platinum  Avenue,  Block  2400,  Lot  180,  New 
Springville,  Borough  of  Richmond. 
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320-71-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Staten  Island  Mall,  owner. 

SUBJECT — Application  May  18,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  mall  area  of 
shopping  area. 

PREMISES  AFFECTED — 2655  Richmond  Avenue,  north¬ 
east  corner  of  Platinum  Avenue,  Block  2400,  Lot  180, 
New  Springville,  Borough  of  Richmond. 


298-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum 
and  Young  for  Staten  Island  Mall,  owner. 

SUBJECT — Application  May  12,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Sections  73-48  and  73-482  of  the 
Zoning  Resolution,  to  permit  in  a  C4-1  district,  in  a  pro¬ 
posed  shopping  center,  the  maintenance  of  a  retail  service 
and  convenience  center  with  accessory  parking  that  exceeds 
the  permitted  size. 

PREMISES  AFFECTED — 280  Marsh  Avenue,  northwest 
corner  of  Platinum  Avenue,  Block  2400,  Lot  300,  New 
Springville,  Borough  of  Richmond. 


299-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Staten  Island  Mall,  owner. 

SUBJECT — Application  May  12,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  a  C4-1  district,  the  installation  of  an  off- 
size  accessory  sewage  treatment  plant  for  a  proposed 
shopping  center. 

PREMISES  AFFECTED — 26  Richmond  Hill  Road,  south 
side,  190  feet  east  of  Richmond  Avenue,  Block  2400,  Lot  77, 
New  Springville,  Borough  of  Richmond. 


95-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  Dave 
Simon,  owner,  c/o  Robert  H.  Black,  Douglaston  Golf 
Range,  Executor. 

SUBJECT — Application  February  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-2  district,  the  erection 
of  a  six  story  multiple  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  accessory  parking, 
encroaches  on  the  required  yard  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED — 44-30  Douglaston  Parkway, 
west  side,  72.48  feet  north  of  Northern  Boulevard,  Block 
8092,  Lots  33,  56,  Douglaston,  Borough  of  Queens. 

Laid  over  from  June  1,  1971,  for  continued  hearing. 


174-71-BZ 

APPLICANT — A.  H.  Salkowitz  for  Allied  Tylan  Boule¬ 
vard  Corporation,  owner ;  Dun  and  Bradstreet,  lessee. 

SUBJECT — Application  March  24,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-44  of  the  Zoning 
Resolution,  to  permit  in  a  C2-1  district,  the  reduction  in 
the  number  of  accessory  parking  spaces  for  a  proposed 
office  building. 


PREMISES  AFFECTED — 1139  Hylan  Boulevard,  north 
side,  80  feet  west  of  Allendale  Road,  Block  3227,  Lot  5, 
Grasmere,  Borough  of  Richmond. 

Laid  over  from  June  1,  1971,  for  continued  hearing. 


189-71-BZ 

APPLICANT — Savignono,  Strange  and  Veils  for  Bangar 
Realty  Corporation,  owner. 

SUBJECT — Application  March  29,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-413  and  72-21 
of.  the  Zoning  Resolution,  to  permit  in  a  Cl-3  and  R6  dis¬ 
trict,  the  change  in  use  of  an  existing  one  story  building 
previously  before  the  Board  from  warehouse,  shipping  and 
stores  to  the  manufacturing  of  ladies  handbags. 

PREMISES  AFFECTED— 1674  to  1678  Broadway,  south 
side,  57.4  feet  west  of  Decatur  Street,  747  to  755  Decatur 
Street,  Block  1503,  Lot  31,  Borough  of  Brooklyn. 

Laid  over  from  June  1,  1971,  for  continued  hearing. 

Previously  inspected. 

THOMAS  F.  GALVIN,  Chairman 


JUNE  22,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternon,  June  22,  1971,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 
matters : 

1127-62-SM 

APPLICANT — Tyler  Pipe  &  Foundry  Company — Joint  for 
drain,  waste  and  vent  cast  iron  pipe. 


292-71-SA 

APPLICANT — Ruskin  Manufacturing  Company — \J/2  hour 
rated  fire  damper  doors. 


300-71-SA 

APPLICANT — Atlantic  New  York  Corporation — vending 
machine  for  hot  drinks. 


301-71-SA 

APPLICANT — Atlantic  New  York  Corporation — vending 
machine  for  hot  drinks. 


305-71-SM 

APPLICANT — Atlantic  New  York  Corporation — vending 
machine  for  cold  drinks. 


306-71-SM 

APPLICANT — James  F.  Reid,  for  Timken  Company — steel 
for  use  in  crane  boom. 


307-71-SM 

APPLICANT — James  F.  Reid  for  Lorain  Div.  Koehring 
Co. — steel  for  use  in  crane  boom  construction. 


321-71-SM 

APPLICANT — H.  H.  Robertson  Company — partition  and 
exterior  wall. 
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322-71-SM 

APPLICANT— H.  JL  Robertson  Company— partition  and 
exterior  wall. 


321-70-A 

APPLICANT — Department  of  Buildings,  City  of  New  York 
for  Abe  Maibach,  owner. 

SUBJECT— Application  May  25,  1970— revocation  of  Cer¬ 
tificate  of  Occupancy  No.  199,978. 

PREMISES  AFFECTED— 1232  to  1256  East  80th  Street, 
north  side,  from  Paerdegat  8th  Street  to  Paerdegat  9th 
Street,  entire  block  front  36-46  Paerdegat  8th  Street  and 
35-45  Paerdegat  9th  Street,  Block  8058,  Lot  32,  Borough 
of  Brooklyn. 


175-71-A 

APPLICANT— Morris  B.  Lore  for  E.  I.  du  Pont  de 
Nemours,  owner. 

SUBJECT— Application  March  25,  1971— appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  DuPont  Gas  Booster  in  8  fluid 
ounce  cylindrical  metal  sealed  containers  not  in  compli¬ 
ance  with  the  regulations  of  the  Administrative  Code  of 
New  York  City. 


227-71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Daniel  Ginsberg. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 4160  Broadway,  northeast  cor¬ 
ner  of  West  176th  Street,  Block  2145,  Lot  11,  Borough  of 
Manhattan. 


228-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Mor-Ben  Company. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 3358  to  3370  Atlantic  Avenue, 
south  side,  76  feet  west  of  Crescent  Street,  Block  4162,  Lot 
18,  Borough  of  Brooklyn. 


241-71-A 

APPLICANT — Harold  E.  Diamond  for  Harold  Reilly, 
owner. 

SUBJECT — Application  April  14,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 255  Benedict  Road,  east  side, 
486.83  feet  north  of  Four  Corners  Road,  Block  871,  Lot 
158,  Dongan  Hills,  Borough  of  Richmond. 


265-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Robert  Supina, 
owner. 

SUBJECT — Application  April  29,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 320  George  Street,  south  side, 
108.00  feet  east  of  Sprague  Avenue,  Block  7866,  Lot  37, 
Tottenville,  Borough  of  Richmond. 


267-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Frank  Tansey,  owner. 
SUBJECT— Application  April  29,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 58  Madison  Avenue,  south  side, 
100.00  feet  east  of  Farraday  Street,  Block  1498,  Lot  41, 
Bloomfield,  Borough  of  Richmond. 


309-71-A 

APPLICANT — Harmon  H.  Goldstone,  Chairman,  Land¬ 
marks  Preservation  Commission  for  Donald  D.  Gabay 
et  al.,  owner. 

SUBJECT— Application  May  14,  1971— filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in  bed 
of  a  mapped  street. 

PREMISES  AFFECTED— 11  Charles  Street,  north  side, 
110.8  feet  east  of  Waverly  Place,  Block  612,  Lot  69, 
Borough  of  Manhattan. 

THOMAS  F.  GALVIN,  Chairman 


JUNE  29,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning,  June  29,  1971,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

1 1-34-BZ — Vol.  Ill 

APPLICANT— Lama  &  Vassalotti  for  City  of  New  York 
(Housing  &  Development  Administration),  owner. 
SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  June  21,  1971 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  plumbing  supplies  and 
the  parking  and  storage  of  motor  vehicles  on  unbuilt  por¬ 
tion  of  the  plot. 

PREMISES  AFFECTED— 277-293  Chester  Street,  east  side, 
179  feet  inches  south  of  Blake  Avenue,  Block  3560, 
Lot  12,  Borough  of  Brooklyn. 


285-55-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Anthony  James  Scalzo,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  March  6,  1971 — decision  of  the 
Borough  Superintendent;  previously  granted  on  condition 
under  Sections  7f,  7i  and  7h  of  the  Zoning  Resolution, 
permitting  in  a  business  use  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  motor  vehicle  repair 
shop  and  to  permit  the  parking  and  storage  of  more  than 
5  motor  vehicles. 

PREMISES  AFFECTED— 1777-1783  McDonald  Avenue, 
east  side,  170  feet  8l/2  inches  north  of  Avenue  P,  Block 
6608,  Lot  64,  Borough  of  Brooklyn. 


1020-55-BZ 

APPLICANT — Lama  &  Vassalotti  for  Rose  Ann  Romanelli, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  October  4._  1971 
—-decision  of  the  Borough  Superintendent;  previously 
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granted  under  Section  7h  of  the  Zoning  Resolution,  permit¬ 
ting  in  a  residence  use  district  parking  and  storage  of  motor 
vehicles. 

REMISES  AFFECTED — 423-425  Lincoln  Road,  north  side, 
156.6J4  feet  west  of  New  York  Avenue  and  376-380  Lef- 
ferts  Avenue,  Block  1330,  Lots  24  and  48,  Borough  of 
Brooklyn. 


43-34-BZ 

APPLICANT — Hurley,  Kearney  &  Lane  for  Salvatore  Cos- 
tanzo  and  Rose  Costanzo,  owners. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  July  19,  1971 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  21  of  the  Zoning  Resolution, 
permitting  in  a  business  use  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 6522-6524 — 13th  Avenue,  north¬ 
west  corner  of  66th  Street,  Lot  46,  Borough  of  Brooklyn. 


819-47-BZ — Vol.  I 

APPLICANT — Charles  I.  Goldman  for  Morley  Holding 
Company,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  April  11,  1971 — decision  of 
the  Borough  Superintendent;  previously  granted  on  condi¬ 
tion  under  Section  7h  of  the  Zoning  Resolution,  permitting 
in  a  residence  and  business  use  district,  the  parking  and 
storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 118-21  Queens  Boulevard  and 
112-09  78th  Crescent,  northwest  corner,  Block  2270,  Lot  41, 
Forest  Hills,  Borough  of  Queens. 


247-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Sheldon  H.  Solow,  owner. 

SUBJECT — Application  April  16,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C5-3  district,  on  a  plot  with  a 
48  story  office  building  presently  under  construction,  the 
reduction  in  lot  area  that  creates  non-compliance  in  floor 
area  ratio. 

PREMISES  AFFECTED— 9  to  25  West  57th  Street,  207 
feet  west  of  5th  Avenue,  4  to  40  West  58th  Street,  Block 
1273,  Lots  22,  24,  27,  29,  19,  44,  46,  49,  51,  53,  57  and  59, 
Borough  of  Manhattan. 

Laid  over  from  June  1,  1971,  for  hearing  at  the  request 

of  the  Community  Board. 


131-70-BZ— Vol.  II 

APPLICANT — Stroock  and  Stroock  and  Lavan  for  Dorothy 
Livingston,  owner;  Volkswagen  Bristol  Motors,  Incor¬ 
porated,  lessee. 

SUBJECT — Application  reopened  February  23,  1971  as 
Volume  II — decision  of  the  Borough  Superintendent  under 
Section  73-49  of  the  Zoning  Resolution,  to  permit  in  an 
Ml -4  and  R10  district,  the  use  of  the  roof  over  the  two 
story  portion  of  a  four  story  automobile  sales  and  service 
establishment  for  accessory  roof  parking. 

PREMISES  AFFECTED— 502  to  512  East  76th  Street, 
south  side,  98  feet  east  of  York  Avenue,  Block  1487,  Lots 
43,  44,  47,  and  48,  Borough  of  Manhattan. 


99-71-BZ 

APPLICANT — Stanley  A.  Applebaum  for  Kenneth  I. 
Wilpon,  owner. 

SUBJECT— Application  February  19,  1971— decision  of 
the  Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  an 
automobile  sales  and  service  establishment  with  accessory 
parking  and  storage  in  the  open  area. 

PREMISES  AFFECTED — 4420  Hylan  Boulevard,  south 
side,  from  Lyndale  Avenue  to  Preston  Avenue,  Block  5409, 
Lot  19,  Eltingville,  Borough  of  Richmond. 


157-71-BZ 

APPLICANT — Leo  D.  Fakler  for  James  Romanelli,  owner. 

SUBJECT — Application  March  17,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-1  district,  the  erection 
of  a  one  story  and  cellar  medical  building  that  encroaches 
on  the  required  front  and  side  yards. 

PREMISES  AFFECTED — 85-07  Woodhaven  Boulevard, 
southeast  corner  of  85th  Avenue,  Block  8886,  Lot  52, 
Woodhaven,  Borough  of  Queens. 


158-71-A 

APPLICANT — Leo  D.  Fakler  for  James  Romanelli,  owner. 

SUBJECT — Application  March  17,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  building  accessi¬ 
bility  for  wheelchairs. 

PREMISES  AFFECTED — 85-07  Woodhaven  Boulevard, 
southeast  corner  of  85th  Avenue,  Block  8886,  Lot  52, 
Woodhaven,  Borough  of  Queens. 


160-71-BZ 

APPLICANT — Hannibal  F.  Zumbo  for  Nathan  Cohen, 
owner. 

SUBJECT — Application  March  18,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-50  of  the  Zoning 
Resolution,  to  permit  in  a  C8-2  district,  in  an  existing  two 
story  building,  the  enlargement  in  area  of  the  first  floor 
store  that  encroaches  on  the  required  yard  along  a  district 
boundary. 

PREMISES  AFFECTED — 1983  Coney  Island  Avenue,  east 
side,  320  feet  north  of  Quentin  Road,  Block  6774,  Lot  63, 
Borough  of  Brooklyn. 


162-71-BZ 

APPLICANT- — Larry  Meltzer  for  George  Figliolia,  owner. 

SUBJECT — Application  March  18,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  cosmetics  and  toilet¬ 
ries  manufacturing  establishment. 

PREMISES  AFFECTED — 109  to  115  3rd  Street,  north  side, 
40  feet  west  of  Bond  Street,  Block  461,  Lots  42  and  44, 
Borough  of  Brooklyn. 


172-71-BZ 

APPLICANT — A.  H.  Salkowitz  for  Glenwood  Estates, 
owner. 

SUBJECT — Application  March  24,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  on  a  plot  with  a 
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six  story  multiple  dwelling,  the  reduction  in  lot  size  that 
increases  the  degree  of  non-compliance  in  floor  area  ratio, 
open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED— 80-35  Springfield  Boulevard, 
northeast  corner  of  Grand  Central  Parkway,  Block  7912, 
Lot  2,  Queens  Village,  Borough  of  Queens. 


173-71-BZ 

APPLICANT— A.  H.  Salkowitz  for  Roosevelt  Savings  Bank 
of  The  City  of  New  York,  owner. 

SUBJECT— Application  March  24,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  construction  of 
an  accessory  parking  lot  for  an  adjoining  bank. 

PREMISES  AFFECTED— 224-14  Union  Turnpike,  south 
side,  100.01  feet  east  of  Springfield  Boulevard,  Block  7912, 
Lot  30,  Queens  Village,  Borough  of  Queens. 


291-71-BZ 

APPLICANT— Lama  and  Vassalotti  for  West  Side  Savings 
Bank,  owner. 

SUBJECT— Application  May  11,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C4-5  district,  the  erection  of  a 
two  story  enlargement  to  a  bank  that  encroaches  on  the  re¬ 
quired  rear  yard. 

PREMISES  AFFECTED— 388  to  396  Avenue  of  the  Ameri¬ 
cas,  east  side,  45.22  feet  south  of  West  8th  Street,  Block 
553,  Lot  1,  Borough  of  Manhattan. 


315-71-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Twenty-First  Cen¬ 
tury  Property,  Incorporated,  owner;  Department  of  Social 
Services  City  of  New  York,  lessee. 

SUBJECT— Application  May  18,  1971— decision  of  the 
Borough  Superintendent,  under  Section  73-19  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  district,  the  erection  of  a 
two  story  and  basement  day  care  and  after  school  center. 

PREMISES  AFFECTED — 54  Garden  Street,  southwest  cor¬ 
ner  of  Bushwick  Avenue,  Block  3137,  Lots  86  and  89, 
Borough  of  Brooklyn. 


148-70-BZ — Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Ciampa  Prop¬ 
erties,  owner. 

SUBJECT — Application  reopened  February  17,  1971  as 
Volume  II— decision  of  the  Borough  Superintendent,  un¬ 
der  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R4  district,  the  erection  of  a  one  story  enlargement  to 
an  existing  factory  and  warehouse  extending  into  the  resi¬ 
dence  district. 

PREMISES  AFFECTED— 15-11  119th  Street  and  119-06 
15th  Avenue,  southeast  corner.  Block  4073,  Lots  22  and 
47,  College  Point,  Borough  of  Queens. 

Laid  over  from  June  1,  1971,  for  continued  hearing  at 

the  request  of  the  Community  Board. 

THOMAS  F.  GALVIN,  Chairman 


JUNE  29,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  June  29,  1971,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 


441-70-A 

APPLICANT — Paul,  Weiss,  Goldberg,  Rifkind,  Wharton 
and  Garrison  for  Amway  Corporation,  owner. 

SUBJECT — Application  August  17,  1970 — Appeal  from  Fire 
Department  regulations  re-  Pressurized  Products. 


686-69-A 

APPLICANT — Allen  A.  Sylvane  for  Bess  Kane,  owner ; 
Rubin  Engelson,  lessee. 

SUBJECT — Application  November  20,  1969 — appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 137  Hudson  Street,  west  side, 
28  feet  north  of  Beach  Street,  Block  214,  Lot  24,  Borough 
of  Manhattan. 


506-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — United  House  of  Prayer. 

SUBJECT— Application  September  8,  1970— for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 2310-2322  Eighth  Avenue,  east 
side  of  Eighth  Avenue,  between  West  124th  Street  and 
West  125th  Street,  271  West  124th  Street  and  272-280 
West  125th  Street,  Block  1930,  Lot  1,  Borough  of  Man¬ 
hattan. 


229-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — V.  Camac  and  G.  Greenblat. 
SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 974  to  978  Morris  Park 
Avenue,  southeast  corner  of  Radcliff  Avenue,  Block  4101, 
Lot  1,  Borough  of  The  Bronx. 


230-71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Murray  Weiner. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 102-05  32nd  Avenue,  north  side, 
40  feet  east  of  102nd  Street,  Block  1689,  Lot  44,  East 
Elmhurst,  Borough  of  Queens. 


231-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— 1601  Realty  Corporation. 
SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 154  West  17th  Street,  south 
side,  100  feet  east  of  7th  Avenue,  Block  792,  Lot  56,  Bor¬ 
ough  of  Manhattan. 


313-71-A 

APPLICANT — Harrison  and  Abramovitz  for  Rock-Mc- 
Graw,  Incorporated,  owner. 

SUBJECT — Application  May  17,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  show  windows 
and  openings. 

PREMISES  AFFECTED— 1221  to  1237  Avenue  of  the 
Americas,  from  West  48th  Street  to  West  49th  Street, 
Block  1001,  Lots  13  to  53,  Borough  of  Manhattan. 


572 


CALENDAR 


314-71-A 


156-71-A 


APPLICANT — Heede  International,  Incorporated  for 

Heede  Hoist  and  Machine  Company,  owner ;  Long  Island 
Properties,  Incorporated,  lessee. 

SUBJECT— Application  May  17,  1971— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  safety  code  for 
workmens  Hoists. 

PREMISES  AFFECTED — 1514  to  1428  York  Avenue, 
north  side,  70  feet  east  of  East  80th  Street,  499  to  505 
East  80th  Street,  Block  1577,  Lots  126,  50,  52  and  104, 
Borough  of  Manhattan. 


APPLICANT— Lama  and  Vassalotti  for  Seafarers  Build¬ 
ing  Corporation,  owner. 

SUBJECT  Application  March  16,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Enlargement  of 
existing  mezzanine,  stairs  exterior  wall  rating. 

PREMISES  AFFECTED— 189  21st  Street,  and  657  to  675 
4th  Avenue,  northeast  corner,  Block  640,  Lot  1,  Borough 
of  Brooklyn. 


191-71-BZ 


339-71- A 

APPLICANT — Daniel  Laitin  for  Realty  Equities  Colum¬ 
bus  Circle  Corporation,  owner. 

SUBJECT — Application  May  26,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  stairs,  live  load. 

PREMISES  AFFECTED — 15  Columbus  Circle,  north  side, 
entire  block,  Block  1113,  Lot  29,  Borough  of  Manhattan. 

THOMAS  F.  GALVIN,  Chairman 


APPLICANT — Philip  P.  Agusta  for  Salvatore  and  Giusep- 
pina  D’Urso,  owner. 


Application  April  1,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-2  district,  the  conversion 
of  an .  existing  two  story  and  cellar  commercial  building 
to  residential  use. 

PREMISES  AFFECTED — 1230  36th  Street,  south  side, 
240.07/8  feet  East  of  12th  Avenue,  Block  5296,  Lot  15 
Borough  of  Brooklyn. 


JULY  6,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  July  6,  1971,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 
matters : 

112-71-BZ 

APPLICANT — Harry  Soled  for  Rabbi  Mendel  Horowitz, 
owner. 

SUBJECT — Application  March  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R7-1  district,  the  construc¬ 
tion  and  maintenance  of  a  non-transient  parking  lot. 

PREMISES  AFFECTED — 232  East  18th  Street,  west  side, 
300  feet  north  of  Beverly  Road,  Block  5121,  Lot  24,  Bor¬ 
ough  of  Brooklyn. 


152-71-BZ 

APPLICANT— Benjamin  F.  Nolan  for  The  Greek  Ameri¬ 
can  Soccor  Club  Incorporated,  owner;  Isaak  Papadoloulos, 
lessee. 

SUBJECT— Application  March  15,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  in  an  existing 
two  story  building,  the  addition  to  the  use  of  the  first  floor 
restaurant  to  include  cabaret. 

PREMISES  AFFECTED— 31-06  to  31-08  Astoria  Boule¬ 
vard,  southwest  corner  of  32nd  Street,  Block  620,  Lot  16, 
Astoria,  Borough  of  Queens. 

155-71-BZ 

APPLICANT-Lama  and  Vassalotti  for  Seafarers  Build¬ 
ing  Corporation,  owner. 

SUBJECT  Application  March  16,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  erection 
of  a  two  story  enlargement  to  an  existing  union  office 
building  previously  before  the  Board  and  the  conversion 
of  the  existing  mezzanine  to  a  second  floor  that  increases 
the  degree  of  non-conformity. 

PREMISES  AFFECTED — 189  21st  Street,  and  657  to  675 
4th  Avenue,  northeast  corner,  Block  640,  Lot  1,  Borough 
of  Brooklyn. 


219-7,1-BZ 

APPLICAN  P — McGee  and  Morsellino  for  Joseph  S.  Am- 
mirati,  owner. 

SUBJECT  Application  April  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  two  story  building  for  use  as  a  warehouse. 

PREMISES  AFFECTED— 146-65  to  146-67  to  146-75 
Springfield  Boulevard,  northeast  corner  of  147th  Avenue, 
Block  13363,  Lot  6,  Springfield  Gardens,  Borough  of 
Queens. 


271-71-BZ 

APPLICANT— Lama  and  Vassalotti  for  Bonner  Realty  and 
Construction  Corporation,  owner. 

SUBJECT  Application  April  29,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  60  (3)  of  the  Multiple 
Dwelling  Law,  to  permit  in  a  Cl-5  and  R10  district,  at  an 
existing  39  story  multiple  dwelling,  the  addition  to  the  uses 
to  include  transient  parking  for  the  unused  and  surplus 
tenants  spaces  for  a  term  of  15  years. 

i  REMISES  AFFECTED — 1006  to  1020  First  Avenue,  403 
to  409  East  55th  Street,  northeast  corner  and  400  to  408 
East  56th  Street,  Block  1367,  Lot  1,  Borough  of  Manhat¬ 
tan. 


272-71-A 

APPLICANT— Lama  and  Vassalotti  for  Bonner  Realty  and 
Construction  Corporation,  owner. 

SUBJECT  Application  April  29,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  transient  parking. 

REMISES  AFFECTED — 1006  to  1020  First  Avenue,  403 
to  409  East  55th  Street,  northeast  corner  and  400  to  408 
East  56th  Street,  Block  1367.  Lot  1,  Borough  of  Manhat¬ 
tan. 


280-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Company, 
owner;  Walmere  Realty  Company,  Incorporated,  lessee. 

SUBJECT— Application  April  30,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-412,  73-211  and 
73-212  of  the  Zoning  Resolution,  to  permit  in  a  C2-2  dis¬ 
trict,  the  enlargement  in  lot  area  and  the  reconstruction 
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of  an  automotive  service  station  with  accessory  uses  pre¬ 
viously  before  the  Board. 

PREMISES  AFFECTED— 148-12  Rockaway  Boulevard, 
southeast  corner  of  148th  Street,  Block  12103,  Lots  25,  35, 
39,  Ozone  Park,  Borough  of  Queens. 


293-71-BZ 

APPLICANT— Harry  Halbreich  for  Manor  Towers  Asso¬ 
ciates,  owner ;  Riverside  Racquet  Club,  Incorporated, 
lessee. 

SUBJECT— Application  May  11,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-11  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R4  district,  on  a 
plot  with  an  existing  multiple  dwelling,  the  installation 
of  a  seasonal  air  supported  structure  to  inclose  the  exist¬ 
ing  tennis  courts. 


PREMISES  AFFECTED— 3671  Hudson  Manor  Terrace, 
northwest  corner  of  West  236th  Street,  Block  5920,  Lot 
653,  Borough  of  The  Bronx. 


294-71-A 

APPLICANT— Harry  Halbreich  for  Manor  Towers  Asso¬ 
ciates,  owner ;  Riverside  Racquet  Club,  Incorporated, 

lessee. 

SUBJECT— Applictaion  May  11,  1971— appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  air  supported 
fabric  structure. 

PREMISES  AFFECTED— 3671  Hudson  Manor  Terrace, 
northwest  corner  of  West  236th  Street,  Block  5920,  Lot 
653,  Borough  of  The  Bronx. 

THOMAS  F.  GALVIN,  Chairman 
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SPECIAL  MEETING 

THURSDAY  MORNING,  MAY  27,  1971,  10  A.M. 

Present :  C|h!airman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

64-71- A 

APPLICANT — William  H.  Byrne,  of  Bilbyrne  Corporation 
for  Consolidated  Edison  Company  of  New  York,  Incor¬ 
porated,  owner. 

SUBJECT — Application  January  28,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  and  Dept,  of  Ports  and 
Terminals  re-  Installation  of  300,000  Barrel  L.  N.  G.  Tank. 

PREMISES  AFFECTED — 19  to  39  20th  Avenue,  east  side, 
2.300  feet  north  of  East  River,  Block  850,  Lot  1,  Long 
Island  City.  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  William  H.  Byrne,  Kenneth  J.  Glasser 
and  Werner  C.  Ross. 

For  Administration :  John  K.  Madigan,  Ports  and 
Terminals,  Lt.  John  F.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

N  egative  :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
December  11,  1970  on  F.  D.  Folder  #W801372,  and  the  de¬ 
cision  of  the  Department  of  Ports  and  Terminals  dated  De¬ 
cember  28,  1970  on  Applic.  No.  700392,  reads : 

“3.  Provide  that  the  ‘refrigerant’  used  in  liquefac¬ 
tion  shall  be  permitted  refrigerant  conforming  to  Cl  9- 
97.2  Adm.  Code. 

4.  Provide  that  the  LNG  storage  container  (tank) 
be  of  steel  construction  of  a  type  approved  by  the  Inter¬ 
state  Commerce  Commission  or  the  Fire  Commissioner; 
since  1938  such  container  approval  has  been  given  by  the 
Board  of  Standards  and  Appeals.  C19-91.0-d  Adm. 
Code  and  C19-91.0-C  Adm.  Code. 

5.  Discontinue  the  filling  of  any  container  exceed¬ 
ing  12  inches  in  length  with  liquified  Natural  Gas  whose 
pressure  at  70°F.  would  exceed  15  psig.  C19-91.0-e 
Adm.  Code. 

6.  Provide  that  the  containers  for  storage  of  Lique¬ 
fied  Natural  Gas  be  tested  initially  and  at  least  once 
every  subsequent  five  years  to  a  uniform  interior  pressure 
test  in  accordance  with  C19-91.0-C-1  Adm.  Code. 

7.  Submit  evidence  showing  suitability  of  site  for 
storage  of  LNG  in  large  quantities,  for  evaluation  by 
New  York  City  Fire  Department;  such  evidence  shall 
include : 

a)  A  submission  and  evaluation  on  Flight  Pat¬ 
tern  and  number  and  type  of  flights  daily  over  this 
site. 

b)  An  evaluation  on  ability  of  tank  and  its 
protection  to  withstand  an  airplane  impact. 

c)  Report  and  evaluation  on  Radiation  Study 
for  tank  at  this  site ;  such  study  to  include  effects 
due  to  fully  involved  tank  at  wind  velocity  up  to 
60  mph. 


d)  A  detailed  site  map  showing  all  structures 
and  occupancies  within  1,500  feet  of  LNG  tank  site. 
(This  shall  include  oil  tanks).  (Present  site  plan 
inadequate) .” 

and 

Whereas,  the  drawings  and  information  submitted  with 
this  application  were  carefully  studied  by  the  Board;  and 

Whereas,  the  premises  were  inspected  by  a  Committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved ,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  December  11,  1970,  on  Fire  Department 
Folder  No.  W801372,  Items  3,  4,  5,  6  and  7  and  the  decision 
of  the  Ports  ^and  Terminals  dated  December  28,  1970,  on 
Applic.  No.  700392,  as  incorporated  in  the  Fire  Commis¬ 
sioner’s  letter  dated  December  11,  1971,  be  it  and  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  and 
the  construction  and  use  of  the  proposed  tank  for  the 
storage  of  Liquid  Natural  Gas  is  approved  on  condition  that 
the  tank  foundations,  the  tank,  and  the  dyke  shall  be  con¬ 
structed  substantially  in  accordance  with  drawings  submitted 
with  this  application  marked  “Received  January  28,  1971,”  28 
sheets,  and  “May  18,  1971,”  one  sheet;  that  the  outer  tank 
and  the  inner  tank  shall  be  constructed  of  steel  alloy  contain¬ 
ing  nine  percent  nickel,  ASTM  Standard  Designation  No. 
353-64  or  A553-65,  and  that  the  gas  pressure  inside  the  tank 
shall  not  exceed  five-tenths  pounds  per  square  inch ;  that  the 
gas  tank  shall  meet  the  requirements  of  the  ASME  Boiler 
and  Pressure  Vessel  Code  SA  353  and  API  Code  620  Sup¬ 
plement  Q ;  that  the  structural  drawings  shall  be  examined 
and  approved  by  the  Department  of  Ports  and  Terminals  of 
The  Economic  Development  Administration ;  that  all  fire  de¬ 
tection,  fire  protection  and  fire  extinguishing  equipment  in¬ 
cluding  light  protection  and  fire  extinguishing  equipment 
including  lightning  protection,  signalling,  alarm  with  related 
control  instrumentation,  communication  systems,  personnel 
training  for  fire  protection  and  control,  periodic  testing  and  in¬ 
spection,  pertinent  plant  operating  and  maintenance  logs,  rec¬ 
ords  and  reports,  and  the  entire  processing  of  the  natural  gas 
in  its  operation  and  maintenance,  shall  be  to  the  satisfaction  of 
the  Fire  Commissioner ;  that  the  concrete  berm  shall  be  de¬ 
signed  to  withstand  the  impact  of  a  727  aircraft  at  a  speed 
of  200  knots ;  and  shall  extend  to  four  feet  above  the  liquid 
level  of  the  tank  when  filled  to  full  capacity;  that  the  final 
design  of  the  pipe  line  and  pier  loading  facility  shall  be  sub¬ 
ject  to  the  approval  of  the  Fire  Department,  Department  of 
Ports  and  Terminals  and  Coast  Guard;  that  the  work  shall 
be  done  by  Pittsburgh-DeMoines  Steel  Company  and 
AIRCO/BOC  Cryogenic  Plants  Corporation  in  accordance 
with  the  stipulation  that  the  owners  have  entered  into  and 
who  shall  be  responsible  for  all  sub-contract  work,  and  shall 
be  done  under  the  supervision  of  the  Engineer  of  Record, 
William  H.  Byrne,  P.  E.,  or  an  authorized  professional 
engineer  under  his  direct  control ;  that  there  shall  be  no 
catch  basin  opening  or  any  other  opening  to  a  sewer  which  is 
built  within  500  feet  of  the  edge  of  the  dyke;  that  the  tanks 
shall  be  hydrostatically  tested  in  accordance  with  the  require¬ 
ments  of  API  Code  620  Supplement  Q  dated  May  2,  1969  or 
at  the  equivalent  water  height  of  150  percent  of  total  design 
product  load  including  all  dead  loads,  whichever  is  greater; 
that  in  lieu  of  the  5  year  tank  tests  required  by  Section  09- 
91.0(c)  of  the  Administrative  Code,  tests  shall  be  conducted 
by  the  Fire  Department,  using  submerged  plates  of  metal 
identical  with  the  metal  of  the  tank  to  determine  the  condi¬ 
tion  of  the  tank;  and  that  all  other  laws,  rules  and  regula¬ 
tions  shall  be  complied  with. 

Adjourned:  10:30  A.M. 

James  P.  Mulroy,  Secretary 
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REGULAR  MEETING 

TUESDAY  MORNING,  JUNE  1,  1971,  10  A.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon  May  18,  1971,  were  approved 
as  printed  in  the  Bulletin  of  May  27,  1971,  Vol.  56,  No.  21. 

739-70-A 

APPLICANT— Andrew  Di  Camillo  for  Congregation 
Knesseth  Mordechay,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent,  re-  proposed  occupancy  of  accessory  office,  in 
conjunction  with  the  existing  “Day  School”. 

PREMISES  AFFECTED— 771  Crown  Street,  north  side, 
91  feet  west  of  Utica  Avenue,  Block  1414,  Lot  51,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  Selletto. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan .  5 

Negative: .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
February  9,  1971,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
9,  1971,  by  adding  thereto: 

“that  the  building  may  be  altered,  arranged,  used  and 
occupied  substantially  as  shown  on  revised  drawings  of 
proposed  conditions  marked  ‘Received  May  14,  1971’,  one 
sheet,  on  condition  that  a  fire  alarm  system  with  central 
office  connection  be  installed  throughout  the  building ; 
and  that  other  than  as  herein  amended  the  resolution 
above  cited  shall  be  complied  with  in  all  respects.”  (Alt. 
1905-69) 


909-60-BZ 

APPLICANT — Buckley  &  Kisseloff  for  Staten  Island  Small 
Cars,  Ltd.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  April  4,  1971 
—decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  7c,  7i  and  7 A  of  the 
Zoning  Resolution,  permitting  in  a  retail  and  residence 
use  district,  the  construction  and  maintenance  of  an  auto 
showroom,  including  incidental  repairs,  service  station,  non¬ 
automatic  car  washing,  sale  of  car  parts  and  accessories, 
outdoor  sales,  display  and  parking  of  more  than  five  (5) 
motor  vehicles  with  business  entrances  within  75  feet  of 
the  residence  use  district;  and  to  permit  for  a  term  of  ten 
(10)  years,  under  Sections  7f  and  7e,  a  lubritorium  and 
ground  sign. 

PREMISES  AFFECTED— 1855  Hylan  Boulevard,  250 
Naughton  Avenue,  southwest  corner  and  southeast  corner 
Hylan  Boulevard  and  Joyce  Street,  40  Joyce  Street,  Block 
3548,  Lot  18.  Grant  City,  Borough  of  Richmond. 


APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff. 

ACTION  OF  BOARD— Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
April  4,  1961,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
June  1,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April  4, 
1961,  as  amended  through  March  6,  1962,  only  as  to  the 
term  of  the  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  April  4,  1971,  to 
permit  .  .  .;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (N.  B.  1471-60). 


527-65-BZ 

APPLICANT— Philip  P.  Agusta  for  North  Union  Realty 
Company,  owner. 

SUBJECT— Application  for  consideration— request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  October  13,  1970 — decision 
of  the  Borough  Superintendent;  previously  granted  on 
condition  under  Section  72-21,  permitting  in  a  C4-2  district, 
the  maintenance  of  an  open  automobile  sales  lot  for  a  tem¬ 
porary  term  of  five  years. 

PREMISES  AFFECTED— 36-30  Union  Street,  west  side, 
126.03  feet  north  of  37th  Avenue,  Block  4977,  Lots  60  and 
61,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Philip  P.  Agusta. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  13,  1965,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  June  1,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  October  13,  1965,  only  as  to  the 
term  of  the  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“granted  for  a  term  of  five  years  from  October  13,  1970, 
to  permit  .  .  . ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Atl.  662-65) 


894-68-BZ— Vol.  II 

APPLICANT — Frederick  A.  Ketcher  for  Jack  Starr,  owner. 
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SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  expires  June  9,  1971 — de¬ 
cision  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  an  R6  district,  the  erection  of  a  retail  store 
with  accessory  parking  in  the  open  area. 

PREMISES  AFFECTED — 2477  Crotona  Avenue,  710  East 
189th  Street,  southwest  corner,  Block  3105,  Lot  26,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Frederick  A.  Ketcher. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  9,  1970,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  9, 
1970,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  June  9,  1971.”  (Alt.  454-68) 


743-69-BZ 

APPLICANT — Irwin  Emerman  for  154  Haven  Corporation, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  June  16,  1971 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  and  Section  666  of  the  New  York  City  Charter, 
permitting  in  an  R8  district,  the  erection  of  a  13  story 
senior  citizens  residence  that  penetrates  the  sky  exposure 
plane. 

PREMISES  AFFECTED — 154  Haven  Avenue,  west  side, 
272  feet  north  of  West  172nd  Street,  Block  2139,  Lot  275, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Irwin  Emerman. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  16,  1970,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  16, 
1970,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  June  16,  1971.”  (N.B.  88-68) 


666-66-BZ — Vol.  II 

APPLICANT — Rathkopf  &  Rathkopf  for  Ford  Leasing  De¬ 
velopment,  owner;  Robin  Ford,  lessee  (proposed). 

SUBJECT — Application  for  consideration — reopening  as 
Volume  II,  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent ;  previously  denied  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  an  R3-2  dis¬ 
trict,  the  construction  of  a  used  car  lot  with  a  sales  office  in 
conjunction  with  a  new  car  agency. 

PREMISES  AFFECTED— 2375  Richmond  Avenue,  south¬ 
east  corner  of  Nome  Avenue,  Block  2380,  Lot  30,  New 
Springville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Daren  A.  Rothkopf. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

N  egative :  .  0 


842-68-BZ 

APPLICANT — Max  Siegel  Associates  for  Derwood  Realty 
Corporation,  owner. 

SUBJECT — Application  November  6,  1968 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
73-62  of  the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  an  R7-1  and  C8-3  dis¬ 
trict,  in  an  existing  six  story  multiple  dwelling,  the  conver¬ 
sion  of  the  doctors’  offices  in  the  cellar  to  apartments  that 
increases  the  degree  of  non-compliance  in  floor  area  ratio, 
open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED— 910-916  Sheridan  Avenue,  east 
side,  175  feet  south  of  East  163rd  Street,  Block  2454,  Lot 
11,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  June  15,  1971,  at  10 
A.M.,  for  inspection  and  hearing;  applicant  to  be  notified. 


700-69-A 

APPLICANT — Max  Siegel  Associates  for  Derwood  Realty 
Corporation,  owner. 

SUBJECT — Application  December  5,  1969 — filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  variation 
of  Section  34  of  the  Multiple  Dwelling  Law  re-  cellar 
apartments. 

PREMISES  AFFECTED— 910-916  Sheridan  Avenue,  east 
side,  175  feet  south  of  East  163rd  Street,  Block  2454,  Lot 
11,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Laid  over  to  June  15,  1971,  at  10 
A.  M.,  for  inspection  and  hearing;  applicant  to  be  notified. 


148-70-BZ— Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Ciampa  Prop¬ 
erties,  owner. 

SUBJECT — Application  reopened  February  17,  1971  as 
Volume  II— decision  of  the  Borough  Superintendent,  un¬ 
der  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R4  district,  the  erection  of  a  one  story  enlargement  to 
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an  existing  factory  and  warehouse  extending  into  the  resi¬ 
dence  district. 

PREMISES  AFFECTED— 15-11  119th  Street  and  119-06 
15th  Avenue,  southeast  corner,  Block  4073,  Lots  22  and 
47,  College  Point,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  June  29,  1971,  at  10 
A.M.,  for  continued  hearing  at  the  request  of  the  Com¬ 
munity  Board. 


695-70-BZ 

APPLICANT — M.  Martin  Elkind  for  Vincent  Gianelli, 
owner. 

SUBJECT — Application  November  20,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolutions,  to  permit  in  an  R2  district,  the  conversion 
of  three  retail  stores  to  apartments  that  creates  non- 
compliance  in  floor  area  ratio,  open  space  ratio  and  lot 
area  per  room. 

PREMISES  AFFECTED— 209-15  to  209-19  91st  Avenue, 
90-56  210th  Street,  northwest  corner,  Block  10558,  Lot 
68,  Hollis,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Marvin  Wiener. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  June  15,  1971,  at 
10  A.M.,  for  continued  hearing;  Board  awaiting  letter 
from  Community  Board. 


701-70-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Ado  Cristante, 
owner. 

SUBJECT — Application  November  17,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-4  and  R7-1  district, 
on  a  plot  previously  before  the  Board,  the  subdivision  of 
the  site  for  use  as  a  dwelling  and  parking  lot  that  creates 
non-compliance  on  the  required  rear  yard  and  without 
the  required  screening. 

PREMISES  AFFECTED — 2321  to  2327  Belmont  Avenue, 
west  side,  107.21  feet  south  of  Crescent  Avenue,  Block 
3087,  Lot  22,  Borough  of  the  Bronx. 

APPEARANCES— 

For  Applicant:  Thomas  P.  Crinnion,  James  J.  Chambers, 
Ado  Cristante,  Filippo  D’Orsogna  and  Gary  Maseini. 
For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  15,  1971,  at  10 
A.M.,  for  decision;  hearing  closed. 


538-58-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Ado  Cristante, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Sections 
7c  and  7i  of  the  Zoning  Resolution,  permitting  in  a  busi¬ 
ness  and  residence  use  district,  the  reconstruction  of  an 
existing  gasoline  service  station  by  removing  the  existing 
dwelling  and  changing  the  use  of  five  car  garage  to  motor 
vehicle  repairs,  shop  with  hand  tools  only,  touch  up  spray¬ 
ing  and  welding  and  wheel  alignment  and  extend  the 
existing  parking  of  cars  into  the  residence  portion  of  the 
premises. 


PREMISES  AFFECTED — 628-630  Crescent  Avenue,  south 
side,  128.54  feet  west  of  Belmont  Avenue,  Block  3087, 
Lot  11  (formerly  628-630  Crescent  Avenue,  south  side, 
128  feet  west  of  Belmont  Avenue  and  2321-2327  Belmont 
Avenue,  Block  3087,  Lots  11-19),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Thomas  P.  Crinnion  and  James  J. 
Chambers. 

ACTION  OF  BOARD — Laid  over  to  the  regular  Calendar 
this  day,  in  conjunction  with  Cal.  No.  701-70-BZ ;  then 
to  June  15,  1971. 


54-71-BZ 

APPLICANT — Arthur  Greenfield  for  80  Park  Avenue 
Company,  owner. 

SUBJECT — Application  January  21,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-2  district,  in  a  five 
story  and  basement  office  and  residential  building  pre¬ 
viously  before  the  Board,  the  conversion  to  offices  through¬ 
out. 

PREMISES  AFFECTED — 32  East  39th  Street,  south  side, 
175.6  feet  west  of  Park  Avenue,  Block  868,  Lot  48,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Arthur  Greenfield. 

For  Opposition:  None. 

ACTION  OF  BOARD- — Laid  over  to  June  15,  1971,  at 
10  A.M.,  for  decision;  hearing  closed. 


55-71-A 

APPLICANT — Arthur  Greenfield  for  80  Park  Avenue 
Company,  owner. 

SUBJECT — Application  January  21,  1971— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  stairway  en¬ 
closure. 

PREMISES  AFFECTED — 32  East  39th  Street,  south  side, 
175.6  feet  west  of  Park  Avenue,  Block  868,  Lot  48,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Arthur  Greenfield. 

ACTION  OF  BOARD — Laid  over  to  June  15,  1971,  at 
10  A.M.,  for  decision;  hearing  closed. 


56-71-BZ 

APPLICANT — Arthur  Greenfield  for  80  Park  Avenue  Com¬ 
pany,  owner. 

SUBJECT— Application  January  21,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-2  district,  in  an  existing 
four  story  and  basement  office  and  residential  building  pre¬ 
viously  before  the  Board,  the  extension  of  the  office  use  to 
occupy  the  entire  building. 

PREMISES  AFFECTED — 34  East  39th  Street,  south  side, 
155  feet  west  of  Park  Avenue,  Block  868,  Lot  47,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Arthur  Greenfield. 

For  Oppositon :  None. 

ACTION  OF  BOARD — Laid  over  to  June  15,  1971,  at 
10  A.M.,  for  decision;  hearing  closed. 


578 


MINUTES 


57-71-A 

APPLICANT — Arthur  Greenfield  for  80  Park  Avenue  Cor¬ 
poration,  owner. 

SUBJECT — Application  January  21,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Live  Load. 

PREMISES  AFFECTED — 34  East  39th  Street,  south  side, 
155  feet  west  of  Park  Avenue,  Block  868,  Lot  47,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Arthur  Greenfield. 

ACTION  OF  BOARD— Laid  over  to  June  15,  1971,  at 
10  A.M.,  for  decision;  hearing  closed. 


69-71-BZ 

APPLICANT — Norman  L.  Reiffman  for  County  Associate, 
Incorporated,  owner. 

SUBJECT — Application  February  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  addition 
to  the  uses  of  an  existing  private  club  with  accessory  uses 
to  include  dancing  and  entertainment. 

PREMISES  AFFECTED— 89-00  23rd  Avenue,  southeast 
corner  of  89th  Street,  Block  1084,  Lot  1,  Jackson  Heights, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Marvin  Weiner  and  Lawrence  Kagan. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  June  8,  1971,  at  10 
A.  M.,  for  decision;  hearing  previously  closed. 


79-71-BZ 

APPLICANT — Stanley  H.  Klein  for  Highland  Avenue 
Baptist  Church,  owner. 

SUBJECT — Application  February  8,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-64  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  enlarge¬ 
ment  in  area  of  an  existing  church  that  encroaches  on  the 
required  front  yard. 

PREMISES  AFFECTED— 87-04  162nd  Street,  southwest 
corner  of  Highland  Avenue,  Block  9770,  Lot  30,  Jamaica, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  Daniel  Russo,  Jack  Stoller  and  Edward 
Hnobloch. 

ACTION  OF  BOARD— Laid  over  to  June  15,  1971,  at  10 
A.  M.,  for  continued  hearing. 


91-71-BZ 

APPLICANT — Louis  Lieberman  for  Levbarn  Realty  Com¬ 
pany  Incorporated,  owner. 

SUBJECT — Application  February  17,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R4  district,  the 
construction  and  maintenance  of  an  off-site  accessory  park¬ 
ing  facility  for  an  existing  hotel  previously  before  the 
Board. 

PREMISES  AFFECTED— 125-06  Rockaway  Beach  Boule¬ 
vard,  northwest  corner  of  Beach  125th  Street,  Block  16221, 
Lot  26,  Belle  Harbor,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Louis  M.  Borastein,  Arthur  W.  Roberts, 
Stanley  Mezzman  and  Bernard  Schneider. 


For  Opposition:  Alan  J.  Weinschel,  Torren  R.  Flynn,  Moe 
Weinschel,  May  C.  Fetscher,  Ren  Walsh,  Ethel  Roberts, 
Alfred  L.  Carlan,  Martin  A.  Trivet,  James  J.  Briody. 
ACTION  OF  BOARD — Laid  over  to  June  15,  1971,  at  10 
A.  M.,  for  continued  hearing. 


95-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  Dave 
Simon,  owner,  c/o  Robert  H.  Black,  Douglaston  Golf 
Range,  Executor. 

SUBJECT — Application  February  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-2  district,  the  erection 
of  a  six  story  multiple  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  accessory  parking, 
encroaches  on  the  required  yard  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED— 44-30  Douglaston  Parkway, 
west  side,  72.48  feet  north  of  Northern  Boulevard,  Block 
8092,  Lot  33,  56,  Douglaston,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  Morsellino,  Herbert  H.  Warman 
and  Robert  H.  Black. 

For  Opposition:  Walter  Barthold. 

ACTION  OF  BOARD — Laid  over  to  June  22,  1971,  at  10 
A.M.,  for  continued  hearing. 


100-71-BZ 

APPLICANT — M.  Martin  Elkind  for  Ertel  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  February  23,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  on  a  plot  with 
an  existing  automobile  collision  repair  shoo,  the  use  of 
the  open  area  for  accessory  parking  and  the  sale  of  used 
cars. 

PREMISES  AFFECTED— 61-03  Northern  Boulevard, 
northeast  corner  of  61st  Street,  Block  1162,  Lot  53,  Wood- 
side,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Marvin  Wiener. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  15,  1971,  at  10 
A.M.,  for  continued  hearing.  Previously  inspected. 


127-71-BZ 

APPLICANT — Abram  Shlefstein  for  Bernard  Goldberg 
and  Riane  Gruss,  owner. 

SUBJECT — Application  March  8,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C2-5  district,  on  a  plot 
presently  developed  as  a  parking  lot,  the  erection  and  main¬ 
tenance  of  an  automotive  service  station  with  accessory 
uses  and  accessory  signs. 

PREMISES  AFFECTED — 250  East  Houston  Street,  north 
side,  120.4  feet  yk  inch  east  of  Avenue  A,  Block  39 7,  Lot 
63,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Abram  Shlefstein  and  Gene  Shapiro. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  June  8,  1971,  at  10 
A.M.,  for  decision ;  hearing  closed. 
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159-71-BZ 

APPLICANT — Hannibal  F.  Zumbo  for  Cusimano  Realty 
Corporation,  owner,  Cusimano  Realty  Corporation,  lessee. 

SUBJECT — Application  March  18,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-11  (g)  and 
73-27  of  the  Zoning  Resolution,  to  permit  in  a  Cl -3  dis¬ 
trict,  the  enlargement  in  area  of  an  existing  funeral  es¬ 
tablishment  into  the  first  floor  of  an  adjoining  three 
story  building  and  without  the  required  loading  berth. 

PREMISES  AFFECTED — 228  to  230  Court  Street,  north¬ 
west  corner  of  Baltic  Street,  Block  307,  Lot  35  and  36, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Hannibal  F.  Zumbo. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  15,  1971,  at 
10  A.M.,  for  decision.  Hearing  closed.  Previously  in¬ 
spected. 


174-71-BZ 

APPLICANT — A.  H.  Salkowitz  for  Allied  Hylan  Boulevard 
Corporation,  owner;  Dun  and  Bradstreet,  lessee. 
SUBJECT- — Application  March  24,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-44  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-1  district,  the  reduction 
in  the  number  of  accessory  parking  spaces  for  a  proposed 
office  building. 

PREMISES  AFFECTED — 1139  Hylan  Boulevard,  north 
side,  80  feet  west  of  Allendale  Road,  Block  3227,  Lot  5, 
Grasmere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Carl  Heimberger  and  Hyman  Muss. 

For  Opposition:  Raymond  A.  Pignato. 

ACTION  OF  BOARD — Laid  over  to  June  22,  1971,  at  10 
A.M.,  for  continued  hearing.  Hearing  continued.  Pre¬ 
viously  inspected. 


189-71-BZ 

APPLICANT — Savignano,  Strange  and  Vella  for  Bangar 
Realty  Corporation,  owner. 

SUBJECT — Application  March  29,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-413  and  72- 
21  of  the  Zoning  Resolution,  to  permit  in  a  Cl-3  and  R6 
district,  the  change  in  use  of  an  existing  one  story  build¬ 
ing  previously  before  the  Board  from  warehouse,  shipping 
and  stores  to  the  manufacturing  of  ladies  handbags. 
PREMISES  AFFECTED — 1674  to  1678  Broadway,  south 
side,  57.4  feet  west  of  Decatur  Street,  747  to  755  Decatur 
Street,  Block  1503,  Lot  31,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  M.  Vella  and  Sharon  Walton. 

For  Opposition:  Arthur  Eisen,  Maud  Flemming,  James 
and  Louise  Crawford,  Eunice  Lee,  Bertram  Small, 
Miriam  Hill,  Mattie  Dickens,  Charles  Lester,  Florence 
Rock,  Matt  Murray  and  many  others. 

ACTION  OF  BOARD— Laid  over  to  June  22,  1971,  at 
10  A.M.,  for  continued  hearing.  Previously  inspected. 


247-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Sheldon  H.  Solow,  owner. 

SUBJECT— Application  April  16,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C5-3  district,  on  a  plot  with  a 
48  story  office  building  presently  under  construction,  the 


reduction  in  lot  area  that  creates  non-compliance  in  floor 

area  ratio. 

PREMISES  AFFECTED— 9  to  25  West  57th  Street,  20 7 
feet  west  of  5th  Avenue,  4  to  40  West  58th  Street,  Block 
1273,  Lots  22,  27,  29,  19,  44,  46,  49,  51,  53,  57,  59,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Kenneth  Singer,  Samuel  H.  Lindenbaum 
and  Sheldon  H.  Solow. 

For  Opposition:  Irving  Kirschenbaum,  Leo  Brady,  David 
K.  Samet  and  Linda  R.  Blumkin. 

ACTION  OF  BOARD — Laid  over  to  June  29,  1971,  at  10 
A.M.,  for  hearing  at  the  request  of  the  community  plan¬ 
ning  board. 


49-71-BZ 

APPLICANT — Henry  Wolinsky  for  Stuyvesant  Height 
Christian  Church,  owmer. 

SUBJECT — Application  January  20,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  erection  of 
a  three  story  community  and  day  care  center  that  exceeds 
the  permitted  lot  coverage. 

PREMISES  AFFECTED — 63  to  71  MacDonough  Street, 
northwest  ^corner  of  Tompkins  Avenue,  Block  1851,  Lot 
39,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Henry  Wolinsky. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  May  18,  1971,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  June  1,  1971  ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  12,  1971,  acting  on  Alt.  Applic.  770/1969, 
reads : 

“1.  Proposed  extension  of  school  building  in  an  R6 
district  with  excessive  permissible  lot  coverage  is  con¬ 
trary  to  Sec.  24-11  of  the  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R6 
district,  the  erection  of  a  three-story  community  and  day 
care  center  that  exceeds  the  permitted  lot  coverage,  on  condi¬ 
tion  that  all  work  shall  conform  to  drawings  filed  with  this 
application  marked  “Received  January  20,  1971,”  10  sheets; 
and  that  all  laws,  rules  and  regulations  applicable  be  complied 
with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 
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94-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Ed  DiBenedetto 
Realty,  owner. 

SUBJECT — Application  February  18,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  73-49 
of  the  Zoning  Resolution,  to  permit  in  a  C2-2  district,  at 
an  existing  automobile  sales  and  service  establishment  pre¬ 
viously  before  the  Board,  the  addition  to  the  uses  to  include 
roof  parking. 

PREMISES  AFFECTED — 204-05  Northern  Boulevard, 
northeast  corner  of  204th  Street,  Block  6268,  Lot  21,  Bay- 
side,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Charles  M.  Spindler. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative: .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
May  18,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  June  1,  1971 ;  and 

W hereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  22,  1971,  acting  on  Alt.  Applic.  567/1970,  reads  : 

“1.  Proposed  accessory  roof  parking  is  contrary  to 
Bd.  Stds.  &  Appeals  Resolution  of  Oct.  22,  1963  (264- 
63-BZ).” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-49  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-49  of  the  Zoning  Resolution,  to  permit 
in  a  C2-2  district  at  an  existing  automobile  sales  and  service 
establishment  previously  before  the  Board,  the  addition  to 
the  uses  to  include  roof  parking,  on  condition  that  all  work 
shall  conform  to  drawings  filed  with  this  application  marked 
“Received  February  18,  1971,”  2  sheets,  and  “May  27,  1971,” 
3  sheets ;  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


220-7 1-BZ 

APPLICANT — Union  Carbide  Corporation  for  City  of  New 
York,  Water  Resources  Department,  owner. 

SUBJECT — Application  April  8,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-32  of  the  Zoning 
Resolution,  to  permit  in  an  M3-1  district,  at  an  existing 
sewage  treatment  plant,  the  installation  of  a  facility  for 
the  manufacture  of  oxygen. 

PREMISES  AFFECTED — 329  to  369  Greenpoint  Avenue, 
northeast  corner  of  Provost  Street,  Block  2525,  Lot  1, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Carl  P.  Andersen,  William  B.  Pressman 
and  Paul  J.  Krasnoff. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 


ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
June  1,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  2,  1971,  acting  on  B.  N.  Applic.  745/1971,  reads: 

“6.  The  manufacture  of  oxygen  in  any  manufactur¬ 
ing  district  is  contrary  to  the  Zoning  Resolution  42-277, 
which  requires  special  permit  granted  by  B.  S.  &  A.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

W hereas,  the  Board  has  determined  that  the  evidence  in 
(he  record  supports  the  findings  required  to  be  made  under 
Section  73-32  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-32  of  the  Zoning  Resolution,  to  permit  in  an 
M3-1  district,  at  an  existing  sewage  treatment  plant,  the 
installation  of  a  facilty  for  the  manufacture  of  oxvgen,  on 
condition  that  all  work  shall  conform  to  drawings  filed  with 
this  application  and  marked  “Received,  April  8,  1971,”  three 
sheets,  and  that  all  laws,  rules  and  regulations  applicable  will 
be  complied  with,  and  that  substantial  construction  shall  be 
completed  within  one  year  from  the  date  of  this  resolution. 

Adjourned  :  3  :35  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JUNE  1,  1971,  2  P.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


602- 70- A 

APPLICANT — Charles  Spindler  for  Fur  Craft,  c/o  Sydney 
J.  Bernstein,  owner. 

SUBJECT — Application  October  1,  1970 — decision  of  the 
Borough  Superintendent  re-  Exitolite. 

PREMISES  AFFECTED — 242  West  30th  Street,  south 
side,  275  feet  east  of  8th  Avenue.  Block  779,  Lot  66,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


1006-65-A 

APPLICANT — Jack  Brown  for  Riviera  Leasing  Corpora¬ 
tion,  owner. 
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SUBJECT— Application  October  4,  1965— filed  pursuant  to 
Section  310  of  the  Multiple  Dwelling  Law  for  variation 
of  Section  34,  Subd.  6a  of  the  Multiple  Dwelling  Law  re¬ 
minimum  dimensions  of  yard. 

PREMISES  AFFECTED— 707  Beach  9th  Street,  north¬ 
west  corner  of  Caffrey  Avenue,  Block  15572,  Lot  1,  Far 
Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Jack  Brown. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . . .  5 

Negative:  . " .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  17,  1965  on  Alt.  Applic.  968-64,  reads: 

“3M — Proposed  apts.  to  have  at  least  J4  of  its  height 
above  adjoining  grade  and  to  open  onto  a  continuous 
surface  area  not  less  than  30  ft.  in  its  least  dimension — 
Sec.  34  subd.  6  M.D.L.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  17,  1965,  acting  on  Alt.  Applic.  968-64,  Ob¬ 
jection  No.  3M,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  310  of  the  Multiple  Dwelling 
Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on  con¬ 
dition  that  the  building  shall  conform  to  drawings  marked 
“Received  October  4,  1965,”  4  sheets ;  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 


71-67-A 

APPLICANT — Jack  Brown  for  Monte  Carlo  Leasing  Cor¬ 
poration,  owner. 

SUBJECT — Application  January  16,  1967 — restored  to  Cal¬ 
endar  by  the  Board’s  action  re-  cellar  apartments. 

PREMISES  AFFECTED— 631  Beach  9th  Street,  southwest 
corner  of  Caffrey  Avenue,  Block  (15584)  111,  Lot  4,  Far 
Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Jack  Brown. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative: .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  21,  1966  on  Alt.  Applic.  2035-64,  reads : 

“4M — Proposed  cellar  apartments  to  have  at  least 
one  half  of  its  height  above  adjoining  grade  and  to  open 
onto  a  continuous  area  not  less  than  30  ft.  in  its  least 
dimension  as  per  Sec.  34  subd.  6  M.D.L.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent.  dated  December  21,  1966,  acting  on  Alt.  Applic. 
2035-64  Objection  No.  4M  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 


the  building  shall  conform  to  drawings  filed  with  this  applica¬ 
tion  and  marked  “Received,  January  16,  1967,”  two  sheets, 
and  “October  3,  1968,”  one  sheet,  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


161-71-A 

APPLICANT — Daniel  M.  McGee  for  New  York  Univer¬ 
sity,  owner. 

SUBJECT — Application  March  18,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  installation  of  1000 
gallon  liquid  nitrogen  tank. 

PREMISES  AFFECTED — 707  Broadway,  west  side,  50 
feet  south  of  Washington  Place,  and  272  Mercer  Street, 
Block  546,  Lot  35,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Daniel  M.  McGee  and  John  DeSantis. 

For  Administration:  Lt.  J.  P.  Manfredi  and  Capt.  J.  F. 
Petraglia,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative;  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
March  5,  1971,  reads : 

“In  reply  to  your  letter  of  November  10,  1970,  this  is  to 
advise  you  that  the  proposed  installation  of  1000  gallon 
liquid  nitrogen  tank  at  707  Broadway,  New  York  City 
is  not  in  the  interest  of  public  safety,  therefore,  your 
request  must  be  denied.  Tank  must  be  approved  by  the 
Board  of  Standards  and  Appeals  who  are  located  at  80 
Lafayette  Street,  New  York,  N.  Y.  10013.” 

and 

Letter  from  the  Fire  Department,  dated  May  25,  1971 
which  reads  as  follows : 

“In  reference  to  your  appeal  under  Board  of  Standards 
and  Appeals  Calendar  No.  161-71-A  from  our  letter  of 
March  5,  1971,  please  be  informed  that  we  had  previ¬ 
ously  advised  you  in  our  letter  of  October  26,  1970  that 
the  manufacture  of  oxygen  (a  by-product  of  the  manu¬ 
facture  of  nitrogen)  would  require  a  special  permit  from 
the  Board  of  Standards  and  Appeals  as  a  Class  IV 
Material.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  March  5,  1971,  and  a  letter  from  the  Fire 
Dept.,  dated  May  25,  1971  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  conform  to  drawings  marked  “Received, 
March  18,  1971,”  five  sheets,  “April  6,  1971”  twp_  sheets,  and 
“May  27,  1971,”  one  sheet,  and  on  further  condition  that  the 
central  office  connection  to  the  sprinkler  system  be  main¬ 
tained  to  the  satisfaction  of  the  Fire  Department,  and  that 
all  laws,  rules  and  regulations  applicable  be  complied  with. 


169-71-A 

APPLICANT — Department  of  Water  Resources,  owner. 

SUBJECT — Application  March  24,  1971 — appeal  from  a 
decision  of  the  Department  of  Ports  and  Terminals  re¬ 
egress. 

PREMISES  AFFECTED— West  of  Hudson  Parkway, 
from  135th  Street  to  145th  Street,  Block  2101,  Lots  60, 
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100,  115,  117,  128,  131,  133,  141,  143,  151,  153,  171,  175,  181, 
185,  191,  195,  201,  205  and  400,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Jacob  Feld,  Herbert  D.  Beier,  Joseph 
T.  Miller  and  Nicholas  S.  Ilijic. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Department  of  Ports  and 
Terminals  on  Application  No.  700586  dated  February  22, 
1971,  reads : 

“1.  Distances  to  exits  exceed  limits  as  required  by 
Chapter  26  of  the  Administrative  Code,  Title  C,  Arti¬ 
cle  7  (Means  of  Egress)  and  ‘Location  of  Required 
means  of  Egress’.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Dept,  of  Ports  and 
Terminals,  dated  February  22,  1971,  acting  on  Applic.  No. 
700586  Objection  No.  1  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  conform  to  drawings  marked  “Received, 
March  24,  1971,”  three  sheets,  and  that  all  laws,  rules  and 
regulations  be  complied  with. 


170-71-A 

APPLICANT — Andrew  Avitable  for  Sunshine  Coal  and 
Fuel  Oil  Company,  Incorporated,  owner. 

SUBJECT — Application  March  24,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  transportation  of 
fuel  oil  in  tank  trucks  through  city  streets  not  in  conformity 
with  the  requirements  of  Administrative  Code  of  City  of 
New  York. 

APPEARANCES— 

For  Applicant:  Andrew  Avitable. 

For  Administration :  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
February  25,  1971,  reads : 

“In  reference  to  your  request  of  February  18,  1971,  to 
use  7,000  gallon  to  8,000  gallon  tank  trucks  for  trans¬ 
porting  No.  2  fuel  oil  through  New  York  City,  please 
be  advised  that  use  of  the  above  truck  is  contrary  to  the 
Administrative  Code  and  the  Specificaitons  for  Tank 
Trucks  as  issued  by  the  Fire  Commissioner,  therefore, 
permission  is  denied.” 
and 

Whereas,  the  application  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
February  25,  1971,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  trucks 


shall  conform  to  drawings  marked  “Received  April  13,  1971,” 
2  sheets ;  on  further  condition  that  the  3  tank  trailer  trucks 
shall  bear  Serial  Numbers  9128672,  56072142M  and  10335; 
that  they  shall  traverse  the  City  of  New  York  along  a  route 
to  be  approved  by  the  Fire  Department  between  the  Bulk 
Oil  Plant  at  138  Street  and  the  East  River,  Borough  of  the 
Bronx  and  the  Bulk  Oil  Plant  at  141st  Avenue,  Borough  of 
Queens ;  that  this  approval  is  granted  for  a  term  of  five 
years ;  and  that  all  other  laws,  rules  and  regulations  shall 
be  complied  with. 


179-71-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Sybil  H.  Kooper,  owner. 

SUBJECT — -Application  March  25,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  egress. 
PREMISES  AFFECTED— 211  Clinton  Street,  east  side, 
33.6  feet  north  of  Amity  Street,  Block  292,  Lot  2,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Kenneth  Singer. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  8,  1971  on  Alt.  Applic.  991-70,  reads: 

“26.  Sprinklers  as  a  second  means  of  egress  not 
acceptable  for  a  Multiple  Dwelling  classified  as  an  Old 
Law  Tenement.  Egress  to  comply  with  Sec.  231  of  the 
Multiple  Dwelling  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  March  8,  1971,  acting  on  Alt.  Applic.  991-70.  Objection 
No.  26  be  and  it  hereby  is  modified  under  the  powers  vested 
in  the  Board  by  Section  310  of  the  Multiple  Dwelling  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  building  shall  conform  to  drawings  marked  “Re¬ 
ceived  March  25,  1971,”  2  sheets,  and  “May  27,  1971,”  one 
sheet ;  and  that  all  laws,  rules  and  regulations  shall  be  com¬ 
plied  with. 


181-71-A 

APPLICANT— Lockwood  Greene  Engineers,  Incorporated 
for  New  York  News,  Incorporated,  owner. 

SUBJECT— Application  March  29,  1971— appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  storage  of  4,000  gal¬ 
lon  tanks  contrary  to  the  Administrative  Code. 

PREMISES  AFFECTED— 1  to  50  55th  Avenue,  southwest 
corner  of  2nd  Street,  Blocks  1  and  1,  Lots  1  and  11,  Long 
Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  B.  N.  Clark. 

For  Administration :  Capt.  J.  F.  Petraglia,  F.  D.  and  Lt. 
J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 
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THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
March  22,  1971  on  Folder  No.  W800386,  reads: 

“Papers  transmitted  to  this  department  in  behalf  of 
Daily  News  ‘Newspoint’  Project  relative  to  the  installa¬ 
tion  of  Ink  Storage  Tanks,  Solvent.  Tanks,  etc.  at  the 
above  premises  have  been  duly  considered. 

Please  be  advised  that  proposed  installation  will  be 
re-examined  upon  approval  by  the  Board  of  Standards 
and  Appeals  of  the  following  items : 

1.  Tanks  exceed  4,000  gallons  capacity  listed  in 
F.  P.  Directive  4-70  and  Chapter  19  of  the  Adminis¬ 
trative  Code. 

2.  Total  storage  exceeds  20,000  gallons  listed  in 
C19-59.0M. 

3.  Ink  and  solvent  tank  and  piping  encasement 
not  encased  in  concrete  as  per  Chapter  19  of  the 
Administrative  Code.  (This  refers  to  use  of  ver- 
miculate  plaster  in  lieu  of  concrete.) 

4.  Solvent  tanks  shown  as  mounded  instead  of 
buried  as  per  C19-50.0.b.4.c. 

5.  Bottom  of  tank  withdrawal  of  ink  from  stor¬ 
age  tanks  is  contrary  to  Fire  Department  Rules. 

6.  Solvent  recovery  system  to  be  approved  by 
the  Board  of  Standards  and  Appeals  unless  Board 
deems  it  to  be  not  within  their  jurisdiction. 

7.  Use  of  Bowser  Tanks  to  be  approved  by  the 
Board  of  Standards  and  Appeals. 

8.  Ink  tank  to  be  approved  by  the  Board  of 
Standards  and  Appeals.” 

Whereas,  the  aoplication  and  plans  were  inspected  by  a 
committee  of  the  Board  which  recommended  that  the  appeal 
be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  March  22,  1971,  acting  on  Folder  No.  W800386,  Ob¬ 
jection  Nos.  1,  2,  3.  4,  5,  6,  7,  8,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  and  the  installation  shall  conform  to  draw¬ 
ings  marked  “Received  March  29,  1971,”  6  sheets,  “May  14, 
1971,”  4  sheets,  and  “May  26,  1971,”  one  sheet;  and  that  all 
laws,  rules  and  regulations  applicable  shall  be  complied  with. 


244-71-A 

APPLICANT — Joseph  Mitchell  for  Catholic  High  School 
Association,  owner. 

SUBJECT— Application  April  15,  1971— appeal  from,  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  protection  for 
exterior  walls. 

PREMISES  AFFECTED— 1011  First  Avenue,  west  side 
from  55th  Street  to  56th  Street.  Entire  Block,  349  to  355 
East  55th  Street  to  338  to  354  East  56th  Street,  Block  1348, 
Lots,  22,  23,  30,  121,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Joseph  Mitchell. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  15,  1971  on  N.  B.  Applic.  66-69,  reads: 

“C-23)  Omission  of  two  hour  construction  from  west 
wall  is  contrary  to  table  3-4  in  that  3-4  requires  two  hour 
construction  with  protected  openings  for  exterior  walls 
when  more  than  3'-0"  but  less  than  l5'-0"  from  a  lot  line 
C26-3133.” 

and 


Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  15,  1971,  acting  on  N.  B.  Applic.  66-69,  Objec¬ 
tion  No.  C-23,  be  and  it  hereby  is  modified  and  that,  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  building  shall 
conform  to  drawings  marked  “Received  May  25,  1971,”  4 
sheets;  and  that  all  laws,  rules  and  regulations  applicable 
shall  be  complied  with. 


1212-66-A 

APPLICANT — Jack  Brown  for  Greenwich  Leasing  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  25,  1966 — Restored  to 
Calendar  by  the  Board’s  action  re-  doctors’  offices  in 
cellar. 

PREMISES  AFFECTED— 48-50  38th  Street,  west  side, 
124.05  feet  north  of  Greenpoint  Avenue,  Block  232,  Lot  18, 
Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Jack  Brown. 

ACTION  OF  BOARD — Laid  over  to  June  15,  1971,  at  2 
P.  M.,  to  allow  the  Board  to  make  an  inspection.  Hearing 
continued. 


138-67-A 

APPLICANT — Jack  Brown  for  Maple  Leasing  Corpora¬ 
tion,  owner. 

SUBJECT— Application  February  17,  1967 — restored  to 
Calendar  by  the  Board’s  action  re-  cellar  apartments. 

PREMISES  AFFECTED— 102-40  Horace  Harding  Ex¬ 
pressway,  southwest  corner  of  Yellowstone  Boulevard, 
Block  2121,  Lot  21,  Forest  Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  J.  Brown. 

ACTION  OF  BOARD— Laid  over  to  June  15,  at  .2  P.M., 
to  allow  the  Board  to  make  an  inspection.  Hearing  con¬ 
tinued. 


139-67-A 

APPLICANT — Jack  Brown  for  Surf  Leasing  Corporation, 
owner. 

SUBJECT — Application  February  17,  1967 — restored  to 
Calendar  by  the  Board’s  action  re-  cellar  apartments. 

PREMISES  AFFECTED— 407  Beach  20th  Street,  north¬ 
west  corner  of  Elk  Drive,  Block  (15767)  249,  Lot  1,  Far 
Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  J.  Brown. 

ACTION  OF  BOARD— Laid  over  to  June  15,  1971,  at  2 
P.M.,  to  allow  the  Board  to  make  an  inspection.  Hearing 
continued. 


216-67-A 

APPLICANT — Jack  Brown  for  Ocean  Leasing  Corpora¬ 
tion,  owner. 

SUBJECT — Application  February  2,  1967 — restored  to  Cal¬ 
endar  by  the  Board’s  action  re-  cellar  apartments. 

PREMISES  AFFECTED— 22-11  New  Haven  Avenue, 
southwest  corner  of  Beach  22nd  Street,  Block  (15762) 
254,  Lot  70,  Far  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  J.  Brown. 
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ACTION  OF  BOARD — Laid  over  to  June  15,  1971,  at  2 
P.M.,  to  allow  the  Board  to  make  an  inspection.  Hear¬ 
ing  continued. 


217-67-A 

APPLICANT— -Jack  Brown  for  Road  Leasing  Corporation, 
owner. 

SUBJECT — Application  February  27,  1967 — restored  to 
Calendar  by  the  Board’s  action  re-  cellar  apartments. 

PREMISES  AFFECTED — 63-09  108th  Street,  northeast 
corner  of  63rd  Road,  Block  2167,  Lot  1,  Forest  Hills, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  J.  Brown. 

ACTION  OF  BOARD — Laid  over  to  June  15,  1971,  at  2 
P.M.,  to  allow  the  Board  to  make  an  inspection.  Hear¬ 
ing  conducted. 


610-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 78  Brook  Avenue,  west  side, 
476.36  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  92, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  John  J.  Turvey. 

For  Opposition:  Robert  Anjndell,  City  Planning  Dept. 
ACTION  OF  BOARD — Laid  over  to  July  6,  1971,  at  2 
P.M.,  for  continued  hearing.  Previously  inspected. 


611-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 82  Brook  Avenue,  west  side, 
552.32  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  98, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  John  J.  Turvey. 

For  Opposition:  Robert  Arrindell,  City  Planning  Dept. 
ACTION  OF  BOARD — Laid  over  to  July  6,  1971,  at  2 
P.M.,  for  continued  hearing.  Previously  inspected. 


414-70-A 

APPLICANT — John  T.  O’Neill,  Commissioner,  Depart¬ 
ment  of  Buildings. 

OWNER  OF  PREMISES — Fourems,  Inc.,  c/o  Manvocher- 
ian  Bros. 

SUBJECT — Application  July  23,  1970 — revocation  of  Cer¬ 
tificate  of  Occupancy  No.  66581. 

PREMISES  AFFECTED — 78  Fifth  Avenue,  west  side,  73 
feet  south  of  West  14th  Street,  Block  577,  Lot  41,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Martin  Fradua,  B.D. 

ACTION  OF  BOARD — Laid  over  to  June  15,  1971,  at  2 
P.M.,  for  continued  hearing.  The  owner  to  be  notified. 
Previously  inspected. 


623-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Howard  Stores  Corporation. 
SUBJECT — Application  October  15,  1970 — for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 82  and  84  Stanton  Street,  north¬ 
east  corner  of  Allen  Street,  Block  417,  Lots  70  and  71, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia,  F.D.  and  Lt.  J.  P. 
Manfredi,  F.D. 

For  Opposition:  Martin  Fradua,  B.D.,  and  Herbert  New¬ 
man. 

ACTION  OF  BOARD — Laid  over  to  June  29,  1971,  at  2 
P.M.,  for  continued  hearing.  Previously  inspected. 


506-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PE.EMISES — United  House  of  Prayer. 
SUBJECT — Application  September  8,  1970  for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 2310-2322  Eighth  Avenue,  east 
side  of  Eighth  Avenue,  between  West  124th  Street  and 
West  125th  Street,  271  West  124th  Street  and  272-280 
West  125th  Street,  Block  1930,  Lot  1,  Borough  of  Man¬ 
hattan.  , 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  F.  D.,  and  Lt.  J.  P. 
Manfredi  F.  D. 

For  Opposition:  Martin  Fradua,  B.  D. 

ACTION  OF  BOARD — Laid  over  to  June  29,  1971,  at  2 
P.  M.,  for  a  continued  hearing.  Previously  inspected. 


717-70-A 

APPLICANT — Frank  A.  Vaccaro,  for  Anthony  Guddemi, 
owner. 

SUBJECT — Application  December  2,  1970 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Multiple  Dwell¬ 
ing,  Increase  in  rooms. 

PREMISES  AFFECTED — 51  Wilbur  Street,  north  side, 
100.00  feet  east  of  Walch  Place,  Block  6668,  Lot  94,  Prin¬ 
cess  Bay,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  William  Newlands. 

ACTION  OF  BOARD — Laid  over  to  June  15,  1971,  at  2 
P.  M.,  for  decision;  hearing  closed. 


114-71-A 

APPLICANT — Robert  L.  Campbell  for  Staten  Island  Foun¬ 
dations,  owner. 

SUBJECT — Application  March  3,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  toilet  facilities 
contrary  to  C26-110.Z  (C)  of  the  Building  Code,  filed  pur¬ 
suant  to  Section  36,  Article  3,  General  City  Law  re¬ 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 25  Kinsey  Place,  southeast 
corner  of  Woodcliff  Avenue,  Block  1290,  Lot  61,  Mariners 
Harbor,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  June  8,  1971,  at  2 
P.  M.,  for  decision.  Previously  inspected. 
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146-71-A 


MINUTES 


APPLICANT — Riekers-Crisa  Corporation,  owner. 
SUBJECT — Application  March  11,  1971 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Packaging  of  inflam¬ 
mable  mixture  known  as  Fondue  Heat  in  16  fluid  ounce 
polyvinyl  chloride  pinchwaist  cylinder  not  in  compliance 
with  regulations  of  the  Administrative  Code  of  New  York 
City. 

APPEARANCES— 

For  Applicant:  Irving  Ochs. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  without  date. 


245-71-A 

APPLICANT — Sidney  Michael  Rogers  for  Sidney  M. 
Rogers  and  Bill  Graham,  owners ;  Fillmore  East  Corpora¬ 
tion,  lessee. 

SUBJECT — Application  April  15,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  removal  of  in¬ 
combustible  roof  and  netting  as  guards  for  open  stairway. 

PREMISES  AFFECTED — 105  Second  Avenue,  west  side, 
25  feet  north  of  East  6th  Street,  Blocks  462,  Lots  29  and 
37,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Laid  over  to  July  6,  1971,  at  2 
P.M.,  for  hearing  at  the  request  of  the  owner. 

Adjourned:  4:45  P.M. 

James  P.  Mulroy,  Secretary 
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CORRECTION 


CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  April  7,  1970,  as  they 
appeared  in  Bulletin  Nos.  32  thru  38,  Vol.  56,  are  hereby 
corrected  to  read  as  follows : 

103-52-BZ — V ol.  II 

APPLICANT — Ingram  S.  Carner  for  Shell  Oil  Co. 
SUBJECT — Reopen  and  amend  the  resolution — decision  of 
the  Borough  Superintendent;  previously  granted  on  con¬ 
dition,  under  Sections  7e  and  7f  of  the  Zoning  Resolution, 
permitting  in  the  retail  use  district,  portion  of  a  lot  located 
in  a  residence  and  retail  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  lubritorium,  auto 
washing,  storage  and  sale  of  accessories  and  office,  for  a 
term  of  years. 

PREMISES  AFFECTED —  32/27/35  Francis  Lewis  Blvd. 
and  198-02/08  32nd  Rd.,  Block  No.  6025,  Lot  1,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  Beatrice  B.  Carner  and  Charles  J.  Stidolph. 
ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  originally  granted  on 
March  9,  1954  for  ten  years  and  extended  on  June  16,  1964 
for  another  ten  years,  and  an  amendment  is  now  requested, 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
9,  1954  and  extended  on  June  16,  1964  and  modify  the  de¬ 
cision  of  the  Boro  Supt.  dated  June  26,  1970  under  Misc. 
Applic.  331-70  to  permit  the  installation  of  a  new  4000 
gallon  approved  type  gasoline  tank  and  to  extend  the  two 
pump  islands  to  include  one  additional  pump  each  to  con¬ 
form  ,to  drawing  marked  “Received  July  21,  1970 — one 
sheet;”  that  in  all  other  respects  the  resolution  previously 
adopted  shall  be  maintained,  and  that  all  laws,  rules  and 
regulations  be  complied  with. 

*  Correction :  The  above  Calendar  Number  is  changed  to 
read  as  shown  above  in  italics  “103-52-BZ — Vol.  II”  instead 
of  “193-52-BZ— Vol.  II”. 


^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  March  30,  1971,  as  they 
appeared  in  Bulletin  14,  Vol.  56  are  hereby  corrected  to 
read  as  follows : 

720-70-BZ 

APPLICANT — M.  Martin  Elkind  for  La  Pilar  Realty  In¬ 
corporated,  owner. 

SUBJECT — Application  December  3,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-20  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-9  district,  in  a  proposed 
twelve  story  building,  the  use  of  a  portion  of  the  first  floor 
and  cellar  as  a  theatre. 

PREMISES  AFFECTED— 1468  to  1472  First  Avenue,  east 
side,  52  feet  south  of  East  77th  Street,  Block  1471,  Lots  3, 
4,  47,  and  48,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  M.  Martin  Elkind. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  . 0 


THE  RESOLUTION— 

W hereas,  a  public  hearing  was  held  on  this  application  on 
February  17,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  16,  1971;  then  to  March  30, 
1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  14,  1970  and  reconsidered  on  November  2 
1970,  acting  on  N.B.  Applic.  45/1970,  reads: 

“A3 — The  proposed  theater  is  not  a  permitted  use 
as  a  matter  of  right  in  a  Cl-9  district.  Sec.  32-17  Zon¬ 
ing  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

W hereas,  the  Board  has  determined  that  the  evidence  in 
record  supports  the  findings  required  to  be  made  under  Sec¬ 
tion  73-20  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-20  of  the  Zoning  Resolution,  to  permit  in 
a  Cl-9  district,  in  a  proposed  twelve-story  building,  the  use 
of  a  portion  of  the  first  floor  and  cellar  as  a  theatre,  on  con¬ 
dition  that  all  work  shall  conform  to  drawings  filed  with 
this  application  marked  “Received  December  3  1970”  8 

sheets,  and  “February  10,  1971,”  2  sheets ;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 

*  Under  recommendation  of  the  community  above,  the 
recommendation  is  corrected  to  read  “Opposed  to  the  appli¬ 
cation.” 
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NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  repre¬ 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  hearing 
can  be  entertained  in  view  of  this  publication  and  of  the 
posting  of  the  calendars  on  the  bulletin  board  in  the  offices 
of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth.  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore  no  appeal  or  application  will  be 
held  in  abeyance  by  reason  of  failure  of  the  appellant  or 
applicant  to  file  necessary  data,  or  by  any  other  method  of 
delay. 

Sixth,  That  no  appeal  or  application  wall  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 
in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals.  80 
Lafayette  Street.  9th  floor.  Manhattan,  at  five  cents  each — 
add  postage  payment  if  the  forms  are  forwarded  by  mail. 
Purchase  payment  by  postage  stamps  NOT  ACCEPTABLE. 
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CALENDAR 


DOCKET 

New  Cases  Filed  up  to  June  8,  1971 
Cal.  No.  Dept.  Premises  Affected 


388-71-A — B.R. — 291  Hillside  Terrace,  east  side,  27.41 
feet  south  of  Hylan  Boulevard,  Block  5201,  Lot  68,  Great 
Kills,  Borough  of  Richmond,  N.B.  595-71,  re-  building 
not  fronting  legal  street,  General  City  Law. 


373-71-A — B.R. — 60  Winant  Place,  southwest  corner  of 
Kreisher  Street,  Block  7408,  Lot  25,  Charleston,  Borough 
of  Richmond,  N.  B.  1706-65,  re-  building  not  fronting 
legal,  General  City  Law. 


374-71-BZ — B.Q. — 205-11  Northern  Boulevard,  north 
side,  entire  block,  43-02  to  43-46  Clearview  Expressway, 
43-25  to  43-31  205th  Street,  Block  6269,  Lots  9,  20,  Bay- 
side,  Borough  of  Queens,  Alt.  No.  735-70  re-  change  of 
use  to  auto  sales,  repairs,  C2-2  &  R3-2  district. 


375-71-BZ — B.B. — 1421  Ocean  Avenue,  east  side,  207 
feet  south  of  Avenue  I,  Block  7584,  Lot  27,  Borough  of 
Brooklyn,  Alt.  No.  1965-70,  re-  proposed  telephone  ex¬ 
change,  R2  and  R6  district. 


376-71-SA — Harnischfeger  Corporation,  Lode-Safe-T 
Computer,  manufactured  by  Harnischfeger  Corporation, 
Appliance. 


377-71-BZ — B.B. — 862  to  886  Liberty  Avenue,  south  side, 
entire  block,  105  to  121  Milford  Street,  and  370  to  392 
Logan  Street,  Block  4189,  Lot  14,  Borough  of  Brooklyn, 
Alt.  No.  632-71,  re-  proposed  enlargement  of  telephone 
exchange,  bulkhead  on  roof,  C2-3  and  R5  district. 


378-71-BZ — B.B. — 2908  to  2914  Coney  Island  Avenue, 
west  side,  62  feet  south  of  Montauk  Court,  Block  7244, 
Lots  94,  96,  Borough  of  Brooklyn,  Alt.  No.  782-71,  re¬ 
proposed  enlargement  of  clothing  factory,  R5  district. 


379-71-BZ — B.B. — 4101  14th  Avenue,  southeast  corner  of 
41st  Street,  Block  5344,  Lot  6,  Borough  of  Brooklyn, 
Alt.  No.  394-71,  re-  proposed  telephone  exchange,  C2-3 
and  R6  district. 


380-71-SA — Gearmatic  Company,  Ltd.,  Hondu  A11023 
and  50496,  manufactured  by  Gearmatic  Company,  Ltd., 
Appliance. 


381-71-SA — Star  Sprinkler  Corporation,  Power  Supply 
Panel  Model  F,  manufactured  by  Star  Sprinkler  Corpo¬ 
ration,  Appliance. 


382-71-SA — Star  Sprinkler  Corporation,  Spray  Nozzles 
Model  A  and  D  Spray  Nozzle,  manufactured  by  Star 
Sprinkler  Corporation,  Appliance. 


383-71-SA — Star  Sprinkler  Corporation,  Release  Control 
Panel  Model  F,  manufactured  by  Star  Sprinkler  Corpo¬ 
ration,  Appliance. 


384-71-SA — Star  Sprinkler  Corporation,  Concealed  Sprin¬ 
kler  Model  G,  manufactured  by  Star  Sprinkler  Corpora¬ 
tion,  Appliance. 


385-71-SA — Star  Sprinkler  Corporation,  Water  Motor 
Alarm  Model  C,  manufactured  by  Star  Sprinkler  Corpo¬ 
ration,  Appliance. 


386-71-BZ — B.B. — -39  to  41  Putnam  Avenue,  northeast 
corner  of  Downing  Street,  Block  1983,  Lots  78,  79,  Bor¬ 
ough  of  Brooklyn,  Alt.  No.  245-71,  re-  proposed  funeral 
establishment,  R-6  district. 


387-71-A — B.R. — 289  Hillside  Terrace,  southeast  corner 
of  Hylan  Boulevard,  Block  5201,  Lot  1,  Great  Kills,  Bor¬ 
ough  of  Richmond,  N.B.  594-71,  re-  building  not  fronting 
legal  street,  General  City  Law. 


389-71-A — B.R. — 295  Hillside  Terrace,  east  side,  51.91 
feet  south  of  Hylan  Boulevard,  Block  5201,  Lot  67,  Great 
Kills,  Borough  of  Richmond,  N.B.  596-71,  re-  building 
not  fronting  legal  street,  General  City  Law. 


390-71-A — B.R. — 297  Hillside  Terrace,  east  side,  76.41 
feet  south  of  Hylan  Boulevard,  Block  5201,  Lot  65,  Great 
Kills,  Borough  of  Richmond,  N.B.  597-71,  re-  building 
not  fronting  legal  street,  General  City  Law. 


391-71-A — B.R.— 301  Hillside  Terrace,  east  side,  100.91 
feet  south  of  Hylan  Boulevard,  Block  5201,  Lot  64,  Great 
Kills,  Borough  of  Richmond,  N.B.  598-71,  re-  building 
not  fronting  legal  street,  General  City  Law. 


392-71-A — B.R. — 303  Hillside  Terrace,  east  side,  125.41 
feet  south  of  Hylan  Boulevard,  Block  5201,  Lot  63,  Great 
Kills,  Borough  of  Richmond,  N.B.  599-71,  re-  building 
not  fronting  legal  street,  General  City  Law. 


LiaaujiNAiiUlNS:  u- 


,  T2  - --department  ot  buildings;  B.B.— Department 

ol  Buddings,  Brooklyn;  B.M.— Department  of  Buildings,  Manhattan: 
.  •«•  ■Department  of  Buildings,  Queens;  B.R. — Department  of  Build- 
mgs  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


JUNE  29,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning,  June  29,  1971,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

11-34-BZ — Vol.  Ill 

APPLICANT — Lama  &  Vassalotti  for  City  of  New  York 
(Housing  &  Development  Administration),  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  June  21,  1971 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  plumbing  supplies  and 
the  parking  and  storage  of  motor  vehicles  on  unbuilt  por¬ 
tion  of  the  plot. 

PREMISES  AFFECTED — 277-293  Chester  Street,  east  side, 
179  feet  1 VA  inches  south  of  Blake  Avenue,  Block  3560, 
Lot  12,  Borough  of  Brooklyn. 


285-55-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Anthony  James  Scalzo,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  March  6,  1971— decision  of  the 
Borough  Superintendent;  previously  granted  on  condition 
under  Sections  7f,  7i  and  7h  of  the  Zoning  Resolution, 
permitting  in  a  business  use  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  motor  vehicle  repair 
shop  and  to  permit  the  parking  and  storage  of  more  than 
5  motor  vehicles. 

PREMISES  ^AFFECTED — 1777-1783  McDonald  Avenue, 
east  side,  170  feet  8}4  inches  north  of  Avenue  P,  Block 
6608,  Lot  64,  Borough  of  Brooklyn. 
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1020-55-BZ 

APPLICANT — Lama  &  Vassalotti  for  Rose  Ann  Romanelli, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  October  4,.  1971 
—decision  of  the  Borough  Superintendent;  previously- 
granted  under  Section  7h  of  the  Zoning  Resolution,  permit¬ 
ting  in  a  residence  use  district  parking  and  storage  of  motor 
vehicles. 

PREMISES  AFFECTED — 423-425  Lincoln  Road,  north 
side,  156.6J4  feet  west  of  New  York  Avenue  and  376-380 
Lefferts  Avenue,  Block  1330,  Lots  24  and  48,  Borough  of 
Brooklyn. 


43-34-BZ 

APPLICANT — Hurley,  Kearney  &  Lane  for  Salvatore  Cos- 
tanzo  and  Rose  Costanzo,  owners. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  July  19,  1971 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  21  of  the  Zoning  Resolution, 
permitting  in  a  business  use  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 6522-6524— 13th  Avenue,  north¬ 
west  corner  of  66th  Street,  Lot  46,  Borough  of  Brooklyn. 


819-47-BZ — Vol.  I 

APPLICANT — Charles  I.  Goldman  for  Morley  Holding 
Company,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  April  11,  1971 — decision  of 
the  Borough  Superintendent;  previously  granted  on  condi¬ 
tion  under  Section  7h  of  the  Zoning  Resolution,  permitting 
in  a  residence  and  business  use  district,  the  parking  and 
storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 118-21  Queens  Boulevard  and 
112-09  78th  Crescent,  northwest  corner,  Block  2270,  Lot  41, 
Forest  Hills,  Borough  of  Queens. 


PREMISES  AFFECTED— 502  to  512  East  76th  Street, 
south  side,  98  feet  east  of  York  Avenue,  Block  1487,  Lots 
43,  44,  47,  and  48,  Borough  of  Manhattan. 


99-7 1-BZ 

APPLICANT — Stanley  A.  Applebaum  for  Kenneth  I. 
Wilpon,  owner. 

SUBJECT — Application  February  19,  1971 — decision  of 
the  Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  an 
automobile  sales  and  service  establishment  with  accessory 
parking  and  storage  in  the  open  area. 

PREMISES  AFFECTED— 4420  Hylan  Boulevard,  south 
side,  from  Lyndale  Avenue  to  Preston  Avenue,  Block  5409, 
Lot  19,  Eltingville,  Borough  of  Richmond. 


157-71-BZ 

APPLICANT — Leo  D.  Fakler  for  James  Romanelli,  owner. 

SUBJECT — Application  March  17,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-1  district,  the  erection 
of  a  one  story  and  cellar  medical  building  that  encroaches 
on  the  required  front  and  side  yards. 

PREMISES  AFFECTED— 85-07  Woodhaven  Boulevard, 
southeast  corner  of  85th  Avenue,  Block  8886,  Lot  52, 
Woodhaven,  Borough  of  Queens. 


158-71-A 

APPLICANT — Leo  D.  Fakler  for  James  Romanelli,  owner. 

SUBJECT— Application  March  17,  1971— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  building  accessi¬ 
bility  for  wheelchairs. 

PREMISES  AFFECTED— 85-07  Woodhaven  Boulevard, 
southeast  corner  of  85th  Avenue,  Block  8886,  Lot  52, 
Woodhaven,  Borough  of  Queens. 


247-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Sheldon  H.  Solow,  owner. 

SUBJECT — Application  April  16,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C5-3  district,  on  a  plot  with  a 
48  story  office  building  presently  under  construction,  the 
reduction  in  lot  area  that  creates  non-compliance  in  floor 
area  ratio. 

PREMISES  AFFECTED— 9  to  25  West  57th  Street,  207 
feet  west  of  5th  Avenue,  4  to  40  West  58th  Street,  Block 
1273,  Lots  22,  24,  27,  29,  19,  44,  46,  49,  51,  53,  57  and  59, 
Borough  of  Manhattan. 

Laid  over  from  June  1,  1971,  for  hearing  at  the  request 

of  the  Community  Board. 


131-70-BZ— Vol.  II 

APPLICANT — Stroock  and  Stroock  and  Lavan  for  Dorothy 
Livingston,  owner;  Volkswagen  Bristol  Motors,  Incor¬ 
porated,  lessee. 

SUBJECT — Application  reopened  February  23,  1971  as 
Volume  II — decision  of  the  Borough  Superintendent  under 
Section  73-49  of  the  Zoning  Resolution,  to  permit  in  an 
Ml-4  and  R10  district,  the  use  of  the  roof  over  the  two 
story  portion  of  a  four  story  automobile  sales  and  service 
establishment  for  accessory  roof  parking. 


160-71-BZ 

APPLICANT— Hannibal  F.  Zumbo  for  Nathan  Cohen, 
owner. 

SUBJECT— Application  March  18,  1971— decision  of  the 
Borough  Superintendent,  under  Section  73-50  of  the  Zoning 
Resolution,  to  permit  in  a  C8-2  district,  in  an  existing  two 
story  building,  the  enlargement  in  area  of  the  first,  floor 
store  that  encroaches  on  the  required  yard  along  a  district 
boundary. 

PREMISES  AFFECTED— 1983  Coney  Island  Avenue,  east 
side,  320  feet  north  of  Quentin  Road,  Block  6774,  Lot  63, 
Borough  of  Brooklyn. 


162-71-BZ 

APPLICANT— Larry  Meltzer  for  George  Figliolia,  owner. 

SUBJECT— Application  March  18,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the.  erection  of  a 
one  story  enlargement  to  an  existing  cosmetics  and  toilet¬ 
ries  manufacturing  establishment. 

PREMISES  AFFECTED— 109  to  115  3rd  Street,  north  side, 
40  feet  west  of  Bond  Street,  Block  461,  Lots  42  and  44, 
Borough  of  Brooklyn. 
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172-71-BZ 

APPLICANT — A.  H.  Salkowitz  for  Glenwood  Estates, 
owner. 

SUBJECT — Application  March  24,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  on  a  plot  with  a 
six  story  multiple  dwelling,  the  reduction  in  lot  size  that 
increases  the  degree  of  non-compliance  in  floor  area  ratio, 
open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED— 80-35  Springfield  Boulevard, 
northeast  corner  of  Grand  Central  Parkway,  Block  7912, 
Lot  2,  Queens  Village,  Borough  of  Queens. 


173-71-BZ 

APPLICANT — A.  H.  Salkowitz  for  Roosevelt  Savings  Bank 
of  The  City  of  New  York,  owner. 

SUBJECT — Application  March  24,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning- 
Resolution,  to  permit  in  an  R3-2  district,  the  construction  of 
an  accessory  parking  lot  for  an  adjoining  bank. 

PREMISES  AFFECTED — 224-14  Union  Turnpike,  south 
side,  100.01  feet  east  of  Springfield  Boulevard,  Block  7912, 
Lot  30,  Queens  Village,  Borough  of  Queens. 


291-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  West  Side  Savings 
Bank,  owner. 

SUBJECT — Application  May  11,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C4-5  district,  the  erection  of  a 
two  story  enlargement  to  a  bank  that  encroaches  on  the  re¬ 
quired  rear  yard. 

PREMISES  AFFECTED — 388  to  396  Avenue  of  the  Ameri¬ 
cas,  east  side,  45.22  feet  south  of  West  8th  Street,  Block 
553,  Lot  1,  Borough  of  Manhattan. 


315-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Twenty-First  Cen¬ 
tury  Property,  Incorporated,  owner;  Department  of  Social 
Services  City  of  New  York,  lessee. 

SUBJECT — Application  May  18,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-19  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  district,  the  erection  of  a 
two  story  and  basement  day  care  and  after  school  center. 

PREMISES  AFFECTED — 54  Garden  Street,  southwest  cor¬ 
ner  of  Bushwick  Avenue,  Block  3137,  Lots  86  and  89, 
Borough  of  Brooklyn. 


148-70-BZ — Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Ciampa  Prop¬ 
erties,  owner. 

SUBJECT — Application  reopened  February  17,  1971  as 
Volume  II — decision  of  the  Borough  Superintendent,  un¬ 
der  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R4  district,  the  erection  of  a  one  story  enlargement  to 
an  existing  factory  and  warehouse  extending  into  the  resi¬ 
dence  district. 

PREMISES  AFFECTED — 15-11  119th  Street  and  119-06 
15th  Avenue,  southeast  corner,  Block  4073,  Lots  22  and 
47,  College  Point,  Borough  of  Queens. 

Laid  over  from  June  1,  1971,  for  continued  hearing  at 

the  request  of  the  Community  Board. 

THOMAS  F.  GALVIN,  Chairman 


JUNE  29,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon ,  June  29,  1971,  at  2  o’clock  at  80  Lafay¬ 
ette.  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 

393-71-BCR 

APPLICANT — Joseph  Ferro,  Commissioner,  Department 
of  Buildings — letter  dated  June  2,  1971  and  received  June 
7,  1971. 

SUBJECT — Application  June  9,  1971 — Building  Code  Refer¬ 
ence  Standard  RS-10.  To  supersede  in  its  entirety  the 
present  standard  designated  as  NLMA  1962 — National 
Design  Specifications  for  Stress-Grade  Lumber  and  its 
fastenings  and  to  replace  it  with  one  designated  NFPA-68 
as  Modified  and  its  1970  supplement.  To  supersede  in  its 
entirety  the  present  standard  designated  as  NFPA  1961 — 
Maximum  Spans  for  Joists  and  Rafters  in  Residential 
Construction  and  to  replace  it  with  one  designated  NFPA 
1968 — Span  Tables  for  Joists  and  Rafters. 


394-71-BCR 

APPLICANT — Joseph  Ferro,  Commissioner,  Department 
of  Buildings — letter  dated  June  2,  1971  and  received  June 
7,  1971. 

SUBJECT — Application  June  9,  1971 — Building  Code  Refer¬ 
ence  Standard  10-8.  To  issue  a  new  reference  Standard, 
including  modifications,  designated  NFPA  1968  National 
Design  Specifications  for  Stress-Grade  Lumber  and  its 
Fastenings  and  its  1970  Supplement. 


395-71-BCR 

APPLICANT — Joseph  Ferro,  Commissioner,  Department 
of  Buildings,  letter  dated  June  2,  1971  and  received  June 
7,  1971. 

SUBJECT — Application  June  9,  1971— Building  Code  Refer¬ 
ence  Standard  RS  10-13.  To  issue  a  new  reference  stand¬ 
ard,  including  modifications  designated  NFPA  1970 
Span  Tables  for  Joists  and  Rafters. 


396-71-BCR 

APPLICANT — Joseph  Ferro,  Commissioner,  Department 
of  Buildings,  letter  dated  June  2,  1971  and  received  June 
7,  1971. 

SUBJECT — Application  June  9,  1971 — Building  Code  Refer¬ 
ence  Standard  RS-5.  To  supersede  in  its  entirety  the 
present  standard  designated  AWPA  C-20B  1963  Struc¬ 
tural  Lumber — Fire  Retardant  Treatment  by  Pressure 
Process  and  to  replace  it  with  AWPA  C-20  1970  Struc¬ 
tural  Lumber.  Fire  Retardant  Treatment  by  Pressure 
Process.  To  supersede  in  its  entirety  the  foresent  standard 
designated  as  AWPA  C-27B  1963  Plywood.  Fire  Re¬ 
tardant  Treatment  by  Pressure  Process  and  to  replace 
it  with  AWPA  C-27  1970  Plywood.  Fire  Retardant 
Treatment  by  Pressure  Process. 


397-71-BCR 

APPLICANT — Joseph  Ferro  Commissioner,  Department 

of  Buildings,  letter  dated  June  2,  1971  and  received  June 
7.  1971. 

SUBJECT — Application  June  9,  1971 — Building  Code  Refer¬ 
ence  Standard  RS  5-4.  To  issue  a  new  reference  stand¬ 
ard  designated  AWPA  C-27,  1970.  Plywood — Fire  Re¬ 
tardant  Treatment  by  Pressure  Process. 
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398-71-BCR 

APPLICANT — Joseph  Ferro,  Commissioner,  Department  of 
Buildings,  letter  dated  June  2,  1971  and  received  June  7, 
1971. 

SUBJECT — Application  June  9,  1971— Building  Code  Refer¬ 
ence  Standard  RS  5-3.  To  issue  a  new  reference  stand¬ 
ard  designated  AWPA  C-20  1970  Structural  Lumber — 
Fire  Retardant  Treatment  by  Pressure  Process. 


441-70-A 

APPLICANT — Paul,  Weiss,  Goldberg,  Rifkind,  Wharton 
and  Garrison  for  Amway  Corporation,  owner. 

SUBJECT — Application  August  17,  1970 — Appeal  from  Fire 
Department  regulations  re-  Pressurized  Products. 


686-69-A 

APPLICANT — Allen  A.  Sylvane  for  Bess  Kane,  owner ; 
Rubin  Engelson,  lessee. 

SUBJECT — Application  November  20,  1969 — appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 137  Hudson  Street,  west  side, 
28  feet  north  of  Beach  Street,  Block  214,  Lot  24,  Borough 
of  Manhattan. 


623-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Howard  Stores  Corporation. 
SUBJECT— Application  October  15,  1970 — for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 82  and  84  Stanton  Street,  north¬ 
east  corner  of  Allen  Street,  Block  417,  Lots  70  and  71, 
Borough  of  Manhattan. 


506-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES— United  House  of  Prayer. 

SUBJECT — Application  September  8,  1970  for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 2310-2322  Eighth  Avenue,  east 
side  of  Eighth  Avenue,  between  West  124th  Street  and 
West  125th  Street,  271  West  124th  Street  and  272-280 
West  125th  Street,  Block  1930,  Lot  1,  Borough  of  Man¬ 
hattan. 


229-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — V.  Camac  and  G.  Greenblat. 
SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 974  to  978  Morris  Park 
Avenue,  southeast  corner  of  Radclifif  Avenue,  Block  4101, 
Lot  1,  Borough  of  The  Bronx. 


230-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Murray  Weiner. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 102-05  32nd  Avenue,  north  side, 
40  feet  east  of  102nd  Street,  Block  1689,  Lot  44,  East 
Elmhurst,  Borough  of  Queens. 


231-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — 1601  Realty  Corporation. 
SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 154  West  17th  Street,  south 
side,  100  feet  east  of  7th  Avenue,  Block  792,  Lot  56,  Bor¬ 
ough  of  Manhattan. 


313-71-A 

APPLICANT — Harrison  and  Abramovitz  for  Rock-Mc- 
Graw,  Incorporated,  owner. 

SUBJECT — Application  May  17,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  show  windows 
and  openings. 

PREMISES  AFFECTED— 1221  to  1237  Avenue  of  the 
Americas,  from  West  48th  Street  to  West  49th  Street, 
Block  1001,  Lots  13  to  53,  Borough  of  Manhattan. 


314-71-A 

APPLICANT — Heede  International,  Incorporated  for 
Heede  Hoist  and  Machine  Company,  owner;  Long  Island 
Properties,  Incorporated,  lessee. 

SUBJECT — Application  May  17,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  safety  code  for 
workmens  Hoists. 

PREMISES  AFFECTED— 1514  to  1428  York  Avenue, 
north  side,  70  feet  east  of  East  80th  Street,  499  to  505 
East  80th  Street,  Block  1577,  Lots  126,  50,  52  and  104, 
Borough  of  Manhattan. 


339-71-A 

APPLICANT — Daniel  Laitin  for  Realty  Equities  Colum¬ 
bus  Circle  Corporation,  owner. 

SUBJECT— Application  May  26,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  stairs,  live  load. 

PREMISES  AFFECTED— 15  Columbus  Circle,  north  side, 
entire  block,  Block  1113,  Lot  29,  Borough  of  Manhattan. 

THOMAS  F.  GALVIN,  Chairman 


JULY  6,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  July  6,  1971,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 
matters : 

1161-65-BZ 

APPLICANT — Hannibal  F.  Zumbo  for  Rose  Villano, 
owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  May  3,  1971 
and  amendment  of  resolution — decision  of  _  the  Borough 
Superintendent ;  previously  granted  on  condition  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  permitting  m  a  R6 
district,  the  construction  and  maintenance  of  a  public  lot. 
PREMISES  AFFECTED— 800-802  Bergen  Street,  south 
side,  198  feet  east  of  Grand  Avenue,  Block  1148,  Lots  20 
and  21,  Borough  of  Brooklyn. 
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522-60-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Robert  Adhers, 

owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  February  8,  1971 — decision 
of  the  Borough  Superintendent;  previously  granted  on 
condition  under  Section  7h  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  residence  use  district,  the  maintenance  of  a 
parking  lot  for  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 683-685  West  204th  Street, 
southeast  corner  of  Cooper  Street,  Block  2241,  Lot  1, 
Borough  of  Manhattan. 


662-55-BZ 

APPLICANT — Robert  Gottlieb  for  Vito  and  Frank  Sauno, 

owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  June  26,  1971 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7a  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  extension 
of  a  non-conforming  use  (residence  and  stores). 

PREMISES  AFFECTED — 2075  Edenwald  Avenue  and 
4104  Murdock  Avenue,  northeast  corner,  Block  5026,  Lot 
57,  Borough  of  The  Bronx. 


519-61-BZ 

APPLICANT — Lama  and  Vassalotti  for  Sherman  Firsty, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  November 
15,  1971 — decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the 
maintenance  of  a  non-transient  parking  lot  on  a  monthly 
basis. 

PREMISES  AFFECTED — 1753  Montgomery  Avenue,  west 
side,  240.03  feet  south  of  Popham  Avenue,  Block  2877, 
Lot  462,  Borough  of  The  Bronx. 


351-67-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Wards  Construction  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  September 
22,  1971 — decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition  under  Section  72-21  of  the 
Zoning  Resolution,  permitting  in  an  R8  district,  the  con¬ 
struction  and  maintenance  of  a  public  parking  lot  for  a 
terms  of  five  years. 

PREMISES  AFFECTED — 234  East  27th  Street,  south 
side,  100  feet  west  of  Second  Avenue,  Block  907,  Part  of 
Lot  39,  Borough  of  Manhattan. 


172-33-BZ — Vol.  II 

APPLICANT — Martio  Tucciarone  &  McGee  &  Morsellino 
for  Frani  Ciano,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  _  of  term  of  variance  which  expired  April  10, 
1971 — decision  of  the  Borough  Superintendent;  previ- 
ously  granted  on  condition  under  Section  7f  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district,  the  re¬ 
construction  and  extension  of  an  existing  gasoline  selling 
station  and  motor  vehicle  repair  shop,  to  include  auto 
washing,  lubrication  and  sale  of  accessories  and  office. 


PREMISES  AFFECTED— 46-22  to  46-30  Kissena  Boule¬ 
vard,  west  side,  25  feet  north  of  Kalmina  Avenue,  Block 
5149,  Lots  37  and  39,  Flushing,  Borough  of  Queens. 


409-55-BZ 

APPLICANT — Robert  Gottlieb  for  Walter  Testa,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  variance  which  expired  May  17,  1971 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7e  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  motor  vehicle 
repair  shop  with  hand  tools  only. 

PREMISES  AFFECTED — 1601  Bussing  Avenue,  west 
side,  6.25  feet  north  of  East  232nd  Street,  Block  4857,  Lot 
76,  Borough  of  The  Bronx. 


112-71-BZ 

APPLICANT — Harry  Soled  for  Rabbi  Mendel  Horowitz, 
owner. 

SUBJECT — Application  March  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R7-1  district,  the  construc¬ 
tion  and  maintenance  of  a  non-transient  parking  lot. 

PREMISES  AFFECTED — 232  East  18th  Street,  west  side, 
300  feet  north  of  Beverly  Road,  Block  5121,  Lot  24,  Bor¬ 
ough  of  Brooklyn. 


152-71-BZ 

APPLICANT — Benjamin  F.  Nolan  for  The  Greek  Ameri¬ 
can  Soccor  Club  Incorporated,  owner;  Isaak  Papadoloulos, 

lessee. 

SUBJECT — Application  March  15,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -2  district,  in  an  existing 
two  story  building,  the  addition  to  the  use  of  the  first  floor 
restaurant  to  include  cabaret. 

PREMISES  AFFECTED — 31-06  to  31-08  Astoria  Boule¬ 
vard,  southwest  corner  of  32nd  Street,  Block  620,  Lot  16, 
Astoria,  Borough  of  Queens. 


155-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  Seafarers  Build¬ 
ing  Corporation,  owner. 

SUBJECT— Application  March  16,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  erection 
of  a  two  story  enlargement  to  an  existing  union  office 
building  previously  before  the  Board  and  the  conversion 
of  the  existing  mezzanine  to  a  second  floor  that  increases 
the  degree  of  non-conformity. 

PREMISES  AFFECTED — 189  21st  Street,  and  657  to  675 
4th  Avenue,  northeast  corner,  Block  640,  Lot  1,  Borough 
of  Brooklyn. 


156-71-A 

APPLICANT — Lama  and  Vassalotti  for  Seafarers  Build¬ 
ing  Corporation,  owner.  , 

SUBJECT — Application  March  16,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Enlargement  of 
existing  mezzanine,  stairs  exterior  wall  rating. 

PREMISES  AFFECTED — 189  21st  Street,  and  657  to  675 
4th  Avenue,  northeast  corner,  Block  640,  Lot  1,  Borough 
of  Brooklyn. 
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191-71-BZ 

APPLICANT — Philip  P.  Agusta  for  Salvatore  and  Giusep- 
pina  D’Urso,  owner. 

SUBJECT — Application  April  1,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-2  district,  the  conversion 
of  an  existing  two  story  and  cellar  commercial  building 
to  residential  use. 

PREMISES  AFFECTED— 1230  36th  Street,  south  side, 
240.07/8  feet  East  of  12th  Avenue,  Block  5296,  Lot  15, 
Borough  of  Brooklyn. 


219-7/1-BZ 

APPLICANT — McGee  and  Morsellino  for  Joseph  S.  Am- 
mirati,  owner. 

SUBJECT — Application  April  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  two  story  building  for  use  as  a  warehouse. 

PREMISES  AFFECTED— 146-65  to  146-67  to  146-75 
Springfield  Boulevard,  northeast  corner  of  147th  Avenue, 
Block  13363,  Lot  6,  Springfield  Gardens,  Borough  of 
Queens. 


271-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  Bonner  Realty  and 
Construction  Corporation,  owner. 

SUBJECT — Application  April  29,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  60  (3)  of  the  Multiple 
Dwelling  Law,  to  permit  in  a  Cl-5  and  RIO  district,  at  an 
existing  39  story  multiple  dwelling,  the  addition  to  the  uses 
to  include  transient  parking  for  the  unused  and  surplus 
tenants  spaces  for  a  term  of  15  years. 

PREMISES  AFFECTED — 1006  to  1020  First  Avenue,  403 
to  409  East  55th  Street,  northeast  corner  and  400  to  408 
East  56th  Street,  Block  1367,  Lot  1,  Borough  of  Manhat¬ 
tan. 


272-71-A 

APPLICANT — Lama  and  Vassalotti  for  Bonner  Realty  and 
Construction  Corporation,  owner. 

SUBJECT — Application  April  29,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  transient  parking. 

PREMISES  AFFECTED— 1006  to  1020  First  Avenue,  403 
to  409  East  55th  Street,  northeast  corner  and  400  to  408 
East  56th  Street,  Block  1367,  Lot  1,  Borough  of  Manhat¬ 
tan. 


280-71-BZ 

APPLICANT— Charles  M.  Spindler  for  Sun  Oil  Company, 
owner;  Walmere  Realty  Company,  Incorporated,  lessee. 

SUBJECT — Application  April  30,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-412,  73-211  and 
73-212  of  the  Zoning  Resolution,  to  permit  in  a  C2-2  dis¬ 
trict,  the  enlargement  in  lot  area  and  the  reconstruction 
of  an  automotive  service  station  with  accessory  uses  pre¬ 
viously  before  the  Board. 

PREMISES  AFFECTED— 148-12  Rockaway  Boulevard, 
southeast  corner  of  148th  Street,  Block  12103,  Lots  25,  35, 
39,  Ozone  Park,  Borough  of  Queens. 


293-71-BZ 

APPLICANT — Harp''  Halbreich  for  Manor  Towers  Asso¬ 
ciates,  owner ;  Riverside  Racquet  Club,  Incorporated, 
lessee. 


SUBJECT — Application  May  11,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-11  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R4  district,  on  a 
plot  with  an  existing  multiple  dwelling,  the  installation 
of  a  seasonal  air  supported  structure  to  inclose  the  exist¬ 
ing  tennis  courts. 

PREMISES  AFFECTED — 3671  Hudson  Manor  Terrace, 
northwest  corner  of  West  236th  Street,  Block  5920,  Lot 
653,  Borough  of  The  Bronx. 


294-71-A 

APPLICANT — Harry  Halbreich  for  Manor  Towers  Asso¬ 
ciates,  owner ;  Riverside  Racquet  Club,  Incorporated, 
lessee. 

SUBJECT — Application  May  11,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  air  supported 
fabric  structure. 

PREMISES  AFFECTED — 3671  Hudson  Manor  Terrace, 
northwest  corner  of  West  236th  Street,  Block  5920,  Lot 
653,  Borough  of  The  Bronx. 

THOMAS  F.  GALVIN,  Chairman 


JULY  6,  1971,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  July  6,  1971,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 

610-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Seotion  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 78  Brook  Avenue,  west  side, 
476.36  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  92, 
Oakwood,  Borough  of  Richmond. 


611-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT— Application  October  22,  1969— Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 82  Brook  Avenue,  west  side, 
552.32  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  98, 
Oakwood,  Borough  of  Richmond. 


245-71-A 

APPLICANT— Sidney  Michael  Rogers  for  Sidney  M. 
Rogers  and  Bill  Graham,  owners ;  Fillmore  East  Corpora¬ 
tion,  lessee. 

SUB  TECT— Application  April  15,  1971— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  removal  of 
incombustible  roof  and  neting  as  guards  for  open  stairway. 

PREMISES  AFFECTED— 105  Second  Avenue,  west  side, 
25  feet  north  of  East  6th  Street,  Block  462,  Lots  29  and 
37,  Borough  of  Manhattan. 


232-71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Irving  Borenstein. 


595 


CALENDAR 


SUBJECT — Application  April  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 5003  to  5009  13th  Avenue,  east 
side,  40  feet  south  of  50th  Street,  Block  5649,  Lot  8, 
Borough  of  Brooklyn. 


233-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Ken-Bar  Realty  Corporation. 
SUBJECT — Application  April  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-sprinkler  system. 
PREMISES  AFFECTED — 2395  Richmond  Avenue,  north¬ 
east  corner  of  Richmond  Hill  Road,  Block  2380,  Lot  1, 
New  Springville,  Borough  of  Richmond. 


234-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Board  of  Higher  Education. 

SUBJECT — Application  April  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 695  Park  Avenue,  northeast 
corner  of  East  68th  Street,  Block  1403,  Lot  1,  Borough 
of  Manhattan. 


646-70-BZ 

APPLICANT — Abraham  Grossman  for  Sentry  Storage 
Warehouse  Incorporated,  owner. 

SUBJECT — Application  October  26,  1970 — appeal  from  a 
decision  of  the  Borough  Superintendent,  under  Sections 
72-01  (b)  and  72-21  of  the  Zoning  Resolution,  to  permit 
in  an  R8  district,  in  an  existing  five  story  building,  the 
change  in  occupancy  of  the  second,  third  and  fourth  floors 
to  a  depository  for  the  storage  of  office  record. 

PREMISES  AFFECTED — 406-408  West  45th  Street,  south 
side,  100  feet  west  of  Ninth  Avenue,  Block  1054,  Lot  37, 
Borough  of  Manhattan. 


119-71-BZ 

APPLICANT — Abe  Silverman  for  Darke  Chaim,  owner. 

SUBJECT — Application  March  4,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-2  district,  the  erection 
of  a  six  story  day  care  center  that  exceeds  the  permitted 
lot  coverage,  penetrates  the  sky  exposure  plane  and  en¬ 
croaches  on  the  required  rear  yard. 

PREMISES  AFFECTED — 282  to  284  East  3rd  Street, 
south  side,  141.2  feet  east  of  Avenue  C,  Block  372,  Lot 
14,  Borough  of  Manhattan. 


343-71-A 

APPLICANT — Aladdin  Oil  Company  for  Herman  Sandler, 
owner. 

SUBJECT — Application  May  27,  1971 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  Aladdin  Scented  Lamp  Oil 
in  32  ounce  plastic  bottles  with  screw  caps  not  in  compli¬ 
ance  with  the  regulation  of  the  Administrative  Code  of 
New  York  City. 


347-71-A 

APPLICANT — Aaron  Halpern  for  R.  H.  Macy’s  and  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Application  May  27,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  escalators. 

PREMISES  AFFECTED — 112  Richmond  Hill  Road,  south 
side,  1072.90  feet  East  of  Richmond  Avenue,  Block  2400, 
Lot  118,  New  Springville,  Borough  of  Richmond. 

THOMAS  F.  GALVIN,  Chairman 


JULY  13,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  July  13,  1971,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

611-70-BZ 

APPLICANT — Lama  &  Vassalotti  for  89  St.  Homes,  In¬ 
corporated,  owner. 

SUBJECT — Application  October  9,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  and  R3-2  district,  the 
erection  of  a  two  story  warehouse  with  accessory  parking 
and  loading  in  the  open  area. 

PREMISES  AFFECTED— 133-44  Garrett  Street,  south 
side,  153.09  feet  west  of  Farmers  Boulevard,  Block  12529, 
Lot  377,  Springfield  Gardens,  Borough  of  Queens. 


290-71-BZ 

APPLICANT — Charles  M.  Spindler  for  L.  B.  Oil  Company, 

owner. 

SUBJECT — Application  May  7,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-211  and  73-212  of 
the  Zoning  Resolution,  to  permit  in  a  C2-2  district,  the 
enlargement  in  lot  area  and  reconstruction  of  an  auto¬ 
motive  service  station  with  accessory  uses  previously 
before  the  Board. 

PREMISES  AFFECTED— 113-40  Merrick  Boulevard, 
northwest  corner  of  Linden  Boulevard,  Block  12326,  Lot 
21,  St.  Albans,  Borough  of  Queens. 


308-71-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  May  14,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21,  73-11  and 
73-14  of  the  Zoning  Resolution,  to  permit  in  an  R6  district, 
the  erection  of  a  five  story  telephone  exchange  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  encroaches  on  the  required  rear  yard 
equivalent  and  side  yard. 

PREMISES  AFFECTED — 49  to  73  Meserole  Street,  north¬ 
east  corner  of  Lorimer  Street,  and  48  to  68  Scholes  Street, 
Block  3041,  Lots  1,  8,  27,  30,  31,  33,  35  and  36,  Borough 
of  Brooklyn. 


316-71-BZ 

APPLICANT — Harry  Soled  for  Talmudical  School  of 
Brooklyn,  AKA  Yeshiva  of  Brooklyn,  owner. 

SUBJECT — Application  May  18,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  and  R6  district,  the  erec¬ 
tion  of  a  three  story  school  that  exceeds  the  permitted  lot 
coverage  and  encroaches  on  the  required  rear  yard. 

PREMISES  AFFECTED — 1464  Ocean  Parkway,  west  side, 
340  feet  north  of  Avenue  O,  Block  6587,  Lot  36,  37,  Bor¬ 
ough  of  Brooklyn. 
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317-71-A 

APPLICANT — Harry  Soled  for  Talmudical  School  of 
Brooklyn,  AKA  Yeshiva  of  Brooklyn,  owner. 

SUBJECT — Application  May  18,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  wheelchair  access, 
performance  viewing  platform. 

PREMISES  AFFECTED — 1464  Ocean  Parkway,  west  side, 
340  feet  north  of  Avenue  O,  Block  6587,  Lot  36,  37,  Bor¬ 
ough  of  Brooklyn. 


327-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  New  York  City 
Board  of  Education,  owner. 

SUBJECT — Application  May  20,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-19  of  the  Zoning 
Resolution,  to  permit  in  a  C8-1  and  R3-2  district,  the 
erection  of  a  four  story  intermediate  school  in  the  C8  por¬ 
tion  of  the  plot. 

PREMISES  AFFECTED — 121-32  Rockaway  Boulevard, 
southeast  corner  of  1 2 1  sit  Street,  Block  11714,  Lot  100, 
South  Ozone  Park,  Borough  of  Queens. 


328-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  New  York  City 
Board  of  Education. 

SUBJECT — Application  May  20,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED— 121-32  Rockaway  Boulevard, 
southeast  corner  of  121st  Street,  Block  11714,  Lot  100, 
South  Ozone  Park,  Borough  of  Queens. 


329-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Peter  Kalikow,  owner. 

SUBJECT — Application  May  20,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  666,  of  the  New  York 
City  Charter  and  Section  72-21  of  the  Zoning  Resolution, 
to  permit  in  a  Cl-5,  Cl-9  and  R8  district,  the  omission  of 
the  required  accessory  parking  for  a  proposed  25  story 
multiple  dwelling. 

PREMISES  AFFECTED— 1398  to  1402  3rd  Avenue,  west 
side,  50.4  feet  south  of  East  80th  Street,  176  to  178  East 
80th  Street,  Block  1508,  Lots  38,  41,  42,  Borough  of  Man¬ 
hattan. 


337-71-BZ 

APPLICANT — Joseph  Schwartz  for  La  Sierra  Service 
Company,  Incorporated,  owner. 

SUBJECT — Application  May  25,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-2  district,  in  an  existing 
three  story  and  basement  building,  the  change  in  occupancy 
of  the  second  floor  from  residential  to  office  use. 

PREMISES  AFFECTED— 149  Rivington  Street,  south 
side,  18.10  feet  west  of  Suffolk  Street,  Block  348,  Lot  14, 
Borough  of  Manhattan. 


386-71-BZ 

APPLICANT — Harold  Weinberg  for  Madeline  Lane,  owner. 
SUBJECT — Application  June  8,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  erection  of  a 
one  story  enlargement  and  the  expansion  in  area  of  an 


existing  funeral  establishment  into  an  adjoining  building 
without  the  required  loading  berth. 

PREMISES  AFFECTED — 39  to  41  Putnam  Avenue,  north¬ 
east  corner  of  Downing  Street,  Block  1983,  Lots  78  and 
79,  Borough  of  Brooklyn. 

THOMAS  F.  GALVIN,  Chairman 


JULY  13,  1970,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon,  July  13,  1970,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

235- 71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — L.  B.  Russell  Chemicals,  In¬ 
corporated. 

SUBJECT— Application  April  13,  1971— for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 14-33  31st  Avenue,  north  side, 
250  feet  east  of  14th  Street,  Block  534,  Lot  11,  Astoria, 
Borough  of  Queens. 

236- 71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Castega  Realty  Corporation. 
SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re— sprinkler  system. 

PREMISES  AFFECTED— 2290  to  2294  3rd  Avenue,  west 
side,  43  feet  south  of  East  125th  Street,  Block  1773,  Lot 
37,  Borough  of  Manhattan. 


274-71-A 

APPLICANT — George  J.  Sole  for  Rao  Construction  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT— Application  April  30,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  class  III  Build¬ 
ing  office,  egress. 

PREMISES  AFFECTED — 737  to  739  Second  Avenue,  west 
side,  74.03/4  feet  south  of  East  41st  Street,  Block  920, 
Lots  32  and  33,  Borough  of  Manhattan. 


326-71- A 

APPLICANT— William  H.  Byrne  for  The  Prudential  In¬ 
surance  Company  of  America,  owner;  Abraham  and 
Straus  Division  of  Federated  Department  Stores,  Incor¬ 
porated,  lessee. 

SUBJECT— Application  May  19,  1971— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  exit  doors  and 
panic  bolts. 

PREMISES  AFFECTED— 159  to  1 77  Schermerhorn  Street, 
south  side,  200  feet  west  of  Livingston  Street,  178  to  192 
Livingston  Street,  Block  164,  Lot  20,  Borough  of  Brooklyn. 


369-71-A 

APPLICANT— George  Fuchs  for  Reiner-Kaiser  Asso¬ 
ciates,  owner. 

SUBJECT— Application  June  1,  1971— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED— 71-10  Greenway  Terrace,  south¬ 
east  corner  of  71st  Avenue,  Block  325 3,  Lot  62,  Forest 
Hills,  Borough  of  Queens. 

THOMAS  F.  GALVIN,  Chairman 


597 


MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING,  JUNE  8,  1971,  10  A.  M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


The  minutes  of  the  regular  meetings  of  the  Board  held  on 

Tuesday  morning  and  afternoon  May  25,  1971,  were  approved 

as  printed  in  the  Bulletin  of  June  3,  1971,  Vol.  56,  No.  22. 

2-70-A 

APPLICANT — J.  K.  Douros  for  Madison  Chemical  Manu¬ 
facturing,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  Fire  Commis¬ 
sioner  re-  Application  January  2,  1970 — packaging  of  Com¬ 
bustible  mixture  known  as  Sentry-Mint  in  1  gallon  poly¬ 
ethylene  bottle  container  not  in  compliance  with  regulations 
of  N.  Y.  C.  Administrative  Code. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


3-70-A 

APPLICANT — J.  K.  Douros  for  Madison  Chemical  Co., 
owner. 

SUBJECT — Application  January  2,  1970 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  in¬ 
flammable  mixture  known  as  Deo-Drex  in  1  Quart  and  1 
Gallon  polyethylene  containers  not  in  compliance  with 
regulations  requirements  of  the  N.  Y.  C.  Administrative 
Code. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


4-70-A 

APPLICANT — J.  K.  Douros  for  Madison  Chemical  Com¬ 
pany,  owner. 

SUBJECT — Application  January  2,  1970 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  inflam¬ 
mable  mixture  known  as  Duet  in  polyethylene  1  gallon 
containers  not  in  compliance  with  N.  Y.  C.  regulation 
requirements  of  Administrative  Code. 

APPEARANCES— 

For  Applicant:  None: 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


5-70-A 

APPLICANT — J.  K.  Douros  for  Madison  Chemical  Com¬ 
pany,  owner. 

SUBJECT — Application  January  2,  1970 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  Chem  Fact  in  1  quart  Polyethyl¬ 
ene  containers  not  in  compliance  with  regulations  of 
of  N.  Y.  C.  Administrative  Code. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE' VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  Q 


6-70-A 

APPLICANT — J.  K.  Douros  for  Madison  Chemical  Com¬ 
pany,  owner. 

SUBJECT — Application  January  2,  1970 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  Aware  in  1  pint  polyethylene 
bottles,  containers  not  in  compliance  with  regulation  re¬ 
quirements  of  N.  Y.  C.  Administrative  Code. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  . .  5 

Negative:  .  o 


136-41-BZ 

APPLICANT — De  Rose  and  Cavalieri  for  500  East  117th 
Street  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  April  18,  1971 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7f  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  use  of  an 
existing  building  as  a  garage  for  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED — 316  Pleasant  Avenue,  east  side, 
25  feet  south  of  East  117th  Street,  Block  1715,  Lot  49, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Anthony  E.  Merola. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative: .  Q 
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MINUTES 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  8,  1967,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
June  8,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  15, 
1941,  as  amended  through  November  8,  1967,  only  as  to  the 
term  of  the  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  five  years  from  April  18,  1971, 
to  permit  .  .  . ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects  ;  and  that  a  new  Certificate  of  Occupancy  shall  be 
obtained.”  (Alt.  372-71) 


551  -49- B Z — V ol.  II 

APPLICANT — Vito  J.  Tricarico  for  William  Savinoff  of 
Remco  Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  29, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  gasoline 
service  station,  garage  for  more  than  5  motor  vehicles, 
and  to  amend  resolution  to  remove  gasoline  pump  and 
tanks,  storage  of  parts  and  television  service  and  repairs. 

PREMISES  AFFECTED— 88-02  to  88-08  102nd  Street  and 
100-26  88th  Avenue,  southwest  corner,  Block  9286,  Lot 
61,  Woodhaven,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  J.  Tricarico. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  December  20,  1960,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
June  8,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  20,  1960,  as  amended  through  March  29,  1966,  only  as 
to  the  term  of  the  variance,  so  that  as  amended  this  portion 
of  the  resolution  shall  read: 

“granted  for  a  term  of  five  years  from  March  29,  1971, 
to  permit  .  .  . ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  93-60) 


452-60-BZ 

APPLICANT — Laka  Dunovitz,  owner. 

SUBJECT — Application  for  consideration — request  to  _ waive 
the  Rules  of  Procedure  and.  reopening  for  extension  of 
term  of  variance  which  expired  November  9,  1970 — de¬ 
cision  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Section  11-411  of  the  Amended  Zoning 
Resolution,  permitting  in  a  R5  district,  the  storage  of 
five  cars  on  a  rental  basis  and  not  as  accessory  use  with 
ingress  and  egress  over  present  party  driveway. 


PREMISES  AFFECTED — 71-12  35th  Avenue,  south  side, 
100  feet  west  of  72nd  Street,  Block  1271,  Lot  6,  Jackson 
Heights,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  D.  B.  Deblinger. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
May  9,  1961,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  June  8,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  May  9,  1961,  as  amended  through 
November  9,  1965,  only  as  to  the  term  of  variance,  so  that 
as  amended  this  portion  of  the  resolution  shall  read: 

“granted  for  a  term  of  five  years  from  November  9, 
1970,  to  permit  .  .  .;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  755-60) 


354-61-BZ 

APPLICANT — Abraham  Grossman  for  18-20  East  50th 
Street  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  June  13,  1971 — 
decision  of  the  Borough  Superintendent;  under  Section  7e 
of  the  Zoning  Resolution,  permitting  in  a  restricted  retail 
use  district,  in  an  11  story  office  building,  the  change  in  use 
of  the  first  floor  and  mezzanine  from  showroom  and  office 
to  Art  and  Auction  Galleries,  and  office. 

PREMISES  AFFECTED— 18-20  East  50th  Street,  south 
side,  70  feet  west  of  Madison  Avenue,  Block  1285,  Lot  59, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Abraham  Grossman. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

N  egative :  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  13,  1961,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
June  8,  1971 ;  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  13, 
1961,  only  as  to  the  term  of  the  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  June  13,  1971,  to 
permit  .  .  . ;  that  other  than  as  herein  amended  the  reso¬ 
lution  above  cited  shall  be  complied  with  in  all  respects ; 
and  that  a  new  Certificate  of  Occupancy  shall  be  ob¬ 
tained.”  (Alt.  367-71) 


MINUTES 


225-69-B  Z 

APPLICANT — -Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  New  York  University,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  under  Sections  72-21  and 
73-641  of  the  Zoning  Resolution  and  Section  666  of  the 
New  York  City  Charter,  permitting  in  a  C2-5  and  R8 
district,  the  erecti-on  of  a  13  story  dental  school  that  ex¬ 
ceeds  the  permitted  floor  area  ratio  and  lot  coverage,  en¬ 
croaches  on  the  required  rear  yard  equivalent  and  pene¬ 
trates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 415  First  Avenue,  northwest 
corner  of  East  24th  Street,  Block  930,  Lots  34,  38,  41  and 
part  of  Lot  12,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
September  30,  1969,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Septem¬ 
ber  30,  1969,  by  adding  thereto : 

“that  the  vestibule  on  First  Avenue  may  be  redesigned 
and  constructed  substantially  as  shown  on  revised  draw¬ 
ings  marked  ‘Received  May  19,  1971’,  six  sheets,  and 
as  cited  in  the  decision  of  the  Borough  Superintendent, 
dated  May  4,  1971,  acting  on  N.B.  Applic.  124-68,  Ob¬ 
jection  No.  C18,  on  condition  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects.” 


481-69-BZ 

APPLICANT — Howard  Miller  for  Peter  Cardiello,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  -time  to  complete,  expired  November  12,  1969 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  72-01  and  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York  City 
Charter,  permitting  in  a  C8-1  district,  the  erection  of  a 
fifth  floor  for  use  as  an  accessory  restaurant  that  increases 
the  degree  of  non-compliance  in  floor  area  ratio  and  pene¬ 
tration  of  the  sky  exposure  plane  and  the  change  in  occu¬ 
pancy  from  warehouse  to  a  health  club  without  the  re¬ 
quired  accessory  loading  and  parking. 

PREMISES  AFFECTED — 448  87th  Street,  -south  side,  134 
feet  west  of  Fifth  Avenue,  Block  6050,  Lot  28,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Howard  Miller. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  ap¬ 
plication  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  12,  1969,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  November  12,  1969,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“that  substantial  constructon  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(Alt.  888-67) 


535-69-BZ 

APPLICANT — Abraham  Grossman  for  Bridget  Belton, 
owner. 

SUBJECT — Application  for  consideration — extension  of 
term  of  variance  which  expires  July  25,  1971 — decision  of 
the  Borough  Superintendent;  previously  granted  on  con¬ 
dition  under  Section  11-412  of  the  Zoning  Resolution, 
permitting  in  an  R7-2  district,  in  an  existing  four-story 
building,  the  extension  of  the  commercial  occupancy  to 
include  the  fourth  floor. 

PREMISES  AFFECTED— 114  West  Houston  Street, 
northside,  100  feet  east  of  Sullivan  Street,  Block  525, 
Lot  28,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Abraham  Grossman. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  23,  1970,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  8,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  23, 
1970,  only  as  to  the  term  of  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  July  25,  1971,  to 
permit  .  .  .  ;  on  condition  that  this  term  of  variance 
shall  apply  to  all  the  uses  heretofore  permitted  by  the 
Board  in  this  building;  that  the  front  of  the  building 
shall  be  painted;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  1937-69) 


705-69-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  100  William  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete,  expired  May  26,  1971 — decision 
of  the  Borough  Superintendent;  previously  granted  on  con¬ 
dition  under  Section  73-68  of  the  Zoning  Resolution  and 
Section  666  of  the  New  York  City  Charter,  permitting  in  a 
C5-5  district,  the  erection  of  a  21  story  office  building  that 
exceeds  the  height  if  the  front  wall  and  the  tower  coverage, 
and  encroaches  on  the  required  tower  setback. 
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PREMISES  AFFECTED— 98  to  106  William  Street,  south¬ 
east  corner  of  John  Street,  Block  68,  Lot  36,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

N  egative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
May  26,  1970,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  26, 
1970,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  May  26,  1971.”  (N.  B.  56-69) 


703-70-BZ 

APPLICANT — Maurice  Intrator,  for  Loyal  Order  of 
Moose,  Incorporated,  owner;  Richmond  Plill  Lodge  1176, 
lessee. 

SUBJECT — Application  November  24,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district  the  erection  of 
a  one  story  and  cellar  enlargement  to  an  existing  dance 
hall,  banquet  hall  and  meeting  room  and  the  addition  to  the 
uses  to  include  Cabaret. 

PREMISES  AFFECTED— 87-25  118th  Street,  east  side, 
213.67  feet  south  of  Jamaica  Avenue,  Block  9328,  Lots  86 
and  85,  Richmond  Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maurice  Intrator. 

For  Opposition:  Vito  P.  Ventmiglia,  Josephine  Assman, 
Leroy  and  Gertrude  Richardson. 

ACTION  OF  BOARD— Laid  over  to  June  22,  1971,  at  10 
A.  M.,  for  decision.  Hearing  closed.  Previously  inspected. 


2-71-BZ 

APPLICANT — Fred  L.  Liebmann  for  Torston  Forsberg, 
owner. 

SUBJECT — Application  January  5,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Ml-1  district,  the  erection 
of  a  two  story  building  for  use  as  a  truck  terminal  with 
accessory  offices  that  exceeds  the  permitted  floor  area  ratio, 
encroaches  on  the  required  rear  yard  and  has  less  than  the 
required  parking. 

PREMISES  AFFECTED — 182-28  149th  Avenue,  southwest 
corner  of  183rd  Street,  Block  13411,  Lots  16,  18,  20,  22,  25, 
29  and  31,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Fred  L.  Liebmann  and  Torston  Forsberg. 
For  Opposition :  Susan  M.  Naruka  and  Charles  Winston. 

ACTION  OF  BOARD — Laid  over  to  June  22,  1971,  at  10 
A.M.,  for  decision;  hearing  closed. 


73-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Southbridge  Towers,  Incorporated,  owner. 

SUBJECT — Application  February  4,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  60(3)  of  the  Mul¬ 
tiple  Dwelling  Law,  to  permit  an  R8  and  C6-4  district,  in 
a  housing  development  presently  under  construction  the 
addition  to  the  two  accessory  garage  facilities  to  include 
transient  parking  for  the  unused  and  surplus  tenants  spaces. 

PREMISES  AFFECTED — 299  to  333  Pearl  Street,  north 
side,  entire  block,  80  to  90  Gold  Street,  80  to  100  Beekman 
Street,  77  Fulton  Street,  and  66  Frankfort  Street,  Block  94, 
part  of  Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum  and  Joseph  Hagen. 
For  Opposition:  Sam  Denison,  Pete  Marine,  Larry  Jaffe, 
Lloyd  Merrill,  Seymour  Wenokur,  Leonard  Cohen,  Anne 
&  Sandy  Faber,  Joseph  Smith,  Ed  Carlin,  Bernard  Stave, 
Charles  McDowell,  R.  John  Sacco,  Clifford  Freeman, 
Arnold  Leford,  Elizabeth  Freeman,  H.  Marshall  Sconick 
and  others. 

ACTION  OF  BOARD — Laid  over  without  date;  share¬ 
holders  to  be  notified. 


74-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Southbridge  Towers,  Incorporated,  owner. 

SUBJECT — Application  February  4,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  transient 
parking. 

PREMISES  AFFECTED— 299  to  333  Pearl  Street,  north 
side,  entire  block,  80  to  90  Gold  Street,  80  to  100  Beekman 
Street,  77  Fulton  Street,  and  66  Frankfort  Street,  Block 
94,  Lot  part  of  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum. 

ACTION  OF  BOARD — Laid  over  without  date  in  conjunc¬ 
tion  with  Calendar  Number  73-71-BZ. 


102-71-BZ 

APPLICANT — ML  Martin  Elkind  for  Nasso  Realty  Incor¬ 
porated,  owner. 

SUBJECT — Application  February  23,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R8  district,  in  an  existing 
six  story  building,  the  enlargement  in  area  of  the  first 
floor  commercial  use  for  use  as  a  restaurant  on  the  entire 
first  floor  and  cellar. 

PREMISES  AFFECTED— 417  to  419  East  65th  Street, 
north  side,  250  feet  east  of  First  Avenue,  Block  1460,  Lot 
11,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Marvin  Wiener. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  22,  1971,  at  10 
A.M.,  at  the  request  of  the  Community  Board.  Laid  over 
for  a  hearing.  Previously  inspected. 


111-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Shell  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  March  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  the  recon- 
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struction  of  an  automotive  service  station  with  accessory 
uses,  and  with  accessory  signs  within  75  feet  of  a  residence 
district. 

PREMISES  AFFECTED— 185-25  North  Conduit  Avenue, 
northwest  corner  of  Springfield  Boulevard,  Block  13094, 
Lot  68,  Springfield  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  22,  1971,  at  10 
A.M.,  for  applicant  to  submit  corrected  plans.  Hearing 
closed.  Previously  inspected. 


115-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Nick  Sala  and 
Angelo  Dolce,  doing  business  as  S  and  D  Autobody  Colli¬ 
sion  Company,  owner. 

SUBJECT — Application  March  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-3  district,  the  expansion 
of  an  existing  automobile  repair  shop  into  an  adjoining 
building  and  the  erection  of  an  enlargement  that  creates 
non-compliance  in  floor  area  ratio. 

PREMISES  AFFECTED— 1305  to  1307  36th  Street,  north¬ 
west  corner  of  Louisa  Street,  block  5310,  Lots  29  and  30, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition :  Ellis  Katzman. 

ACTION  OF  BOARD— Laid  over  to  June  22,  1971,  at  10 
A.  M.,  for  continued  hearing.  Previously  inspected. 


116-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  Nick  Sala  and 
Angelo  Dolce  doing  business  as  S  and  D  Auto  Body  Colli¬ 
sion  Company,  owner. 

SUBJECT — Application  March  3,  1971 — appeal  from  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  ex¬ 
tension  of  motor  vehicle  repair  shop,  class  III  building. 

PREMISES  AFFECTED — 1305  to  1307  36th  Street,  north¬ 
west  corner  of  Louisa  Street,  Block  5310,  Lots  29  and  30, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  June  22,  1971,  at 
10  A.M.,  for  continued  hearing.  Previously  inspected. 


165-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Nucastle  Motors 
Corporation,  owner. 

SUBJECT — Application  March  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  if  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  conversion 
of  an  existing  parking  lot  to  an  automobile  sales  and  office 
with  an  entrance  within  50  feet  of  intersecting  street. 
PREMISES  AFFECTED — 10002  4th  Avenue,  southwest 
corner  of  100th  Street,  Block  6137,  Lot  81,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino  and  Alfred  Tucker. 
For  Opposition:  Councilman  Angelo  J.  Arculio,  Cynthia 
Collini,  Olga  Petrilah,  Camille  De  Fina,  Mary  Reda, 
I.  Hansen,  Bessie  Butler,  James  Butler  and  Mary  Ann 
Ricetti. 


ACTION  OF  BOARD— Laid  over  to  June  22,  1971,  at  10 
A.  M.,  for  a  decision.  Hearing  Closed.  Previously  in¬ 
spected. 


185-71-BZ 

APPLICANT — Mok  and  Sonber  for  The  Abbey  Funeral 
Director,  Incorporated,  owner. 

SUBJECT — Application  March  30,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412,  72-21  and 
73-27  of  the  Zoning  Resolution,  to  permit  in  a  Cl. A  dis¬ 
trict  at  an  existing  funeral  establishment  previously  before 
the  Board,  the  erection  of  two  additional  stories  and  with¬ 
out  the  required  loading  berth. 

PREMISES  AFFECTED — 888  Lexington  Avenue,  south¬ 
west  corner  of  66th  Street,  Block  1400,  Lot  58,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Paul  Mok  and  Denis  P.  Coleman. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  22,  1971,  at  10 
A.  M.,  for  continued  hearing;  applicant  to  file  revised 
drawings. 


186-71-A 

APPLICANT — Mok  and  Sonber  for  The  Abbey  Funeral 
Director,  Incorporated,  owner. 

SUBJECT — Application  March  30,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  egress. 
PREMISES  AFFECTED — 888  Lexington  Avenue,  south¬ 
west  corner  of  66th  Street,  Block  1400,  Lot  58,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Paul  Mok  and  Denis  P.  Coleman. 

ACTION  OF  BOARD — Laid  over  to  June  22,  1971,  at  10 
A.  M.,  for  continued  hearing  in  conjunction  with  Cal.  No. 


248-71-BZ 

APPLICANT — Atkin  and  Bassolino  for  D.,  G.,  and  N. 
Aufiero,  owner. 

SUBJECT  Application  April  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-413  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R5  district  in  an 
existing  one  story  building  previously  before  the  Board, 
the  change  in  occupancy  from  storage  and  baling  of  rags 
to  the  production  and  printing  of  educational  publications 
and  materials  with  accessory  parking  in  the  open  area. 

PREMISES  AFFECTED — 3222  Ely  Avenue,  east  side, 
170  feet  north  of  Burke  Avenue,  Block  4757,  Lot  50,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Harry  Atkin,  Dominic  Aufiero  and 
E.  Richard  Chino. 

For  Opposition:  Sarah  B.  Wiley,  Anastasia  Fomin,  and 
Morton  Kaminsky. 

ACTION  OF  BOARD — Laid  over  to  June  22,  1971,  at 
10  A.  M.,  for  a  hearing.  Previously  inspected. 


258-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Robro  Realty  Corporation,  owner. 

SUBJECT — Application  April  20,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  and  666  of  the  New 
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York  City  Charter  of  the  Zoning  Resolution,  to  permit  in 
a  C6-4  district  on  a  plot  previously  before  the  Board,  the 
erection  of  a  34  story  mixed  building  that  exceeds  the 
permitted  floor  area  ratio  and  has  less  than  the  required 
lot  area  per  room. 

PREMISES  AFFECTED— 747  to  765  Second  Avenue, 
west  side,  from  40th  to  41st  Street,  237  to  245  East  40th 
Street,  242  East  41st  Street,  Block  1314,  Lots  21  and  128, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  June  22,  1971,  at 
10  A.  M.,  at  the  request  of  the  Community  Board.  Pre¬ 
viously  inspected.  Laid  over  for  a  hearing. 


262-71-BZ 

APPLICANT— Thomas  H.  Bartzos  for  A.  and  M.  Realty 
Company  and  City  of  New  York,  owner.  New  \ork  Tele¬ 
phone  Company,  lessee. 

SUBJECT— Application  April  27,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-44  of  the  Zoning 
Resolution  to  permit  in  an  Ml-1  district  the  reduction  in 
the  number  of  accessory  parking  spaces  for  a  one  story 
building  converted  to  office  use. 

PREMISES  AFFECTED— 531  to  571  105th  Street,  105-01 
to  105-25  Farragut  Road,  northeast  corner,  Block  8156, 
Lot  100,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Thomas  H.  Bartzos  and  Harold  Pivnick. 
For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  June  22,  1971,  at  10 
A.M.,  for  continued  hearing;  applicant  to  file  revised 
drawings ;  previously  inspected. 


692-70-BZ 

APPLICANT— Thomas  P.  Crinnion  for  Melvin  Brecher, 
owner. 

SUBJECT— Application  November  17,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
first  and  second  story  enlargement  to  an  existing  dwelling 
that  increases  the  degree  of  non-compliance  within  the  rear 
yard. 

PREMISES  AFFECTED— 2929  DeWitt  Place,  west  side, 
546.81  feet  south  of  Gun  Hill  Road,  Block  4564,  Lot  100, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Thomas  P.  Crinnion  and  Melvin  Brecher. 
For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
May  25,  1971,  after  due  notice  by  publication  in  the  Bulletin ; 
laid  over  to  June  8,  1971  ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  18,  1970,  acting  on  Alt.  Applic.  213/1970, 
reads : 


“1.  Proposed  Enlargement  of  the  Existing  Building, 
located  in  a  required  rear  yard,  is  contrary  to  Section 
23-47  of  the  Zoning  Resolution  and  increases  the  degree 
of  non-compliance  contrary  to  Sect.  54-31  of  the  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
fficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R5  district,  the  erection  of  a  first  and  second  story  en¬ 
largement  to  an  existing  dwelling  that  increases  the  degree 
of  non-compliance  within  the  rear  yard,  on  condition  that 
all  work  shall  conform  to  drawings  filed  with  this  application 
marked  ‘‘Received  November  17,  1970,”  4  sheets,  and  “April 
21,  1971,”  2  sheets;  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with  and  substantial  construction  be 
completed  within  one  year  from  the  date  of  this  resolution. 


69-71-BZ 

APPLICANT — Norman  L.  Reiffman  for  County  Associate, 
Incorporated,  owner. 

SUBJECT — Application  February  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R3-2  district,  the  addition 
to  the  uses  of  an  existing  private  club  with  accessory  uses 
to  include  dancing  and  entertainment. 

PREMISES  AFFECTED — 89-00  23rd  Avenue,  southeast 
corner  of  89th  Street,  Block  1084,  Lot  1,  Jackson  Heights, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Marvin  Weiner. 

For  Opposition  :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
Anril  27,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  Mav  18,  1971 ;  then  to  June  1,  1971 ;  then  to 
June  8,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  8,  1971,  acting  on  Alt.  Applic.  1282/1970,  reads: 

“1.  Proposed  change  to  ‘private  club  (inch  dining, 
dancing  and  entertainment)  for  members  and  their 
guests,  snack  bar,  locker  rooms,  swimming  pools,  storage 
room,  boiler  room  and  offices’. 

From  :  Private  club,  snack  bar,  locker  rooms,  swim¬ 
ming  pools,  storage  room,  boiler  room  and  offices  etc., 
contrary  to  22-00  Z.R. 

Note:  Refer  to  C.  of  O.  Q142586.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
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Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district,  for  a  one  year  term,  the  addition  to  the  uses  of  an 
existing  private  club  with  accessory  uses  to  include  dancing 
and  entertainment,  on  condition  that  all  work  shall  substan¬ 
tially  conform  to  drawings  filed  with  this  application  and 
marked  “Received,  February  2,  1971,”  two  sheets,  and  “March 
16,  1971,”  one  sheet;  on  further  condition  that  accessory  park¬ 
ing  in  excess  of  one  hundred  cars  be  provided  and  maintained 
on  a  vacant  lot  across  from  subject  parking;  that  a  fee  for 
parking  be  included  as  part  of  the  membership  subscription 
cost ;  that : 

1)  The  club  will  make  its  pool  available  one  morning 
per  week  for  use  by  disadvantaged  neighborhood  chil¬ 
dren.  Adequate  and  proper  supervision  to  be  furnished 
by  the  community. 

2)  The  club  will  retain  a  sound  engineer  to  analyze 
the  existing  system  and  make  recommendation  as  to  how 
the  system  might  be  altered  to  minimize  the  noise  to  the 
adjoining  neighbors. 

3)  The  public  address  system  will  not  be  used  for 
paging  except  in  emergency. 

4)  Dancing  will  be  limited  to  Saturday  nights  only 
and  no  later  than  1  :00  A.M. 

5)  Sidewalks  around  the  club  will  be  shoveled  after 
snowstorms. 

6)  Trash  baskets  will  be  provided  around  the  out¬ 
side  of  the  club. 

7)  The  club  will  make  every  effort  to  have  the  mem¬ 
bership  respect  the  wishes  of  the  community  by  printing 
signs  and  posting  same  around  the  club ; 

and  that  all  other  laws,  rules  and  regulations  applicable  be 
complied  with,  and  that  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 


127-71-BZ 

APPLICANT — Abram  Shlefstein  for  Bernard  Goldberg  and 
Riane  Gruss,  owner. 

SUBJECT — Application  March  8,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C2-S  district,  on  a  plot 
presently  developed  as  a  parking  lot,  the  erection  and  main¬ 
tenance  of  an  automotive  service  station  with  accessory 
uses  and  accessory  signs. 

PREMISES  AFFECTED — 250  East  Houston  Street,  north 
side,  120.4  feet  inch  east  of  Avenue  A,  Block  397,  Lot 
63,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Abram  Shlefstein. 

For  Opposition :  Barnett  August,  Planning  Board  No.  3. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE — Opposed  to  the  application. 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative: .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
May  4,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  May  18,  1971 ;  then  to  June  1,  1971 ;  then  to 
June  8,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  2,  1971,  acting  on  N.  B.  Applic.  2/1971,  reads: 

“1.  Proposed  Automotive  Service  Station  and  ac¬ 
cessory  signs  Use  Gr.  16  in  a  C2-5  within  a  R7-2  District 
is  contrary  to  Sec.  32-00  &  32-25  Z.  R. 

2.  Proposed  aggregate  area  of  all  illuminated  signs 
in  a  C2-5  within  R7-2  District  is  contrary  to  Sec.  36-643 
Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-211  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-211  of  the  Zoning  Resolution,  to  permit  in 
a  C2-5  district,  on  a  plot  presently  developed  as  a  parking  lot, 
the  erection  and  maintenance  of  an  automotive  service  station 
with  accessory  uses  and  accessory  signs,  for  a  term  of  15 
years,  on  condition  that  all  work  shall  conform  to  drawings 
filed  with  this  application  marked  “Received,  March  8,  1971,” 
one  sheet,  “April  28,  1971,”  three  sheets,  and  “May  17,  1971,” 
three  sheets;  on  further  condition  that:  (1)  an  8  foot  high 
brick  wall  be  erected  at  the  rear  line  of  the  site  in  lieu  of  the 
chain  link  fence;  (2)  that  a  five  foot  wide  planting  area  be 
created  in  front  of  said  brick  wall,  in  which  area  a  line  of 
10  foot  high  poplar  trees  will  be  placed  five  foot  on  center 
along  the  entire  length  of  said  planting  area;  (3)  that  the 
two  inch  vent  lines  be  located  in  the  westerly  wall  of  the  one 
story  building  instead  of  on  the  rear  line  of  the  site;  (4)  that 
only  three  service  islands  be  located  in  the  service  area  in 
the  west  side  of  the  site  instead  of  four;  (5)  that  the  service 
area  be  shut  off  at  9  P.  M. ;  (6)  that  no  parking  of  cars  be 
permitted  at  the  site,  and  (7)  that  the  owner  permit  limited 
access  to  the  planted  area  to  groups  supervised  by  responsible 
organizations  such  as  a  church,  a  day  care  center  or  other 
similar  organizations  upon  specific  request  of  such  organiza¬ 
tions  for  such  access  at  specified  times,  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  of  the 
date  of  the  resolution. 


180-71-BZ 

APPLICANT — Savignano,  Strange  and  Vella  for  Joseph 
Murro,  owner. 

SUBJECT — Application  March  29,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  an  Ml-1  district,  the  erection 
of  a  three  story  and  basement  two  family  dwelling. 

PREMISES  AFFECTED — 918-62nd  Street,  south  side, 
140  feet  east  of  9th  Avenue,  Block  5729,  Lot  14,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  M.  Vella. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 
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THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  May  11,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  May  25,  1971;  then  to  June  8,  1971; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  17,  1971,  acting  on  N.B.  Applic.  207/1970, 
reads : 

“1.  Proposed  two  family  residence  (Use  Group  2) 
in  an  Ml-1  District  is  contrary  to  Section  22-12  Z.R. 
and  Section  42U0  of  Z.R. 

2.  There  are  no  bulk  or  parking  regulations  for 
non-conforming  uses  in  manufacturing  districts  there¬ 
fore  refer  to  B.  S.  &  A.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  Ml-1  district,  the  erection  of  a  three-story  and  basement, 
two-family  dwelling,  on  condition  that  all  work  shall  con¬ 
form  to  drawings  filed  with  this  application  and  marked 
“Received,  March  29,  1971,”  one  sheet,  “June  1,  1971,”  five 
sheets,  and  “May  25,  1971,”  one  sheet,  and  that  all  laws,  rules 
and  regulations  applicable  shall  be  complied  with,  and  sub¬ 
stantial  construction  shall  be  completed  within  one  year  from 
the  date  of  this  resolution. 


188-71-BZ 

APPLICANT— Savignano,  Strange  and  Vella  for  Paul 
DiStefano,  owner. 

SUBJECT— Application  April  1,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-63  of 
the  Zoning  Resolution,  to  permit  in  a  Cl-3  and  R5  district, 
at  an  existing  three  story  building,  the  enlargement  in 
area  of  the  first  floor  furniture  refinishing  establishment 
that  increases  the  degree  of  non-compliance  in  floor  area 
ratio. 

PREMISES  AFFECTED— 563  Kings  Highway,  north  side, 
96.2 ]/2  feet  west  of  East  5th  Street,  Block  6661,  Lot  42, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  Vella,  Paul  DiStefano,  W.  J. 

Baker,  P.  Pasumes  and  S.  Zanelia. 

For  Opposition :  Evelyn  Buch,  Edna  Rozof,  Anna  Altman, 
Julia  Deutsch,  Frieda  Frane,  Ruth  Buch,  Joyce  Kassin 
and  Jacob  Hindin. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . . . . .  0 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
May  25,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  June  8,  1971;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 


dated  March  26,  1971,  acting  on  Alt.  Applic.  1868/1970, 
reads : 

“1.  The  proposed  extension  exceeds  the  maximum 
floor  area  which  is  contrary  to  Sec.  33-121  of  the  Zoning 
Resolution. 

2.  The  proposed  enlargement  of  a  non-conforming 
use  is  contrary  to  Sec.  52-41  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  findings  required  under 
Section  73-63  of  the  Zoning  Resolution;  and 
Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  findings  required  under 
Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  March  26,  1971,  acting  on  Alt.  Applic.  1868/1970, 
Objection  Nos.  1  and  3,  be  and  it  hereby  is  affirmed  and 
that  the  application  be  and  it  hereby  is  denied. 


193-71-BZ 

APPLICANT— John  G.  Drumm  for  Pauline  Horing,  owner  ; 

James  and  Eileen  Seidelbach,  lessee. 

SUBJECT— Application  April  2,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-241  of  the  Zoning 
Resolution,  to  permit  in  a  C2-3  district,  at  an  existing  three 
story  building,  the  addition  to  the  use  of  the  first  floor 
restaurant  to  include  cabaret. 

PREMISES  AFFECTED— 1476  Flatbush  Avenue,  west 
side,  120  feet  north  of  Glenwood  Road,  Block  5249,  Lot  67, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  E.  Drumm,  Eileen  Seidelbach  and 
James  Seidelbach. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative: .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application. on 
May  25,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  June  8,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  12,  1971,  acting  on  Alt.  Applic.  244/1970,  reads: 
“1.  The  proposed  change  in  use  from  store  U.  G.  6 
to  Eating  &  Drinking  Place  without  restrictions  on  En¬ 
tertainment  or  Dancing,  U.  G.  12,  within  a  C2-3  in  an  R6 
District  is  not  permitted  as  of  right  and  is  contrary  to 
32-00  of  the  Z.  R.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Sections  73-241  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-241  of  the  Zoning  Resolution,  to  permit  in 
a  C2-3  district  for  a  term  of  five  years,  at  an  existing  three- 
story  building,  the  addition  to  the  use  of  the  first  floor  restau¬ 
rant  to  include  cabaret,  on  condition  that  all  work  shall  con- 
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form  to  drawings  filed  with  this  application  marked  “Received 
April  2,  1971,”  2  sheets,  and  “June  2,  1971,”  one  sheet;  and 
that  all  laws,  rules  and  regulations  applicable  be  complied 
with  and  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 


Adjourned:  2:50  P.  M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JUNE  8,  1971,  2  P.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

486-39- SM 

APPLICANT — The  United  States  Gypsum  Co.,  owner. 
APPEARANCES— 

For  Applicant:  E.  V.  Salvo. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
486-39-SM — Amendment  to  resolution  as  to  an  additional 
gypsum  board,  flamespread  rating  of  gypsum  wallboard  and 
the  substitution  of  one  layer  of  sound-deadening  board  for 
one  layer  of  sheetrock. 

United  States  Gypsum  Co.  New  York  requested  that  the 
resolution  adopted  September  24,  1940  and  as  amended 
through  July  16,  1968  under  Calendar  No.  486-39-SM  be 
reopened  and  amended  so  as  to  include  an  additional  gypsum 
board,  to  record  the  flame-spread  rating  of  gypsum  wallboard 
and  to  substitution  of  one  layer  of  sound-deadening  board 
for  one  layer  of  sheetrock. 

PROPOSED  USE:  Gypsum  board. 

DESCRIPTION :  The  additional  gypsum  board  is  known 
as  USG  Exterior  Gypsum  Ceiling  Board  which  embodies  a 
specially  treated  gypsum  core  encased  in  chemically  treated 
fiber  sheets.  This  board  may  be  used  in  sheltered  exterior 
ceiling  areas.  The  size  of  this  board  is  4'-0"  x  12'-0"  x  0'-j4". 

The  sound-deadening  board  is  the  same  as  the  presently 
approved  gypsum  board. 

INSPECTION  AND  TEST :  The  applicant  has  submitted 
a  report  of  test  conducted  by  Southwest  Research  Institute 
showing  that  l/>"  Textone  vinyl  covered  gypsum  wall  board 
achieved  a  flame  rating  of  25  and  a  smoke  development  rating 
of  30. 

The  applicant  has  also  submitted  a  report  of  test  from 
Riverbank  Acoustical  Laboratories  showing  that  a  partition 
consisting  of  2"  x  4"  wood  studs,  pj"  Sheetrock  sound  dead¬ 
ening  board  and  y2"  Sheetrock  Firecode  “C”  received  an 
STC  rating  of  45  and  a  partition  of  2 y2"  studs,  1  y2"  Therma- 
fiber  sound  attenuation  blanket  between  the  studs,  y"  Sheet¬ 
rock  Sound  deadening  board  and  y2"  Sheetrock  Firecode  C 
received  an  STC  rating  of  53  and  when  %"  Sheetrock  Fire¬ 
code  C  was  used  the  STC  rating  was  55. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  September  24,  1940  and 


amended  through  July  16,  1968  under  Calendar  Number  486- 
39-SM  be  reopened  and  amended  as  to  addition  of  Exterior 
Gypum  Ceiling  Board,  establishment  of  flamespread  and 
smoke  development  rating  of  USG  Textone  vinyl  covered  y2" 
gypsum  wallboard  to  allow  its  use  as  interior  finish,  except 
in  exit  or  corridors,  and  replacement  of  Sheetrock  gypsum 
board  with  sound  transmission  class  rated  Sheetrock  gypsum 
sound  deadening  board  in  fire  rated  partition  assemblies,  on 
condition  that  the  requirements  of  the  original  resolution  and 
previous  amendments  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
,are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


113-46-SA 

APPLICANT — Auth  Electric  Company,  owner. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

113-46-SA — Amendment  to  resolution  as  to  change  of  owner- 
manufacturer. 

Auth  Electric  Company,  Inc.,  requested  that  the  resolution 
adopted  November  19,  1946  and  as  amended  at  various  times 
through  March  10,  1970  under  Calendar  Number  113-46-SA 
be  reopened  and  amended  so  as  to  show  a  change  of  owner- 
maunfacturer. 

PROPOSED  USE:  Door  interviewer. 

^^CRIPTION :  There  has  been  no  change  in  the  ma¬ 
terials  used  nor  in  the  method  of  manufacture  of  the  system. 
The  request  is  to  show  a  change  of  owner -manufacturer. 

Auth  Electric  Co.  Inc.,  has  submitted  an  affidavit  showing 
that  Sta-Rite  Industries,  Inc.,  purchased  all  rights,  assets, 
etc.  of  Auth  Electric  Co.  Inc.,  and  that  Sta-Rite  Industries 
Inc.,  placed  Auth  Electric  Co.  Inc.,  under  the  ownership 
and  supervision  of  Sta-Rite’s  subsidiary  Webster  Electric 
Company.  Inc. 

Auth  Electric  Co.  Inc.,  continues  to  operate  as  a  separate 
corporation,  although  it  is  a  wholly  owned  subsidiary  of 
Webster  Electric  Co.  Inc.,  a  subsidiary  of  Sta-Rite  Indus¬ 
tries,  Inc. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  19,  1946  and 
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as  amended  at  various  times  through  March  10,  1970  under 
Calendar  Number  113-46-SA  be  reopened  and  amended  so 
as  to  show  a  change  of  owner-manufacturer ;  new  owner 
manufacturer  being  Webster  Electric  Co.  Inc.,  a  subsidiary 
of  Sta-Rite  Industries  Inc.,  on  condition  that  the  require¬ 
ments  of  the  resolution  adopted  November  19,  1946  and  as 
amended  at  various  times  through  March  10,  1970  under 
Calendar  Number  113-46-SA  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
B^ard,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
a  moval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
<~f  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Anneals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


709-51-SM 

APPLICANT — H.  M.  Cole  for  Celotex  Corporation. 

APPEARANCES— 

For  Applicant :  H.  M.  Cole. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recommen¬ 
dation  of  the  Committee  on  Test. 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
709-51-SM — Amendment  to  resolution  as  to  an  additional 
method  for  securing  gypsum  board  to  steel  studs. 

H.  M.  Cole  for  the  Celotex  Corporation,  subsidiary  of  Jim 
Walters,  Carteret,  New  Jersey  a  division  of  Georgia-Pacific, 
requested  that  the  resolution  adopted  March  24,  1953  and 
amended  through  January  16,  1968  under  Cal.  No.  709-51-SM 
be  reopened  and  amended  as  to  an  additional  method  of  secur¬ 
ing  gypsum  board  to  steel  studs. 

PROPOSED  USE:  One,  two,  and  three  hour  fire  resistive 
partitions. 

DESCRIPTION :  The  gypsum  board  is  secured  to  the  steel 
studs  of  the  partition  with  dry  wall  screws  instead  of  nails. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  24,  1953  and  amend¬ 
ed  through  January  16,  1968  under  Cal.  No.  709-51-SM  be 
reopened  and  amended  to  include  the  additional  method 
mentioned  above  of  securing  gypsum  board  to  steel  studs  in 
one,  two,  and  three  hour  fire  resistive  partitions  approved 
under  this  Calendar  Number,  on  condition  that  the  require¬ 
ments  of  the  original  resolution  and  previous  amendments  be 
complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufctured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 


are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change  of 
address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


171-52-SM 

APPLICANT— United  States  Gypsum  Company,  owner. 
SUBJECT — Addition  of  gypsum  sound  deadening  board  and 
acquisition  of  sound  transmission  class  rating,  approval  of. 

APPEARANCES— 

For  Applicant :  E.  V.  Salvo. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

N egative :  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
171-52-SM — Amendment  to  resolution  as  to  addition  of  gyp¬ 
sum  sound  deadening  board  and  acquisition  of  sound  trans¬ 
mission  class  rating. 

The  United  States  Gypsum  Company,  New  York  requested 
that  the  resolution  adopted  September  16,  1952  and  amended 
through  November  14,  1967  under  Calendar  Number  171- 
52-SM  be  reopened  and  amended  as  to  addition  of  gypsum 
sound  deadening  board  and  acquisition  of  sound  transmission 
class  rating. 

PROPOSED  USE:  One  hour  fire  resistive  gypsum  board 
partition  assembly. 

DESCRIPTION :  The  approved  assembly  contains  wood 
studs  and  $4"  Sheetrock  Firecode  gypsum  wallboard.  The 
proposed  assembly  contains  wood  studs,  Y"  Sheetrock  Fire 
code  gypsum  wallboard,  and  Y,"  Sheetrock  gypsum  sound 
deadening  board. 

INSPECTION  AND  TEST :  The  assembly  was  tested  by 
River  Acoustical  Laboratories  (RAL-69-52)  and  was  given 
a  sound  transmission  class  rating  of  45. 
RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  September  16,  1952  and 
amended  through  November  14,  1967  under  Calendar  Num¬ 
ber  171-52-SM  be  reopened  and  amended  as  to  addition  of 
gypsum  sound  deadening  board  and  acquisition  of  sound 
transmission  class  rating,  as  stated  above,  under  the  provi¬ 
sions  of  C26-1208.2  Building  Code  of  the  City  of  N.  Y.  on 
condition  that  the  requirements  of  the  original  resolution  and 
previous  amendments  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect,  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative: .  0 
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of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


181-54-SM 

APPLICANT— Reinforced  Plastics  Division  of  Reichhold 
Chemicals,  Inc. 

APPEARANCES— 

For  Applicant:  John  S.  Delio. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
181-54-SM — Amendment  to  resolution  as  to  change  in  cor¬ 
porate  name. 

Alsynite  Division  of  Reichhold  Chemicals,  Inc.,  White 
Plains,  New  York,  requested  that  the  resolution  adopted 
February  16,  1960  and  amended  through  July  23,  1963  under 
Calendar  Number  181-54-SM  be  reopened  and  amended  as 
to  change  in  corporate  name. 

PROPOSED  USE:  Translucent  glazing  panels. 
DESCRIPTION :  There  has  been  no  change  in  the  material 
or  the  method  of  manufacture. 

The  applicant  requests  a  change  in  corporate  name  from 
the  Alsynite  Division  of  Reichhold  Chemicals,  Inc.,  to  the 
Reinforced  Plastics  Division  of  Reichhold  Chemicals,  Inc. 
RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  16,  1960  and 
amended  through  July  23,  1963  under  the  Calendar  Number 
181-54-SM  be  reopened  and  amended  as  to  change  in  cor¬ 
porate  name  to  the  Reinforced  Plastics  Division  of  Reich¬ 
hold  Chemicals,  Inc.,  on  condition  that  the  requirements  of 
the  original  resolution  and  previous  amendments  be  complied 
with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report 


569-57-SM 

APPLICANT — Dura-Vent,  Div.  of  Dukor  Industries,  Inc., 

APPEARANCES— 

For  Applicant :  Sigfried  W.  Anderson. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recommen¬ 
dation  of  the  Committee  on  Test. 

,  THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative: .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
569-57-SM- — Amendment  to  resolution  as  to  additional  trade 
name. 

Dura-Vent,  Division  of  Dukor  Industries,  Inc.,  Redwood 
City,  California,  requested  that  the  resolution  adopted  May 
27,  1958  and  amended  through  July  12,  1966  under  Cal  No. 
569-57-SM  be  reopened  and  amended  as  to  an  additional 
trade  name. 

PROPOSED  USE:  Flue  for  gas  fired  appliances. 
DESCRIPTION :  The  Royal  Manufacturing  Corporation 
of  California  has  merged  with  Dukor  Industries,  and  now 
manufactures  Royal-Vent,  an  item  identical  to  the  previously 
approved  Dura-Vent.  The  applicant  has  submitted  affidavits 
confirming  the  above  facts.  The  applicant  requests  the  addi¬ 
tion  of  the  trade  name  Royal- Vent. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  27,  1958  and  amended 
through  July  12,  1966  under  Cal.  No.  569-57-SM  be  reopened 
and  amended  as  to  an  additional  trade  name.  Royal-Vent,  on 
condition  that  the  requirements  of  the  original  resolution 
and  previous  amendments  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


1031-57-SM 

APPLICANT — Armstrong  Cork  Company,  Inc. 
APPEARANCES— 

For  Applicant :  David  R.  Dombar. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


608 


MINUTES 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
1031-57-SM — Amendment  to  resolution  as  to  change  in 
product  name  and  revision  of  description. 

Armstrong  Cork  Company,  Lancaster,  Pennsylvania,  re¬ 
quested  that  the  resolution  adopted  March  18,  1958  and 
amended  June  25,  1963  under  Calendar  Number  1031-57-SM 
be  reopened  and  amended  as  to  change  in  product  name  and 
revision  of  description. 

PROPOSED  USE:  Incombustible  acoustical  ceiling  board. 
DESCRIPTION :  Armstrong  Custom  Minaboard  is  now 
called  Armstrong  Minaboard  and  has  additional  names  for 
different  facings :  Armstrong  Minaboard  faced  with  Mylar, 
Armstrong  Fashiontone  Acoustical  Panels,  and  Armstrong 
vinyl  plastic  acrylic  paint  finish,  all  made  of  the  same  base 
material. 

Armstrong  Minaboard  is  used  as  an  incombustible  acous- 
1  ical  ceiling  board.  The  board  is  composed  of  mineral  wool 
fibers  bound  together  with  fillers  and  binder  and  with  water 
to  form  a  slurry.  This  is  then  sheeted  out  on  forming  equip¬ 
ment  to  a  wet  mat.  This  mat  is  cut  to  lengths,  dried  at  ele¬ 
vated  temperatures,  cut  into  boards  sanded  to  uniform  thick¬ 
nesses,  and  given  a  surface  treatment  which  includes  perforat¬ 
ing,  embossing,  and/or  Assuring.  The  material  is  painted  to 
desired  color,  square  cut  into  desired  sizes,  inspected  and 
packaged  for  shipment. 

INSPECTION  AND  TEST :  The  material  was  tested  by 
Underwriter’s  Laboratories  and  received  a  Class  25  rating  in 
accordance  with  Federal  Specifications  SS-S-118A. 
RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  18,  1958  and 
amended  June  25,  1963  under  Calendar  No.  1031-57-SM  be 
reopened  and  amended  as  to  change  in  product  name  to 
Armstrong  Minaboard  and  revision  of  description,  as  shown 
above,  on  condition  that  the  requirements  of  the  original 
resolution  and  previous  amendment  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar  Num¬ 
ber.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  address  or  to  submit  the  annual  affidavit  will  be 
cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


500-58-SA 

APPLICANT — Lynn  Products,  Company,  Inc.,  owner. 

APPEARANCES— 

For  Applicant:  None. 


ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
500-58-SA— Amendment  to  resolution  as  to  additional  oil 
burners. 

Lynn  Products  Company,  Inc.,  Lynn,  Massachusetts,  re¬ 
quested  that  the  resolution  adopted  June  2,  1959  under  Cal¬ 
endar  Number  500-58-SA  be  reopened  and  amended  as  to 
additional  oil  burners. 

PROPOSED  USE:  High  pressure  domestic  oil  burners. 
DESCRIPTION :  The  additional  burners  are  Lynn  Models 
40J  and  45J.  The  burners  have  a  capacity  range  from  .65 
to  2.5  GPH.  The  changes  from  previous  models  are  in  the 
design.  The  same  type  of  four  blade  turbulator  and  chrome 
steel  end  cone  are  used. 

INSPECTION  AND  TEST:  The  burners  are  approved 
by  Underwriters’  Laboratories  under  CS75-56,  File  MP  686. 
RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  2,  1959  under  Cal¬ 
endar  Number  500-58-SA  be  reopened  and  amended  as  to 
addition  of  oil  burners,  Lynn  Models  40  J  and  45 J.  on  con¬ 
dition  that  the  requirements  of  the  original  resolution  be 
complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
a^roval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
'T  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved ,  that  the  Board  of  Standards,  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

36-63-SM 

APPLICANT— Dura-Vent,  Division  of  Dukor  Industries, 
Inc. 

APPEARANCES— 

For  Applicant:  Sigfried  W.  Anderson. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan .  5 

Negative: .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
36-63-SM — Amendment  to  resolution  as  to  additional  trade 
name. 
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Dura-Vent,  Division  of  Dukor  Industries,  Inc.,  Redwood 
City,  California,  requested  that  the  resolution  adopted  June 
25,  1963  and  amended  November  24,  1964  under  Cal.  No. 
36-63-SM  be  reopened  and  amended  as  to  an  additional  trade 
name. 

PROPOSED  USE:  Vent  termination  for  Type  B  vents. 
DESCRIPTION :  The  Royal  Manufacturing  Corporation  of 
California  has  merged  with  Dukor  Industries,  and  now  man¬ 
ufactures  Royal- Vent,  an  item  identical  to  the  previously  ap¬ 
proved  Dura- Vent.  The  applicant  has  submitted  affidavits 
confirming  the  above  facts.  The  applicant  requests  the  addi¬ 
tion  of  the  trade  name  Royal- Vent. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  25,  1963  and  amended 
November  24,  1964  under  Cal.  No.  36-63-SM  be  reopened  and 
amended  to  include  an  additional  trade  name,  Royal- Vent, 
on  condition  that  the  requirements  of  the  original  resolution 
and  previous  amendment  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

1195-66-SM 

APPLICANT — National  Gypsum  Company,  owner;  J.  K. 
Hovind,  agent. 

APPEARANCES— 

For  Applicant :  Gerald  F.  Brandman. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1195-66-SM — National  Gypsum  Company,  Buffalo,  New 
York  filed  for  approval  of  the  Gold  Bond  Fire  Rated  Parti¬ 
tion  System  under  the  provisions  of  C26-501.1  Building 
Code  of  the  City  of  New  York. 

PROPOSED  USE:  One  hour  fire  resistive  partition  (com¬ 
bustible)  . 

DESCRIPTION :  The  applicant  has  requested  approval  of 
three  systems  of  partitions;  all  one  hour  rated  and  all  listed 
as  combustible  partitions. 

Type  I — This  partition  consists  of  two  parallel  rows  of 
nominal  2"  x  3"  wood  studs  spaced  24"  in  center  in  each 
row  and  offset  12"  from  one  side  to  the  other.  Gold  Bond 
y2"  Deciban  Sound  Deadening  Board  (wood  fiber  board  of 
a  type  approved  under  Calendar  Number  1016-39-SM)  is 
attached  to  the  outside  faces  of  the  wood  studs  with  6d 


nails  spaced  12"  on  centers  along  the  vertical  edges  and  30" 
on  center  along  intermediate  studs.  Gold  Bond  Y"  Fire 
Shield  Type  XX  Gypsum  Wallboard  (approved  under  Calen¬ 
dar  Number  1195-66-SM  is  installed  over  the  Deciban  and 
nailed  to  the  studs  with  7 d  nails  spaced  7"  on  center.  The 
construction  is  in  accordance  with  Ill  I  as  contained  in 
Underwriters  Laboratory  Report  R  3501-49-50  which  is  on 
file  with  the  record. 

Type  II — This  partition  consists  of  two  parallel  rows  of 
nominal  2"  x  3"  wood  studs  spaced  16"  on  centers  in  each 
row  and  offset  8"  from  one  side  to  the  other.  Gold  Bond 
Yi"  Deciban  Sound  Deadening  Board  is  attached  to  the 
outside  faces  of  the  wood  studs  by  means  of  6d  nails  spaced 
12"  on  center  along  the  vertical  edges  and  30"  on  center 
,  along  the  intermediate  studs.  Gold  Bond  Fire  Shield 
Gypsum  Wallboard  (approved  under  Calendar  No.  439-52- 
SM)  Y"  thick;  is  then  attached  over  the  Deciban  and 
nailed  to  the  studs  with  7d  nails  spaced  7"  on  centers.  The 
construction  is  in  accordance  with  Ill  I  as  contained  in 
Underwriter  Laboratories,  Report  R  3501-33-35  which  is 
on  file  with  the  record. 

Type  III — This  partition  consists  of  one  row  of  nominal 
2"  x  4"  wood  studs  spaced  16"  on  centers  faced  each  side 
wfith  14"  regular  gypsum  wallboard  (approved  under  Calen¬ 
dar  No.  709-39-SM)  attached  to  the  studs  with  4d  nails 
spaced  12"  on  centers  and  covered  with  Y"  plain  or  Durasan 
(approved  under  740-65-SM)  attached  with  6d  nails  spaced 
7"  on  centers,  or  as  an  alternate,  laminated  to  the  14”  board 
with  beads  of  joint  compound  and  attached  along  top  and 
bottom  with  6d  nails  spaced  6"  on  centers.  The  construction 
is  in  accordance  with  Ill  I  as  contained  in  Factory  Mutual 
Report  16738.59  which  is  on  file  with  the  record. 
INSPECTION  AND  TEST :  The  three  partitions  were 
tested  in  accordance  with  the  requirements  of  RS  5-2  and 
successfully  met  the  fire  and  hose  stream  tests  for  a  one 
hour  fire  resistive  load  bearing  partitions. 

Types  I  and  II  were  tested  at  the  Underwriters  Labora¬ 
tories  and  the  complete  reports  R  3501-49-50  and  R  3501-33- 
35  are  on  file  with  the  record.  Type  III  was  tested  by 
Factory  Mutual  and  the  complete  report  Serial  No.  16738.59 
is  on  file  with  the  record. 

The  applicant  has  also  submitted  test  reports  showing  the 
sound  transmission  properties  when  tested  in  accordance 
with  the  requirements  of  RS  12-2.  The  ratings  were  as 
follows:  Type  I  STC-52;  Type  II  STC-53  and  Type  III 
STC-45. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  partitions  as  herein  described 
under  the  provisions  of  C26-501.1  Building  Code  of  the  City 
of  New  York  as  one  hour  fire  resistive  load  bearing  com¬ 
bustible  partitions  having  STC  ratings  as  herein  set  forth, 
when  constructed  as  herein  described  on  condition  that  all 
plans  submitted  to  the  Department  of  Buildings  showing 
the  proposed  use  of  this  construction  shall  be  marked  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Calendar  Number  1195-66-SM”  and 
in  addition  the  applicant  shall  submit  the  drawings  herein 
described. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


73-68-SA 

APPLICANT — Auth  Electric  Company,  Inc. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
73-68-SA — Amendment  to  resolution  as  to  change  of  owner- 
manufacturer. 

Au'th  Electric  Co.  Inc.,  requested  that  the  resolution 
adopted  July  16,  1968  under  Calendar  Number  73-68-SA 
be  reopened  and  amended  so  as  to  show  a  change  of  owner- 
manufacturer. 

PROPOSED  USE:  Interior  telephone  system. 
DESCRIPTION :  There  has  been  no  change  in  the  ma¬ 
terial's  used  nor  in  the  method  of  manufacture  of  the  system. 
The  request  is  to  show  a  change  of  owner-manufacturer. 

Auth  Electric  Co.  Inc.,  has  submitted  an  affidavit  show¬ 
ing  that  Sta-Rite  Industries,  Inc.,  purchased  all  rights,  assets 
etc.  of  Auth  Electric  Co.  Inc.,  and  that  Sta-Rite  Industries 
Inc.,  placed  Auth  Electric  Co.  Inc.,  under  the  ownership 
and  supervision  of  Sta-Rite’s  subsidiary  Webster  Electric 
Company,  Inc. 

Auth  Electric  Co.  Inc.,  continues  to  operate  as  a  separate 
corporation,  although  it  is  a  wholly  owned  subsidiary  of 
Webster  Electric  Co.  Inc.,  a  subsidiary  of  Sta-Rite  Indus¬ 
tries,  Inc. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  16,  1968  under  Cal¬ 
endar  Number  73-68-SA  be  reopened  and  amended  so  as  to 
show  a  change  of  owner-manufacturer ;  new  owner-manu¬ 
facturer  being  Webster  Electric  Co.  Inc. ;  a  subsidiary  of 
Sta-Rite  Industries  Inc.,  on  condition  that  the  requirements 
of  the  resolution  adopted  July  16,  1968  under  Calendar 
Number  73-68-SA  are  complied  with. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards _  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


220-69-SA 

APPLICANT— The  Flygt  Corporation. 

APPEARANCES— 

For  Applicant:  Edward  Pirro. 

ACTION  OF  BOARD— Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads : 
220-69-SA — Amendment  to  resolution  as  to  additional  models 
of  sewage  pumps. 

The  Flygt  Corporation,  Stamford,  Connecticut,  requested 
that  the  resolution  adopted  December  8,  1970  under  Calendar 
Number  220-69-SA  be  reopened  and  amended  as  to  addi¬ 
tional  models  of  sewage  pumps. 

1  ROPOSED  USE:  Sewage  pump. 

DESCRIPTION :  The  additional  pumps  are  similar  to  those 
v  ously  approved.  They  vary  in  configuration,  horsepower, 
and  thruway  size.  The  additional  models,  their  horsepowers, 
i  1  their  thruwav  sizes  are  as  follows : 


Model 

Horsepower 

Thruway  Size 

CP-3151 

9,18 

6" 

CS-3151 

9, 18 

6" 

CT-3151 

9, 18 

6" 

INSPECTION  AND  TEST :  The  additional  pumps  were 
approved  by  the  Canadian  Standards  Association  Testing 
Laboratory  under  the  same  file  as  the  previously  approved 
pumps  (File  13533,  1970). 

RECOMMENDATIONS:  The  Committee  on  Test  recom- 
'mds  that  the  resolution  adopted  December  8,  1970  under 
Calendar  Number  220-69-SA  be  reopened  and  amended  as  to 
additional  models  of  sewage  pumps,  Models  CP-3151,  CS- 
3151,  CT-3151,  on  additional  that  the  requirements  of  the 
original  resolution  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
annroval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


437-70-SM 

APPLICANT — Mellotone-Meltex,  Division  of  Wendell  Fab¬ 
rics,  Inc.,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan .  5 

Negative: .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
437-70-SM — Wendell  Fabrics  Inc.,  New  York  filed  for  ap- 
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proval  of  the  material  known  as  Mellotone/Meltex  under  the 
provisions  of  C26-106.2  Building  Code  of  the  City  of  New 
York. 

PROPOSED  USE:  Fabric  to  be  set  off  from  a  wall  or  in¬ 
stalled  in  panels. 

DESCRIPTION :  The  fabric  is  used  as  a  sound  transmitting 
fabric  to  be  set  out  from  a  wall  or  as  a  grill. 

The  fabric  is  a  woven  Saran  fabric.  The  finished  product 
is  woven  in  a  three  dimensional  pattern  using  Saran  ribbon 
yarns  of  0.05"  width  and  round  Saran  yarns  0.01"  in  diameter 
and  the  finished  product  has  a  unit  weight  of  15  oz.  sq.  yd. 
INSPECTION  AND  TEST :  The  finished  fabric  was  tested 
at  Southwest  Research  Institute  San  Antonio,  Texas  in  ac¬ 
cordance  with  the  requirements  of  RS  5-5  Building  Code  of 
the  City  of  New  York,  and  the  report  showed  that  the  flame- 
spread  rating  and  the  smoke  development  were  both  0,  and 
that  there  was  a  complete  melting  of  the  fabric  within  three 
minutes. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Mellotone/ 
Meltex  under  the  provisions  of  C26-106.2  Building  Code  of 
the  City  of  New  York  on  condition  that  the  panels  in  which 
this  material  is  installed  shall  be  either  incombustible  mate¬ 
rial  or  fire-retardant  treated  wood.  All  containers  in  which 
this  material  is  market  shall  be  labeled,  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Cal.  No.  437-70-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  Ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


237-71-SM 

APPLICANT — A.  Byron  Adams  for  Construction  Products 
Division,  W.  R.  Grace  and  Company,  owner. 

APPEARANCES— 

For  Applicant :  A.  Byron  Adams. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  .report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  q 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

237-71-SM— Dr.  A.  Byron  Adams  for  Construction  Products 
Division,  W.  R.  Grace  and  Company,  Cambridge,  Massachu¬ 
setts,  filed  for  approval  of  WRDA-HC,  an  admixture  for 
Portland  cement  concrete,  under  the  provisions  of  C26- 1004.6 
and  RS  10-44  of  the  Building  Code  of  the  City  of  New  York. 


PROPOSED  USE:  Water  reducing  admixture  for  port- 
land  cement  concrete. 

DESCRIPTION:  WRDA-HC  is  an  aqueous  solution  of 
modified  salts  of  hydroxylated,  carboxylic  acid.  It  is  a  brown 
liquid  with  a  viscosity  slightly  greater  than  water,  50cp,  and 
a  specific  gravity  of  1.18.  WRDA-HC  is  factory  premixed 
and  added  to  concrete  where  the  concrete  is  produced. 
WRDA-HC  disperses  cement  particles  by  forming  a  colloid, 
which  coats  the  particles  and  reduces  their  tendency  to  clump 
together.  The  dispersion  of  the  particles  allows  less  water  to 
be  used  for  workable  mixtures.  As  a  cement  catalyst, 
WRDA-HC  speeds  hydration  of  the  particles,  which  counter¬ 
acts  the  normal  hydration  retarding  effect  of  using  a  dis- 
'  persing  agent  alone,  resulting  in  no  net  change  in  the  rate 
of  hydration  of  the  particles  and  a  Type  A  classification 
under  A  STM  C  494  (no  net.  change  in  rate  of  hydration  by 
a  dispersing  agent).  WRDA-HC  increases  the  rate  of  for¬ 
mation  of .  cement  binding  gel.  Best  results  are  obtained 
using  3  fluid  ounces  per  sack  of  cement. 

INSPECTION  AND  TEST :  Compressive  and  flexural 
strength  tests  were  conducted  in  accordance  with  ASTM 
C494  by  the  Cement  and  Concrete  Research  Laboratory  of 
the  Construction  Products  Division,  W.R.  Grace  and  Com¬ 
pany.  The  applicant  has  also  submitted  a  report  of  test 
conducted  by  Civil  Engineering  Dept.  Northeastern  Unit, 
showing  compliance  with  ASTMC  494. 

RECOMMENDATIONS  :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  WRDA-HC  admixture  for  Portland 
cement  concrete  under  the  provisions  of  C26-1004.6  and  RS 
10-44  of  the  Building  Code  on  condition  that  required  com¬ 
pressive  strengths  of  concrete  using  WRDA-HC  admixture 
shall  be  110%  of  compressive  strengths  determined  by  the 
above  mentioned  tests  and  ASTM  C494  requirements,  that 
no  anti-freeze  agents  shall  be  used,  and  that  the  admixture 
shall  be  added  only  through  calibrated  dispensing  devices. 
These  dispensers  shall  be  regularly  inspected  and  certified 
as  to  accuracy  by  the  manufacturer  of  the  admixture  and 
shall  be  labeled :_  “Aoproved  by  the  Board  of  Standards  & 
Appeals  for  use  in  New  York  City  under  Calendar  Number 
237-71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  T est. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


238-71-SA 

APPLICANT — Power-Flame  Division  Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  Roland  W.  Brown. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 
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THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  ^ 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
238-71-SA—  Power-Flame  Division  of  Combustion  Equip¬ 
ment  Associates,  Inc.,  New  York  City,  filed  for  approval  of 
Models :  Cl-G-10,  Cl-G-12,  C2-G-15,  C2-G-20,  C3-G-25, 
and  C4-G-30  Power-Flame  forced  draft  gas  burners  under 
the  provisions  of  RS  14-6  of  the  Building  Code  of  the  City 
of  New  York. 


PROPOSED  USE:  Forced  draft  gas  burners. 
DESCRIPTION :  The  burners  fire  the  heat  exchangers  of 
the  various  boilers  to  which  they  may  be  mounted.  The  fuel 
is  natural  gas.  Standard  equipment  includes  a  3450  RPM 
motor,  squirrel  cage  blower,  control  switch,  gas  electric  pilot, 
gas  ignition  transformer,  electronic  relay  with  prepurge  and 
postpurge  and  non-recycle  on  flame  failure  (not  available  on 
C4-G-30) ,  flame  rod  (not  available  on  C4-G-30),  an  ultra¬ 
violet  sensing  system  is  used  in  lieu  of  the  flame  rod  lu¬ 
bricated  2"  and  larger  pilot  and  main  gas  cocks,  pilot  and 
main  gas  pressure  regulators,  motorized  gas  valve  with  auto¬ 
matic  damper,  diaphragm  gas  valve  with  fixed  air  damper 
(not  available  on  C2-G-20,  C3-6-25,  C4-G-30),  and  air  safety 
switch. 

The  operating  sequence  begins  when  the  thermostat  trig¬ 
gers  a  signal  that  results  in  the  powering  of  the  motor  load 
relay  The  motor  provides  a  prepurge  period  of  30  seconds 
(except  on  C4-G-30).  The  ignition  transformer  is  then 
powered  and  the  pilot  is  lighted.  If  the  pilot  does  not  light 
in  10  seconds,  the  pilot  valve  and  ignition  transformer  are 
de-energized.  The  relay  will  lock  on  safety  and  return  to 
the  starting  position,  requiring  manual  reset  to  start  again. 
Use  of  the  ignition  transformer  is  terminated  after  the  pilot 
is  lighted.  If  the  air  safety  switch  is  closed,  the  main  gas 
valve  will  be  powered.  The  pilot  will  light  the  main  gas 
flame  and  the  burner  will  be  in  the  normal,  running  cycle. 
When  the  thermostat  or  operating  control  is  satisfied,  the 
main  gas  valve,  pilot  gas  valve,  and  burner  motor  are  de¬ 
energized,  readying  the  system  for  another  cycle  on  a  call 
for  heat. 


Details  of  the  individual  models  are  as  follows : 


Model 

A 

B 

C 

Cl-G-10 

350 

840 

20.0 

Cl-G-12 

350 

1120 

26.8 

C2-G-15 

890 

1820 

43.6 

C2-G-20 

1680 

2520 

60.0 

C3-G-25 

2380 

4200 

100.0 

C4-G-30 

4000 

7000 

167.0 

D 

E 

F 

G 

H 

420 

980 

23.5 

1 

420 

1260 

30 

154 

54 

1050 

2100 

50 

154 

Z2 

1930 

2900 

69 

2 

Va 

2520 

4620 

110 

25 4 

2 

4200 

7840 

189 

3 

5 

A — Minimum  gas  input  BTU/HR  for  heating  plant  with 
0.5"  W.C.  pressure  and  80%  combustion  efficiency.  . 

B — Maximum  gas  input  BTU/HR  for  heating  plant  with 
0.5"  W.C.  pressure  and  80%  combustion  efficiency. 

C — Maximum  boiler  HP  at  0.5"  W.C.  positive  pressure  and 
80%  combustion  efficiency. 

D — Minimum  gas  input  BTU/HR  for  heating  plant  with 
0.06"  W.C.  draft  and  80%  combustion  efficiency. 

F — Maximum  boiler  HP  at  0.06"  W.C.  draft  and  80%  com¬ 


bustion  efficiency. 

G — Gas  control  size  in  inches. 


H — Motor  HP. 


INSPECTION  AND  TEST :  The  burners  were  tested  and 
approved  by  Underwriters’  Laboratories,  and  are  listed  on 
Card  MP  1836  of  Guide  No.  160  E12-7. 


RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Models  Cl-G-10,  Cl-G-12,  C2-G-15, 
C2-G-20,  C3-G-25,  and  C4-G-30  Power-Flame  forced  draft 
gas  burners  under  the  provisions  of  RS  14-6  of  the  Building 


Code  on  condition  that  they  shall  be  supplied  with  fuel,  in¬ 
stalled,  and  ventilated  in  accordance  with  RS  14-2  and  RS  16 
of  the  Building  Code.  The  burners  shall  be  permanently 
labeled :  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number 
238-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


239-7 1-SA 

APPLICANT — Power-Flame  Division  Incorporated,  owner. 

APPEARANCES— 

For  Applicant  Roland  W.  Brown. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  ® 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
239-71-SA _ Power-Flame  Division  of  Combustion  Equip¬ 

ment  Associates,  Inc.,  New  York  City,  filed  for  approval  of 
Model  C4-0  Power-Flame  forced  draft  oil  burner  under  the 
provisions  of  RS  14-6  of  the  Building  Code  of  the  City  of 
New  York. 

PROPOSED  USE:  Forced  draft  oil  burner. 
DESCRIPTION  :  The  burner  fires  the  heat  exchangers  of 
the  various  boilers  to  which  it  may  be  mounted.  The  fuels 
used  are  #1  or  #2  oil.  Standard  equipment  includes  a 
3450  RPM  motor,  squirrel  cage  blower,  control  on-off 
switch,  oil  valve  and  nozzle  assembly,  oil  ignition  trans¬ 
former,  prepurge,  postpurge,  photocell,  two  stage  fuel  unit, 
and  low  fire  start  with  automatic  air  control. 

The  operating  cycle  begins  when,  the  motor  load  relay 
and  timer  motor  are  energized,  providing  a  prepurge  of  30 
seconds.  The  oil  valve  and  ignition  transformer  are  ener¬ 
gized  to  light  the  main  flame.  If  the  main  flame  is  not  burn¬ 
ing  after  ten  seconds,  the  oil  valve  and  ignition  transformer 
are  de-ene'rgized.  The  relay  will  lock  on  safety  and  return 
to  the  starting  position,  requiring  m'anual  reset  to  start 
again.  When  the  low  fire  start  is  used,  the  3-way  oil  valve 
and  high  fire  oil  valve  are  energized  and  the  burner  runs 
in  the  high  fire  position.  When  the  operating  control  is 
satisfied,  a  circuit  is  broken  to  de-energize  the  oil  valves 
and  ignition  transformer.  The  timer  remains  powered  and 
the  burner  motor  continues  to  run  until  the  end  of  the  post- 
purge  period.  After  the  end  of  the  postpurge  period,  the 
motor  circuit  is  de-energized,  the  motor  stops,  and  the  circuit 
is  ready  for  the  next  call  for  heat. 
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The  burner  uses  between  29  and  50  GPH  of  oil  to  fire  a 
boiler  with  a  maximum  firebox  pressure  of  0.5"  W.C.  and  a 
maximum  of  167  HP.  The  burner  uses  between  30  and  56 
GPH  of  oil  to  fire  a  boiler  with  a  minimum  firebox  draft 
of  0.06"  W.C.  and  a  maximum  of  186.7  HP.  The  burner 
fires  between  13,514  and  26,096  square  feet  of  heat  exchanger 
containing  steam  or  between  21,634  and  41,776  square  feet 
of  heat  exchanger  containing  water  to  provide  between 
3,248  and  6,272  BTU/HR  output  to  a  boiler  operating  at 
80%  efficiency.  The  oil  is  supplied  through  four  nozzles. 
INSPECTION  AND  TEST :  The  burner  has  been  tested 
and  approved  by  Underwriters’  Laboratories,  and  is  listed 
on  Card  MP1836  of  Guide-No.  160  E12.15. 
RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  C4-0  Power-Flame  forced  draft 
oil  burner  under  the  provisions  of  RS  14-6  of  the  Building 
Code  on  condition  that  it  shall  be  supplied  with  fuel,  in¬ 
stalled,  and  ventilated  in  accordance  with  RS  14-3  of  the 
Building  Code  of  the  City  of  New  York  and  the  Oil  Burner 
Rules  of  the  Board.  The  burners  shall  be  permanently 
labeled :  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number  239-71- 
SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the 
time  of  this  approval  or  previous  approvals  under  this 
Calendar  Number.  Failure  to  notify  the  Board  of  change 
of  ownership,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


240-71-SA 

APPLICANT — Power-Flame  Division  Incorporated,  owner. 
APPEARANCES— 

For  Applicant:  Roland  W.  Brown. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
240-71-SA — Power-Flame  Division  of  Combustion  Equip¬ 
ment  Associates,  New  York,  filed  for  approval  of  Model 
C4-GO,  Power-Flame  forced  draft  dual  fuel  gas-oil  burner 
under  the  provisions  of  RS  14-6  of  the  Building  Code  of  the 
City  of  New  York. 

PROPOSED  USE:  Forced  draft  dual  fuel  gas-oil  burner. 
DESCRIPTION :  The  burner  fires  the  heat  exchangers  of 
the  various  boilers  to  which  it  may  be  mounted.  The  fuels 

0r  No‘  ?  0il  Standard  equipment  includes  a  3450 
KPM  motor,  squirrel  cage  blower,  oil  valve  and  nozzle  as¬ 
sembly,  oil  ignition  transformer,  gas  electric  pilot  and  gas 


ignition  transformer,  pilot  and  main  gas  cocks,  pilot  and  main 
gas  pressure  regulators,  motorized  gas  valve  with  automatic 
damper ,  manual  fuel  selector  and  operating  switch,  air  safety 
switch,  low  fire  oil  start  with  automatic  air  control,  ultra 
violet  relay  and  scanner,  and  remote  mounted  2  stage  pump 
set. 


The  gas  cycle  operating  sequence  begins  when  the  burner 
motor  load  relay  is  powered.  The  ignition  transformer  and 
plot  valve  are  then  powered  and  the  pilot  is  lighted.  When 
the  pilot  is  proven,  the  ignition  transformer  is  no  longer  used. 
If  the  air  safety  switch  or  oil  pressure  switch  is  closed,  the 
main  gas  valve  will  be  powered.  The  pilot  will  light  the 

v.n  and  ^urner  be  the  normal  running 

cycle.  When  the  heating  requirement  is  satisfied,  the  main 
g  s  valve,  pilot  gas  valve,  ignition  transformer,  and  burner 
■"of or  are  de-energized.  The  oil  cycle  operating  sequence 
begins  when  the  burner  motor  load  relay  is  powered  The 
ignition  transformer  and  oil  valve  are  then  powered  and  the 
:r  ner  is  lighted.  After  the  low  fire  valve  is  powered  and  a 
a‘”e  is  proven,  the  three  way  and  high  fired  oil  valves  are 
e,rct.  ^  a  fire. start  is  used.  When  the  cycle  is  com¬ 
pleted.  the  oil  valves,  ignition  transformer,  and  motor  are  de- 
energized. 


•  a •  r  r,  10  ou  brn  oi  oil  or  gas  pro- 

vi ding  from  4060  to  7000  BTU/HR  to  heat  a  boiler  with  a 

1A7Vn1U1i  pres,sur<:  of  £.5"  W.C.,  maximum  horsepower  of 
L6™’,and  combustion  efficiency  of  80%.  The  burner  requires 

RTTT/MO  :6  ?PH  °i°.1  or  £.as  providing  from  4200  to  7860 
w  r  J-°  heat,  a  boiler  with  a  maximum  draft  of  0  06" 
V.C..  maximurn  horsepower  of  1 66.6,  and  combustion  effi¬ 
ciency  of  80%.  This  is  sufficient  to  fire  from  13,514  to  26  096 
‘oUaie77fietcnf  heat  cxcbanger  containing  steam  or  from  21,634 
hm  5  quare  feet  of  heat  exchanger  containing  water 

^  i\The  number  °f  0il  ^ 

INFECTION  AND  TEST  :  The  burner  was  tested  and  ap- 

and  is  ,isted  on  Card 

RECOMMENDATIONS:  The  Committee  on  Test  recom- 

Sfd  th,e/appr°,Val  °l  M°deI  C4-G0  Power  Flame  forced 
draft  dual  fuel  oil-gas  burner  under  the  provisions  of  RS  14-6 

N?er  Fmldmg  Code  on  condition  that  it  shall  be  supplied 
nVpUe’  Ir!f'tabed.  and  ventilated  in  accordance  with  the 

RS  ?6UrnTtlRURS-m-  the  Board  and  RS  14'2-  RS  14-3,  and 
RSti  i  1  h  Building  Code.  The  burners  shall  be  perma¬ 
nently  labeled :  .Approved  by  the  Board  of  Standards  and 

240-71-SA”  m  NeW  Y°rk  Chy  Under  Calendar  Number 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac- 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  material,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Pai  j jC  *°  die  Board  of  change  of  ownership,  change 

of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 


(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  T est. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


251-71-SA 

APPLICANT— Norris  Industries  Fire  and  Safety  Equip¬ 
ment  Division,  owner. 
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APPEARANCES— 

For  Applicant:  Frank  Kamowski. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative: .  ^ 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
251-71-SA — Norris  Industries,  Fire  and  Safety  Equipment 
Division,  Newark,  New  Jersey,  filed  for  approval  of  Range 
Guard  4G  Fire  Extinguishing  Systems  under  the  provisions 
of  RS  13-3  of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Automatic  anti-freeze  fire  extinguishers. 
DESCRIPTION :  The  fire  extinguishers  provide  automatic 
fire  protection  against  combustible  deposits  within  the  hood 
and  duct  equipment  and  deep  fryers  of  commercial,  indus¬ 
trial,  and  institutional  cooking  facilities.  The  basic  system 
consists  of  an  agent  container  (supply  cylinder),  a  pressur¬ 
ized  release  unit,  YY'  connecting  tubing  and  gauges,  fire 
detection  and  release  mechanism,  ^"distribution  piping,  and 
discharge  nozzles.  Dual  systems  utilize  Y\"  pipe  to  feed  the 
nozzle  branch  lines  from  a  pair  of  agent  container  manifolded. 
The  supply  cylinder  is  made  of  steel,  with  a  neck  made  of  304 
stainless  steel  and  machined  for  attaching  the  valve  assembly 
and  fill  tube.  The  cylinder  contains  4  gallons  of  “Karbaloy  , 
an  alkaline  metal  salt  in  water  solution  at  175  psig  and  70°F. 
The  release  pressure  cartridge,  which  holds  nitrogen  at  300 
psig,  is  constructed  of  steel  having  internal  threads  at  one 
end  for  its  valve  and  release  linkage  assemblv.  The  fire  detec- 
tion  assembly  consists  of  1/16”  stainless  steel  cable,  conduit 
enclosed  with  cornering  pulleys,  cables,  clamps,  and  fusible 
links  rated  at  280°F.  or  360°F.  Ignition  of  combustion  de¬ 
posits  within  the  ventilation  filters,  or  inner  surfaces  of  the 
hood  and  duct,  or  ignition  of  grease  in  a  deep  fryer,  actuates 
the  range  guard  fire  detection  mechanism,  causing  the  nitro¬ 
gen  to  release  the  agent  at  175  psig  and  forcing  the  extinguish¬ 
ing  liquid  through  the  distribution  system.  The  release  mech¬ 
anism  also  may  be  actuated  manually  at  the  range  guard 
control  head  or  remote  from  it.  System  actuation  is  inter¬ 
locked  to  simultaneously  shut  off  the  cooking  surface  fuel  or 
heating  element.  The  capacities  of  the  different  models  of 
extinguishers  are  as  follows : 

Hood 


Model  Cylinders 

Hood 

length 

(ft.) 

volume 
above 
filters 
(cu.  ft.) 

Ducts 

per 

system 

Deep 
fryers 
5  sq.  ft. 
each 

HD 

1 

20 

50 

1 

0 

HDF 

1 

20 

50 

1 

1 

HD2F 

1 

20 

50 

1 

2 

HD3F 

2 

20 

50 

1 

3 

HD4F 

2 

20 

50 

1 

4 

H2D 

2 

20 

50 

2 

0 

H2DF 

2 

20 

50 

2 

1 

H2D2F 

2 

20 

50 

2 

2 

H2D3F 

2 

20 

50 

2 

3 

H2D4F 

2 

20 

50 

2 

4 

HHD 

2 

40 

100 

1 

0 

HHDF 

2 

40 

100 

1 

1 

HHD2F 

2 

40 

100 

1 

2 

HHD3F 

2 

40 

100 

1 

3 

HHD4F 

2 

40 

100 

1 

4 

HH2D 

2 

40 

100 

2 

0 

HH2DF 

2 

40 

100 

2 

1 

HH2D2F 

2 

40 

100 

2 

2 

HH2D3F 

2 

40 

100 

2 

3 

HH2D4F 

2 

40 

100 

2 

4 

INSPECTION  AND  TEST:  The  fire  extinguishers  were 
tested  and  approved  by  Underwriters’  Laboratories  (File 
EX2458,  Assignment  66K1806)  and  Factory  Mutual  Re¬ 
search  Corporation  (No.  16901). 

RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Range  Guard  4G  Fire  Extinguishing 
Systems  (models  in  above  table)  under  the  provisions  of 
RS  13-3  of  the  Building  Code  of  the  City  of  New  York  on 
condition  that  the  equipment  shall  be  wired  to  a  local  source 
of  power,  a  test  switch  shall  be  provided  to  protect  against 
shorts  and  incomplete  circuits,  an  alarm  device  _  shall  be 
provided  and  shall  sound  upon  actuation  of  the  extinguisher, 
and  the  conditions  of  Factory  Mutual  Research  Corpora¬ 
tion  Report  No.  16901  (on  file  with  application)  shall  be 
complied  with.  The  fire  extinguishers  shall  be  permanently 
labeled :  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number  251-71- 

SA.”  r  , 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product,  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  T est. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


276-71-SM 

APPLICANT— A.  Byron  Adams  for  Construction  Products 
Division  W.  R.  Grace  and  Company,  owner. 

APPEARANCES— 

For  Applicant:  A.  Byron  Adams. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

N  egative :  .  ^ 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
276-71-SM— Dr.  A.  Byron  Adams  for  Construction  Products 
Division,  W.  R.  Grace  and  Co.,  Cambridge,  Massachusetts, 
filed  for  approval  of  WRDA  15,  an  admixture  for  portland 
cement  concrete,  under  the  provisions  of  C26-1004.6  and 
RS  10-44  of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Water  reducing  admixture  for  port- 
land  cement  concrete. 

DESCRIPTION:  WRDA-15  is  an  aqueous  solution  of  a 
specific  mixture  of  long  chain  high  molecular  weight  hy- 
droxylated  hydrocarbons.  It  contains  a  catalyst  _  and  a 
preservative.  WRDA-15  is  a  brown  solution.  It  is  used 
in  ready  mix  plants  and  block  and  concrete  products,  except 
in  prestres'sed  concrete.  It  does  not  entrain  air,  but  is  com¬ 
patible  with  air  entraining  admixtures.  WRDA-15  is  speci¬ 
fically  recommended  for  concrete  used  in  fiat  work.  The 
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recommended  addition  rate  is  3  to  4  fluid  ounces  per  sack 
of  cement. 

INSPECTION  AND  TEST :  Compressive  and  flexural 
strength  tests  were  conducted  in  accordance  with  ASTM 
C494  by  the  Flood  Company,  Chicago  and  found  to  comply 
with  the  requirements. 

RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  WRDA-15  admixture  for  Portland 
cement  concrete  under  the  provisions  of  C26- 1004.6  and 
RS  10-44  of  the  Building  Code  on  condition  that  required 
compressive  strengths  of  concrete  using  WRDA-15  shall  be 
110%  of  compressive  strengths  determined  by  the  above- 
mentioned  tests  and  ASTM  C494  requirements,  that  ho 
anti-freeze  agents  shall  be  used,  and  that  the  admixture  shall 
be  added  only  through  calibrated  dispensing  devices.  These 
dispensers  shall  be  regularly  inspected  and  certified  as  to 
accuracy  by  the  manufacturer  and  shall  be  labeled :  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Calendar  Number  276-71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


282-71-SA 


The  door  frames  are  made  of  No.  23  galvanized  steel.  The 
members  are  double  tee-shaped,  4"  wide,  with  deep 
flanges  spaced  2l/s"  apart.  Each  frame  is  made  of  one  piece 
notched  and  folded  at  three  corners  and  joined  together  at 
the  ends  by  means  of  folded  tabs.  The  doors  contain  damper 
blades  which  remain  open  in  normal  operation.  The  blades 
are  1J4"  wide  and  formed  from  No.  22  gauge  galvanized 
steel.  The  top  blade  of  each  damper  is  secured  to  the  top 
of  the  frame  by  two  axles,  one  at  each  corner.  Every  other 
blade  engages  the  interlocking  portion  of  the  adjacent  blade. 
The  blades  are  cut  to  a  length  to  provide  total  clearance  of 
V%"  to  14"  between  the  frame  and  the  blades.  The  blades  are 
held  in  an  open  position  by  a  steel  strap,  joined  at  the  bottom 
of  the  blades  by  a  UL  listed  fusible  link  with  a  160°F.  rating. 
The  collar  or  sleeve  is  formed  from  No.  16  gauge  galvanized 
steel,  15^4"  deep,  welded  together  at  the  ends.  The  perimeter 
angles  used  to  secure  the  assemblies  in  the  wall  openings  are 
l/2"  x  114"  x  Vs". 

INSPECTION  AND  TEST :  The  fire  door  was  tested  by 
Underwriters’  Laboratories.  The  damper  blades  were  found 
to  close  properly  when  subjected  to  heat.  The  door  achieved 
a  three  hour  fire  rating.  The  report  (File  R  6167-1,  Assign¬ 
ment  69CH3905)  is  on  file  with  the  Board. 

RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Fire/Seal  Fire  Door-Model  319  as  a 
three  hour  fire  door  for  ducts  passing  through  fire  walls 
under  the  provisions  of  RS  13-1  of  the  Building  Code  on 
condition  that  the  damper  blades  and  fusible  link  shall  be 
regularly  ^  inspected.  The  fire  door  shall  be  permanently 
labeled :  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number 
282-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 


APPLICANT — Air  Balance,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant :  Grover  Nulty. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

W hereas,  the  report  of  a  Committee  on  Test  reads : 
282-71-SA — Air  Balance,  Inc.,  Bronx,  New  York,  filed  for 
approval  of  the  Fire/Seal  Fire  Door-Model  319  under  the 
provisions  of  RS  13-1  of  the  Building  Code  of  the  City  of 
New  York. 


PROPOSED  USE:  Three  hour  fire  damper  door  for  ducts 
passing  through  fire  walls. 


DESCRIPTION  :  The  sizes  of  the  various  individual  doors 
and  the  multiple  door  assemblies  are  as  shown : 


Door 

Designation 

A  and  B 
C  through  F 
G 

H  through  K 


Individual 
Door  Size 
Width  x  Height,  In. 

15^4x1514 
23y2x23V2 
35  xl5 

\sy2xisy2 


Size  of 

Multiple  Assembly 
Width  x  Height,  In. 


47j4x47j4 


3iySx3iy& 


(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


139-46-SA 

APPLICANT — General  Bronze  Architectural  Products, 
owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  4/30/46.  Product:  General  Bronze  Oil  Burn¬ 
ing  Furnace,  Model  0-55. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  o 
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THE  RESOLUTION—  , 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


204-46-SA 

APPLICANT— Dunham-Bush,  Inc.,  owner  for  Iron  Fire¬ 
man  Manufacturing  Company. 

SUBJECT— Application  for  consideration  to  revoke  ap¬ 
proval,  dated  7/16/46.  Product :  Iron  Fireman  Oil  Burner, 
Model  V. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  ~ 

Negative: . 

THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


463-46-SA 

APPLICANT— Diebold,  Inc.  owner. 

SUBJECT— Application  for  consideration  to  revoke  ap¬ 
proval,  dated  7/13/48.  Product:  Flofilm  Processor,  Model 
91-01.’ 

ACTION  OF  BOARD— Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan .  ~ 

Negative: .  u 

THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved ,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


721-46-SM 


APPLICANT— Resistall  Paint  Mfg.  Co.  Div.  of  Brytenu- 
Chemical  Co.  owner. 


SUBTECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  11/19/46.  Product:  ‘Wont-Burn”  flame 
proofing  material. 


APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Approval  revoked. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  / 

Negative :  .  ® 

THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited ;  and 

Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  ad- 
dress”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


314-53-SA 

APPLICANT— General  Electric  Company,  owner. 
SUBJECT— Application  for  consideration  to  revoke  ap¬ 
proval  dated  2/24/54.  Product:  Oil  Furnace,  Models 
LB15,’LB20  LB30,  and  LB40. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  an 

Commissioner  Nolan  .  ^ 

N  egative :  . 

THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  theretore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


326-56-SA 


APPLICANT— General  Electric  Company,  owner. 
SUBTECT — Application  for  consideration  to  revoke  ap- 
'  proval,  dated  6/12/62.  Product:  GE  Kitchen  Center  (1 
ctainlp^  steel  ton).  Models  1UA9TO  and  1UBSTO. 


APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


43-62-SA 

APPLICANT — The  Seeburg  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  7/9/63.  Product :  Bally  Coffee  Vendor,  Model 
661-R/663-R. 
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APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that 
the  basis  for  the  approval  no  longer  exists  and  does  there¬ 
fore  revoke  the  resolution  above  cited  and  all  subsequent 
amendments  thereof. 


9-63-SM 


APPLICANT — The  Flintkote  Company,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  1/28/64.  Product:  Flintrock  Gypsum  Con¬ 
crete  Roof  Deck  and  YY'  Flintrock  Formboard. 


APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 
THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


s 

0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


212-65-SM 


APPLICANT— ITT  Rayonier  Inc  .,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  3/22/66.  Product:  Raymix  (admixture  to 
concrete. ) 


APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 
THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative :  . 


5 

0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


853-65-SA 

APPLICANT — York  Division  of  Borg-Warner  Corpora¬ 
tion,  owner. 


SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  10/4/66.  Product:  York  Flex-O-Metic  Air 
Conditioning  Various  Models. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


146-66-SM 

APPLICANT — Armstrong  Cork  Company,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  7/18/67.  Product:  Armstrong  %"  Gauge 
Custom  Vinyl  Cork  Tile. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan . .  5 

Negative: .  0 

THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material  is 
no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


34-58-SM 

APPLICANT — The  Dow  Chemical  Company,  owner. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdraum  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative : .  q 


1406-61-SA 

APPLICANT — Oxy-Catalyst,  Inc.,  owner. 

SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 
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THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  ~ 

Negative :  .  ^ 


758-62-SA 

APPLICANT— Bock  Laundry  Machine  Company,  owner. 
SUBJECT— Withdrawal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  ivithdraivn  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  q 

Negative :  . 


373-60-SM 


APPLICANT— Allbro  Equipment  Co.  Inc.,  owner. 
SUBJECT— Dismissal. 

appearances— 

For  Applicant:  None.  _  . 

ACTION  OF  BOARD — Application  dismissed  for  lack  ot 
prosecution  by  the  applicant. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  ^  Klein,  Commissioner  Madigan  and  __ 

Commissioner  Nolan  .  q 

Negative:  . 


590-60-SM 

APPLICANT— Concrete  Forms  Corporation,  owner. 
SUBJECT— Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  ot 
prosecution  by  the  applicant. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
iCommissioner  Klein,  Commissioner  Madigan  and 

'  Commissioner  Nolan  .  q 

Negative:  . 


769-60-SA 


APPLICANT— Despatch  Oven  Company,  owner. 
SUBJECT— Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 


THE  VOTE—  #  .  . 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  q 

Negative :  . 


347-61-SM 

APPLICANT— Nibco  Inc.,  owner. 
SUBJECT— Dismissal. 


APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan .  5 

Negative: .  0 


600-61-SA 

APPLICANT — Newbek  Corporation,  owner. 

SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative— Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan .  5 

Negative: .  0 


907-62- SM 

APPLICANT — Never-Seez  Compound  Corp.  owner. 
SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan .  5 

Negative: .  0 


985-62-SM 

APPLICANT — Capitol  Steel  Corporation,  owner. 
SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  . 


880-67-SA 

APPLICANT— Miniveil  Corporation,  owner;  Nils  O.  Ohl- 
son,  agent. 

SUBJECT— Application  September  28,  1967— Miniveil  Di¬ 
rect  Gas  Fired  Climate  Controller,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Laid  over  to  July  6,  1971,  at  2  P.M., 
for  the  purpose  of  consulting  with  the  Department  of  Air 
Pollution  Control. 


A 
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522-69-SA 

APPLICANT— Harrison  Engineering  Corporation,  owner; 
State  Industrial  Sales  Corporation,  agent. 

SUBJECT — Application  September  4,  1969 — Harrison  Air 
Replacer  Model  MU  2  Series,  approval  of. 

APPEARANCES— 

For  Applicant :  Henry  Schulman. 

ACTION  OF  BOARD — Laid  over  to  July  6,  1971,  at  2  P.M., 
for  decision. 


404-70-SM 

APPLICANT — Alesse  Industries,  owner. 

SUBJECT — Application  July  21,  1970 — Doorwick  Model  1 
(Floor),  Model  2  (Wall). 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  June  22,  1971,  at  2 
P.M.,  for  decision. 


259-71-SA 

APPLICANT — Aeroil  Products  Company,  Incorporated, 
owner. 

SUBJECT — Application  April  23,  1971 — Aeroil  Natural  Gas 
Space  Heaters,  Model  Numbers  N50,  N85,  N200,  N220, 
RN-100,  approval  of. 

APPEARANCES— 

For  Applicant :  James  Savino. 

ACTION  OF  BOARD — Laid  over  to  June  22,  1971,  at  2 
P.M.,  for  decision. 


288-71-SA 

APPLICANT — Prime  Servi-ce  and  Eq-uipment  Corpora¬ 
tion  for  Hauck  Manufacturing  Company,  owner. 

SUBJECT  Application  May  10,  1971 — Salamander  (Port¬ 
able  Heater)  Model  Numbers  HWG  2050— Natural  Gas 
fired,  approval  of. 

APPEARANCES— 

For  Applicant :  Marvin  Sibner. 

ACTION  OF  BOARD — Laid  over  to  June  22,  1971,  at  2 
P.M.,  for  decision. 


450-69-A 

APPLICANT — L.  Pulvermacher  and  Brothers,  Incorpo¬ 
rated  for  Broadway  Leonard  Company,  owner;  L.  Pulver¬ 
macher  and  Brothers,  Incorporated,  lessee. 

SUBJECT  -Application  January  3,  1969 — from  an  order 
and  a  decision  of  the  Fire  Commissioner  re-  sprinkler 
system. 

PREMISES  AFFECTED— 350  Broadway,  103  to  105 
Leonard  Street,  northeast  corner,  Block  171,  Lot  1 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer  and  Jos.  P.  Halligan. 

For  Administration:  Lt.  J.  P.  Manfredi  and  Capt  T  F 
Petraglia,  F.  D.  1  J 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative :  .  q 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  c 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commissioner, 
dated  November  27,  1968  and  February  11,  1971  on  Order 
No.  68-7390,  reads : 

“1.  Install  an  approved  automatic  sprinkler  system 
throughout  entire  cellar  area  including  area  that  be¬ 
comes  a  basement  at  Benson  Street  side,  arranged  and 
equipped  as  per  Chap.  26  Art.  16  Admin.  Code.  Chap. 
1 9-161. 0a  Adm.  Code.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  November  27,  1968  and  February  11,  1971,  acting 
on  Order  No.  68-7390,  Item  No.  1,  be  and  it  hereby  is  affirmed 
and  that  the  appeal  be  and  it  hereby  is  denied. 


456-69-A 

APPLICANT — Samuel  Lindenbaum  of  Lindenbaum  & 
Young  for  Mortimer  Grunauer,  owner. 

SUBJECT— Application  August  7,  1969 — Restored  to  Calen¬ 
dar  by  the  Board’s  action  re-  cellar  apartments. 
PREMISES  AFFECTED — 39  Fifth  Avenue,  east  side,  54.2 
feet  south  of  East  11th  Street,  Block  568,  Lot  4,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum  and  Charles  S. 
Tel  chin. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  7,  1969  on  Alt.  Applic.  1530-68,  reads  : 

“A7 — The  proposed  cellar  apartment  is  contrary  to 
Sec.  34,  Sub.  6  M.D.L. 

A9 — The  proposed  dwelling  unit  in  the  cellar  is 
contrary  to  Sec.  D26-34.03  of  the  Housing  Maintenance 
Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recomended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  7,  1969,  acting  on  Alt.  Applic.  1530-68,  Objec¬ 
tions  No.  A 7  and  A9,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  34  of  the  Multiple 
Dwelling  Law,  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  building  shall  conform  to 
drawings  marked  “Received  August  7,  1969,”  3  sheets,  and 
“August  27,  1969,”  one  sheet;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


72-71-A 

APPLICANT — McGee  and  Morsellino  for  Washburn  Wire 
Company,  owner. 

SUBJECT — Application  January  15,  1971 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  standpipe  lines. 

PREMISES  AFFECTED — 515  to  543  East  116th  Street, 
north  side  Entire  Block,  536  to  560  East  117th  Street  and 
East  River  Drive,  Block  1716,  Lot  19,  Borough  of 
Manhattan. 
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APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino.  < 

For  Administration:  Capt.  J.  F.  Petraglio  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  ^ 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  September  20,  1967  and  December  18,  19/0  on 
Order  No.  5323-7  (B-539570),  reads: 

“4.  Protect  all  standpipe  lines  that  are  not  located 
within  a  fire  resisting  enclosed  stairway,  with  either  a 
covering  of  1"  asbestos  expand  metal  lath  with  %  of 
Portland  cement  plaster  or  by  a  tightwell  (pointed) 
Enclosure  of  2"  terra  cotta  on  the  1st  floor  in  Building  J. 


and  . 

Whereas,  the  premises  were  inspected  by  a  committee  o 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved ,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner.  dated  September  20.  1967  and  December  18, 
1970,  acting  on  Order  No.  5323-7  (B-5395/0),  Item  No.  4, 
be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  premises  shall 
conform  to  drawings  marked  “Received  April  22,  19/i,  2 

sheets-  on  further  condition  that  the  pipe  will  be  insulated 
with  two  inch  thick  Johns-Manville  Thermobestos  finished 
with  a  factory  applied  aluminum  jacket  known  as  Johns- 
Manville  Metal-On;  that  fittings  shall  be  insulated  with 
Thermobestos  Block,  high-temperature  cement,  fire-resistant 
lagging  adhesive,  and  finished  with  a  pre-sized  fiberglass 
cloth;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


147-71-A 


and  Associates  for  Nicholas 


APPLICANT— Wechsler 
Rappy,  owner. 

SUBJECT — Application  March  12,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  rear  yard. 
P'RFMISES  AFFECTED— 408  East  59th  Street,  south  side, 
106.6  feet  east  of  1st  Avenue,  Block  1370,  Lot  44,  Borough 
of  Manhattan. 


APPEARANCES—  . 

For  Applicant:  May  Wechsler,  A1  Menzinso  and  Nicholas 

Rappy. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  q 

Negative: . 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  25,  1971  on  Alt.  Applic.  1517-70,  reads. 

“A5 _ Provide  a  30  foot  rear  yard  as  per  Sec.  26 

sub.  5B  M.  D.  L.” 


and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  February  25,  1971,  acting  on  Alt.  Applic.  1517-70,  Ob¬ 
jection  No.  A5,  be  and  it  hereby  is  modified  under  the  powers 


vested  in  the  Board  by  Section  310  of  the  Multiple  Dwelling 
Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on  condi¬ 
tion  that  the  building  shall  conform  to  drawings  marked 
“Received  May  20,  1971,”  8  sheets ;  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 


148-71-A 

APPLICANT — M.  A.  Carpenter  for  Simoniz  Company 
Division  of  Morton  International,  owner. 

SUBJECT— Application  March  15,  1971— appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  combust¬ 
ible  mixture  known  as  Simoniz  Master  Wax  in  16  ounce 
plastic  container  not  in  compliance  with  regulations  of  the 
Administrative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan .  5 

Negative: .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
February  8,  1971  on  Folder  No.  122-1071A,  reads: 

“On  August  3,  1967,  your  product  ‘Simoniz  Master  Wax’ 
packaged  in  a  16  oz.  metal  can  was  registered  by  this 
Department  under  NYFD  C.  of  A.  #799,  in  order  that 
it  could  be  sold  and  stored  in  this  City. 

It  has  recently  been  brought  to  the  attention  of  this 
Department  that  this  product  is  currently  being  mar¬ 
keted  in  plastic  containers. 

Please  be  informed  that  the  use  of  plastic  containers _  to 
package  a  combustible  mixture  is  in  violation  of  Section 
C19-62.0.b  of  the  Administrative  Code,  City  of  N.  Y., 
unless  approval  is  received  from  the  New  York  City 
Board  of  Standards  and  Appeals.  It  should  be  further 
noted  that  the  use  of  NYFD  C.  of  A.  #799  on  labels  for 
plastic  containers  is  considered  a  misuse.” 

and 

Whereas,  the  container  and  the  plans  of  said  container 
were  inspected  by  a  committee  of  the  Board  which  recom¬ 
mended  that  the  appeal  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
February  8,  1971,  acting  on  Folder  No.  122-1071A,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  container  shall  conform  to 
drawing  marked  “Received  April  9,  1971,  one  sheet ,  a-iad 
that  all  laws,  rules  and  regulations  shall  be  complied  with. 


183-71-A 

APPLICANT — Harold  E.  Diamond  for  Robert  Nalitt, 
owner. 

SUBJECT— Application  March  30,  1971— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  frontage  less 
that  minimum,  filed  pursuant  to  Section  36,  Article  o, 
General  City  Law  re-  building  not  fronting  on  a  legal 
street. 

PREMISES  AFFECTED— 45  Gorge  Road,  Block  866,  Lot 
501,  Dongan  Hills,  Borough  of  Richmond. 

For  Applicant:  Harold  E.  Diamond  and  Robert  Nalitt. 
For  Opposition:  John  Turvey  and  Elaine  Weiss. 
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ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  . . .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  24,  1971  on  N.B.  Applic.  1750-65,  reads: 

“40.  Fifteen  feet  access,  in  ownership,  to  frontage 
space  is  contrary  to  the  requirements  specified  in  Ar¬ 
ticle  2  of  the  Building  Code  (See  definition  of  ‘frontage 
space’). 

4l.  A  Certificate  of  Occupancy  may  not  be  granted 
for  a  building  erected  on  a  street  which  does  not  appear 
on  the  official  map  of  the  City  of  New  York  according 
to  Article  3,  Section  36  of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  appeal  be  granted  under 
certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  March  24,  1971,  acting  on  N.  B.  Applic.  1750-65,  Ob¬ 
jections  No.  40  and  41,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General  City 
Law,  and  that  the  appeal  be  and  it  hereby  is  granted  on  con¬ 
dition  that  the  building  shall  conform  the  drawings  marked 
“Received  March  30,  1971,”  4  sheets ;  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 


197-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 81  Luigi  Place,  south  side,  47.27 
feet  east  of  Enfield  Place,  Block  950,  Lot  292,  Egbertville, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Frank  A.  Vaccaro. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  . 0 


THE  RESOLUTION— 

W hereas,  the  decision  of  the  Borough  Superintendent 
dated  April  1,  1971  on  N.  B.  Applic.  992-69,  reads : 

“1.  As  per  Section  36  of  the  General  City  Law,  no 
Certificate  of  Occupancy  for  the  above  residence  may  be 
issued  since  the  street  giving  access  is  not  included  on 
the  Official  map  of  the  City  of  New  York.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent 
dated  April  1,  1971,  acting  on  N.  B.  Applic.  992-69,  Objection 
No.  1,  be  and  it  hereby  is  modified  under  the  powers  vested 
m  the  Board  by  Section  36  of  the  General  City  Law,  and 
that  the  appeal  be  and  it  hereby  is  granted,  on  condition  that 
the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle  of 
the  street  be  in  accordance  with  the  standards  of  the  Depart¬ 
ment  of  Highways ;  that  the  building  shall  substantially  com¬ 


ply  with  drawings  marked  “Received  April  6,  1971,”  3  sheets  ; 
and  that  all  laws,  rules  and  regulations  shall  be  complied 
with. 


198-71-A 


APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis 
owner. 

SUBJECT  Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 45  Enfield  Place,  northeast  cor¬ 
ner  of  Luigi  Place,  Block  950,  Lot  95,  Egbertville,  Borough 
of  Richmond. 


APPEARANCES— 

For  Applicant:  F.  A.  Vaccaro. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  1,  1971  on  N.B.  Applic.  1000-69,  reads: 


1.  As  per  Section  36  of  the  General  City  Law,  no 
Certificate  of  Occupancy  for  the  above  residence  may  be 
issued  since  the  street  giving  access  is  not  included  on 
the  Official  map  of  the  City  of  New  York.” 


and 


Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved.,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  1,  1971,  acting  on  N.B.  Applic.  1000-69,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  be  in  accordance  with  the  standards  of  the  De¬ 
partment  of  Highways;  that  the  building  shall  substantially 
comply  with  drawings  marked  “Received  April  6,  1971,”  3 
sheets;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


199-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 75  Enfield  Place,  southeast  cor¬ 
ner  of  Di  Marco  Place,  Block  950,  Lot  310,  Egbertville, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  F.  A.  Vaccaro. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  o 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  1,  1971  on  N.B.  Applic.  979-69,  reads: 
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“1.  As  per  Section  36  of  the  General  City  Law,  no 
Certificate  of  Occupancy  for  the  above  residence  may  be 
issued  since  the  street  giving  access  is  not  included  on 
the  Official  map  of  the  City  of  New  York.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  1,  1971,  acting  on  N.  B.  Applic.  979-69,  Objection 
No.  1,  be  and  it  hereby  is  modified  under  the  powers  vested 
in  the  Board  by  Section  36  of  the  General  City  Law,  and 
that  the  appeal  be  and  it  hereby  is  granted,  on  condition  that 
the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle  of 
the  street  be  in  accordance  with  the  standards  of  the  Depart¬ 
ment  of  Highways ;  that  the  building  shall  substantially  com¬ 
ply  with  drawings  marked  “Received  April  6,  1971,  3  sheets ; 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 


200-71- A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT— Application  April  6,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 70  Luigi  Place,  north  side, 
164.00  feet  east  of  Enfield  Place,  Block  950,  Lot  193,  Eg- 
bertville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  F.  A.  Vaccaro. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan .  5 

Negative: .  u 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  1,  1971  on  N.  B.  Applic.  996-69,  reads : 

“1.  As  per  Section  36  of  the  General  City  Law,  no 
Certificate  of  Occupancy  for  the  above  residence  may  be 
issued  since  the  street  giving  access  is  not  included  on 
the  Official  map  of  the  City  of  New  York.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  1,  1971,  acting  on  N.  B.  Applic.  996-69,  Objection 
No.  1,  be  and  it  hereby  is  modified  under  the  powers  vested 
in  the  Board  by  Section  36  of  the  General  City  Law,  and 
that  the  appeal  be  and  it  hereby  is  granted,  on  condition  that 
the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle  of 
the  street  be  in  accordance  with  the  standards  of  the  Depart¬ 
ment  of  Highways ;  that  the  building  shall  substantially  com¬ 
ply  with  drawings  marked  “Received  April  6.  1971,  3  sheets: 
and  that  all  laws,  rules  and  regulations  shall  be  complied 
with. 


201-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT— Application  April  6,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re— building  not 
fronting  legal  street. 


PREMISES  AFFECTED— 44  Di  Marco  Place,  south  side, 
41.00  feet  east  of  Enfield  Place,  Block  950,  Lot  308,  Eg- 
bertville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  F.  A.  Vaccaro. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
datel  April  1,  1971  on  N.  B.  Applic.  980-69,  reads: 

“1.  As  per  Section  36  of  the  General  City  Law,  no 
Certificate  of  Occupancy  for  the  above  residence  may  be 
issued  since  the  street  giving  access  is  not  included  on 
the  Official  map  of  the  City  of  New  York.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  1,  1971,  acting  on  N.  B.  Applic.  980-69,  Objection 
No.  1,  be  and  it  hereby  is  modified  under  the  powers  vested 
in  the  Board  by  Section  36  of  the  General  City  Law,  and 
that  the  appeal  be  and  it  hereby  is  granted,  on  condition  that 
the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle  of 
the  street  be  in  accordance  with  the  standards  of  the  Depart¬ 
ment  of  Highways ;  that  the  building  shall  substantially  com¬ 
ply  with  drawings  marked  “‘Received  April.  6,  1971,”  3 
sheets;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


202-71-A 

APPLICANT— Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT— Application  April  6,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re— building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 40  Di  Marco  Place,  south  side, 
81.01  feet  east  of  Enfield  Place,  Block  950,  Lot  306,  Eg- 
bertville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  F.  A.  Vaccaro. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Calvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan .  ~ 

Negative:  .  ^ 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  1,  1971  on  N.  B.  Applic.  981-69,  reads 

“1.  As  per  Section  36  of  the  General  City  Law,  no 
Certificate  of  Occupancy  for  the  above  residence  may 
be  issued  since  the  street  giving  access  is  not  included 
on  the  Official  map  of  the  City  of  New  York.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  1,  1971,  acting  on  N.  B.  Applic.  981-69,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 


MINUTES 


and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  be  in  accordance  with  the  standards  of  the 
Department  of  Highways;  that  the  building  shall  substan¬ 
tially  comply  with  drawings  marked  “Received  April  6,  1971,” 
3  sheets ;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


203-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6.  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 36  Di  Marco  Place,  south  side, 
121.02  feet  east  of  Enfield  Place,  Block  950,  Lot  304,  Egbert- 
ville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  F.  A.  Vaccaro. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative: .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  1,  1971  on  N.  B.  Applic.  982-69,  reads: 

“L  As  per  Section  36  of  the  General  City  Law,  no 
Certificate  of  Occupancy  for  the  above  residence  may  be 
issued  since  the  street  giving  access  is  not  included  on 
the  Official  map  of  the  City  of  New  York.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent 
dated  April  1,  1971,  acting  on  N.  B.  Applic.  982-69,  Objection 
No.  1,  be  and  it  hereby  is  modified  under  the  powers  vested 
m  the  Board  by  Section  36  of  the  General  City  Law,  and  that 
the  appeal  be  and  it  hereby  is  granted,  on  condition  that  the 
sidewalk,  curb,  curb  cut  and  pavement  to  the  middle  of  the 
street  be  in  accordance  with  the  standards  of  the  Department 
of  Highways;  that  the  building  shall  substantially  comply 
with  drawings  marked  “Received  April  6,  1971,”  3  sheets; 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 


204-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis 
owner. 

SUBJECT  Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 32  Di  Marco  Place,  south  side 
161.03  feet  east  of  Enfield  Place,  Block  950,  Lot  302’ 
Egbertville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  F.  A.  Vaccaro. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  . .  ’ '  o 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  1,  1971  on  N.B.  Applic.  983-69,  reads: 

“1.  As  per  Section  36  of  the  General  City  Law,  no 
Certificate  of  Occupancy  for  the  above  residence  may  be 
issued  since  the  street  giving  access  is  not  included  on 
the  Official  map  of  the  City  of  New  York.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved l,  that  the  decision  of  the  Borough  Superintendent, 
dated,  April  1,  1971,  acting  on  N.B.  Applic.  983-69,  Objection 
No.  1,  be  and  it  hereby  is  modified  under  the  powers  vested 
in  the  Board  by  Section  36  of  the  General  City  Law,  and  that 
the  appeal  be  and  it  hereby  is  granted,  on  condition  that  the 
sidewalk,  curb,  curb  cut  and  pavement  to  the  middle  of  the 
street  be  in  accordance  with  the  standards  of  the  Department 
of  Highways;  that  the  building  shall  substantially  comply 
with  drawings  marked  “Received  April  6,  1971,”  3  sheets; 
and  that  all  laws,  rules  and  regulations  shall  be  complied 
with. 


205-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 28  Di  Marco  Place,  south  side, 
201.39  feet  east  of  Enfield  Place,  Block  950,  Lot  300,  Eg¬ 
bertville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  F.  A.  Vaccaro. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  1,  1971  on  N.B.  Applic.  984-69,  reads: 

“1.  As  per  Section  36  of  the  General  City  Law,  no 
Certificate  of  Occupancy  for  the  above  residence  may  be 
issued  since  the  street  giving  access  is  not  included  on 
the  Official  map  of  the  City  of  New  York.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  1,  1971,  acting  on  N.  B.  Applic.  984-69,  Objection 
No.  1,  be  and  it  hereby  is  modified  under  the  powers  vested 
in  the  Board  by  Section  36  of  the  General  City  Law,  and 
that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  be  in  accordance  with  the  standards  of  the 
Department  of  Highways ;  that  the  building  shall  substan¬ 
tially  comply  with  drawings  marked  “Received  April  6, 
1971,”  3  sheets;  and  that  all  laws,  rules  and  regulations  shall 
be  complied  with. 


206-71- A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 
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SUBJECT— Application  April  6,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re — building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 27  Di  Marco  Place,  north  side, 
200.23  feet  east  of  Enfield  Place,  Block  950,  Lot  266,  Eg- 
bertville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Frank  A.  Vaccaro. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Calvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  1,  1971  on  N.  B.  Applic.  985-69,  reads : 

“1.  As  per  Section  36  of  the  General  City  Law,  no 
Certificate  of  Occupancy  for  the  above  residence  may  be 
issued  since  the  street  giving  access  is  not  included  on 
the  Official  map  of  the  City  of  New  York.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  1,  1971,  acting  on  N.  B.  Applic.  985-69,  Objection 
No.  1,  be  and  it  hereby  is  modified  under  the  powers  vested 
in  the  Board  by  Section  36  of  the  General  City  Law,  and  that 
the  appeal  be  and  it  hereby  is  granted,  on  condition  that  the 
sidewalk,  curb,  curb  cut  and  pavement  to  the  middle  of  the 
street  be  in  accordance  with  the  standards  of  the  Department 
of  Highways;  that  the  building  shall _  substantially  comply 
with  drawings  marked  “Received  April  6,  1971,”  3  sheets; 
and  that  all  laws,  rules  and  regulations  shall  be  complied 
with. 


207-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT— Application  April  6,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 35  Di  Marco  Place,  north  side, 
120.21  feet  east  of  Enfield  Place,  Block  950,  Lot  270, 
Egbertville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  F.  A.  Vaccaro. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  ® 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  1,  1971  on  N.B.  Applic.  987-69,  reads: 

“1.  As  per  Section  36  of  the  General  City  Law,  no 
Certificate  of  Occupancy  of  the  above  residence  may  be 
issued  since  the  street  giving  access  is  not  included  on 
the  Official  map  of  the  City  of  New  York.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  1,  1971,  acting  on  N.B.  Applic.  987-69,  Objection 


No.  1,  be  and  it  hereby  is  modified  under  the  powers  vested 
in  the  Board  by  Section  36  of  the  General  City  Law,  and  that 
the  appeal  be  and  it  hereby  is  granted,  on  condition  that  the 
sidewalk,  curb,  curb  cut  and  pavement  to  the  middle  of  the 
street  be  in  accordance  with  the  standards  of  the  Department 
of  Highways;  that  the  building  shall  substantially  comply 
with  drawings  marked  “Received  April  6,  1971,”  3  sheets; 
and  that  all  laws,  rules  and  regulations  shall  be  complied 
with. 


208-71-A 

APPLICANT— Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT— Application  April  6,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 39  Di  Marco  Place,  north  side, 
80.20  feet  east  of  Enfield  Place,  Block  950,  Lot  272, 
Egbertville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  F.  A.  Vaccaro. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  " 

Negative:  .  ^ 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  1,  1971  on  N.  B.  Applic.  988-69,  reads: 

“L  As  per  Section  36  of  the  General  City  Law,  no 
Certificate  of  Occupancy  of  the  above  residence  may  be 
issued  since  the  street  giving  access  is  not  ^included  on 
the  Official  map  of  the  City  of  New  York.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved  that  the  decision  of  the  Borough  Superintendent, 
dated  April  1,  1971,  acting  on  N.B.  Applic.  988-69,  Objection 
No.  1,  be  and  it  hereby  is  modified  under  the  powers  vested 
in  the  Board  by  Section  36  of  the  General  City  Law,  and 
that  the  appeal  be  and  it  hereby  is  granted,  on  condition  that 
the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle  of 
the  street  be  in  accordance  with  the  standards  of  the  Depart¬ 
ment  of  Highways ;  that  the  building  shall  substantially  com¬ 
ply  with  drawings  marked  “Received  April  6,  1971,  ’  3  sheets ; 
and  that  all  laws,  rules  and  regulations  shall  be  complied 
with. 

209-71-A 

APPLICANT— Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT— Application  April  6,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re— building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 31  Di  Marco  Place,  north  side, 
160.22  feet  east  of  Enfield  Place,  Block  950,  Lot  268,  Eg¬ 
bertville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  F.  A.  Vaccaro. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  ® 
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THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  1,  1971  on  N.  B.  Applic.  986-69,  reads : 

“1.  As  per  Section  36  of  the  General  City  Law,  no 
Certificate  of  Occupancy  of  the  above  residence  may  be 
issued  since  the  street  giving  access  is  not  included  on 
the  Offiicial  map  of  the  City  of  New  York.” 


and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  1,  1971,  acting  on_N.  B.  Applic.  986-69,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  be  in  accordance  with  the  standards  of  the 
Department  of  Highways;  that  the  building  shall  substan¬ 
tially  ^  cpmply  with  drawings  marked  “Received  April  6, 
1971,”  3  sheets;  and  that  all  laws,  rules  and  regulations  shali 
be  complied  with. 


210-71-A 


APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 


SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 43  Di  Marco  Place,  north  side, 
40.19  feet  east  of  Enfield  Place,  Block  950,  Lot  274, 
Egbertville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  F.  A.  Vaccaro. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  1,  1971  on  N.B.  Applic.  989-69,  reads: 

“1.  As  per  Section  36  of  the  General  City  Law,  no 
Certificate  of  Occupancy  for  the  above  residence  may  be 
issued  since  the  street  giving  access  is  not  included  on 
the  Official  map  of  the  City  of  New  York.” 

and 


Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  1,  1971,  acting  on  N.B.  Applic.  989-69,  Objection 
No.  1,  be  and  it  hereby  is  modified  under  the  powers  vested 
in  the  Board  by  Section  36  of  the  General  City  Law,  and  that 
the  appeal  be  and  it  hereby  is  granted,  on  condition  that  the 
sidewalk,  curb,  curb  cut  and  pavement  to  the  middle  of  the 
street.be  in  accordance  with  the  standards  of  the  Department 
of  Highways;  that  the  building  shall  substantially  comply 
with  drawings  marked  “Received  April  6,  1971,”  3  sheets; 
and  that  all  laws,  rules  and  regulations  shall  be  complied 
with. 


211-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 


SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 65  Enfield  Place,  northeast  cor¬ 
ner  of  Di  Marco  Place,  Block  950,  Lot  276,  Egbertville, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  F.  A.  Vaccaro. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  1,  1971  on  N.B.  Applic.  990-69,  reads: 

“1.  As  per  Section  36  of  the  General  City  Law,  no 
Certificate  of  Occupancy  for  the  above  residence  may 
be  issued  since  the  street  giving  access  is  not  included  on 
the  Official  map  of  the  City  of  New  York.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  1,  1971,  acting  on  N.B.  Applic.  990-69,  Objection 
No.  1,  be  and  it  hereby  is  modified  under  the  powers  vested 
in  the  Board  by  Section  36  of  the  General  City  Law,  and  that 
the  appeal  be  and  it  hereby  is  granted,  on  condition  that  the 
sidewalk,  curb,  curb  cut  and  pavement  to  the  middle  of  the 
street  be  in  accordance  with  the  standards  of  the  Department 
of  Highways ;  that  the  building  shall  substantially  comply 
with  drawings  marked  “Received  April  6,  1971,”  3  sheets; 
and  that  all  laws,  rules  and  regulations  shall  be  complied 
with. 


212-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 55  Enfield  Place,  southeast  cor¬ 
ner  of  Luigi  Place,  Block  950,  Lot  290,  Egbertville,  Bor¬ 
ough  of  Richmond. 

APPEARANCES— 

For  Applicant:  F.  A.  Vaccaro. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative:  .  q 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  1,  1971  on  N.B.  Applic.  991-69,  reads : 

“L  As  per  Section  36  of  the  General  City  Law,  no 
Certificate  of  Occupancy  for  the  above  residence  may 
be  issued  since  the  street  giving  access  is  not  included 
on  the  Official  map  of  the  City  of  New  York.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 
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Resolved ,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  1,  1971,  acting  on  N.B.  Applic.  991-69,  Objection 
No.  1,  be  and  it  hereby  is  modified  under  the  powers  vested 
in  the  Board  by  Section  36  of  the  General  City  Law,  and 
that  the  appeal  be  and  it  hereby  is  granted,  on  condition  that 
the  sidewalk,  curb,  curb  cut  pavement  to  the  middle  of  the 
street  be  in  accordance  with  the  standards  of  the  Department 
of  Highways;  that  the  building  shall  substantially  comply 
with  drawings  marked  “Received  April  6,  1971,  3  sheets  , 

and  that  all  laws,  rules  and  regulations  shall  be  complied 
with. 


213-71-A 

APPLICANT— Frank  A.  Vaccaro  for  Berardino  De  Santis, 


owner. 

SUBJECT— Application  April  6,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 71  Luigi  Place,  south  side, 
141.81  feet  east  of  Enfield  Place,  Block  950,  Lot  296,  Eg- 
bertville,  Borough  of  Richmond. 


APPEARANCES— 

For  Applicant:  F.  A.  Vaccaro. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE—  „  , 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  ^ 

Negative:  . 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  1,  1971  on  N.  B.  Applic.  994-69,  reads: 

“1.  As  per  Section  36  of  the  General  City  Law,  no 
Certificate  of  Occupancy  for  the  above  residence  may  be 
issued  since  the  street  giving  access  is  not  included  on 
the  Official  map  of  the  City  of  New  York.” 


and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  1,  1971,  acting  on  N.  B.  Applic.  994-69,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  be  in  accordance  with  the  _  standards  of  the 
Department  of  Highways ;  that  the  building  shall  substan¬ 
tially  comply  with  drawings  marked  “Received  April  6, 
1971,”  3  sheets;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


214-71-A 

APPLICANT— Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT— Application  April  6,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 75  Luigi  Place,  south  side,  94  54 
feet  east  of  Enfield  Place,  Block  950,  Lot  294,  Egbertville, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  F.  A.  Vaccaro. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  . 

Negative:  .  ^ 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  1,  1971  on  N.  B.  Applic.  993-69,  reads: 

“1.  As  per  Section  36  of  the  General  City  Law,  no 
Certificate  of  Occupancy  for  the  above  residence  may  be 
issued  since  the  street  giving  access  is  not  included  on 
the  Official  map  of  the  City  of  New  York.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  1,  1971,  acting  on  N.  B.  Applic.  993-69,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  be  in  accordance  with  the  standards  of  the 
Department  of  Highways ;  that  the  building  shall  substan¬ 
tially  comply  with  drawings  marked  “Received  April  6, 
1971,”  3  sheets;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


215-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT— Application  April  6,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re— building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 67  Luigi  Place,  south  side, 
189.08  feet  east  of  Enfield  Place,  Block  950,  Lot  298,  Eg¬ 
bertville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  F.  A.  Vaccaro. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker 
Commissioner  Klein,  Commissionei  Madigan  and 
Commissioner  Nolan  .  ~ 

Negative :  . 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  1,  1971  on  N.  B.  Applic.  995-69,  reads: 

“1.  As  per  Section  36  of  the  General  City  Law,  no 
Certificate  of  Occupancy  for  the  above  residence  may  be 
issued  since  the  street  giving  access  is  not ,  included  on 
the  Official  map  of  the  City  of  New  York.’ 


and  _  .  , 

Whereas,  the  premises  were  inspected  by  a  committee  ot 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  1,  1971,  acting  on  N.  B  Applic.  995-69,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of .  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  be  in  accordance  with  the  standards  of  the 
Department  of  Highways ;  that  the  building  shall  substan- 
tiallv  comply  with  drawings  marked  Received  April  6, 
1971,”  3  sheets;  and  that  all  laws,  rules  and  regulations 

shall  be  complied  with. 
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216-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 74  Luigi  Place,  north  side, 
121.00  feet  east  of  Enfield  Place,  Block  950,  Lot  101, 
Egbertville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  F.  A.  Vaccaro. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  1,  1971  on  N.  B.  Applic.  997-69,  reads: 

“1.  As  per  Section  36  of  the  General  City  Law,  no 
Certificate  of  Occupancy  for  the  above  residence  may 
be  issued  since  the  street  giving  access  is  not  included 
on  the  Official  map  of  the  City  of  New  York.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  1,  1971,  acting  on  N.  B.  Applic.  997-69,  Objection 
No.  1,  be  and  it  hereby  is  modified  under  the  powers  vested 
in  the  Board  by  Section  36  of  the  General  City  Law,  and 
that  the  appeal  be  and  it  hereby  is  granted,  on  condition  that 
the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle  of 
the  street  be  in  accordance  with  the  standards  of  the  Depart¬ 
ment  of  Highways ;  that  the  building  shall  substantially  com¬ 
ply  with  drawings  marked  “Received  April  6,  1971,”  3 
sheets;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


217-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  San¬ 
tis,  owner. 

SUBJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 78  Luigi  Place,  north  side,  81.00 
feet  east  of  Enfield  Place,  Block  950,  Lot  99,  Egbertville, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  F.  A.  Vaccaro. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  1,  1971  on  N.B.  Applic.  998-69,  reads : 

“L  As  per  Section  36  of  the  General  City  Law,  no 
Certificate  of  Occupancy  for  the  above  residence  may  be 
issued  since  the  street  giving  access  is  not  included  on 
the  Official  map  of  the  City  of  New  York.” 

and 


Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  1,  1971,  acting  on  N.B.  Applic.  998-69,  Objection 
No.  1,  be  and  it  hereby  is  modified  under  the  powers  vested 
in  the  Board  by  Section  36  of  the  General  City  Law,  and  that 
the  appeal  be  and  it  hereby  is  granted,  on  condition  that  the 
sidewalk,  curb,  curb  cut  and  pavement  to  the  middle  of  the 
street  be  in  accordance  with  the  standards  of  the  Department 
of  Highways ;  that  the  building  shall  substantially  comply 
with  drawings  marked  “Received  April  6,  1971,”  3  sheets; 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 

218-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Berardino  De  Santis, 
owner. 

SL^BJECT — Application  April  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 82  Luigi  Place,  north  side,  41.00 
feet  east  of  Enfield  Place,  Block  950,  Lot  97,  Egbertville, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  F.  A.  Vaccaro. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  1,  1971  on  N.B.  Applic.  999-69,  reads : 

“L  As  per  Section  36  of  the  General  City  Law,  no 
Certificate  of  Occupancy  for  the  above  residence  may  be 
issued  since  the  street  giving  access  is  not  included  on 
the  Official  Map  of  the  City  of  New  York.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  1,  1971,  acting  on  N.B.  Applic.  999-69,  Objection 
No.  1,  be  and  it  hereby  is  modified  under  the  powers  vested 
in  the  Board  by  Section  36  of  the  General  City  Law,  and 
that  the  appeal  be  and  it  hereby  is  granted,  on  condition  that 
the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle  of 
the  street  be  in  accordance  with  the  standards  of  the  Depart¬ 
ment  of  Highways ;  that  the  building  shall  substantially  com¬ 
ply  with  drawings  marked  “Received  April  6,  1971,”  3  sheets ; 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 


278-71-A 

APPLICANT — Glenn  Industries,  Incorporated  for  Seaboard 
Manufacturing  Laboratories,  Incorporated,  owner. 
SUBJECT — Application  May  3,  1971 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  flam¬ 
mable  mixture  known  as  Glenn  Gas  Line  Anti-Freeze  in 
12  ounce  metal  container  with  crown  closure  not  in  com¬ 
pliance  with  the  regulations  of  the  Administrative  Code 
of  New  York  City. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
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THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

N  egative :  .  0 


THE  RESOLUTION— 

Whereas,  the  letter  decision  of  the  Fire  Commissioner, 
dated  April  5,  1971,  reads: 

“We  regret  to  inform  you  that  your  application  to  regis¬ 
ter  your  product  Glenn  Gas  Line  Anti-Freeze 
(F.P.61°F.),  classified  as  a  flammable  mixture  in  con¬ 
tainers  as  follows :  12  oz.  metal  container  with  crown 
closure  is  Disapproved.  Such  containers  are  not  in 
compliance  with  our  regulations  to  wit:  Sec.  C.19-59.0.C 
NYC  Adm.  Code,  requires  that  the  containers  for  Flam¬ 
mable  Mixture  be  equipped  with  replacable  tops  or  caps.” 

and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board,  and  it  was  decided  that  the  appeal 
should  be  granted  under  certain  conditions ; 

Resolved,  that  the  letter  decision  of  the  Fire  Commissioner, 
dated  April  5,  1971,  be  and  it  hereby  is  modified,  and  the 
appeal  be  and  hereby  is  granted,  on  condition  that  the  con¬ 
tainer  substantially  comply  with  drawing  filed  with  this  ap¬ 
plication  and  marked  “Received,  May  3,  1971,”  two  sheets, 
that  the  label  have  prominently  displayed  instructions  that 
the  entire  contents  are  to  be  emptied  on  initial  opening,  and 
that  the  label  be  in  such  style  as  is  satisfactory  to  the 
Fire  Commissioner,  and  that  in  all  other  respects,  all  other 
applicable  laws,  rules  and  regulations  be  complied  with. 


135-70-A 

APPLICANT — Penn  Central  Transportation  Company  for 
Pennsylvania  Tunnel  and  Terminal  Railroad  Company, 
owner. 

SUBJECT— Application  March  12,  1970— appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  stand- 
pipe  system,  extinguishers. 

PREMISES  AFFECTED— 28th  Street  from  Border  Ave¬ 
nue  to  54th  Street,  Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Wm.  P.  Jones,  Richard  H.  Stokes,  R.  A. 

Brouillet,  H.  G.  Campbell,  Sr.,  and  P.  W.  Burns. 

For  Administration  :  Asst.  Chief  Joseph.  F.  Connor,  Capt. 
J.  F.  Petraglia  and  Lt.  J.  P.  Manfredi,  F.  D. 

ACTION  OF  BOARD— Laid  over  to  June  23,  1971,  at  10 
A.M.,  for  continued  hearing. 


621-70-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Grand  Paradise  Company,  Inc. 
SUBJECT— Application  October  15,  1970— for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 318  to  330  Grand  Street,  119  to 
131  Havemeyer  Street,  southeast  corner,  265  to  271  South 
1st  Street,  Block  2396,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia,  F.  D.  and  Lt.  J.  P. 
Manfredi,  F.  D. 

For  Opposition:  Kenneth  Singer,  Rubin  Sulsky,  Leo 
Berger  and  Pat  A.  Jacobazzo,  B.  D. 

ACTION  OF  BOARD — Laid  over  to  June  22,  1971,  at  2 
P.M.,  for  decision;  previously  inspected;  hearing  closed. 


114-71-A 

APPLICANT — Robert  L.  Campbell  for  Staten  Island  Foun¬ 
dations,  owner. 

SUBJECT — Application  March  3,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  toilet  facilities 
contrary  to  C26-110.Z(C)  of  the  Building  Code,  File  pur¬ 
suant  to  Section  36,  Article  3,  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 25  Kinsey  Place,  southeast  cor¬ 
ner  of  Woodcliff  Avenue,  Block  1290,  Lot  61,  Mariners 
Harbor,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Alice  Campbell. 

ACTION  OF  BOARD— Laid  over  to  June  22,  1971,  at  2 
P.M.,  for  decision ;  applicant  to  submit  acceptable  proposal ; 
hearing  closed. 


145-71-A 

APPLICANT — Cunningham  and  Kaming  for  Greater  New 
York  Equipment  Association,  Incorporated,  owner. 

SUBJECT — Application  March  10,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Load  moment 
device.  (Use  of  Cranes) 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  Jeremiah  T.  Walsh. 

ACTION  OF  BOARD — Laid  over  to  June  15,  1971,  at  2 
P.M.,  for  decision ;  hearing  previously  closed. 


284-71-A 

APPLICANT — I.  Elliott  Goldberg  of  Singmaster  and 
Breyer,  Incorporated  for  Distrigas  Corporation,  owner. 
SUBJECT — Application  May  6,  1971 — appeal .  from  a  de¬ 
cision  of  the  Department  of  Ports  and  Terminals  and  the 
Fire  Commissioner  date  filed  May  3,  1971  re-  installation 
of  three  900,000  barrel  liquified  natural  gas  tanks,  etcetera. 

APPEARANCES— 

For  Applicant:  I.  Elliot  Goldberg  and. Edwin  X.  Saltz. 
For  Administration:  Capt.  J.  F.  Petraglia  F.  D.  Lt.  J.  P. 
Manfredi,  F.  D.,  Asst.  Chief  Joseph  F.  Connor,  F.  D., 
Oh.  Insp.  Milton  Fisihkin,  F.  D.  and  Joseph  R.  Madigan, 
P.  &  T.  Depth.  Eng. 

ACTION  OF  BOARD— Laid  over  to  June  17,  1971,  at  10 
A.M.,  for  continued  hearing. 


338-71-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Burin  Realty  Company,  Incorporated,  owner. 
SUBJECT — Application  May  25,  1971— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  alteration  of  a 
catering  establishment. 

PREMISES  AFFECTED — 318  to  330  Grand  Street,  south¬ 
east  corner  of  Havemeyer  Street,  119  to  131  Havemeyer 
Street  and  265  to  271  South  First  Street,  Block  2396, 
Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Kenneth  Singer,  Rubin  Sulsky,  and  Leo 
Berger. 

For  Opposition:  Pat.  A.  Jacobazzo,  B.  D. 

ACTION  OF  BOARD— Laid  over  to  June  22,  .1971,  at  2 
P.M..  for  decision ;  previously  inspected ;  hearing  closed. 


Adiourned:  6:15  P.M. 

James  P.  Mulroy,  Secretary 
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NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  repre¬ 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  hearing 
can  be  entertained  in  view  of  this  publication  and  of  the 
posting  of  the  calendars  on  the  bulletin  board  in  the  offices 
of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly:  therefore,  no  appeal  or  application  will  be 
held  in  abeyance  by  reason  of  failure  of  the  appellant  or 
applicant  to  file  necessary  data,  or  by  any  other  method  of 
delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 
in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  80 
Lafayette  Street,  9th  floor,  Manhattan,  at  five  cents  each- 
add  postage  payment  if  the  forms  are  forwarded  by  mail. 
Purchase  payment  by  postage  stamps  NOT  ACCEPTABLE. 
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Docket. 

Notice  of  Hearing  of  Calendar. 


Minutes  of  Regular  Meeting,  Tuesday  Morning,  June  15, 
1971,  Affecting  Calendar  Numbers — 


81-27-S— Vol.  II 

56-71-BZ 

695-70-BZ 

115-53-BZ 

57-71-A 

701-70-BZ 

841-54-BZ 

122-71-BZ 

538-58-BZ 

1000-54-BZ 

123-71-BZ 

46-71-BZ 

86-56-BZ 

194-71-BZ 

79-71-BZ 

884-68-BZ 

243-71-BZ 

91-71-BZ 

368-69-BZ 

253-71-BZ 

100-71-BZ 

984-66-BZ— Vol.  Ill 

263-71-BZ 

159-71-BZ 

506-67-BZ 

264-71-A 

250-71-BZ 

507-67-A 

842-68-BZ 

255-71-BZ 

54-71-BZ 

700-69-A 

256-71-BZ 

55-71-A 

687-70-BZ 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  June  15, 
1971,  Affecting  Calendar  Numbers— 


224-71- A  217-67-A  223-71-A 

1212-66-A  717-70-A  225-71-A 

John  B.  Cincotta.  Chief  Clerk  138-67-A  192-71-A  226-71-A 

139-67-A  361-70-A  283-71-A 

_  216-67-A  414-70-A  145-71-A 


„  „ ,  ,  XT  Correction  Affecting  Calendar  Number- 

Office — 80  Lafayette  Street.  9th  Floor.  Manhattan.  New 

York.  N.  Y.  10013.  78-71-A 


Telephone — 566-5174. 


CALENDAR 


DOCKET 

New  Cases  Filed  up  to  June  15,  1971 
Cal.  No.  Dept.  Premises  Affected 

393- 71-BCR — Building  Code  Reference  Standard  RS-10. 
National  design  specifications  for  stress-grade  lumber 
and  its  fastenings. 

394- 71-BCR — Building  Code  Reference  Standard  10-8. 
National  design  specifications  for  Stress-Grade  Lumber 
and  its  fastenings  and  its  1970  supplement. 

395- 71-BCR — Building  Code  Reference  Standard  RS  10- 
13,  to  issue  a  new  reference  standard,  including  modifica¬ 
tions  designated  NFPA  1970  span  tables  for  joists  and 
rafters. 


396- 71-BCR — Building  Code  Reference  Standard  RS-5 
to  supersede  in  its  entirety  the  present  standard  desig¬ 
nated  AWPA  C-20B  1963  structural  lumber — fire  retard¬ 
ant  treatment  by  pressure  process  and  to  replace  it  with 
AWPA  C-20  1970  structural  lumber.  Fire  retardant 
treatment  by  pressure  process.  To  supersede  in  its 
entirety  the  foresent  standard  designated  as  AWPA 
C-27B  1963  plywood.  Fire  retardant  treatment  by  pres¬ 
sure  process  and  to  replace  it  with  AWPA  C-27  1970 
plywood.  Fire  retardant  treatment  by  pressure  process. 

397- 71-BCR — Building  Code  Reference  Standard  RS-5-4. 
To  issue  a  new  reference  standard  designated  AWPA 
C-27  1970.  Plywood — fire  retardant  treatment  by  pres¬ 
sure  process. 

398- 71-BCR — Building  Code  Reference  Standard  RS  5-3. 
To  issue  a  new  reference  standard  designated  AWPA 
C-20  1970  structural  lumber — fire  retardant  treatment  by 
pressure  process. 


399-71-BZ — B.R. — 355  Hillman  Avenue,  northwest  cor¬ 
ner  of  Rene  Place,  Block  1597,  Lot  38,  Granitville,  Bor¬ 
ough  of  Richmond,  N.  B.  668-71,  re-  one  famliy  town 
houses,  R3-2  district. 


400-71-BZ — B.R.— 1960  Forest  Avenue,  south  side,  50 
feet  east  of  Van  Name  Avenue,  Block  1700,  Lot  8,  Mari¬ 
ners  Harbor,  Borough  of  Richmond,  N.  B.  730-67,  re¬ 
accessory  parking,  R3-2  district. 


401-71-SA — Control  Air,  Incorporated,  Aeronix  Products 
Division,  Maxi-Air  Model  Numbers  MNA-7,  Mini-Air 
MA-15,  MA-25,  MA-35,  MA-45,  MA-55,  manufactured 
by  Control  Air  Incorporated,  Aeronix  Products  Division, 
Appliance. 


402-71-A — B.Bx. — 3080  Hull  Avenue,  east  side,  100  feet 
south  of  204th  Street,  Block  3332,  Lot  30,  Borough  of 
the  Bronx,  Alt.  No.  211-71,  re-  proposed  conversion  of 
three  hall  boys  rooms  to  a  supts  apartment,  R7-1  district. 


403-71-BZ — B.R. — 1631  Forest  Avenue,  north  side,  110.59 
feet  west  of  Decker  Avenue,  Block  1065,  Lot  7,  Port 
Richmond,  Borough  of  Richmond,  N.  B.  658-71,  re-  tele¬ 
phone  company  office  building  with  accessory  parking, 
C2-1  and  R3-1  district. 


404-71-BZ— B.Q. — 23-69  to  23-71  38th  Street,  east  side, 
137  feet  21  inches  north  of  Astoria  Boulevard,  Block  803, 
Lot  13,  Borough  of  Queens,  Alt.  No.  403-71,  re-  pro¬ 
posed  alteration  in  a  building,  floor  area  ratio,  open  space 
ratio,  R5  district. 


405-71-BZ — B.Bx. — 3355  East  Tremont  Avenue,  north¬ 


east  corner  of  Baisley  Avenue,  Block  5311,  Lot  7,  Bor¬ 
ough  of  the  Bronx,  N.  B.  3-71,  re-  proposed  automotive 
service  station,  C2-2  and  R-4  district. 

406-7 1-SA — Heede  Hoist  and  Machine  Company  Incor¬ 
porated,  Alimak  Super-Scando  Personnel  Hoist,  manu¬ 
factured  by  Heede  Hoist  and  Machine  Company,  Incor¬ 
porated,  Appliance. 


407-71-BZ — B.Q. — 1651  Hancock  Street,  west  side,  260 
feet  13  inches  south  of  Cypress  Avenue,  and  1658-62 
Jefferson  Avenue,  Block  3548,  Lots  40.  43,  45,  79,  Ridge¬ 
wood,  Borough  of  Queens,  Alt.  No.  535-71,  re-accessory 
off-site  parking,  R6  district. 


408-7 1-BZ — B.R. — 3988  Richmond  Avenue,  southwest 
corner  of  Oakdale  Street,  Block  5325,  Lot  1,  Eltingville, 
Borough  of  Richmond,  N.  B.  165-71,  re-  20  unit  garden 
apartment,  Rl-2  district. 


409-71-BZ — B.R. — 215  Penn  Avenue,  northwest  corner 
of  Tj'sens  Lane  and  Hylan  Boulevard,  Block  4278,  Lot  5, 
New  Dorp,  Borough  of  Richmond,  Alt.  No.  218-69,  re¬ 
parking  lot  for  church,  R-3-1  district. 


410-71-A — F.D. — packaging  of  combustible  mixture 
known  as  Cloud  Nine  Windshield  Washer  Anti-Freeze 
in  one  gallon  plastic  bottle  with  tight  metal  screwcap  not 
in  compliance  with  the  regulations  of  the  Administra¬ 
tive  Code. 


411-71-A — F.D.,  B.Q. — 37-80  Review  Avenue,  south  side, 
722  feet  east  of  Greenpoint  Avenue,  Block  312,  Lot  69, 
Long  Island  City,  Borough  of  Queens,  F.  D.  Order  No. 
70-8937,  re-  bulk  oil  storage,  M-3-1  district. 


412-71-A — B.Bx. — 4033  Third  Avenue,  east  side,  100.97 
feet  north  of  East  174th  Street,  Block  2922,  Lot  54,  Bor¬ 
ough  of  The  Bronx,  Alt.  No.  215-71,  re-  use  of  a  garage  in 
a  non-fireproof  building,  C2-4  district. 


413-71-A — B.Q. — 87-13  55th  Avenue,  north  side,  96.04  feet 
west  of  Queens  Boulevard,  Block  2852,  Lot  32,  Maspeth, 
Borough  of  Queens,  N.  B.  283-71,  re-  interpretation  of  use, 
C-l-2  district. 


414-71-BZ — B.Q. — 22-28  144th  Street,  southwest  corner  of 
22nd  Road,  Block  4249,  Lot  43,  Whitestone,  Borough  of 
Queens,  N.  B.  195-71,  re-  two  family  dwelling,  R-3-2 
district. 


415-71-A — B.Q. — 22-28  144th  Street,  southwest  corner  of 
22nd  Road,  Block  4249,  Lot  43,  Whitestone,  Borough  of 
Queens,  N.  B.  195-71,  re-  erection  of  building  in  bed  of 
mapped  street,  General  City  Law. 


416-71-BZ — B.Q. — 22-30  144th  Street,  west  side,  21.5  feet 
south  of  22nd  Road,  Block  4249,  Lot  44,  Whitestone,  Bor¬ 
ough  of  Queens,  N.  B.  196-71,  re-  two  family  dwelling, 
R-3-2  district. 


417-71-A — B.Q. — 22-30  144th  Street,  west  side,  21.5  feet 
south  of  22nd  Road,  Block  4249,  Lot  44,  Whitestone,  Bor¬ 
ough  of  Queens,  N.  B.  196-71,  re-  erection  of  building  in 
bed  of  mapped  street,  General  City  Law. 


418-71-BZ — B.Q. — 22-32  144th  Street,  west  side,  42.5  feet 
south  of  22nd  Road,  Block  4249,  Lot  45,  Whitestone,  Bor¬ 
ough  of  Queens,  N.  B.  197-71,  re-  two  family  dwelling, 
R-3-2  district. 


419-71-A — B.Q. — 22-32  144th  Street,  west  side,  42.5  feet 
south  of  22nd  Road,  Block  4249,  Lot  45,  Whitestone,  Bor- 
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ough  of  Queens,  N.  B.  197-71,  re-  erection  of  building  in 
bed  of  mapped  street,  General  City  Law. 


420-71-BZ — B.Q. — 22-34  144th  Street,  west  side,  63.5  feet 
south  of  22nd  Road,  Block  4249,  Lot  46,  Whitestone,  Bor¬ 
ough  of  Queens,  N.  B.  198-71,  re-  two  family  dwelling, 
R-3-2  district. 


421-71-A — B.Q. — 22-34  144th  Street,  west  side,  63.5  feet 
south  of  22nd  Road,  Block  4249,  Lot  46,  Whitestone,  Bor¬ 
ough  of  Queens,  N.  B.  198-71,  re-  erection  of  building  in 
bed  of  mapped  street,  General  City  Law. 


422-71-BZ — B.Q. — 22-36  144th  Street,  west  side,  84.5  feet 
south  of  22nd  Road,  Block  4249,  Lot  47,  Whitestone,  Bor¬ 
ough  of  Queens,  N.  B.  199-71,  re-  two  family  dwelling, 
R-3-2  district. 


423-71-A — B.Q. — 22-36  144th  Street,  west  side,  84.5  feet 
south  of  22nd  Road,  Block  4249,  Lot  47,  Whitestone,  Bor¬ 
ough  of  Queens,  N.  B.  199-71,  re-  erection  of  building  in 
bed  of  mapped  street,  General  City  Law. 


424-71-BZ — B.Q. — 162-08  Cross  Bay  Boulevard,  91-10  to 
91-18  162nd  Avenue,  southwest  corner,  Block  14066,  Lots 
5,  8,  10,  11,  Howard  Beach,  Borough  of  Queens,  N.  B. 
440-71,  re-  automotive  service  station,  use  group  16,  com¬ 
mercial  use,  C2-2  in  R3-1  and  R2  district. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings.  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D.— 
Health  Department;  F.D. — Fire  Department. 


JULY  6,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  July  6,  1971,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 
matters : 

1161-65-BZ 

APPLICANT — Hannibal  F.  Zumbo  for  Rose  Villano, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  May  3,  1971 
and  amendment  of  resolution — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  permitting  in  a  R6 
district,  the  construction  and  maintenance  of  a  public  lot. 
PREMISES  AFFECTED— 800-802  Bergen  Street,  south 
side,  198  feet  east  of  Grand  Avenue,  Block  1148,  Lots  20 
and  21,  Borough  of  Brooklyn. 


522-60-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Robert  Adhers, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  February  8,  1971 — decision 
of  the  Borough  Superintendent;  previously  granted  on 
condition  under  Section  7h  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  residence  use  district,  the  maintenance  of  a 
parking  lot  for  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 683-685  West  204th  Street, 
southeast  corner  of  Cooper  Street,  Block  2241,  Lot  1, 
Borough  of  Manhattan. 


662-55-BZ 

APPLICANT — Robert  Gottlieb  for  Vito  and  Frank  Sauno, 
owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  June  26,  1971 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7a  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  extension 
of  a  non-conforming  use  (residence  and  stores). 

PREMISES  AFFECTED — 2075  Edenwald  Avenue  and 
4104  Murdock  Avenue,  northeast  corner,  Block  5026,  Lot 
57,  Borough  of  The  Bronx. 


519-61-BZ 

APPLICANT — Lama  and  Vassalotti  for  Sherman  Firsty, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  November 
15,  1971 — decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the 
maintenance  of  a  non-transient  parking  lot  on  a  monthly 
basis. 

PREMISES  AFFECTED — 1753  Montgomery  Avenue,  west 
side,  240.03  feet  south  of  Popham  Avenue,  Block  2877, 
Lot  462,  Borough  of  The  Bronx. 


361-67-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Wards  Construction  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  September 
22,  1971— decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition  under  Section  72-21  of  the 
Zoning  Resolution,  permitting  in  an  R8  district,  the  con¬ 
struction  and  maintenance  of  a  public  parking  lot  for  a 
terms  of  five  years. 

PREMISES  AFFECTED— 234  East  27th  Street,  south 
side,  100  feet  west  of  Second  Avenue,  Block  907,  Part  of 
Lot  39,  Borough  of  Manhattan. 


172-33-BZ — Vol.  II 

APPLICANT — Martio  Tucciarone  &  McGee  &  Morsellino 
for  Frani  Ciano,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  April  10, 
1971— decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition  under  Section  7f  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district,  the  re¬ 
construction  and  extension  of  an  existing  gasoline  selling 
station  and  motor  vehicle  repair  shop,  to  include  auto 
washing,  lubrication  and  sale  of  accessories  and  office. 

PREMISES  AFFECTED— 46-22  to  46-30  Kissena  Boule¬ 
vard,  west  side,  25  feet  north  of  Kalmina  Avenue,  Block 
5149,  Lots  37  and  39,  Flushing,  Borough  of  Queens. 


409-55-BZ 

APPLICANT — Robert  Gottlieb  for  Walter  Testa,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  variance  which  expired  May  17,  1971 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7e  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  motor  vehicle 
repair  shop  with  hand  tools  only. 

PREMISES  AFFECTED — 1601  Bussing  Avenue,  west 
side.  6.25  feet  north  of  East  232nd  Street,  Block  4857,  Lot 
76,  Borough  of  The  Bronx. 
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112-71-BZ 

APPLICANT — Harry  Soled  for  Rabbi  Mendel  Horowitz, 
owner. 

SUBJECT— Application  March  2,  1971-jdecision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R7-1  district,  the  construc¬ 
tion  and  maintenance  of  a  non-transient  parking  lot. 

PREMISES  AFFECTED— 232  East  18th  Street,  west  side, 
300  feet  north  of  Beverly  Road,  Block  5121,  Lot  24,  Bor¬ 
ough  of  Brooklyn. 

152-71-BZ 

APPLICANT — Benjamin  F.  Nolan  for  The  Greek  Ameri¬ 
can  Soccor  Club  Incorporated,  owner;  Isaak  Papadoloulos, 
lessee. 

SUBJECT — Application  March  15,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -2  district,  in  an  existing 
two  story  building,  the  addition  to  the  use  of  the  first  floor 
restaurant  to  include  cabaret. 

PREMISES  AFFECTED— 31-06  to  31-08  Astoria  Boule¬ 
vard,  southwest  corner  of  32nd  Street,  Block  620,  Lot  16, 
Astoria,  Borough  of  Queens. 


155-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  Seafarers  Build¬ 
ing  Corporation,  owner. 

SUBJECT — Application  March  16,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  erection 
of  a  two  story  enlargement  to  an  existing  union  office 
building  previously  before  the  Board  and  the  conversion 
of  the  existing  mezzanine  to  a  second  floor  that  increases 
the  degree  of  non-conformity. 

PREMISES  AFFECTED— 189  21st  Street,  and  657  to  675 
4th  Avenue,  northeast  corner.  Block  640,  Lot  1,  Borough 
of  Brooklyn. 


156-71-A 

APPLICANT — Lama  and  Vassalotti  for  Seafarers  Build¬ 
ing  Corporation,  owner.  , 

SUBJECT — Application  March  16,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Enlargement  of 
existing  mezzanine,  stairs  exterior  wall  rating. 

PREMISES  AFFECTED — 189  21st  Street,  and  657  to  675 
4th  Avenue,  northeast  corner,  Block  640,  Lot  1,  Borough 
of  Brooklyn. 


191-71-BZ 

APPLICANT — Philip  P.  Agusta  for  Salvatore  and  Giusep- 
pina  D’Urso,  owner. 

SUBJECT — Application  April  1,  1971 — decision  of  the  Bor¬ 
ough  Superintendent^  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml -2  district,  the  conversion 
of  an  existing  two  story  and  cellar  commercial  building 
to  residential  use. 

PREMISES  AFFECTED— 1230  36th  Street,  south  side, 
240.07/8  feet  East  of  12th  Avenue,  Block  5296,  Lot  15, 
Borough  of  Brooklyn. 


219-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Joseph  S.  Am- 
mirati,  owner. 

SUBJECT — Application  April  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 


Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  two  story  building  for  use  as  a  warehouse. 

PREMISES  AFFECTED— 146-65  to  146-67  to  146-75 
Springfield  Boulevard,  northeast  corner  of  147th  Avenue, 
Block  13363,  Lot  6,  Springfield  Gardens,  Borough  of 
Queens. 


271-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  Bonner  Realty  and 
Construction  Corporation,  owner. 

SUBJECT — Application  April  29,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  60  (3)  of  the  Multiple 
Dwelling  Law,  to  permit  in  a  Cl-5  and  R10  district,  at  an 
existing  39  story  multiple  dwelling,  the  addition  to  the  uses 
to  include  transient  parking  for  the  unused  and  surplus 
tenants  spaces  for  a  term  of  15  years. 

PREMISES  AFFECTED— 1006  to  1020  First  Avenue,  403 
to  409  East  55th  Street,  northeast  corner  and  400  to  408 
East  56th  Street,  Block  1367,  Lot  1,  Borough  of  Manhat¬ 
tan. 


272-71-A 

APPLICANT — Lama  and  Vassalotti  for  Bonner  Realty  and 
Construction  Corporation,  owner. 

SUBJECT — Application  April  29,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  transient  parking. 

PREMISES  AFFECTED— 1006  to  1020  First  Avenue,  403 
to  409  East  55th  Street,  northeast  corner  and  400  to  408 
East  56th  Street,  Block  1367,  Lot  1,  Borough  of  Manhat¬ 
tan. 


280-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Company, 
owner;  Walmere  Realty  Company,  Incorporated,  lessee. 

SUBJECT — Application  April  30,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-412,  73-211  and 
73-212  of  the  Zoning  Resolution,  to  permit  in  a  C2-2  dis¬ 
trict,  the  enlargement  in  lot  area  and  the  reconstruction 
of  an  automotive  service  station  with  accessory  uses  pre¬ 
viously  before  the  Board. 

PREMISES  AFFECTED— 148-12  Rockaway  Boulevard, 
southeast  corner  of  148th  Street,  Block  12103,  Lots  25,  35, 
39,  Ozone  Park,  Borough  of  Queens. 


293-71-BZ 

APPLICANT — Harry  Halbreich  for  Manor  Towers  Asso¬ 
ciates,  owner ;  Riverside  Racquet  Club,  Incorporated, 
lessee. 

SUBJECT — Application  May  11,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-11  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R4  district,  on  a 
plot  with  an  existing  multiple  dwelling,  the  installation 
of  a  seasonal  air  supported  structure  to  inclose  the  exist¬ 
ing  tennis  courts. 

PREMISES  AFFECTED — 3671  Hudson  Manor  Terrace, 
northwest  corner  of  West  236th  Street,  Block  5920,  Lot 
653,  Borough  of  The  Bronx. 


294-71-A 

APPLICANT — Harry  Halbreich  for  Manor  Towers  Asso¬ 
ciates,  owner ;  Riverside  Racquet  Club,  Incorporated, 

lessee. 

SUBJECT — Application  May  11,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  air  supported 
fabric  structure. 
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PREMISES  AFFECTED — 3671  Hudson  Manor  Terrace, 
northwest  corner  of  West  236th  Street,  Block  5920,  Lot 
653,  Borough  of  The  Bronx. 

984-66-BZ — Vol.  Ill 

APPLICANT — Edwin  Storch  for  Lam  Realty  Corporation, 
owner. 

SUBJECT— Application  reopened  February  17,  1971  as 
Volume  III— -decision  of  the  Borough  Superintendent, 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R3-2  district,  the  erection  of  a  one  story  warehouse  and 
factory  building  with  accessory  parking  that  has  entrances 
within  50  feet  of  intersecting  streets. 

PREMISES  AFFECTED— 177-07  147th  Avenue,  northeast 
corner  of  1 77th  Street,  Block  13307,  Lots  113,  104  and  100. 
Springfield  Gardens,  Borough  of  Queens. 

Laid  over  from  June  15,  1971  for  continued  hearing. 

THOMAS  F.  GALVIN,  Chairman 

■ 

JULY  6,  1971,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  afternoon,  July  6,  1971,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 

297-63-SA 

APPLICANT — Empire  Stove  Co. — Gas  baseboard  wall 
furnace. 

375-63-SM 

APPLICANT — National  Gypsum  Company— one  hour  fire 
rated  floor-ceiling  assembly. 

453-69-SA  “ 

APPLICANT — Goldstein  &  Schrank  for  Techtron  Systems 
Inc. — Dry  cleaning  machines. 

242-71-SM 

APPLICANT — Armstrong  Cork  Company — Pipe  insula¬ 
tion. 

286- 71-SM 

APPLICANT — Sprayon  Research  Corporation— Sprayed 
fiber  fire  resistive  column  protection. 

287- 71-SM 

APPLICANT — Sprayon  Research  Corporation — Spray  fiber 
material  as  fire  resistive  protection. 

303-71-SA 

APPLICANT — Seeburg  Corporation — Vending  Machines. 

340-71-SM 

APPLICANT — H.  H.  Robertson  Company — One  hour  fire 
partition  and  exterior  wall. 

344-71-SA 

APPLICANT — Firemark,  Division  of  Rixson  Inc., — fire 
door  closer  and  electromagnetic  door  holder. 


350-71-SA 

APPLICANT — The  Ansul  Company — Dry  chemical  fire 
control  system. 


570-51-SM 

APPLICANT — American  Cyanamid  Company — Restoration 
of  approval. 


255-62-SA 

APPLICANT— Hilti,  Inc., — Restoration  of  approval. 


610-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 78  Brook  Avenue,  west  side, 
4 76.36  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  92, 
Oakwood,  Borough  of  Richmond. 


611-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT— Application  October  22,  1969— Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 82  Brook  Avenue,  west  side, 
552.32  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  98, 
Oakwood,  Borough  of  Richmond. 


245-71-A 

APPLICANT — Sidney  Michael  Rogers  for  Sidney  M. 
Rogers  and  Bill  Graham,  owners;  Fillmore  East  Corpora¬ 
tion,  lessee. 

SUBJECT — Application  April  15,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  removal  of 
incombustible  roof  and  neting  as  guards  for  open  stairway. 

PREMISES  AFFECTED — 105  Second  Avenue,  west  side, 
25  feet  north  of  East  6th  Street,  Block  462,  Lots  29  and 
37,  Borough  of  Manhattan. 


232-71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Irving  Borenstein. 

SUBJECT — Application  April  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 5003  to  5009  13th  Avenue,  east 
side,  40  feet  south  of  50th  Street,  Block  5649,  Lot  8, 
Borough  of  Brooklyn. 


233-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Ken-Bar  Realty  Corporation. 
SUBJECT— Application  April  13,  1971— for  Modification 
of  Certificate  of  Occupancy  re-sprinkler  system. 
PREMISES  AFFECTED — 2395  Richmond  Avenue,  north¬ 
east  corner  of  Richmond  Hill  Road,  Block  2380,  Lot  1, 
New  Springville,  Borough  of  Richmond. 
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234-71-A 

APPLICANT — Robert  0.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Board  of  Higher  Education. 

SUBJECT — Application  April  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 695  Park  Avenue,  northeast 
corner  of  East  68th  Street,  Block  1403,  Lot  1,  Borough 
of  Manhattan. 


343-71-A 

APPLICANT — Aladdin  Oil  Company  for  Herman  Sandler, 
owner. 

SUBJECT — Application  May  27,  1971 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  Aladdin  Scented  Lamp  Oil 
in  32  ounce  plastic  bottles  with  screw  caps  not  in  compli¬ 
ance  with  the  regulation  of  the  Administrative  Code  of 
New  York  City. 


347-71-A 

APPLICANT — Aaron  Halpern  for  R.  H.  Macy’s  and  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Application  May  27,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  escalators. 

PREMISES  AFFECTED— 112  Richmond  Hill  Road,  south 
side,  1072.90  feet  East  of  Richmond  Avenue,  Block  2400, 
Lot  118,  New  Springville,  Borough  of  Richmond. 

THOMAS  F.  GALVIN,  Chairman 


JULY  13,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  July  13,  1971,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

176-35-BZ — Vol.  Ill 

APPLICANT — Lama  and  Vassalotti  for  Charles  J.  Bensley, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  July  24,  1971 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Sections  7f  and  7i  of  the  Zoning  Resolu¬ 
tion,  permitting  in  a  business  use  district  the  erection  and 
maintenance  of  a  gasoline  service  station  with  hand  tools 
only,  parking  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 1236-1244  Prospect  Avenue  and 
850-854  Home  Street,  southwest  corner,  Block  2693,  Lot  29, 
Borough  of  The  Bronx. 


500-61-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Chestnut  Realty 
Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  October  10,  1971 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Res¬ 
olution,  permitting  the  parking  and  storage  of  new  pas¬ 
senger  motor  vehicles  awaiting  delivery,  with  no  transit 
parking  on  a  lot  located  in  a  residence  use  district. 

PREMISES  AFFECTED — 1520-1524  Avenue  K,  south  side, 
152  feet  1  inch  east  of  East  15th  Street,  and  1519-1523  Ave¬ 
nue  L,  Block  6726,  Lot  9,  Borough  of  Brooklyn. 


309-40-BZ— Vol.  I 

APPLICANT — Lama  and  Vassalotti  for  Dominick  Salzone, 
owner. 

SUBJECT— Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  September  7, 
1971— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district  the  parking 
and  storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 125-127  Carroll  Street,  north 
side,  129  feet  west  of  Henry  Street,  Block  349,  Lot  32, 
Borough  of  Brooklyn. 


956-61-BZ 

APPLICANT — Frederick  A.  Ketcher  for  EMK  Enterprises, 
Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  November  8, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district  the  mainte¬ 
nance  of  a  parking  lot  for  the  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED— 1441-1443  Nelson  Avenue,  west 
side,  174.24  feet  south  of  West  172nd  Street,  Block  2874, 
Lots  40  and  41,  Borough  of  The  Bronx. 


558-37-BZ— Vol.  II 

APPLICANT — Salvator  A.  Caradonna,  Jr.  for  New  York 
Telephone  Company,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
Rules  of  Procedure  and  reopening  for  extension  of  term  of 
variance  which  expired  October  15,  1968 — decision  of  the 
Borough  Superintendent ;  previously  granted  on  condition 
under  Section  7h  of  the  Zoning  Resolution,  permitting  in  a 
business  use  district,  the  parking  and  storage  of  more  than 
five  motor  vehicles  of  the  pleasure  cars  type  only. 

PREMISES  AFFECTED— 60-66  Henry  Street  and  23-29 
Market  Street,  southwest  corner,  Block  2 77,  Lots  24,  25, 
26.  27  and  28,  Borough  of  Manhattan. 


597-49-BZ— Vol.  II 

APPLICANT — Salvator  A.  Caradonna,  Jr.  for  New  York 
Telephone  Company,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  February  7,  1971 — decision  of 
the  Borough  Superintendent;  previously  granted  on  condi¬ 
tion  under  Section  7h  of  the  Zoning  Resolution,  permitting 
in  a  residence  and  retail  use  district,  parking  and  storage 
of  motor  vehicles. 

PREMISES  AFFECTED— 49-59  Henry  Street,  north  side, 
115  feet  west  of  Market  Street,  Block  280,  Lots  15  to  20, 
Borough  of  Manhattan. 


330-60-BZ 

APPLICANT — Paul  Feldman  for  Lemo  Industries,  Incor¬ 
porated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
Rules  of  Procedure  and  reopening  for  extension  of  term  of 
variance  which  .  expired  March  22,  1971— decision  of  the 
Borough  Superintendent ;  previously  granted  on  condition 
under  Section  7h  of  the  Zoning  Resolution,  permitting  in 
a  residence  use  district,  the  maintenance  of  a  parking  lot  for 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles  (pleasure  type). 
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PREMISES  AFFECTED— 628-630  West  185th  Street, 
south  side,  50  feet  east  of  Wadsworth  Avenue,  Block  2166, 
Lots  9  and  10,  Borough  of  Manhattan. 


753-55-BZ 

APPLICANT — Paul  Feldman  for  Lemo  Industries,  Incor¬ 
porated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  May  24,  1971- 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district  the  use  of  premises 
for  the  parking  and  storage  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED— 112-114  Bennett  Avenue,  west 
side,  108.64  feet  north  of  West  186th  Street,  Block  2180, 
Lot  196,  Borough  of  Manhattan. 

331-32-BZ — Vol.  Ill 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration— request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  April  4,  197 J — decision  of  the 
Borough  Superintendent;  previously  granted  on  condition 
under  Sections  7c  and  7f  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  local  retail  and  business  use  district,  the  ex¬ 
tension  of  an  accessory  building  on  an  existing  gasoline 
service  station,  and  the  installation  of  an  additional  dis¬ 
pensing  pump  and  curb. 

PREMISES  AFFECTED— 2290  Boston  Road  southeast 
corner  of  Astor  Avenue,  Block  4343,  Lot  30,  Borough  of 
The  Bronx. 


611-70-BZ 

APPLICANT — Lama  &  Vassalotti  for  89  St.  Homes,  In¬ 
corporated,  owner. 

SUBJECT — Application  October  9,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  and  R3-2  district,  the 
erection  of  a  two  story  warehouse  with  accessory  parking 
and  loading  in  the  open  area. 

PREMISES  AFFECTED— 133-44  Garrett  Street,  south 
side,  153.09  feet  west  of  Farmers  Boulevard,  Block  12529, 
Lot  377,  Springfield  Gardens,  Borough  of  Queens. 


646-70-BZ 

APPLICANT — Abraham  Grossman  for  Sentry  Storage 
Warehouse  Incorporated,  owner. 

SUBJECT — Application  October  26,  1970 — appeal  from  a 
decision  of  the  Borough  Superintendent,  under  Sections 
72-01  (b)  and  72-21  of  the  Zoning  Resolution,  to  permit 
in  an  R8  district,  in  an  existing  five  story  building,  the 
change  in  occupancy  of  the  second,  third  and  fourth  floors 
to  a  depository  for  the  storage  of  office  record. 

PREMISES  AFFECTED — 406-408  West  45th  Street,  south 
side,  100  feet  west  of  Ninth  Avenue,  Block  1054,  Lot  37, 
Borough  of  Manhattan. 


119-71-BZ 

APPLICANT — Abe  Silverman  for  Darke  Chaim,  owner. 
SUBJECT — Application  March  4,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-2  district,  the  erection 
of  a  six  story  day  care  center  that  exceeds  the  permitted 


lot  coverage,  penetrates  the  sky  exposure  plane  and  en¬ 
croaches  on  the  required  rear  yard. 

PREMISES  AFFECTED— 282  to  284  East  3rd  Street, 
south  side,  141.2  feet  east  of  Avenue  C,  Block  372,  Lot 
14,  Borough  of  Manhattan. 


290-71-BZ 

APPLICANT — Charles  M.  Spindler  for  L.  B.  Oil  Company, 

owner. 

SUBJECT — Application  May  7,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-211  and  73-212  of 
the  Zoning  Resolution,  to  permit  in  a  C2-2  district,  the 
enlargement  in  lot  area  and  reconstruction  of  an  auto¬ 
motive  service  station  with  accessory  uses  previously 
before  the  Board. 

PREMISES  AFFECTED— 113-40  Merrick  Boulevard, 
northwest  corner  of  Linden  Boulevard,  Block  12326,  Lot 
21,  St.  Albans,  Borough  of  Queens. 


308-71-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — 'Application  May  14,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21,  73-11  and 
73-14  of  the  Zoning  Resolution,  to  permit  in  an  R6  district, 
the  erection  of  a  five  story  telephone  exchange  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  encroaches  on  the  required  rear  yard 
equivalent  and  side  yard. 

PREMISES  AFFECTED — 49  to  73  Meserole  Street,  north¬ 
east  corner  of  Lorimer  Street,  and  48  to  68  Scholes  Street, 
Block  3041,  Lots  1,  8,  27,  30,  31,  33,  35  and  36,  Borough 
of  Brooklyn. 


316-71-BZ 

APPLICANT — Harry  Soled  for  Talmudical  School  of 
Brooklyn,  AKA  Yeshiva  of  Brooklyn,  owner. 

SUBJECT — Application  May  18,  1971 — -decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  and  R6  district,  the  erec¬ 
tion  of  a  three  story  school  that  exceeds  the  permitted  lot 
coverage  and  encroaches  on  the  required  rear  yard. 

PREMISES  AFFECTED — 1464  Ocean  Parkway,  west  side, 
340  feet  north  of  Avenue  O,  Block  6587,  Lot  36,  37,  Bor¬ 
ough  of  Brooklyn. 


317-71-A 

APPLICANT — Harry  Soled  for  Talmudical  School  of 
Brooklyn,  AKA  Yeshiva  of  Brooklyn,  owner. 

SUBJECT — Application  May  18,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  wheelchair  access, 
performance  viewing  platform. 

PREMISES  AFFECTED — 1464  Ocean  Parkway,  west  side, 
340  feet  north  of  Avenue  O,  Block  6587,  Lot  36,  37,  Bor¬ 
ough  of  Brooklyn. 


327-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  New  York  City 
Board  of  Education,  owner. 

SUBJECT — Application  May  20,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-19  of  the  Zoning 
Resolution,  to  permit  in  a  C8-1  and  R3-2  district,  the 
erection  of  a  four  story  intermediate  school  in  the  C8  por¬ 
tion  of  the  plot. 

PREMISES  AFFECTED— 121-32  Rockaway  Boulevard, 
southeast  corner  of  121st  Street,  Block  11714,  Lot  100, 
South  Ozone  Park,  Borough  of  Queens. 
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328-7 1-A 

APPLICANT — Leonard  F.  Rothkrug  for  New  York  City 
Board  of  Education. 

SUBJECT — Application  May  20,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED— 121-32  Rockaway  Boulevard, 
southeast  corner  of  121st  Street,  Block  11714,  Lot  100, 
South  Ozone  Park,  Borough  of  Queens. 


329-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Peter  Kalikow,  owner. 

SUBJECT — Application  May  20,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  666,  of  the  New  York 
City  Charter  and  Section  72-21  of  the  Zoning  Resolution, 
to  permit  in  a  Cl-5,  Cl-9  and  R8  district,  the  omission  of 
the  required  accessory  parking  for  a  proposed  25  story 
multiple  dwelling. 

PREMISES  AFFECTED— 1398  to  1402  3rd  Avenue,  west 
side,  50.4  feet  south  of  East  80th  Street,  176  to  178  East 
80th  Street,  Block  1508,  Lots  38,  41,  42,  Borough  of  Man¬ 
hattan. 


337-71-BZ 

APPLICANT — Joseph  Schwartz  for  La  Sierra  Service 
Company,  Incorporated,  owner. 

SUBJECT — Application  May  25,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-2  district,  in  an  existing 
three  story  and  basement  building,  the  change  in  occupancy 
of  the  second  floor  from  residential  to  office  use. 

PREMISES  AFFECTED — 149  Rivington  Street,  south 
side,  18.10  feet  west  of  Suffolk  Street,  Block  348,  Lot  14, 
Borough  of  Manhattan. 


386-71-BZ 

APPLICANT — Harold  Weinberg  for  Madeline  Lane,  owner. 

SUBJECT — Application  June  8,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  erection  of  a 
one  story  enlargement  and  the  expansion  in  area  of  an 
existing  funeral  establishment  into  an  adjoining  building 
without  the  required  loading  berth. 

PREMISES  AFFECTED — 39  to  41  Putnam  Avenue,  north¬ 
east  corner  of  Downing  Street,  Block  1983,  Lots  78  and 
79,  Borough  of  Brooklyn. 


252-71-BZ 

APPLICANT— A.  H.  Salkowitz  and  Jack  and  Toby  Pearl- 
stein,  owners. 

SUBJECT — Application  April  20,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
one  story  front  and  rear  enlargement  to  an  existing  auto¬ 
mobile  accessory  store  with  installation  and  repairs. 

PREMISES  AFFECTED — 190-18  Northern  Boulevard, 
south  side,  262.42  feet  west  of  192nd  Street,  Block  5513, 
Lot  22,  Flushing,  Borough  of  Queens. 

THOMAS  F.  GALVIN,  Chairman 


JULY  13,  1970,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon,  July  13,  1970,  at  2  o’clock  at  80  Lafayette 


Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 

matters : 

414-70-A 

APPLICANT — John  T.  O’Neill,  Commissioner,  Department 
of  Buildings. 

OWNER  OF  PREMISES — Fourems,  Inc.,  c/o  Manvocher- 
ian  Bros. 

SUBJECT — Application  July  23,  1970 — revocation  of  Cer¬ 
tificate  of  Occupancy  No.  66581. 

PREMISES  AFFECTED— 78  Fifth  Avenue,  west  side,  73 
feet  south  of  West  14th  Street,  Block  577,  Lot  41,  Bor¬ 
ough  of  Manhattan. 


223-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Heiman  Torn. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 46  Hester  Street,  south  side,  90 
feet  west  of  Essex  Street,  Block  297.  Lot  15,  Borough  of 
Manhattan. 


226-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Young  Men’s  Christian  Associ¬ 
ation  of  Greater  New  York. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 177  to  185  Marcy  Avenue, 
southeast  corner  of  South  9th  Street,  Block  2151,  Lot  6, 
Borough  of  Brooklyn. 


235-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — L.  B.  Russell  Chemicals,  In¬ 
corporated. 

SUBJECT — Application  April  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 14-33  31st  Avenue,  north  side, 
250  feet  east  of  14th  Street,  Block  534,  Lot  11,  Astoria, 
Borough  of  Queens. 


236-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Castega  Realty  Corporation. 
SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re— sprinkler  system. 

PREMISES  AFFECTED — 2290  to  2294  3rd  Avenue,  west 
side,  43  feet  south  of  Bast  125th  Street,  Block  1773,  Lot 
37,  Borough  of  Manhattan. 


274-71-A 

APPLICANT — George  J.  Sole  for  Rao  Construction  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Application  April  30,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  class  III  Build¬ 
ing  office,  egress. 

PREMISES  AFFECTED — 737  to  739  Second  Avenue,  west 
side,  74.03/4  feet  south  of  East  41st  Street,  Block  920, 
Lots  32  and  33,  Borough  of  Manhattan. 
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326-71-A 

APPLICANT — William  H.  Byrne  for  The  Prudential  In¬ 
surance  Company  of  America,  owner ;  Abraham  and 
Straus  Division  of  Federated  Department  Stores,  Incor¬ 
porated,  lessee. 

SUBJECT — Application  May  19,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  exit  doors  and 
panic  bolts. 

PREMISES  AFFECTED — 159  to  177  Schermerhorn  Street, 
south  side,  200  feet  west  of  Livingston  Street,  178  to  192 
Livingston  Street,  Block  164,  Lot  20,  Borough  of  Brooklyn. 


369-71- A 

APPLICANT — George  Fuchs  for  Reiner-Kaiser  Asso¬ 
ciates,  owner. 

SUBJECT — Application  June  1,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED — 71-10  Greenway  Terrace,  south¬ 
east  corner  of  71st  Avenue,  Block  3253,  Lot  62,  Forest 
Hills,  Borough  of  Queens. 


412-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  4033  Third  Avenue 
Corporation,  owner,  New  York  City  Health  and  Hospitals 
Corporation,  lessee. 

SUBJECT — Application  June  14,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  use  of  a  garage 
in  a  non-fireproof  building. 

PREMISES  AFFECTED— 4033  Third  Avenue,  east  side, 
100.97  feet  north  of  East  174th  Street,  Block  2922,  Lot  54, 
Borough  of  The  Bronx. 

THOMAS  F.  GALVIN,  Chairman 


JULY  20,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  afternoon,  July  2o,  1971,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters  : 

323- 71-A 

APPLICANT — Marshall  Service,  Incorporated,  owner. 

SUBJECT — Application  May  18,  1971 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  transportation  of  oils 
unapproved  tank  trucks. 

324- 71-A 

APPLICANT — John  Yaeger  for  BASF  Wyandotte  Cor¬ 
poration,  owner. 

SUBJECT— Application  May  19,  1971 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  K-Mart  Permanent  Type  Anti¬ 
freeze  and  Summer  Coolant  in  one  gallon  metal 
container  without  replaceable  top  or  cap  not  in  compliance 
with  the  regulations  of  the  Administrative  Code  of  New 
York  City. 


413-71-A 

APPLICANT — Ingram  S.  Carner  for  Herbert  Horowitz, 
owner. 

SUBJECT- — Application  June  15,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  interpertation 
use,  use  Group  16. 

PREMISES  AFFECTED— 87-13  55th  Avenue,  north  side, 
96.04  feet  west  of  Queens  Boulevard,  Block  2852,  Lot  32, 
Maspeth,  Borough  of  Queens. 

THOMAS  F.  GALVIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  JUNE  15.  1971,  10  A.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

The  minutes  of  special  meeting,  Thursday  morning.  May 
27,  1971  and  the  regular  meetings  of  the  Board  held  on  Tues¬ 
day  morning  and  afternoon  June  1,  1971,  were  approved  as 
printed  in  the  Bulletin  of  June  10,  1971,  Vol.  56,  No.  23. 


81-27-S — Vof.  II 

APPLICANT — Halperin,  Shivitz,  Scholer  &  Steingut  for 
48th  Street  Realization  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  June  21,  1971 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition. 

PREMISES  AFFECTED— 48-56  West  48th  Street,  south 
side,  408  feet  west  of  5th  Avenue,  Block  1263,  Lot  61, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  David  Shivitz. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  amended  by  the  Board  as 
Vol.  II  on  July  17,  1951,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
June  15,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
2,  1928,  as  amended  through  June  21,  1966,  only  as  to  the 
term  of  the  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  five  years  from  June  21,  1971,  to 
permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects  ;  and  that  a  new  Certificate  of  Occupancy  shall  be 
obtained.”  (Alt.  762-66) 


115-53-BZ 

APPLICANT — Lama  and  Vassalotti  for  David  Arnold, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Sections 
7e,  7f  and  7i  of  the  Zoning  Resolution,  permitting  in  a 
retail  use  district,  the  erection  and  maintenance  of  a  gas¬ 
oline  service  station,  lubritorium,  auto  wash  (non-auto¬ 
matic),  motor  vehicle  repairs,  storage  and  sale  of  access- 
sories  and  office,  and  to  permit  the  parking  of  cars  waiting 
to  be  serviced. 

PREMISES  AFFECTED — (official  252-12)  252-02/22 

Union  Turnpike,  252-01/19  80th  Avenue,  Block  8565,  Lot  1, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 


ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  7,  1953,  on  certain  conditions;  and 

Whereas,  the  resolution  was  last  amended  on  September 
15,  1970;  and 

Whereas,  the  applicant  requested  a  further  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  7, 
1953,  as  amended  through  September  15,  1970,  by  adding 
thereto : 

“that  the  pump  islands  may  be  rearranged  substantially 
as  shown  on  revised  drawing  of  proposed  conditions 
marked  ‘Received  May  20,  1971’,  one  sheet,  on  condition 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects.  (Misc.  323- 
70) 


841-54-BZ 

APPLICANT — Lama  and  Vassalotti  for  One  East  8th 
Street  Corporation,  owner. 

SUBJECT— Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Sections 
7c  and  7 A  of  the  Zoning  Resolution,  permitting  in  a  resi¬ 
dence  and  local  retail  use  district  the  inclusion  of  stores 
and  restaurant  on  first  floor  of  proposed  Class  A  Multiple 
Dwelling,  with  show  windows  and  signs  nearer  the  resi¬ 
dence  use  district  than  is  permitted. 

PREMISES  AFFECTED — 9-21  Fifth  Avenue,  east  side, 
from  East  8th  and  East  9th  Streets,  Block  566.  Lots  1,  2, 
4,  5,  6,  7,  8,  9,  10,  11,  12  and  31-34  inclusive,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant.:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  4,  1955,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
4,  1955,  as  amended  through  November  15,  1955,  by  adding 
thereto : 

“that  the  existing  exit  door,  leading  from  the  restaurant 
to  Fifth  Avenue,  may  remain  as  installed  and  as  shown 
on  revised  drawing  of  proposed  conditions  marked  ‘Re¬ 
ceived  May  11,  1971’,  one  sheet,  on  condition  that  this 
door  shall  be  used  for  exit  purposes  only ;  and  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects.”  (B.  N.  973-71) 
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1C00-54-BZ 

APPLICANT — Andrew  Di  Camillo  for  Catherine  Matola 
and  Mary  Lang,  owners. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  July  17,  1971 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution, 
permitting  the  extension  of  existing  parking  and  storage 
of  motor  vehicles  in  retail  use  district  portion  of  plot  to 
be  extended  into  the  residence  use  district  portion  of  plot. 

PREMISES  AFFECTED— 9007-9011  3rd  Avenue,  east  side, 
59.1*4  feet  south  of  90th  Street  and  318-324  90th  Street, 
Block  6081,  Lots  6,  13,  14  and  15,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  Sellitto. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  28,  1955,  on  certain  conditions  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  15,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  28, 
1955,  as  amended  through  July  19,  1966,  only  as  to  the  term 
of  the  variance,  so  that  as  amended  this  portion  of  the  resolu¬ 
tion  shall  read: 

“granted  for  a  term  of  five  years  from  July  19,  1971, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  5035-54) 


86-56-BZ 

APPLICANT — Andrew  Di  Camillo  for  Samuel  Schoor, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  July  24,  1971 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7i  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  retail  use  district  an  auto  repair 
shop  and  parking  of  cars  waiting  to  be  serviced. 

PREMISES  AFFECTED — 8818  4th  Avenue,  west  side, 
40  feet  north  of  89th  Street,  Block  6062,  Lot  40,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  Sellitto. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  24,  1956,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  15,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  24, 
1956,  as  amended  through  April  18,  1967,  only  as  to  the  term 
of  the  variance,  so  that  as  amended  this  portion  of  the  resolu¬ 
tion  shall  read :  , 

“granted  for  a  term  of  five  years  from  July  24,  1971,  to 
permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  68-56) 


884-68-BZ 

APPLICANT — Charles  A.  Brown  for  Rogers,  Butler  & 
Burgun,  The  New  York  Society  for  the  Relief  of  the  Rup¬ 
tured  and  Crippled,  (Caspary  Research  Building),  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  22,  1971 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  73-641  of  the  Zoning 
Resolution,  permitting  in  an  R9  district,  at  the  existing 
research  building,  the  erection  of  an  enlargement  to  the 
seventh  and  eighth  floors  that  will  penetrate  the  sky  ex¬ 
posure  plane. 

PREMISES  AFFECTED— 537-545  East  71st  Street,  north¬ 
west  corner  of  Franklin  Delano  Roosevelt  Drive,  Block 
1483,  Lot  23,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Charles  A.  Brown. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
April  22,  1969,  on  certain  conditions ;  and 

W hereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April  22, 
1969,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  April  22,  1971.”  (Alt.  283-67) 


368-69-BZ 

APPLICANT — Charles  A.  Brown  for  Rogers,  Butler  & 
Burgun,  The  New  York  Society  for  the  Relief  of  the  Rup¬ 
tured  and  Crippled  (Hospital  for  Special  Surgery),  owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expires  July  22,  1971 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  73-641  of  the  Zoning  Resolu¬ 
tion,  permitting  in  an  R9  district,  at  the  existing  hospital, 
the  erection  of  3  additional  stories  that  penetrate  the  sky 
exposure  plane. 

PREMISES  AFFECTED— 527  to  539  East  70th  Street,  528 
to  540  East  71st  Street,  northwest  corner,  from  East  70th 
Street  to  East  71st  Street,  701  to  739  Franklin  D.  Roose¬ 
velt  Drive,  Block  1482,  Lot  20,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Charles  A.  Brown. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 
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THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  22,  1969,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
June  15,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  22, 
1969,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  July  22,  1971.”  (Alt.  282-67) 


984-66-BZ — Vol.  Ill 

APPLICANT — Edwin  Storch  for  Lam  Realty  Corporation, 
owner. 

SUBJECT — Application  reopened  February  17,  1971  as 
Volume  III  decision  of  the  Borough  Superintendent,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R3-2  district,  the  erection  of  a  one  story  warehouse  and 
factory  building  with  accessory  parking  that  has  entrances 
within  50  feet  of  intersecting  streets. 

PREMISES  AFFECTED— 177-07  147th  Avenue,  northeast 
corner  of  177th  Street,  Block  13307,  Lots  113,  104  and  100, 
Springfield  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Edwin  Storch,  Ted  Price  and  Burton 
Flax. 

For  Opposition  :  John  F.  Fitzsimmons,  Leon  Johnson,  James 
Tolbert,  Janie  Daniel,  John  Goode,  Simeon  Strachan, 
Michile  Brawley,  Beatrice  Carroll.  Geneva  Bathlea, 
Jacqueline  Toomer,  James  Clifford  Gadsen  and  others. 

ACTION  OF  BOARD— Laid  over  to  July  6,  1971,  at  10 
A.M.,  for  continued  hearing.  Previously  inspected. 


506-67-BZ 

APPLICANT — Harry  Atkins  and  Associates  for  685  Cary 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopened  for  re¬ 
hearing  by  order  of  the  Court — under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York  City 
Charter  to  permit  in  an  R5  district,  the  erection  of  an 
automotive  service  station  with  accessory  uses  including 
an  automobile  laundry  that  encroaches  on  the  required  side 
yard  and  without  the  required  screening. 

PREMISES  AFFECTED — 685  Cary  Avenue,  northeast 
corner  of  Clove  Road,  Block  214,  Lot  1,  West  New  Brigh¬ 
ton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Harry  Atkin  and  Nathan  Immerman. 
For  Opposition:  Peter  A.  Nesvold. 

ACTION  OF  BOARD— Laid  over  to  June  29,  1971,  at  10 
A.M.,  for  decision.  Hearing  closed.  Previously  inspected. 


507-67-A 

APPLICANT — Harry  Atkins  and  Associates  for  685  Cary 
Realty  Corporation,  owner. 

SUBJECT — Application  May  23,  1967 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building  not 
fronting  on  legal  street. 

PREMISES  AFFECTED — 685  Cary  Avenue,  northeast 


corner  of  Clove  Road,  Block  214,  Lot  1,  West  New  Bright¬ 
on,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Harry  Atkin  and  Nathan  Immerman. 
ACTION  OF  BOARD— Laid  over  to  June  29,  1971,  at  10 
A.M.,  for  decision.  Hearing  closed.  Previously  inspected. 


54-71-BZ 

APPLICANT — Arthur  Greenfield  for  80  Park  Avenue 
Company,  owner. 

SUBJECT — Application  January  21,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-2  district,  in  a  five 
story  and  basement  office  and  residential  building  pre¬ 
viously  before  the  Board,  the  conversion  to  offices  through¬ 
out. 

PREMISES  AFFECTED— 32  East  39th  Street,  south  side, 
175.6  feet  west  of  Park  Avenue,  Block  868,  Lot  48,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Arthur  Greenfield. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  June  22,  1971,  at  10 
A.M.,  at  the  request  of  the  Community  Board.  Hearing 
continued.  Previously  inspected. 


55-71-A 

APPLICANT— Arthur  Greenfield  for  80  Park  Avenue  Com¬ 
pany,  owner. 

SUBJECT — Application  January  21,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  stairway  en¬ 
closure. 

PREMISES  AFFECTED — 32  East  39th  Street,  south  side, 
175.6  feet  west  of  Park  Avenue,  Block  868,  Lot  48,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Arthur  Greenfield. 

ACTION  OF  BOARD — Laid  over  to  June  22,  1971,  at  10 
A.M.,  for  continued  hearing.  Laid  over  at  the  request  of 
the  Community  Board.  Previously  inspected. 


56-71-BZ 

APPLICANT — Arthur  Greenfield  for  80  Park  Avenue  Com¬ 
pany,  owner. 

SUBJECT — Application  January  21,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-2  district,  in  an  existing 
four  story  and  basement  office  and  residential  building  pre¬ 
viously  before  the  Board,  the  extension  of  the  office  use  to 
occupy  the  entire  building. 

PREMISES  AFFECTED — 34  East  39th  Street,  south  side, 
155  feet  west  of  Park  Avenue,  Block  868,  Lot  47,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Arthur  Greenfield. 

ACTION  OF  BOARD — Laid  over  to  June  22,  1971.  at  10 
A.M.,  at  the  request  of  the  Community  Board.  Hearing 
continued.  Previously  inspected. 


57-71-A 

APPLICANT — Arthur  Greenfield  for  80  Park  Avenue 
Company,  owner. 

SUBJECT — Application  January  21,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  live  load. 
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PREMISES  AFFECTED— 34  East  39th  Street,  south  side, 
166  feet  west  of  Park  Avenue,  Block  686,  Lot  47,  Borough 
of  Manhattan. 

APPEARANCES— 

Applicant :  Arthur  Greenfield. 

ACTION  OF  BOARD— Laid  over  to  June  22,  1971,  at  10 
A.M.,  at  the  request  of  the  Community  Board.  Hearing 
continued.  Previously  inspected. 


122-71-BZ 

APPLICANT— Charles  M.  Spindler  for  Kathryn  Bablonka, 
owner. 

APPLICANT — Application  March  5,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  three  story  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  and  lot 
area  per  room,  and  encroaches  on  the  required  front  and 
■rear  yards. 

PREMISES  AFFECTED— 23-12  33rd  Street,  west  side,  85 
feet  south  of  23rd  Avenue,  Block  835,  Lot  47,  Astoria, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Charles  M.  Spindler. 

For  Opposition  :  Sophie  Ludutsky. 

ACTION  OF  BOARD— Laid  over  to  June  29,  1971,  at  10 
A.M.,  for  continued  hearing;  applicant  to  file  additional 
information;  previously  inspected. 


123-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Kathryn  Bablonka, 
owner. 

SUBJECT — Application  March  5,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
three  story,  two  family  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space  ratio 
and  lot  area  per  room  and  encroaches  on  the  required  front 
and  rear  yards. 

PREMISES  AFFECTED— 23-14  33rd  Street,  west  side, 
117.50  feet  south  of  23rd  Avenue,  Block  835,  Lot  248, 
Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

For  Opposition:  Sophie  Ludutsky. 

ACTION  OF  BOARD— Laid  over  to  June  29,  1971,  at  10 
A.M.,  for  continued  hearing;  applicant  to  file  additional 
information ;  previously  inspected. 


194-71-BZ 

APPLICANT — McGee  and  Morsellino  for  John  S.  Bucalo 
and  Virginia  Bucalo,  owners ;  Claire  Coat  Corporation, 
lessee. 

SUBJECT — Application  April  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  erection  of  a 
two  story  building  for  use  as  a  clothing  manufacturing 
establishment  with  retail  facilities  and  with  accessory  park¬ 
ing  and  loading  in  the  open  area. 

PREMISES  AFFECTED— 385  Seneca  Avenue,  northwest 
corner  of  Stanhope  Street,  Block  3426,  Lots  1,  2,  4,  6, 
and  46,  Ridgewood,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino  and  John  S.  Bucalo. 


For  Opposition:  Peter  Pask  and  Bertha  Banninger. 
ACTION  OF  BOARD — Laid  over  to  June  29,  1971,  at  10 
A.M.,  for  continued  hearing;  applicant  to  file  additional 
information ;  previously  inspected. 


243-71-BZ 

APPLICANT — Norman  L.  Reiffman  for  Eny  Properties 
Corporation,  owner. 

SUBJECT— Application  April  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  district,  the  erection  of  a 
two  story  and  basement  factory  and  warehouse  structure 
with  accessory  offices  that  exceeds  the  permitted  floor  area 
ratio,  has  loading  entrances  within  50  feet  of  intersecting 
streets  and  with  off -site  parking  that  exceeds  the  maximum 
size  and  maximum  distance  from  the  site. 

PREMISES  AFFECTED — 1000  Pennsylvania  Avenue, 
southwest  corner  of  Wortman  Avenue,  Block  4389,  Lot  1, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Howard  Miller,  Norman  L.  Reiffman, 
Marvin  Wiener,  Philip  Rauch  and  James  Frenz. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  29,  1971,  at  10 
A.M.,  for  continued  hearing;  applicant  to  file  additional 
information;  previously  inspected. 


253-71-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Eugenio  Garcia, 
owner. 

SUBJECT — Application  April  15,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  R3-2  district,  on  a  plot  with  a  one 
family  dwelling  previously  before  the  Board,  the  erection 
of  an  attached  garage. 

PREMISES  AFFECTED — 841  Brady  Avenue,  northwest 
corner  of  Muliner  Avenue,  Block  4297,  Lot  1,  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant:  Frederick  A.  Ketcher. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  June  29,  1971,  at  10 
A.M.,  for  hearing  at  the  request  of  the  Community  Plan¬ 
ning  Board. 


263-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum 
and  Young  for  Sigmund  Sommer,  owner. 

SUBJECT — Application  April  27,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R10  and  C2-5  district,  the  erection 
of  a  45  story  mixed  building  that  exceeds  the  permitted 
floor  area  ratio. 

PREMISES  AFFECTED — 405,  411  to  449  East  58th 
Street,  south  side,  106.6  feet  west  of  Sutton  Place,  and 
408,  420  to  438  East  59th  Street,  Block  1370,  Lots  102,  6, 
7,  108,  8.  15,  16,  17,  117,  18,  19,  29,  30,  31,  121  and  44,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Kenneth  Singer. 

For  Opposition :  Leonard  N.  Shapiro  and  Herbert  Shalat. 

ACTION  OF  BOARD — Laid  over  to  June  22,  1971,  at  10 
A.M.,  for  hearing  at  the  request  of  Community  Board 
No.  6. 
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264-71-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Sigmund  Sommer,  owner. 

SUBJECT — Application  April  27,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  floor  area  ratio. 

PREMISES  AFFECTED— 405,  411  to  449  East  58th 
Street,  south  side,  106.6  feet  west  of  Sutton  Place,  and  408, 
420  to  438  East  59th  Street,  Block  1370,  Lots  102,  6,  7,  108, 
8,  5,  16,  17,  117,  18,  19,  29,  30,  31,  121  and  44  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Kenneth  Singer. 

ACTION  OF  BOARD — Laid  over  to  June  22,  1971,  at  10 
A.M.,  for  hearing  at  the  request  of  Community  Board 
No.  6. 


842-68-BZ 

APPLICANT — Max  Siegel  Associates  for  Derwood  Realty 
Corporation,  owner. 

SUBJECT — Application  November  6,  1968 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
73-62  of  the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  an  R7-1  and  C8-3  dis¬ 
trict,  in  an  existing  six  story  multiple  dwelling,  the  conver¬ 
sion  of  the  doctors’  offices  in  the  cellar  to  apartments  that 
increases  the  degree  of  non-compliance  in  floor  area  ratio, 
open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 910-916  Sheridan  Avenue,  east 
side,  175  feet  south  of  East  163rd  Street,  Block  2454,  Lot 
11,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  John  M.  Hronec. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  February  3,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  June  1,  1971;  then  to  June  15,  1971; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  16,  1968,  acting  on  Alt.  Applic.  525/1968, 
reads : 

“A-l.  Proposed  increase  in  zoning  room  count  from 
276.5  to  297.5  in  above  Class  “A”  NFP  M.D.  increases 
degree  of  non-compliance  in  LA  per  room,  FAR  &  OSR 
which  is  contrary  to  Sec.  54-31  &  Sec.  11-112  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-62  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-62  of  the  Zoning  Resolution,  to  permit 
in  an  R7-1  and  C8-3  district,  in  an  existing  six-story  multi¬ 
ple  dwelling,  the  conversion  of  the  doctors’  offices  in  the 
cellar  to  apartments  that  increases  the  degree  of  non-com¬ 
pliance  in  floor  area  ratio,  open  space  ratio  and  lot  area  per 
room,  on  condition  that  all  work  shall  conform  to  drawings 


filed  with  this  application  marked  “Received  November  26, 
1968”,  3  sheets;  and  that  all  laws,  rules  and  regulations  ap¬ 
plicable  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 


700-69-A 

APPLICANT — Max  Siegel  Associates  for  Derwood  Realty 
Corporation,  owner. 

SUBJECT — -Application  December  5,  1969 — filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  variation 
of  Section  34  of  the  Multiple  Dwelling  Law  re-  cellar 
apartments. 

PREMISES  AFFECTED — 910-916  Sheridan  Avenue,  east 
side,  175  feet  south  of  East  163rd  Street,  Block  2454,  Lot 
11,  Borough  of-  The  Bronx. 

APPEARANCES— 

For  Applicant :  John  M.  Hronec. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  3,  1969  on  Alt.  Applic.  525-68,  reads: 

“A2 — Proposed  cellar  apts.  contrary  to  Sec.  34  sub. 

6a  M.  D.  L.  and  Sec.  D26-34.03  sub.  b(l)  R.  M.  C.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  December  3,  1969,  acting  on  Alt.  Applic.  525-68,  Objec¬ 
tion  No.  A2,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  34  of  the  Multiple  Dwelling 
Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on  con¬ 
dition  that  all  work  conform  to  the  resolution  adopted  this 
date  under  Calendar  Number  842-68-BZ ;  and  that  all  other 
laws,  rules  and  regulations  shall  be  complied  with. 


687-70-BZ 

APPLICANT — George  J.  Vassilev  for  Vincent  Lodico, 
owner. 

SUBJECT — Application  November  17,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl -2  district,  at  an  existing 
three  story  building,  the  erection  of  a  one  story  enlarge¬ 
ment  to  the  first  floor  store  that  increases  the  degree  of 
non-compliance  in  floor  area  ratio,  open  space  ratio  and 
lot  area  per  room. 

PREMISES  AFFECTED — 69-53  Grand  Avenue,  north  side, 
137.90  feet  west  of  69th  Lane,  Block  2501,  Lot  37,  Maspeth, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  George  J.  Vassilev. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  Q 
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THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  30,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  June  15,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  28,  1970,  acting  on  Alt.  Applic.  239/1969, 
reads : 

“11 M — Proposed  one  story  extension  at  rear  of  non- 
complying  building  located  in  Cl-2  within  R4  district 
increases  the  degree  of  non-compliance  as  to  F.  A.  R., 
O.  S.  R.  and  Density  (Lot  area  per  room)  and  (lot  area 
for  commercial  use)  contrary  to  Sec.  54-31,  Sec.  23-141, 
Sec.  23-223,  Sec.  35-311  Sec.  35-313  and  Sec.  35-32  Z.  R. 

12M — Proposed  one  story  extension  at  rear  not  a 
permitted  obstruction  in  open  space.  Sec.  23-12  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a  Cl-2 
district,  at  an  existing  three-story  building,  the  erection  of 
a  one-story  enlargement  to  the  first  floor  store  that  increases 
the  degree  of  non-compliance  in  floor  area  ratio,  open  space 
ratio  and  lot  area  per  room,  on  condition  that  all  work  shall 
conform  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  November  17,  1970,”  7  sheets ;  and  that  all  laws,  rules 
and  regulations  applicable  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 


695-70-BZ 

APPLICANT— M.  Martin  Elkind  for  Vincent  Gianelli, 
owner. 

SUBJECT— Application  November  20,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  conversion  of 
three  retail  stores  to  apartments  that  creates  non-compliance 
in  floor  area  ratio,  open  space  ratio  and  lot  area  per  room. 
PREMISES  AFFECTED— 209-15  to  209-19  91 st  Avenue 
90-56  210th  Street,  northwest  corner,  Block  10558,  Lot 
68,  Hollis,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Marvin  Wiener. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  ^ 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  16,  1970,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  April  20,  1971 ;  then  to  May  18,  1971 ;  then 
to  June  1,  1971 ;  then  to  June  15,  1971 ;  and  , 

Whereas,  the  decision  of  the  Borough  Superintendent, 

dated  October  27,  1970,  acting  on  Alt.  Applic.  754/1970, 
reads : 


“2M — Proposed  altering  of  stores  to  a  hereafter 
altered  3  family  multiple  dwelling  and  store  use  located 
in  an  R2  Zone  is  contrary  to  Sec.  22-00  Z.  R. 

3M — Proposed  altering  of  existing  stores  to  a  here¬ 
after  altered  3  fam.  multiple  dwelling  and  store  use  lo¬ 
cated  in  an  R2  Zone  is  non-complying  as  to  F.A.R., 
O.S.R.  and  density  (lot  area  per  room)  contrary  to  Sec. 
54-31,  Sec.  23-141  and  Sec.  23-221  Z.  R. 

4M — Proposed  altering  of  existing  stores  to  a  here¬ 
after  altered  3  fam.  multiple  dwelling  and  store  use 
located  in  an  R2  Zone  is  non-conforming,  contrary  to 
Sec.  52-31  Z.  R.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R2  district,  the  conversion  of  three  retail  stores  to  apart¬ 
ments  that  creates  non-compliance  in  floor  area  ratio,  open 
space  ratio  and  lot  area  per  room,  on  condition  that  all  work 
shall  conform  to  drawings  filed  with  this  application  marked 
“Received  November  20,  1970,”  8  sheets ;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 

701-70-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Ado  Cristante, 
owner. 

SUBJECT — Application  November  17,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-4  and  R7-1  district,  on 
a  plot  previously  before  the  Board,  the  subdivision  of  the 
site  for  use  as  a  dwelling  and  parking  lot  that  creates  non- 
compliance  on  the  required  rear  yard  and  without  the  re¬ 
quired  screening. 

PREMISES  AFFECTED— 2321  to  2327  Belmont  Avenue, 
west  side,  107.21  feet  south  of  Crescent  Avenue,  Block 
3087,  Lot  22,  Borough  of  The  Bronx. 

^PEARANCES — 

For  Applicant:  Thomas  P.  Crinnion. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

A  :TION  OF  BOARD — Application  granted  on  condition. 

"'HE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

N  egative :  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  1,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  June  17,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  2,  1970,  acting  on  Alt.  Applic.  427/1970, 
reads  * 

“1.  Proposed  sub-division  of  Lot  11  into  two  Lots 
11  &  22)  is  contrary  to  B.  S.  A.  Cal.  No.  538-58-BZ  and 
must  be  referred  to  the  Board  as  per  Section  11-411  of 
the  Zoning  Res. 
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2.  Proposed  23'-9"  Rear  Yard  for  a  Residence 
Building  is  contrary  to  Section  23-47  Z.  R. 

3.  Provide  Screening  as  per  Section  25-66  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  C2-4  and  R7-1  district,  on  a  plot  previously  before  the 
Board,  the  subdivision  of  the  site  for  use  as  a  dwelling  and 
parking  lot  that  creates  non-compliance  on  the  required  rear 
yard  and  without  the  required  screening,  on  condition  that 
all  work  shall  conform  to  drawings  filed  with  this  applica¬ 
tion  marked  “Received  November  17,  1970,”  2  sheets;  and 
that  all  laws,  rules  and  regulations  applicable  be  complied 
with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


538-58-BZ 


APPLICANT — Thomas  P.  Crinnion  for  Ado  Cristante, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Sections 
7c  and  7i  of  the  Zoning  Resolution,  permitting  in  a  busi¬ 
ness  and  residence  use  district,  the  reconstruction  of  an 
existing  gasoline  service  station  by  removing  the  existing 
dwelling  and  changing  the  use  of  five  car  garage  to  motor 
vehicle  repairs  shop  with  hand  tools  only,  touch  up  spray¬ 
ing  and  welding  and  wheel  alignment  and  extend  the 
existing  parking  of  cars  into  the  residence  portion  of  the 
premises. 

PREMISES  AFFECTED- — 628-630  Crescent  Avenue,  south 
side,  128.54  feet  west  of  Belmont  Avenue,  Block  3087, 
Lot  11  (formerly  628-630  Crescent  Avenue,  south  side, 
128  feet  west  of  Belmont  Avenue  and  2321-2327  Belmont 
Avenue,  Block  3087,  Lots  11-19),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Thomas  P.  Crinnion. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 


THE  VOTE— 


Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative :  . 

THE  RESOLUTION— 


5 

0 


Whereas,  this  application  was  granted  by  the  Board  on 
rebruary  10,  1959,  on  certain  conditions;  and 

Whereas,  the  resolution  was  last  amended  on  November 
9,  1960;  and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Febru¬ 
ary  10,  1959,  as  amended  through  November  9,  1960  bv  add¬ 
ing  thereto :  ’  J 


“that  the  premises  affected  by  this  variance,  Lot  11 
oimerly  Lots  11  and  19,  may  be  reduced  in  area  and 


shall  substantially  conform  to  revised  drawings  marked 
‘Received  November  17,  1970,’  one  sheet,  on  condition 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects.” (Alt.  426/70) 


46-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Aquatic  Club  of 
Lindenwood,  owner. 

SUBJECT — Application  January  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  one  story  building  for  use  as  a  bank  with  accessory  park¬ 
ing  in  the  open  area. 

PREMISES  AFFECTED — 82-04  153rd  Avenue,  south  side 
from  82nd  Street  to  83rd  Street,  Block  11444,  Lot  25, 
Lindenwood,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Charles  M.  Spindler. 

For  Opposition :  Mrs.  T.  Axelrod. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  Q 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
April  20,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  May  18,  1971;  then  to  June  17,  1971;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  29,  1970,  acting  on  N.  B.  Applic.  730/1970, 
reads : 

“1)  Proposed  commercial  use  in  a  residential  zone 
is  contrary  to  Sec.  22-00  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R5 
district,  the  erection  of  a  one-story  building  for  use  as  a 
bank  with  accessory  parking  in  the  open  area,  on  condition 
that  all  work  shall  conform  to  drawings  filed  with  this 
application  marked  “Received  January  19,  1971,”  4  sheets, 
and  “March  12,  1971,”  one  sheet;  and  that  all  laws,  rules 
and  regulations  applicable  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


79-71-BZ 

APPLICANT  Stanley  H.  Klein  for  Highland  Avenue 
Baptist  Church,  owner. 

SUBJECT— Application  February  8,  1971— decision  of  the 
Borough  Superintendent,  under  Section  73-64  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  enlarge¬ 
ment  in  area  of  an  existing  church  that  encroaches  on  the 
required  front  yard. 
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PREMISES  AFFECTED— 87-04  162nd  Street,  southwest 
corner  of  Highland  Avenue,  Block  9770,  Lot  30,  Jamaica, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Stanley  H.  Klein  and  James  S.  Wright. 
For  Opposition :  Daniel  Russo. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
May  4,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  June  1,  1971 ;  then  to  June  17,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  2,  1971,  acting  on  Alt.  Applic.  42/1971,  reads : 

“1.  Proposed  extension  in  front  yard  is  contrary  to 
24-34  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-64  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-64  of  the  Zoning  Resolution,  to  permit  in 
an  R5  district,  the  enlargement  in  area  of  an  existing  church 
that  encroaches  on  the  required  front  yard,  on  condition  that 
all  work  shall  conform  to  drawings  filed  with  this  application 
marked  “Received  February  8,  1971,”  13  sheets  ;  and  that  all 
laws,  rules  and  regulations  applicable  be  complied  with,  and 
that  substantial  construction  be  completed  within  two  years 
from  the  date  of  this  resolution. 


91-71-BZ 

APPLICANT — Louis  Lieberman  for  Levbarn  Realty  Com¬ 
pany  Incorporated,  owner. 

SUBJECT — Application  February  17,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R4  district,  the 
construction  and  maintenance  of  an  off-site  accessory  park¬ 
ing  facility  for  an  existing  hotel  previously  before  the 
Board. 

PREMISES  AFFECTED— 125-06  Rockaway  Beach  Boule¬ 
vard,  northwest  corner  of  Beach  125th  Street,  Block  16221, 
Lot  26,  Belle  Harbor,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition:  Ken  Walsh  and  Terry  Flynn. 
RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application.  Minority  report 
received. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


100-71-BZ 

APPLICANT — M.  Martin  Elkind  for  Ertel  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  February  23,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  on  a  plot  with 
an  existing  automobile  collision  repair  shop,  the  use  of  the 
open  area  for  accessory  parking  and  the  sale  of  used  cars. 

PREMISES  AFFECTED— 61-03  Northern  Boulevard, 
northeast  corner  of  61st  Street,  Block  1162,  Lot  53,  Wood- 
side,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Marvin  Wiener. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

W hereas,  a  public  hearing  was  held  on  this  application  on 
June  1,  1971,  after  due  notice  by  publication  in  the  Bulletin ; 
laid  over  to  June  15,  1971 ; 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  5,  1971,  acting  on  Alt.  Applic.  1394/1970, 
reads : 

“1.  Open  Automobile  Sales  (Use  Group  16  A) 
within  a  Residential  R5  Zone  is  contrary  to  Sec.  22-00 
Z.  R. 

2.  Open  Accessory  Parking  for  8  spaces  is  con¬ 
trary  to  Sec.  52-41  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R5  district  for  a  term  of  five  years,  on  a  plot  with  an  exist¬ 
ing  automobile  collision  repair  shop,  the  use  of  the  open  area 
for  accessory  parking  and  the  sale  of  used  cars,  on  condition 
that  all  work  shall  conform  to  drawings  filed  with  this  appli¬ 
cation  marked  “Received  February  23,  1971,”  3  sheets;  and 
that  all  laws,  rules  and  regulations  applicable  be  complied 
with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


159-71-BZ 

APPLICANT — Hannibal  F.  Zumbo  for  Cusimano  Realty 
Corporation,  owner ;  Cusimano  Realty  Corporation,  lessee. 

SUBJECT — Application  March  18,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  73-11  (g)  and  73- 
27  of  the  Zoning  Resolution,  to  permit  in  a  Cl-3  district, 
the  enlargement  in  area  of  an  existing  funeral  establish¬ 
ment  into  the  first  floor  of  an  adjoining  three  story  build¬ 
ing  and  without  the  required  loading  berth. 

PREMISES  AFFECTED— 228  to  230  Court  Street,  north- 
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west  corner  of  Baltic  Street,  Block  307,  Lots  35  and  36, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Hannibal  Zumbo. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

THE  RESOLUTION— 

Negative :  .  0 


Whereas,  a  public  hearing  was  held  on  this  application 
on  June  1,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  June  15,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  9,  1971,  acting  on  Alt.  Applic.  1975  and  1976/ 
1970,  reads : 

“1.  Proposed  change  of  occupancy  from  Restaurant, 
Use  Group  6,  to  Funeral  Establishment,  Use  Group  7, 
to  be  used  in  conjunction  with  an  existing  adjoining 
Funeral  Parlor,  within  a  Cl-3  in  R6  District,  is  contrary 
to  Sect.  32-16  and  52-41  of  Z.R. 

2.  Provide  one  loading  berth  as  per  Sec.  36-62  of 
Z.  R.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Sections  73-11  (g)  and  73-27  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Sections  73-11  (g)  and  73-27  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  a  Cl-3  district,  the  enlargement  in  area  of 
an  existing  funeral  establishment  into  the  first  floor  of  an 
adjoining  three-story  building  and  without  the  required 
loading  berth,  on  condition  that  all  work  shall  conform  to 
drawings  filed  with  this  application  marked  “Received  March 
18,  1971,”  7  sheets;  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 


250-71-BZ 

APPLICANT — Longo  and  Kreyl  for  R.  C.  Church  of  the 
Precious  Blood,  owner. 

SUBJECT — Application  April  19,  1971 — -decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  reconstruction 
of  an  existing  church  that  encroaches  on  the  required  rear 
yard  equivalent  and  with  less  than  the  required  accessory 
parking. 

PREMISES  AFFECTED — 95  Bay  46th  Street,  east  side, 
210  feet  south  of  Bath  Avenue,  and  62  and  70  Bay  47th 
Street,  Block  6901,  Lots  51,  53,  20,  24,  25,  26,  27,  and  155, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Marco  A.  Longo,  Jr. 

For  Opposition:  John  Venios. 

RECOMMENDATION  OF  THE  COMMUNITY 
BO  ARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
June  15,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  31,  1971,  acting  on  N.  B.  Applic.  102/1971, 

reads : 

“1.  Proposed  Church  in  an  R5  district  without  pro¬ 
viding  a  rear  yard  or  rear  yard  equivalent  is  contrary  to 
Sec.  24-382  of  the  Z.  R. 

2.  Provide  accessory  parking  spaces  as  per  Sec.  25- 
31  of  the  Z.  R.  (one  space  for  15  fixed  seats).” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  dif¬ 
ficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R5 
district,  the  reconstruction  of  an  existing  church  that  en¬ 
croaches  on  the  required  rear  yard  equivalent  and  with  less 
than  the  required  accessory  parking,  on  condition  that  all 
work  shall  conform  to  drawings  filed  with  this  application 
and  marked  “Received,  April  19,  1971,”  6  sheets,  and  that  all 
laws,  rules  and  regulations  applicable  be  complied  with,  and 
that  substantial  construction  be  completed  within  -two  years 
from  the  date  of  this  resolution. 


255-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  Beekman  Tenants 
Corporation,  owner. 

SUBJECT— Application  April  21,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R10  and  R7-2  district,  in 
an  existing  15  story  multiple  dwelling,  the  use  of  a  portion 
of  the  first  floor  as  a  school  for  adults. 

PREMISES  AFFECTED — 575  Park  Avenue,  and  104  East 
63rd  Street,  southeast  corner,  Block  1397,  Lot  69,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
June  15,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  13,  1971,  acting  on  Alt.  Applic.  268/1971,  reads: 
“C-2  Comply  with  Section  22-00  Z.R.,  and  Section 
32-18  Z.R.  School  for  Adults,  Use  Group  9,  not  permitted 
in  Residential  Use  District.  (R10  and  R7-2).” 


650 


MINUTES 


and 

W hereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  RIO  and  R7-2  district,  in  an  existing  15-story  multiple 
dwelling,  the  use  of  a  portion  of  the  first  floor  as  a  school 
for  adults,  on  condition  that  all  work  shall  conform  to  draw¬ 
ings  filed  with  this  application  and  marked  “Received,  April 
21,  1971,”  three  sheets,  and  on  further  condition  that  an 
amended  certificate  of  occupancy  be  obtained  to  indicate 
said  use,  and  that  all  laws,  rules  and  regulations  applicable  be 
complied  with,  and  that  substantial  construction  be  completed 
within  one  year  of  the  date  of  this  resolution. 


256-71-BZ 

APPLICANT— Thomas  P.  Crinnion  for  Rita  Mayers, 
owner ;  4892  Tavern  Incorporated,  lessee. 

SUBJECT — Application  April  21,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-241  of  the 
Zoning  Resolution,  to  permit  in  a  C2-4  district,  in  an 
existing  one  story  building,  the  addition  to  the  restaurant 
use  to  include  cabaret. 

PREMISES  AFFECTED— 4892  to  4894  Broadway,  south 
side,  100  feet  east  of  West  204th  Street,  Block  2235,  Lot 
5,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Thomas  P.  Crinnion,  Patrick  J.  Cox  and 
James  Reynolds. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

N  egative :  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
June  15,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  21,  1971,  acting  on  Alt.  Applic.  1376/1970, 
reads : 

“1.  The  proposed  addition  of  a  ‘Cabaret’  use  to  the 
existing  bar  and  restaurant  on  the  First  Floor  would 
create  an  Eating  and  Drinking  Establishment  without 
Restrictions,  Use  Group  12,  which  is  not  allowed  in  a 
C2-4  district  as  per  Section  32-21  of  the  Zoning  Resolu¬ 
tion.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-241  of  the  Zoning  Resolution. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 


mit  under  Section  73-241  of  the  Zoning  Resolution,  to  permit, 
for  a  term  of  five  years,  in  a  C2-4  district,  in  an  existing  one- 
story  building,  the  addition  to  the  restaurant  use  to  include 
cabaret,  on  condition  that  all  work  shall  conform  to  drawings 
filed  with  this  application  marked  “Received,  April  21,  1971,” 
two  sheets,  on  further  condition  that  the  instruments  be 
limited  to  piano,  percussion,  guitar,  and  accordian,  with 
occasional  vocalist,  and  with  patron  dancing;  and  that  all 
other  laws,  rules  and  regulations  applicable  be  complied  with, 
and  that  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 


Adjourned:  2:50  P.M. 

James  P.  Mulroy,  Secretary 
REGULAR  MEETING 

TUESDAY  AFTERNOON,  JUNE  15,  1971,  2  P.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

224-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Associated  Beth  Rivka  Schools, 
Incorporated. 

SUBJECT— Application  April  13,  1971— for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 823  Eastern  Parkway,  north 
side,  280  feet  east  of  Kingston  Avenue,  Block  1265,  Lot  66, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man- 
fredi,  F.  D. 

ACTION  OF  BOARD — Application  wiihdraven  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


1212-66-A 

APPLICANT — Jack  Brown  for  Greenwich  Leasing  Corpo¬ 
ration,  owner. 

SUBJECT — Application  November  25,  1966 — Restored  to 
Calendar  by  the  Board’s  action  re-  doctors’  offices  in  cellar. 
PREMISES  AFFECTED— 48-50  38th  Street,  west  side, 
124.05  feet  north  of  Greenpoint  Avenue,  Block  232,  Lot  18, 
Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Jack  Brown. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  26,  1966  on  Alt.  Applic.  72-64,  reads : 

“5M — Proposed  conversion  of  3  doctors’  offices  into 
Class  ‘A’  apt.  in  cellar  is  contrary  to  Sec.  34  subd.  6  of  the 
M.  D.  L. 


651 


MINUTES 


Note:  Apts,  must  have  of  their  ceiling  heights  and 
all  their  window  surfaces  above  every  part  of  the  adjoin¬ 
ing  grade  which  must  be  30'-0"  min.  in  its  least  dimen¬ 
sion.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  October  26,  1966  acting  on  Alt.  Applic. 
72-64  Objection  No.  5M  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  granted  on  condition  that  the 
building  shall  conform  to  drawings  marked  “Received,  No¬ 
vember  25,  1966,”  two  sheets,  and  “October  3,  1968,”  one 
sheet,  and  that  all  laws,  rules  and  regulations  applicable 
shall  be  complied  with. 


138-67-A 

APPLICANT — Jack  Brown  for  Maple  Leasing  Corpora¬ 
tion,  owner. 

SUBJECT — Application  February  17,  1967— restored  to 
Calendar  by  the  Board’s  action  re-cellar  apartments. 
PREMISES  AFFECTED— 102-40  Horace  Harding  Ex¬ 
pressway,  southwest  corner  of  Yellowstone  Boulevard, 
Block  2121,  Lot  21,  Forest  Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Jack  Brown. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  27,  1967  on  Alt.  Applic.  1668-66,  reads : 

“2M — Proposed  cellar  apartments  to  have  at  least 
one  half  of  its  height  above  adjoining  grade  and  to  open 
onto  a  continuous  area  not  less  than  30'-0"  in  its  least 
dimension  as  per  Sec.  34  subd.  6  M.  D.  L.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  January  27,  1967  acting  on  Alt.  Applic.  1668- 
66  Objection  No.  2M  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  conform  to  drawings  dated  “February  17,  1967,” 
five  sheets,  and  that  all  laws,  rules  and  regulations  applicable 
shall  be  complied  with. 


139-67-A 

APPLICANT — Jack  Brown  for  Surf  Leasing  Corporation 
owner. 

SUBJECT — Application  February  17,  1967 — restored  to 
Calendar  by  the  Board’s  action  re-  cellar  apartments. 
PREMISES  AFFECTED — 407  Beach  20th  Street,  north¬ 
west  corner  of  Elk  Drive,  Block  (15767)  249,  Lot  1,  Far 
Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Jack  Brown. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  27,  1967  on  Alt.  Applic.  1676-66,  reads: 

“2M — Proposed  cellar  apartments  to  have  at  least 
one  half  of  its  height  above  adjoining  grade  and  to  open 
onto  a  continuous  area  not  less  than  30'-0"  in  its  least 
dimension  as  per  Sec.  34  subd.  6  M.  D.  L.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  January  27,  1967,  acting  on  Alt.  Applic. 
1676-66,  Objection  No.  2M,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted,  on  condition  that 
the  building  shall  conform  to  drawings  filed  with  this  applica¬ 
tion  and  dated  “Received,  February  17,  1967,”  two  sheets  and 
“September  6,  1968,”  one  sheet,  and  that  all  applicable  laws, 
rules  and  regulations  be  complied  with. 


216-67-A 

APPLICANT— Jack  Brown  for  Ocean  Leasing  Corpora¬ 
tion,  owner. 

SUBJECT — Application  February  2,  1967 — restored  to  Cal¬ 
endar  by  the  Board’s  action  re-  cellar  apartments. 
PREMISES  AFFECTED— 22-11  New  Haven  Avenue, 
southwest  corner  of  Beach  22nd  Street,  Block  (15762) 
254,  Lot  70,  Far  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Jack  Brown. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  27,  1967  on  Alt.  Applic.  1677-66,  reads : 

“1M — Proposed  cellar  apartments  to  have  at  least 
one  half  of  its  height  above  adjoining  grade  and  to  open 
onto  a  continuous  area  not  less  than  30  feet  in  its  least 
dimension  as  per  Sect.  34  Subd.  6  M.  D.  L.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  January  27,  1967  aoting  on  Alt.  Applic.  1677- 
66  Objection  No.  1M  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  conform  to  drawings  marked  “Received,  Feb¬ 
ruary  27,  1967,”  two  sheets,  and  “October  3,  1968,”  one  sheet, 
and  that  all  applicable  laws,  rules  and  regulations  be  complied 
with. 


217-67-A 

APPLICANT — Jack  Brown  for  Road  Leasing  Corporation, 
owner. 

SUBJECT — Application  February  27,  1967 — restored  to 
Calendar  by  the  Board’s  action  re-  cellar  apartments. 
PREMISES  AFFECTED — 63-09  108th  Street,  northeast 
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corner  of  63rd  Road,  Block  2167,  Lot  1,  Forest  Hills, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Jack  Brown. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  27,  1967  on  Alt.  Applic.  2354-64,  reads: 

“6M — Portion  of  proposed  apartment  ‘G’  in  cellar 
does  not  comply  with  Sec.  34,  Subd.  6  M.  D.  L.  in  that 
windows  do  not  face  a  yard  or  court  30'  in  its  least  dimen¬ 
sion.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  January  27,  1967,  acting  on  Alt.  Applic. 
2354-64,  Objection  No.  6M  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  conform  to  drawings  filed  with  this 
application  and  marked  “Received,  February  27,  1967,”  two 
sheets,  and  “May  3,  1971,”  one  sheet,  and  that  all  laws,  rules, 
and  regulations  applicable  shall  be  complied  with. 


717-70-A 

APPLICANT — Frank  A.  Vaccaro  for  Anthony  Guddemi, 
owner. 

SUBJECT — Application  December  2,  1970 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  multiple  Dwell¬ 
ing,  increase  in  rooms. 

PREMISES  AFFECTED — 51  Wilbur  Street,  north  side, 
100.00  feet  east  of  Walch  Place,  Block  6668,  Lot  94, 
Princess  Bay,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . . . . 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  . 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  2,  1970  on  Alt.  Applic.  198-70,  reads : 

“1)  Proposed  alteration  is  contrary  to  Sec.  56  of 
the  Multiple  Dwelling. 

2)  Proposed  division  of  existing  layout  on  first  floor, 
creating  increase  in  rooms,  contrary  to  C26-248.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  December  2,  1970,  acting  on  Alt.  Applic.  198-70,  Objec¬ 
tion  No.  1  &  2  be  and  it  hereby  is  affirmed  and  that  the 
appeal  be  and  it  hereby  is  denied. 


192-71-A 

APPLICANT — Irving  Kudroff  for  Dorothy  Alper,  owner. 
SUBJECT — Application  March  31,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  live  load, 
egress. 

PREMISES  AFFECTED— 143  West  27th  Street,  north 
side,  275  feet  east  of  Seventh  Avenue,  Block  803,  Lot  14, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Irving  Kudroff  and  Thomas  P.  Crinnion. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  31,  1971  on  Alt.  Applic.  1740-69,  reads : 

“C3 — Comply  with  C26-345.0;  120  psf  Live  Load 
Required  for  factory  use. 

C 7 — Comply  with  Section  271  of  the  Labor  Law. 
Building  required  to  have  second  means  of  egress.  Pro¬ 
posed  use  of  Fire  Escape  in  plans  filed  March  31,  1971, 
must  be  referred  to  B.  S.  A.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  March  31,  1971  acting  on  Alt.  Applic.  1740- 
69  Objection  No.  C3  &  C 7  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  conform  to  drawings  filed  with  this  applica¬ 
tion  and  marked  “Received,  March  31,  1971,”  8  sheets,  and 
“May  11,  1971,”  one  sheet  and  on  further  condition  that  a 
sign  indicating  a  permitted  live  load  of  57  pounds  per  square 
foot  be  posted  on  the  second  through  the  fifth  floors,  inclu¬ 
sive,  and  that  all  laws,  rules  and  regulations  applicable  be 
complied  with. 


361-70-A 

APPLICANT — John  T.  O’Neill,  Commissioner,  Depart¬ 
ment  of  Buildings. 

OWNER  OF  PREMISES — David  Zavinsky. 

SUBJECT — Application  June  22,  1970 — revocation  of  Cer¬ 
tificate  of  Occupancy  #201,576. 

0  PREMISES  AFFECTED— 142  to  156  33rd  Street,  south 
side,  100  feet  west  of  4th  Avenue,  Block  684,  Lot  25, 
Borough  of  Brooklyn. 

5  APPEARANCES— 

For  Applicant:  Karl  Plofker,  Bldg.  Dept. 

For  Opposition :  Larry  Meltzer. 

ACTION  OF  BOARD — Laid  over  to  September  8,  1971,  at 
2  P.  M.,  for  a  progress  report.  Hearing  continued. 


414-70-A 

APPLICANT — John  T.  O’Neill,  Commissioner,  Department 
of  Buildings. 

OWNER  OF  PREMISES — Fourems,  Inc.,  c/o  Manvocher- 
ian  Bros. 

SUBJECT— Application  July  23,  1970— revocation  of  Cer¬ 
tificate  of  Occupancy  No.  66581. 

PREMISES  AFFECTED— 78  Fifth  Avenue,  west  side,  73 
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feet  south  of  West  14th  Street,  Block  577,  Lot  41,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Martin  J.  Fradua,  B.  D. 

For  Opposition:  Clement  Peck. 

ACTION  OF  BOARD— Laid  over  to  July  13,  1971,  at  2 
P.M.,  for  a  further  progress  report.  Hearing  continued. 


223-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Heiman  Torn. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 46  Hester  Street,  south  side,  90 
feet  west  of  Essex  Street,  Block  297,  Lot  15,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

For  Opposition:  Hirsch  Reinman. 

ACTION  OF  BOARD — Laid  over  to  July  13,  1971,  at  2 
P.M.,  for  continued  hearing.  Previously  inspected. 


225-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Tiebout  Trading  Company. 
SUBJECT — Application  April  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 13  to  27  East  175th  Street, 
northwest  corner  of  Townsend  Avenue,  Bolck  2850,  Lot  31, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD— Laid  over  to  June  29,  1971,  at  2 
P.M.,  for  continued  hearing.  Previously  inspected. 


226-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Young  Men’s  Christian  Asso¬ 
ciation  of  Greater  New  York. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 177  to  185  Marcy  Avenue, 
southeast  corner  of  South  9th  Street,  Block  2151,  Lot  6, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

For  Opposition:  John  H.  Thatcher  and  Theodore  A. 
Dusselberg. 

ACTION  OF  BOARD— Laid  over  to  July  13,  1971,  at  2 
P.  M.,  for  continued  hearing.  Previously  inspected. 


283-71-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  100  William  Company,  owner. 

SUBJECT — Application  May  6,  1971 — appeal  from  a  decision 
of  the  Borough  Superintendent  re-  shaft,  corridors  open¬ 
ings. 

PREMISES  AFFECTED— 98  to  106  William  Street, 
southeast  corner  of  John  Street,  Block  68,  Lot  36,  Borough 
of  Manhattan. 


APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum,  Lewis  Davis, 
Julian  Roth  and  C.  Wede. 

ACTION  OF  BOARD— Laid  over  to  June  29,  1971,  at  2 
P.  M.,  for  decision.  Hearing  closed. 


145-71-A 


APPLICANT — Cunningham  and  Naming  for  Greater  New 
York  Equipment  Association,  Incorporated,  owner. 
SUBJECT — Application  March  10,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  load  moment 
device.  (Use  of  Cranes) 


APPEARANCES— 

For  Applicant:  Joseph  Kaming,  Bill  Zizius  and  Joseph 
Bernardo. 

For  Opposition:  Jeremiah  Walsh,  B.  D.,  and  Howard  Mer- 
sky,  B.  D. 

W hereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  3,  1971,  reads : 

“The  matter  of  a  load  movement  device  was  the  subject 
of  a  letter,  dated  December  22,  1970,  to  Commissioner 
Ferro  from  Joseph  Bernardo,  President  of  the  Greater 
New  York  Equipment  Association,  Inc.,  the  corporation 
which  you  represent. 

On  December  31,  1970,  Commissioner  Ferro  responded 
to  the  aforesaid  letter,  a  copy  of  which  is  herewith  en¬ 
closed.  Your  attention  is  directed  toward  the  second 
paragraph  of  the  response  which  reads  as  follows : 

‘It  is  noted  that  the  Board  in  its  resolution  approved 
this  device  for  use  in  the  City  of  New  York  on  truck 
and  crawler  cranes,  thereby  making  it  suitable  for 
all  such  hoisting  equipment.  The  installation  of  the 
device  is  mandated  within  six  months  after  the  ap¬ 
proval  under  Section  19.1  of  Reference  Standard 
RS19-2.’ 

As  to  the  load  testing  of  equipment,  it  is  axiomatic  that 
provisions  must  be  made  for  a  customary  safety  factor. 
Accordingly,  the  permissible  operating  load  cannot  be 
the  same  as  the  load  actually  utilized  for  the  test  and 
allowance  must  be  made  for  a  safety  factor. 

As  to  prototype  testing,  there  is  no  rational  basis  to  test 
a  single  machine  and  use  this  test  for  establishing  the 
integrity  of  all  existing  machines  of  that  model.  Many 
factors,  such  as  age,  extent  and  intensity  of  use,  mainten¬ 
ance,  _  obsolescence  and  fatigue,  are  the  determinants 
affecting  safety  and  these  will  vary  from  machine  to 
machine. 

A  test  with  a  full  complement  of  boom  is  essential  since 
that  is  when  stresses  in  the  boom  are  most  critical.  This 
cannot  be  accomplished  by  extrapolation  of  the  results 
of  a  short  boom  test.” 


m  the  Board  has  held  public  hearings  on  March 

30,  1971 ;  April  20,  1971 ;  May  18,  1971 ;  and  June  8,  1971 ; 
and 


And  Whereas,  the  Board  has  reviewed  the  entire  record 
and  all  the  evidence  submitted  by  the  applicant  and  the  De¬ 
partment  of  Buildings ;  and 

And  Whereas,  the  Counsel  to  the  Board  has  specifically 
reviewed  the  items  pertaining  to  the  legal  challenge  to  the 
actions  of  the  Commissioner  of  Buildings ;  and 

And  Whereas,  the  applicant  is  appealing  from  a  determi¬ 
nation  of  the  Commissioner  of  Buildings  in  a  letter  dated 
March  3.  1971,  which  refers  to  correspondence  dated  Febru¬ 
ary  22,  1971,  from  Joseph  Kaming,  Esq.  to  the  Commissioner 
of  Buildings  and  a  letter  dated  December  22,  1970,  to  the 
Commissioner  of  Buildings  from  Joseph  Bernardo,  President 
of  the  Greater  New  York  Equipment  Association,  Inc.,  and 
which  all  correspondence  is  part  of  the  record  of  the  Board. 
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Resolved,  that  the  application  is  hereby  denied  and  the 
position  of  the  Commissioner  of  Buildings  with  regard  to 
load  moment  devices  and  their  installation  on  truck  and 
crawler  cranes  is  hereby  sustained; 

And  it  is  further  resolved  that  the  application  is  hereby 
denied  and  the  position  of  the  Commissioner  of  Buildings  as 
to  prototype  testing  is  hereby  sustained ; 

And  it  is  further  resolved  that  the  application  is  hereby 
denied  and  the  position  of  the  Commissioner  of  Buildings  as 
to  the  testing  with  a  full  complement  boom  is  hereby  sus¬ 


tained. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan .  5 


Whereas,  the  Board  has  held  public  hearings  on  March 
30,  1971 ;  April  20,  1971 ;  May  18,  1971 ;  and  June  8,  1971 ; 

And  Whereas,  the  Board  has  reviewed  the  entire  record 
and  all  the  evidence  submitted  by  the  applicant  and  the  De¬ 
partment  of  Buildings ; 

And  Whereas,  the  Counsel  to  the  Board  has  specifically 
reviewed  the  items  pertaining  to  the  legal  challenge  to  the 
actions  ofthe  Commissioner  of  Buildings  ;  and 

And  Whereas,  the  Board  after  reviewing  the  entire  record 
recommends  that  the  Commissioner  of  Buildings  seek  a  legis¬ 
lative  change  in  Local  Law  73  as  it  pertains  to  the  operation 
of  cranes  to  the  capacity  represented  on  the  manufacturers 
load  rated  chart ;  and 

And  Whereas,  the  applicant  is  appealing  from  a  determi¬ 
nation  of  the  Commissioner  of  Buildings  in  a  letter  dated 
March  3,  1971,  which  refers  to  correspondence  dated  Febru¬ 
ary  22.  1971,  from  Joseph  Kaming,  Esq.  to  the  Commissioner 
of  Buildings  and  a  letter  dated  December  22,  1970,  to  the 
A  unissioner  of  Buildings  from  Joseph  Bernardo,  President 
of  the  Greater  New  York  Equipment  Association,  Inc.,  and 
which  all  correspondence  is  part  of  the  record  before  this 
Board. 

Resolved,  that  the  application  is  hereby  granted  as  it  per¬ 
tains  to  the  testing  of  a  crane  to  the  capacity  represented  on 


the  manufacturers  chart  and  the  position  of  the  Commissioner 
of  Buildings  is  contrary  to  the  clear  language  of  Local  Law 
73  Section  7.0. 

THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker,  ' 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


Whereas,  the  Board  has  held  public  hearings  on  March 
30,  1971 ;  April  20,  1971 ;  May  18,  1971 ;  and  June  8,  1971 ; 

And  Whereas,  the  Board  has  reviewed  the  entire  record 
and  all  the  evidence  submitted  by  the  applicant  and  the  De¬ 
partment  of  Buildings ; 

And  Whereas,  the  Counsel  to  the  Board  has  specifically 
reviewed  the  items  pertaining  to  -the  legal  challenge  to  the 
actions  of  the  Commissioner  of  Buildings ; 

And  Whereas,  the  applicant  is  appealing  from  a  deter¬ 
mination  of  the  Commissioner  of  Buildings  in  a  letter  dated 
March  3,  1971,  which  refers  to  correspondence  dated  Februarv 
22,  1971,  from  Joseph  Kaming,  Esq.  to  the  Commissioner  of 
Buildings  and  a  letter  dated  December  22,  1970,  to  the  Com¬ 
missioner  of  Buildings  from  Joseph  Bernardo,  President  of 
the  Greater  New  York  Equipment  Association,  Inc.,  and 
which  all  correspondence  is  part  of  the  record  before  this 
Board. 

Resolved,  as  to  the  points  raised  by  the  applicant  in  his  brief 
dated  March  30,  1971,  that  are  not  within  the  scope  of  the 
objections  of  the  Department  of  Buildings  letter  dated  March 
3,  1971.  The  Board  is  without  jurisdiction. 

THE  VOTE  TO  DISMISS  FOR  LACK  OF 

JURISDICTION— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


Adjourned  :  4 :05  P.M. 

James  P.  Mulroy,  Secretary 
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*CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  April  6,  1971  as  they 
appeared  in  Bulletin  No.  15,  Vol.  56,  are  hereby  corrected 
to  read  as  follows : 

78-71- A 

APPLICANT — C.  A.  Muller  for  Consolidated  Edison  Com¬ 
pany  of  New  York,  Incorporated,  owner. 

SUBJECT — Application  February  4,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  barge  tied  up  at  pier. 
PREMISES  AFFECTED— 320  West  201st  Street,  from 
Academy  Street  to  West  202nd  Street  (including  Dock 
Property),  Block  2183,  Lot  1,  Harlem  River,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Charles  A.  Muller  and  William  R.  Miller. 
For  Administration :  Capt.  J.  F.  Petraglia  and  Lt.  J  .P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
January  4,  1971  on  Order  No.  B-769481,  reads : 

“1.  Discontinue  the  use  of  the  barge  ‘Bouchard’ 
tied  up  at  pier  for  the  storage  of  fuel  oil  No.  6.  C19.50.1 
Adm.  Code.”  and 

Whereas,  the  letter  decision  of  the  Fire  Department  dated 
January  12,  1971  pertaining  to  the  above  reads: 

1.  Provide  that  no  critical  exposure  such  as  school, 
hospital  entrance,  exit  or  ventilating  shaft  to  any  motor 
vehicle,  subway  or  railroad  tunnel  exists  within  a  thou¬ 
sand  (1,000)  feet  of  the  barge,  nor  any  bridge,  public 
park  or  residential  zone  exists  within  250  feet  of  the 
barge. 

2.  Provide  direct  telegraphic  communication  from 


the  waterfront  area  and  the  plant  as  prescribed  by  the 
Fire  Department. 

3.  Provide  that  all  inter -connecting  piping  be  prop¬ 
erly  grounded. 

4.  Provide  that  barge  be  certified  by  U.  S.  Coast 
Guard  as  suitable  for  oil  storage. 

5.  Provide  that  fixed  booms  be  provided  around  the 
oil  barges  to  control  leaks  and  spills. 

6.  Provide  that  barge  be  equipped  with  a  fixed  foam 
fire  extinguishing  system. 

7.  Provide  that  adequate  access  be  provided  for  fire 
apparatus  for  fire  fighting  purposes. 

8.  Provide  a  yard  hydrant  system  with  hydrants 
and  monitor  nozzles  spotted  as  required  by  the  Fire  De¬ 
partment. 

9.  Provide  absorbent  material  and  other  such  oil 
spill  equipment  in  quantity  designated  by  the  Fire  De¬ 
partment  for  control  of  leaks  or  spills. 

10.  Provide  high  level  overflow  alarm  devices  of  a 
type  approved  by  the  Board  of  Standards  and  Appeals  to 
prevent  overfilling  of  any  compartments  in  the  barges. 

11.  Provide  that  fuel  oil  discharge  piping  be  pro¬ 
vided  with  automatic  shut-off  in  the  event  of  line  break- 
age. 

12.  Provide  that  securing  dolphins  be  of  incom¬ 
bustible  construction. 

and 

Whereas,  the  barge  was  inspected  by  a  committee  of  the 
Board  which  recommended  that  the  appeal  be  granted  under 
certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner  dated 
January  4,  1971  acting  on  Order  No.  B-769481  Objection  No. 
1  and  letter  decision  of  the  Fire  Commissioner  dated  January 
12,  1971,  items  1,  6,  8,  and  10  be  and  it  hereby  is  modified 
and  that  the  appeal  is  granted  on  condition  that  the  barge 
substantially  comply  with  drawings  marked  received  Febru¬ 
ary  4,  1971,  two  sheets  and  on  further  condition  that  items 
2,  3,  4,  5,  7,  9,  11  and  12  be  complied  with  and  that  a  steam 
smothering  system  be  installed  to  the  satisfaction  of  the  Fire 
Commissioner  and  that  all  other  laws,  rules  and  regulations 
be  complied  with. 


*  Correction :  Under  the  Resolution  section  above  additions 
and  changes  have  been  made  to  correct. 
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165-71-BZ 

154-70-BZ— Vol.  II 

319-71-A 

185-71-BZ 

155-70-BZ— Vol.  II 

297-71-BZ 

186-71-A 

157-70-BZ— Vol.  II 

320-71-A  / 

257-71-BZ 

711-70-BZ 

298-71-BZ 

262-71-BZ 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  June 

22,  1971,  Affecting  Calendar  Numbers- 

1 078-46- S A 

322-71-SM 

800-61-SA 

229-52-SM 

289-46-SM 

875-61-SA 

230-52-SM 

376-46-SM 

940-61-SM 

900-56-SA 

427-46-SM 

1100-62-SA 

79-59-SM 

570-46-SA 

306-71-SM 

197-59-SA 

736-46-SM 

307-71-SM 

301-60-SM 

902-46-SM 

404-70-SM 

443-60-SM 

903-46-SM 

488-70-SA 

323-61-SM 

683-59-SA 

227-71-A 

395-61-SM 

525-61-SM 

175-71-A 

548-62-SA 

667-61-SA 

241-71-A 

1127-62-SM 

909-61-SA 

267-71-A 

259-71-SA 

1172-61-SM 

309-71-A 

288-71-SA 

1325-61-SM 

321-70-A 

292-71-SA 

627-61-SM 

621-70-A 

300-71-SA 

628-61-SM 

114-71-A 

301-71-SA 

658-61-SM 

228-71-A 

305-71-SA 

684-61-SM 

265-71-A 

321-71-SM 

718-61-SM 

338-71-A 

Correction  Affecting  Calendar  Number- 

-545-70-BZ. 
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DOCKET 

New  Cases  filed  up  to  June  22,  1971 

Cal.  No.  Dept.  Premises  A  ffected 

425-7 1-A — B.R. — 64  Brook  Avenue,  south  side,  326.6  feet 
east  of  Hylan  Boulevard,  Block  4728,  Lot  85,  Oakwood, 
Borough  of  Richmond,  N.  B.  520-70,  re-  building  not 
fronting  legal  street,  General  City  Law. 


426-71-A — B.R. — 144  Brook  Avenue,  west  side,  1218.82 
feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  129,  Oak- 
wood,  Borough  of  Richmond,  N.  B.  521-70,  re-  building 
not  fronting  legal  street,  General  City  Law. 


427-71-SM — Continental  Air  Filters,  roll  type  filter  media 
synthetic  fiber  or  fiberglas  air  filters,  manufactured  by 
Continental  Air  Filters,  Material. 


428-71-A — B.M. — 113  West  78th  Street,  north  side,  184.0 
feet  west  of  Columbus  Avenue,  Block  1150,  Lot  25,  Bor¬ 
ough  of  Manhattan,  Alt.  No.  453-70,  re-  increase  of  build¬ 
ing  height  to  four  story  and  basement,  arrangement  of 
living  room,  cellar  apartment. 


429-71-SM — -Walworth  Company,  Iron  Body  Bronze 
Mounted  Gate  and  Check  Valves  various  models,  manu¬ 
factured  by  Walworth  Company,  Material. 


430-71-SM — United  States  Gypsum  Company,  one  hour 
U.  S.  G.  Curtain  Wall,  manufactured  by  United  States 
Gypsum  Company,  Material. 


431-71-SA — American  Standard,  Spra-Flex,  Models  7586- 
019,  7586-027,  manufactured  by  American  Standard,  Ap¬ 
pliance. 


432-71-SM — Bethlehem  Steel  Corporation,  open  and 
closed  swaged  wire  rope  sockets  for  ropes,  various  sizes, 
manufactured  by  Bethlehem  Steel  Corporation,  Material. 


433-71-SA— Wells  Fargo  Alarm  Services  Division  of 
Baker  Protective  Services,  Fire  Alarm  Signaling  Device, 
manufactured  by  Wells  Fargo  Alarm  Services  Division 
of  Baker  Protective  Services,  Appliance. 


434-71-BZ — B.Q. — 83-91  Woodhaven  Boulevard,  east 
side,  70.73  feet  north  of  Parkland  South,  Block  8890,  Lots 
6,  10,  Woodhaven,  Borough  of  Queens,  Alt.  No.  771-69, 
re-  proposed  group  medical  center,  R-5  district. 


435-71-BZ — B.Q. — 135-25  Northern  Boulevard,  north  side, 
212.25  feet  west  of  Farrington  Street,  Block  4958,  Lots 
17,  18,  55,  Flushing,  Borough  of  Queens,  ES159-71,  re¬ 
proposed  illuminated  sign  exceeding  50  square  feet  in 
area,  C2-2,  R6  district. 

Restored  to  Docket 

317-64-BZ — Vol.  II — B.B. — 2166-2216  Coney  Island  Ave¬ 
nue,  923-937  Avenue  S.  northwest  corner,  Block  6685, 
Lot  34,  Borough  of  Brooklyn,  Alt.  463-64  re-  additional 
accessory  parking  for  automobile  showroom,  R5  district. 


482-69-BZ— Vol.  II— B.Q.— 34-58  to  34-62  9th  Street, 
west  side,  14.74  feet  north  of  35th  Avenue,  Block  323,  Lot 
52,  Astoria,  Borough  of  Queens,  Alt.  1454-70  re-  proposed 
reconstruction  of  a  building  for  commercial  use,  R5 
district. 


DESIGNATIONS:  D — Department  of  Buildings:  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


JULY  13,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  July  12,  1971,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

176-35-BZ— Vol.  Ill 

APPLICANT — Lama  and  Vassalotti  for  Charles  J.  Bensley, 

owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  July  24,  1971 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Sections  7f  and  7i  of  the  Zoning  Resolu¬ 
tion,  permitting  in  a  business  use  district  the  erection  and 
maintenance  of  a  gasoline  service  station  with  hand  tools 
only,  parking  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 1236-1244  Prospect  Avenue  and 
850-854  Home  Street,  southwest  corner,  Block  2693,  Lot  29, 
Borough  of  The  Bronx. 


500-61-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Chestnut  Realty 
Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  October  10,  1971 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Res¬ 
olution,  permitting  the  parking  and  storage  of  new  pas¬ 
senger  motor  vehicles  awaiting  delivery,  with  no  transit 
parking  on  a  lot  located  in  a  residence  use  district. 

PREMISES  AFFECTED— 1520-1524  Avenue  K,  south  side, 
152  feet  1  inch  east  of  East  15th  Street,  and  1519-1523  Ave¬ 
nue  L,  Block  6726,  Lot  9,  Borough  of  Brooklyn. 


309-40-BZ— Vol.  I 

APPLICANT — Lama  and  Vassalotti  for  Dominick  Salzone, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  September  7, 
1971 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district  the  parking 
and  storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 125-127  Carroll  Street,  north 
side,  129  feet  west  of  Henry  Street,  Block  349,  Lot  32, 
Borough  of  Brooklyn. 


956-61-BZ 

APPLICANT — Frederick  A.  Ketcher  for  EMK  Enterprises, 
Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  November  8, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district  the  mainte¬ 
nance  of  a  parking  lot  for  the  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED — 1441-1443  Nelson  Avenue,  west 
side,  174.24  feet  south  of  West  172nd  Street,  Block  2874, 
Lots  40  and  41,  Borough  of  The  Bronx. 


558-37-BZ— Vol.  II 

APPLICANT — Salvator  A.  Caradonna,  Jr.  for  New  York 
Telephone  Company,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
Rules  of  Procedure  and  reopening  for  extension  of  term  of 
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variance  which  expired  October  IS,  1968 — decision  of  the 
Borough  Superintendent;  previously  granted  on  condition 
under  Section  7 h  of  the  Zoning  Resolution,  permitting  in  a 
business  use  district,  the  parking  and  storage  of  more  than 
five  motor  vehicles  of  the  pleasure  cars  type  only. 

PREMISES  AFFECTED — 60-66  Henry  Street  and  23-29 
Market  Street,  southwest  corner,  Block  277,  Lots  24,  25, 
26,  27  and  28,  Borough  of  Manhattan. 


597-49-BZ — Vol.  II 

APPLICANT — Salvator  A.  Caradonna,  Jr.  for  New  York 
Telephone  Company,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  February  7,  1971— decision  of 
the  Borough  Superintendent ;  previously  granted  on  condi¬ 
tion  under  Section  7h  of  the  Zoning  Resolution,  permitting 
in  a  residence  and  retail  use  district,  parking  and  storage 
of  motor  vehicles. 

PREMISES  AFFECTED — 49-59  Henry  Street,  north  side, 
115  feet  west  of  Market  Street,  Block  280,  Lots  15  to  20, 
Borough  of  Manhattan. 


330-60-BZ 

APPLICANT — Paul  Feldman  for  Lemo  Industries,  Incor¬ 
porated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
Rules  of  Procedure  and  reopening  for  extension  of  term  of 
variance  which  expired  March  22,  1971 — decision  of  the 
Borough  Superintendent;  previously  granted  on  condition 
under  Section  7h  of  the  Zoning  Resolution,  permitting  in 
a  residence  use  district,  the  maintenance  of  a  parking  lot  for 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles  (pleasure  type). 

PREMISES  AFFECTED— 628-630  West  185th  Street, 
south  side,  50  feet  east  of  Wadsworth  Avenue,  Block  2166, 
Lots  9  and  10,  Borough  of  Manhattan. 


753-55-BZ 

APPLICANT — Paul  Feldman  for  Lemo  Industries,  Incor¬ 
porated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  May  24,  1971 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  distriot  the  use  of  premises 
for  the  parking  and  storage  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED — 112-114  Bennett  Avenue,  west 
side,  108.64  feet  north  of  West  186th  Street,  Block  2180, 
Lot  196,  Borough  of  Manhattan. 


331-32-BZ— Vol.  Ill 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  April  4,  197 1 — decision  of  the 
Borough  Superintendent;  previously  granted  on  condition 
under  Sections  7c  and  7f  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  local  retail  and  business  use  district,  the  ex¬ 
tension  of  an  accessory  building  on  an  existing  gasoline 
service  station,  and  the  installation  of  an  additional  dis¬ 
pensing  pump  and  curb. 

PREMISES  AFFECTED — 2290  Boston  Road  southeast 
corner  of  Astor  Avenue,  Block  4343,  Lot  30,  Borough  of 
The  Bronx. 


71-71-BZ 

APPLICANT — Joseph  Pell  Lombardi  for  John  Wolfson, 
owner;  Joseph  Pell  Lombardi,  lessee. 

SUBJECT — Application  February  3,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-2  district,  the  conver¬ 
sion  of  an  existing  three  story  and  basement  building  to 
offices. 

PREMISES  AFFECTED — 120  East  38th  Street,  south 
side,  153.6  feet  west  of  Lexington  Avenue,  Block  893,  Lot 
79,  Borough  of  Manhattan. 

Laid  over  from  May  18,  1971  for  hearing. 


118-71-BZ 

APPLICANT — Vincent  S.  La  Ganga  for  Dr.  Suppo,  owner. 
SUBJECT — Application  March  4,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  73-125  and  73-11 
(g)  of  the  Zoning  Resolution,  to  permit  in  a  R2  district 
the  enlargement  in  area  of  an  existing  medical  offices 
building  that  will  exceed  the  limitation  on  floor  area. 
PREMISES  AFFECTED — 299  Guyon  Avenue,  northwest 
corner  of  Hylan  Boulevard,  Block  4301,  Lot  1,  Oakwood, 
Borough  of  Richmond. 

Laid  over  from  June  22,  1971,  for  hearing  at  the  request 
of  the  Community  Board. 


611-70-BZ 

APPLICANT — Lama  &  Vassalotti  for  89  St.  Homes,  In¬ 
corporated,  owner. 

SUBJECT — Application  October  9,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  and  R3-2  district,  the 
erection  of  a  two  story  warehouse  with  accessory  parking 
and  loading  in  the  open  area. 

PREMISES  AFFECTED— 133-44  Garrett  Street,  south 
side,  153.09  feet  west  of  Farmers  Boulevard,  Block  12529, 
Lot  377,  Springfield  Gardens,  Borough  of  Queens. 


646-70-BZ 

APPLICANT — Abraham  Grossman  for  Sentry  Storage 
Warehouse  Incorporated,  owner. 

SUBJECT — Application  October  26,  1970 — appeal  from  a 
decision  of  the  Borough  Superintendent,  under  Sections 
72-01  (b)  and  72-21  of  the  Zoning  Resolution,  to  permit 
in  an  R8  district,  in  an  existing  five  story  building,  the 
change  in  occupancy  of  the  second,  third  and  fourth  floors 
to  a  depository  for  the  storage  of  office  record. 

PREMISES  AFFECTED — 406-408  West  45th  Street,  south 
side,  100  feet  west  of  Ninth  Avenue,  Block  1054,  Lot  37, 
Borough  of  Manhattan. 


119-71-BZ 

APPLICANT — Abe  Silverman  for  Darke  Chaim,  owner. 

SUBJECT — Application  March  4,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-2  district,  the  erection 
of  a  six  story  day  care  center  that  exceeds  the  permitted 
lot  coverage,  penetrates  the  sky  exposure  plane  and  en¬ 
croaches  on  the  required  rear  yard. 

PREMISES  AFFECTED— 282  to  284  East  3rd  Street, 
south  side,  141.2  feet  east  of  Avenue  C,  Block  372,  Lot 
14,  Borough  of  Manhattan. 


290-71-BZ 

APPLICANT — Charles  M.  Spindler  for  L.  B.  Oil  Company, 
owner. 
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SUBJECT— Application  May  7,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-211  and  73-212  of 
the  Zoning  Resolution,  to  permit  in  a  C2-2  district,  the 
enlargement  in  lot  area  and  reconstruction  of  an  auto¬ 
motive  service  station  with  accessory  uses  previously 
before  the  Board. 

PREMISES  AFFECTED— 113-40  Merrick  Boulevard, 
northwest  corner  of  Linden  Boulevard,  Block  12326,  Lot 
21,  St.  Albans,  Borough  of  Queens. 


308-71-BZ 

APPLICANT— New  York  Telephone  Company,  owner. 

SUBJECT— Application  May  14,  1971— decision  of  die 
Borough  Superintendent,  under  Sections  72-21,  73-11  and 
73-14  of  the  Zoning  Resolution,  to  permit  in  an  R6  district, 
the  erection  of  a  "five  story  telephone  exchange  'that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  encroaches  on  the  required  rear  yard 
equivalent  and  side  yard. 

PREMISES  AFFECTED — 49  to  73  Meserole  Street,  north¬ 
east  corner  of  Lorimer  Street,  and  48  to  68  Scholes  Street, 
Block  3041,  Lots  1,  8,  27,  30,  31,  33,  35  and  36,  Borough 
of  Brooklyn. 


316-71-BZ 

APPLICANT— Harry  Soled  for  Talmudical  School  of 
Brooklyn,  AKA  Yeshiva  of  Brooklyn,  owner. 

SUBJECT— Application  May  18,  1971—  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  and  R6  district,  the  erec¬ 
tion  of  a  three  story  school  that  exceeds  the  permitted  lot 
coverage  and  encroaches  on  the  required  rear  yard. 

PREMISES  AFFECTED— 1464  Ocean  Parkway,  west  side, 
340  feet  north  of  Avenue  O,  Block  6587,  Lot  36,  37,  Bor¬ 
ough  of  Brooklyn. 


317-71-A 

APPLICANT — Harry  Soled  for  Talmudical  School  of 
Brooklyn,  AKA  Yeshiva  of  Brooklyn,  owner. 

SUBJECT— Application  May  18,  1971— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  wheelchair  access, 
performance  viewing  platform. 

PREMISES  AFFECTED — 1464  Ocean  Parkway,  west  side, 
340  feet  north  of  Avenue  O,  Block  6587,  Lot  36,  37,  Bor¬ 
ough  of  Brooklyn. 


327-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  New  York  City 
Board  of  Education,  owner. 

SUBJECT— Application  May  20,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-19  of  the  Zoning 
Resolution,  to  permit  in  a  C8-1  and  R3-2  district,  the 
erection  of  a  four  story  intermediate  school  in  the  C8  por¬ 
tion  of  the  plot. 

PREMISES  AFFECTED— 121-32  Rockaway  Boulevard, 
southeast  corner  of  121st  Street,  Block  11714,  Lot  100, 
South  Ozone  Park,  Borough  of  Queens. 


328-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  New  York  City 
Board  of  Education. 

SUBJECT — 'Application  May  20,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED — 121-32  Rockaway  Boulevard, 
southeast  corner  of  121,st  Street,  Block  11714,  Lot  100, 
South  Ozone  Park,  Borough  of  Queens. 


329-71-BZ 

APPLICANT— Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Peter  Kalikow,  owner. 

SUBJECT— Application  May  20,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  666,  of  the  New  York 
City  Charter  and  Section  72-21  of  the  Zoning  Resolution, 
to  permit  in  a  Cl-5,  Cl-9  and  R8  district,  the  omission  of 
the  required  accessory  parking  for  a  proposed  25  story 
multiple  dwelling. 

PREMISES  AFFECTED— 1398  to  1402  3rd  Avenue,  west 
side,  50.4  feet  south  of  East  80th  Street,  176  to  178  East 
80th  Street,  Block  1508,  Lots  38,  41,  42,  Borough  of  Man¬ 
hattan. 


337-71-BZ 

APPLICANT — Joseph  Schwartz  for  La  Sierra  Service 
Company,  Incorporated,  owner. 

SUBJECT— Application  May  25,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-2  district,  in  an  existing 
three  story  and  basement  building,  the  change  in  occupancy 
of  the  second  floor  from  residential  to  office  use. 

PREMISES  AFFECTED— 149  Rivington  Street,  south 
side,  18.10  feet  west  of  Suffolk  Street,  Block  348,  Lot  14, 
Borough  of  Manhattan. 


386-71-BZ 

APPLICANT — Harold  Weinberg  for  Madeline  Lane,  owner. 

SUBJECT — Application  June  8,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  erection  of  a 
one  story  enlargement  and  the  expansion  in  area  of  an 
existing  funeral  establishment  into  an  adjoining  building 
without  the  required  loading  berth. 

PREMISES  AFFECTED— 39  to  41  Putnam  Avenue,  north¬ 
east  corner  of  Downing  Street,  Block  1983,  Lots  78  and 
79,  Borough  of  Brooklyn. 


252-71-BZ 

APPLICANT— A.  H.  Salkowitz  and  Jack  and  Toby  Pearl- 

stein,  owners. 

SUBJECT— Application  April  20,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
one  story  front  and  rear  enlargement  to  an  existing  auto¬ 
mobile  accessory  store  with  installation  and  repairs. 
PREMISES  AFFECTED— 190-18  Northern  Boulevard, 
south  side,  262.42  feet  west  of  192nd  Street,  Block  5513, 
Lot  22,  Flushing,  Borough  of  Queens. 


311-70-BZ 

APPLICANT — David  L.  Eggers  of  Eggers  and  Higgins 
for  New  York  City  Department  of  Public  Works,  owner. 

SUBJECT — Application  May  21,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-48  of  the  Zoning 
Resolution,  to  permit  in  a  C6-4  district,  in  conjunction 
with  the  erection  of  a  57  story  office  building  the  installa¬ 
tion  of  a  group  parking  facility  that  exceeds  the  maximum 
size. 

PREMISES  AFFECTED — 280  Broadway,  southeast  cor¬ 
ner  of  Duane  Street,  Block  153,  Lot  1,  Borough  of  Man¬ 
hattan. 

Laid  over  from  January  5,  1971,  at  request  of  the  ap¬ 
plicant  for  continued  hearing. 


660 


CALENDAR 


153-70-BZ — Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT — Application  reopened  as  Volume  II  April  27, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district  the  erection  of  a  three  story  two  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room  and 
has  porches  that  are  not  permitted  obstructions  within  the 
required  open  space. 

PREMISES  AFFECTED — 42-29  202nd  Street,  east  side, 
240  feet  north  of  43rd  Avenue,  Block  6260,  Lot  51,  Bayside, 
Borough  of  Queens. 

Laid  over  from  June  22,  1971,  for  continued  hearing. 


154- 70-BZ— Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT — Application  reopened  as  Volume  II  April  27, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district  the  erection  of  a  three  story  two  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room  and 
has  porches  that  are  not  permitted  obstructions  within 
the  required  open  space. 

PREMISES  AFFECTED— 42-19  202nd  Street,  east  side, 
180  feet  south  of  42nd  Avenue,  Block  6260,  Lot  56,  Bayside, 
Borough  of  Queens. 

Laid  over  from  June  22,  1971,  for  continued  hearing. 

155- 70-BZ— Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT — Application  reopened  as  Volume  II  April  27, 
1971— decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district  the  erection  of  a  three  story  two  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room  and 
has  porches  that  are  not  permitted  obstructions  within 
the  required  open  space. 

PREMISES  AFFECTED— 42-21  202nd  Street,  east  side, 
210  feet  south  of  42nd  Avenue,  Block  6260,  Lot  55,  Bayside, 
Borough  of  Queens. 

Laid  over  from  June  22,  1971,  for  continued  hearing. 

157-70-BZ— Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT — Application  reopened  as  Volume  II  April  27, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district  the  erection  of  a  three  story  two  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room  and 
has  porches  that  are  not  permitted  obstructions  within  the 
required  open  space. 

PREMISES  AFFFECTED— 42-27  202nd  Street,  east  side, 
240  feet  south  of  42nd  Avenue,  Block  6260,  Lot  52,  Bayside, 
Borough  of  Queens. 

Laid  over  from  June  22,  1971,  for  continued  hearing. 

THOMAS  F.  GALVIN,  Chairman 


JULY  13,  1970,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon,  July  13,  1970,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

414-70-A 

APPLICANT — John  T.  O’Neill,  Commissioner,  Department 
of  Buildings. 

OWNER  OF  PREMISES — Fourems,  Inc.,  c/o  Manvocher- 
ian  Bros. 

SUBJECT — Application  July  23,  1970 — revocation  of  Cer¬ 
tificate  of  Occupancy  No.  66581. 

PREMISES  AFFECTED — 78  Fifth  Avenue,  west  side,  73 
feet  south  of  West  14th  Street,  Block  577,  Lot  41,  Bor¬ 
ough  of  Manhattan. 


223-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Heiman  Torn. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 46  Hester  Street,  south  side,  90 
feet  west  of  Essex  Street,  Block  297.  Lot  15,  Borough  of 
Manhattan. 


226-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Young  Men’s  Christian  Associ¬ 
ation  of  Greater  New  York. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 177  to  185  Marcy  Avenue, 
southeast  corner  of  South  9th  Street,  Block  2151,  Lot  6, 
Borough  of  Brooklyn. 


321-70-A 

APPLICANT — Department  of  Buildings,  City  of  New  York 
for  Abe  Maibach,  owner. 

SUBJECT — Application  May  25,  1970 — revocation  of  Cer¬ 
tificate  of  Occupancy  No.  199,978. 

PREMISES  AFFECTED — 1232  to  1256  East  80th  Street, 
north  side,  from  Paerdegat  8th  Street  to  Paerdegat  9th 
Street,  entire  block  front  36-46  Paerdegat  8th  Street  and 
35-45  Paerdegat  9th  Street,  Block  8058,  Lot  32,  Borough 
of  Brooklyn. 


235-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES— L.  B.  Russell  Chemicals,  In¬ 
corporated. 

SUBJECT — Application  April  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 14-33  31st  Avenue,  north  side, 
250  feet  east  of  14th  Street,  Block  534,  Lot  11,  Astoria, 
Borough  of  Queens. 


236-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Castega  Realty  Corporation. 
SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 2290  to  2294  3rd  Avenue,  west 
side,  43  feet  south  of  East  125th  Street,  Block  1773,  Lot 
37,  Borough  of  Manhattan. 
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274-71-A 

APPLICANT — George  J.  Sole  for  Rao  Construction  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Application  April  30,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  class  III  Build¬ 
ing  office,  egress. 

PREMISES  AFFECTED— 737  to  739  Second  Avenue,  west 
side,  74.03/4  feet  south  of  East  41st  Street,  Block  920, 
Lots  32  and  33,  Borough  of  Manhattan. 


326-71-A 

APPLICANT — William  H.  Byrne  for  The  Prudential  In¬ 
surance  Company  of  America,  owner ;  Abraham  and 
Straus  Division  of  Federated  Department  Stores,  Incor¬ 
porated,  lessee. 

SUBJECT — Application  May  19,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  exit  doors  and 
panic  bolts. 

PREMISES  AFFECTED— 159  to  177  Schermerhorn  Street, 
south  side,  200  feet  west  of  Livingston  Street,  178  to  192 
Livingston  Street,  Block  164,  Lot  20,  Borough  of  Brooklyn. 


369-71- A 

APPLICANT — George  Fuchs  for  Reiner-Kaiser  Asso¬ 
ciates,  owner. 

SUBJECT — Application  June  1,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED — 71-10  Greenway  Terrace,  south¬ 
east  corner  of  71st  Avenue,  Block  3253,  Lot  62,  Forest 
Hills,  Borough  of  Queens. 


412-71- A 

APPLICANT— Leonard  F.  Rothkrug  for  4033  Third  Avenue 
Corporation,  owner,  New  York  City  Health  and  Hospitals 
Corporation,  lessee. 

SUBJECT — Application  June  14,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  use  of  a  garage  in  a 
non-fireproof  building. 

PREMISES  AFFECTED— 4033  Third  Avenue,  east  side, 
100.97  feet  north  of  East  174th  Street,  Block  2922,  Lot  54, 
Borough  of  The  Bronx. 


428-71-A 

APPLICANT — Joseph  Pell  Lombardi  for  the  Townhouse 
Restoration  Company  of  New  York,  owner. 

SUBJECT — Application  June  17,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-increase  of  build¬ 
ing  height  to  four  story  and  basement,  arrangement  of 
living  room,  cellar  apartment. 

PREMISES  AFFECTED — 113  West  78th  Street,  north 
side,  184.0  feet  west  of  Columbus  Avenue,  Block  1150,  Lot 
25,  Borough  of  Manhattan. 

THOMAS  F.  GALVIN,  Chairman 


July  20,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  July  20,  1971,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 
matters : 

71-71-BZ 

APPLICANT — Joseph  Pell  Lombardi  for  John  Wolfson, 
owner;  Joseph  Pell  Lombardi,  lessee. 


SUBJECT — Application  February  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-2  district,  the  conver¬ 
sion  of  an  existing  three  story  and  basement  building  to 
offices. 

PREMISES  AFFECTED— 120  East  38th  Street,  south 
side,  153.6  feet  west  of  Lexington  Avenue,  Block  893,  Lot 
79,  Borough  of  Manhattan. 

Laid  over  from  May  18,  1971,  for  hearing  at  the  request 
of  the  applicant. 


299-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Staten  Island  Mall,  owner. 

SUBJECT — Application  May  12,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  a  C4-1  district,  the  installation  of  an  off- 
size  accessory  sewage  treatment  plant  for  a  proposed 
shopping  center. 

PREMISES  AFFECTED — 26  Richmond  Hill  Road,  south 
side,  190  feet  east  of  Richmond  Avenue,  Block  2400,  Lot  77, 
New  Springville,  Borough  of  Richmond. 

Laid  over  from  June  22,  1971,  for  hearing  at  the  request 

of  the  applicant. 


87-70-BZ — Vol.  II 

APPLICANT — Buckley  and  Kisseloff  for  Staten  Island 
Small  Cars,  owner. 

SUBJECT — Application  reopened  as  Volume  II  May  25, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  11-412  of  the  Zoning  Resolution,  to  permit  in  an  Cl -2 
district,  the  enlargement  in  area  of  an  existing  automobile 
sales  and  service  establishment  previously  before  the 
Board. 

PREMISES  AFFECTED— 1855  Hylan  Boulevard,  250 
Naughton  Avenue,  southwest  corner  and  40  Joyce  Street, 
Block  3548,  Lot  18,  Grant  City,  Borough  of  Richmond. 


221-71-BZ 

APPLICANT — Henri  A.  LeGender  for  City  of  New  York 
Board  of  Education,  owner. 

SUBJECT — Application  April  8,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-641 
of  the  Zoning  Resolution,  to  permit  in  an  R2  district,  the 
enlargement  in  area  of  a  public  school  that  encroaches  on 
the  required  front  yard  and  rear  yard  equivalent. 

PREMISES  AFFECTED — 171-11  35th  Avenue,  west  side, 
172nd  Street  and  east  side  of  171st  Street,  block  front, 
Block  5256,  Lot  1,  Flushing,  Borough  of  Queens. 


348-71-BZ 

APPLICANT — Stanley  H.  Klein  for  Barlow  Homes,  Incor¬ 
porated,  owner. 

SUBJECT — Application  May  27,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  reduction  in 
lot  area  by  the  elimination  of  the  portion  within  the 
mapped  street  that  creates  non-compliance  on  the  proposed 
dwelling. 

PREMISES  AFFECTED — 779  Armstrong  Avenue,  south¬ 
east  corner  of  Genesee  Avenue,  Block  5469,  Lot  9,  Great 
Kills,  Borough  of  Richmond. 
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349-71-BZ 

APPLICANT — Stanley  H.  Klein  for  Barlow  Homes,  Incor¬ 
porated,  owner. 

SUBJECT — Application  May  25,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  reduction  in 
lot  area  by  the  elimination  of  the  portion  within  the  bed  of 
a  mapped  street  that  creates  non-compliance  on  the  pro¬ 
posed  multiple  dwelling. 

PREMISES  AFFECTED — 873  Armstrong  Avenue,  north¬ 
east  corner  of  Leverett  Avenue,  Block  5473,  Lot  1,  Great 
Kills,  Borough  of  Richmond. 


354-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  City  of  New 
York,  Department  of  Public  Works,  New  York  City  Police 
Department,  owner. 

SUBJECT — Application  May  28,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-01  (b)  and  73-49 
of  the  Zoning  Resolution,  to  permit  in  an  Ml -2  district,  at 
a  proposed  3  story  police  facility,  the  addition  to  the  uses  to 
include  roof  parking  and  the  reduction  in  the  number  of 
accessory  parking  spaces. 

PREMISES  AFFECTED— 59-06  Brooklyn  Queens  Ex¬ 
pressway,  southwest  corner  of  59th  Place,  Block  2344,  Lot 
30,  Jackson  Heights,  Borough  of  Queens. 


377-71-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  May  27,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-11  (g)  and  73-65  of 
the  Zoning  Resolution,  to  permit  in  a  C2-3  and  R5  district 
the  erection  of  a  second  floor  enlargement  to  an  existing 
telephone  exchange  that  encroaches  on  the  required  rear 
yard  and  rear  yard  equivalent  and  the  erection  of  a  mechani¬ 
cal  equipment  bulkhead  that  exceeds  the  height  of  the 
front  wall. 

PREMISES  AFFECTED— 862  to  886  Liberty  Avenue, 
south  side,  105  to  121  Milford  Street,  370  to  292  Logan 
Street,  Block  4189,  Lot  14,  Borough  of  Brooklyn. 


399-71-BZ 

APPLICANT — Lichtner  Associates  for  Florence  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  June  9,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  reduction  on 
lot  area  by  elimination  of  that  portion  within  the  mapped 
street  that  creates  non-compliance  on  the  proposed  dwelling. 

PREMISES  AFFECTED — 355  Hillman  Avenue,  northwest 
corner  of  Renee  Place,  Block  1597,  Lot  38,  Granitville, 
Borough  of  Richmond. 


400-71-BZ 

APPLICANT — Albert  Melniker  for  Sophia  Maestrone, 
owner. 

SUBJECT — Application  June  9,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  rearrange¬ 
ment  of  a  shopping  center  with  accessory  parking  in  the 
open  area  previously  before  the  Board. 

PREMISES  AFFECTED — 1960  Forest  Avenue,  south  side, 
50  feet  east  of  Van  Name  Avenue,  Block  1700,  Lot  8, 
Mariners  Harbor,  Borough  of  Richmond. 


403-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  August  Dinger, 
owner;  New  York  Telephone  Company,  lessee. 

SUBJECT — Application  June  10,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-44  and  73-52  of  the 
Zoning  Resolution,  to  permit  in  a  C2-1  and  R3-1  district, 
in  conjunction  with  a  proposed  three  story  telephone  office 
building,  the  reduction  in  the  number  of  accessory  parking 
spaces  and  the  expansion  of  the  accessory  parking  into  the 
residence  portion  of  the  site. 

PREMISES  AFFECTED — 1631  Forest  Avenue,  north  side, 
110.59  feet  west  of  Decker  Avenue,  Block  1065,  Lot  7, 
Port  Richmond,  Borough  of  Richmond. 


351-71-BZ 

APPLICANT — H.  Thomas  Kilburn,  Jr.  for  Humer  Binder 
Company,  Incorporated,  owner. 

SUBJECT — Application  May  28,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  a  C2-4  district,  the  enlargement  in 
area  of  an  existing  automobile  repair  shop  previously  be¬ 
fore  the  Board. 

PREMISES  AFFECTED — 4423  to  4429  Broadway,  west 
side,  158. feet  south  of  190th  Street,  Block  2180,  Lot 
488,  Borough  of  Manhattan. 

THOMAS  F.  GALVIN,  Chairman 


JULY  20,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  July  2o,  1971,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 

135-70-A 

APPLICANT — Penn  Central  Transportation  Company  for 
Pennsylvania  Tunnel  and  Terminal  Railroad  Company, 
owner. 

SUBJECT — Application  March  12,  1970 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  stand¬ 
pipe  system,  extinguishers. 

PREMISES  AFFECTED — 28th  Street  from  Borden  Ave¬ 
nue  to  54th  Street,  Long  Island  City,  Borough  of  Queens. 


323-71-A 

APPLICANT — Marshall  Service,  Incorporated,  owner. 
SUBJECT — Application  May  18,  1971 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  transportation  of  oils 
unapproved  tank  trucks. 


324-71-A 

APPLICANT — John  Yaeger  for  BASF  Wyandotte  Cor¬ 
poration,  owner. 

SUBJECT — Application  May  19,  1971 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  K-Mart  Permanent  Type  Anti¬ 
freeze  and  Summer  Coolant  in  one  gallon  metal 
container  without  replaceable  top  or  cap  not  in  compliance 
with  the  regulations  of  the  Administrative  Code  of  New 
York  City. 

413-71-A 

APPLICANT — Ingram  S.  Carner  for  Herbert  Horowitz, 
owner. 
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SUBJECT — Application  June  15,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  interpertation 
use,  use  Group  16. 

PREMISES  AFFECTED— 87-13  55th  Avenue,  north  side, 
96.04  feet  west  of  Queens  Boulevard,  Block  2852,  Lot  32, 
Maspeth,  Borough  of  Queens. 


372-71-A 

APPLICANT — Alfonso  Duarte  for  Daniel  Casriel,  owner. 

SUBJECT — Application  June  1,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  rehabilitation 
center. 

PREMISES  AFFECTED— 47  East  51st  Street,  north  side, 
133  feet  west  of  Park  Avenue,  Block  1287,  Lot  31,  Bor¬ 
ough  of  Manhattan. 

THOMAS  F.  GALVIN,  Chairman 


SEPTEMBER  8,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  morning,  September  8,  1971,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

325-71-BZ 

APPLICANT — Goldwater  and  Flynn  for  Realties  Equities 
Columbus  Circle  Corporation,  owner. 

SUBJECT — Application  May  18,  1971 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  666,  of  the  New  York 
City  Charter  and  Section  72-01  (b)  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  a  C6-6  district,  on  an  existing  44  story 
office  building  previously  before  the  Board,  the  installa¬ 
tion  of  electric  signs  that  exceed  the  height  above  curb 
level  and  encroaches  on  the  distance  to  a  public  park. 
PREMISES  AFFECTED — 15  Columbus  Circle,  entire  block, 
1834  to  1850  Broadway,  1-6  West  61st  Street,  1-12  Central 
Park  West,  Block  1113,  Lot  29,  Borough  of  Manhattan. 


345-71-BZ 

APPLICANT — Stephen  B.  Jacobs  for  Blue  Drop  Realty, 
owner. 

SUBJECT — Application  May  20,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-62  of 
the  Zoning  Resolution,  to  permit  in  an  R7-2  district,  in  an 
existing  four  story  and  basement  building,  the  conversion 
of  the  doctors’  offices  to  apartments  that  creates  non-com¬ 
pliance  in  floor  area  ratio,  open  space  ratio  and  lot  area 
per  room. 

PREMISES  AFFECTED— 173-175  Hicks  Street,  northeast 
corner  of  Love  Lane,  Block  236,  Lots  78  and  79,  Borough 
of  Brooklyn. 


371-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Mar  Management 
Corporation,  owner. 

SUBJECT — Application  May  28,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-412  and  11-413  of 
the  Zoning  Resolution,  to  permit  in  an  R7-1  district,  the 
enlargement  in  area  of  a  supermarket  presently  under  con¬ 
struction  into  an  adjoining  automobile  repair  shop  pre¬ 
viously  before  the  Board. 

PREMISES  AFFECTED— 590  to  5%  East  183rd  Street, 
southeast  corner  of  Arthur  Avenue,  Block  3071,  Lots  16 
and  17,  Borough  of  The  Bronx. 


375-71-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  June  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-1 1(g)  and  73-65 
of  the  Zoning  Resolution,  to  permit  in  an  R2  and  R6  dis¬ 
trict,  the  erection  of  a  two  story  enlargement  upon  an 
existing  three  story  telephone  exchange  that  increases  the 
degree  of  non-compliance. 

PREMISES  AFFECTED — 1421  Ocean  Avenue,  east  side, 
207  feet  south  of  Avenue  I,  Block  7584,  Lot  27,  Borough  of 
Brooklyn. 


379-71-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT— Application  June  4,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-ll(g)  and  73-65 
of  the  Zoning  Resolution,  to  permit  in  a  C2-3  and  R6  dis¬ 
trict,  the  erection  of  2  additional  stories  to  an  existing  3 
story  telephone  exchange  that  increases  the  degree  of  non- 
compliance  in  floor  area  ratio,  open  space  ratio,  rear  yard, 
inner  court  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 4101  14th  Avenue,  southeast 
corner  of  41st  Street,  Block  5344,  Lot  6,  Borough  of 
Brooklyn. 

THOMAS  F.  GALVIN,  Chairman 


SEPTEMBER  8,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  afternoon,  September  8,  1971,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

361-70-A 

APPLICANT — John  T.  O’Neill,  Commissioner,  Depart¬ 
ment  of  Buildings. 

OWNER  OF  PREMISES— David  Zavinsky. 

SUBJECT — Application  June  22,  1970 — Revocation  of  Cer¬ 
tificate  of  Occupancy  #201,576. 

PREMISES  AFFECTED— 142  to  156  33rd  Street,  south 
side,  100  feet  west  of  4th  Avenue,  Block  684,  Lot  25, 
Borough  of  Brooklyn. 


373-71-A 

APPLICANT — Fred  W.  Raffo  for  G.  Constantinades, 
owner. 

SUBJECT — Application  June  3,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 60  Winant  Place,  southwest 
corner  of  Kreisher  Street,  Block  7408,  Lot  25,  Charleston, 
Borough  of  Richmond. 


387-71-A 

APPLICANT — Harold  E.  Diamond  for  Druid  Homes 
Incorporated,  owner. 

SUBJECT — Application  June  8,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 289  Hillside  Terrace,  southeast 
corner  of  Hylan  Boulevard,  Block  5201,  Lot  1,  Great  Kills, 
Borough  of  Richmond. 


664 


CALENDAR 


388-71-A 

APPLICANT — Harold  E.  Diamond  for  Druid  Homes 
Incorporated,  owner. 

SUBJECT — Application  June  8,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 291  Hillside  Terrace,  east  side, 

27.41  feet  south  of  Hylan  Boulevard,  Block  5201,  Lot  68, 
Great  Kills,  Borough  of  Richmond. 


389-71-A 

APPLICANT — Harold  E.  Diamond  for  Druid  Homes 
Incorporated,  owner. 

SUBJECT — Application  June  8,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 295  Hillside  Terrace,  east  side, 
51.91  feet  south  of  Hylan  Boulevard,  Block  5201,  Lot  67, 
Great  Kills,  Borough  of  Richmond. 


390-71- A 

APPLICANT — Harold  E.  Diamond  for  Druid  Homes 
Incorporated,  owner. 

SUBJECT — Application  June  8,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 


PREMISES  AFFECTED — 297  Hillside  Terrace,  east  side, 

76.41  feet  south  of  Hylan  Boulevard,  Block  5201,  Lot  65, 
Great  Kills,  Borough  of  Richmond. 


391-71-A 

APPLICANT — Harold  E.  Diamond  for  Druid  Homes 
Incorporated,  owner. 

SUBJECT — Application  June  8,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 301  Hillside  Terrace,  east  side, 
100.91  feet  south  of  Hylan  Boulevard,  Block  5201,  Lot  64, 
Great  Kills,  Borough  of  Richmond. 


392-71-A 

APPLICANT — Harold  E.  Diamond  for  Druid  Homes 
Incorporated,  owner. 

SUBJECT — Application  June  8,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 303  Hillside  Terrace,  east  side, 

125.41  feet  south  of  Hylan  Boulevard,  Block  5201,  Lot  63, 
Great  Kills,  Borough  of  Richmond. 

THOMAS  F.  GALVIN,  Chairman 
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SPECIAL  MEETING 

THURSDAY  MORNING,  JUNE  17,  1971,  10  A.M, 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

284-71-A 

APPLICANT — I.  Elliott  Goldberg  of  Singmaster  and 
Breyer,  Incorporated  for  Distrigas  Corporation,  owner. 
SUBJECT — Application  May  6,  1971 — appeal  from  a  de¬ 
cision  of  the  Department  of  Ports  and  Terminals  and  the 
Fire  Commissioner  date  filed  May  3,  1971  re-  installation 
of  three  900,000  barrel  liquified  natural  gas  tanks,  etcetera. 

APPEARANCES— 

For  Applicant:  I.  Elliott  Goldberg,  John  Lee,  J.  W.  Dun¬ 
lop,  J.  Campbell,  D.  Oakey,  J.  J.  Walsh,  J.  Closner,  T. 
Kavanaugh,  J.  Klapper,  J.  Stannard  and  Vallance. 

For  Administration :  Joseph  Connor,  Ass’t  Chief,  F.  D., 
John  Petraglia,  Capt.,  F.  D.,  John  F.  Manfredi,  Lt.,  F.  D. 
and  Milton  Fishkin. 

ACTION  OF  BOARD — Laid  over  to  July  1,  1971,  at  10 
A.M.,  for  continued  hearing. 

Adjourned:  4:00  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  MORNING,  JUNE  22,  1971,  10  A.M. 

Present :  Chairman  Galvin,  Commissioner  Klein, 

Commissioner  Madigan  and  Commissioner  Nolan. 


The  minutes  of  the  regular  meetings  of  the  Board  held  on 

Tuesday  morning  and  afternoon  June  8,  1971,  were  approved 

as  printed  in  the  Bulletin  of  June  17,  1971,  Vol.  56,  No.  23. 

147-70-A 

APPLICANT — Hurley,  Kearney  &  Lane  for  The  Nursing 
Sisters  of  the  Sick  Poor,  Inc.,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition,  re-  standpipe 
system. 

PREMISES  AFFECTED— 310  Prospect  Park  West,  south¬ 
west  corner  of  19th  Street,  Block  888,  Lot  34,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  H.  Wall,  Jr. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Vice  Chairman  Becker  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  7,  1970,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  7, 
1970,  by  adding  thereto: 


“that  45-pound  wheeled  dry  chemical  fire  extinguishers 
may  be  substituted  for  the  40-gallon  portable  fire  ex¬ 
tinguishers  heretofore  required  on  each  floor,  on  condition 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects.”  (N.  B. 
604-65) 


423-55-BZ 

APPLICANT — Lama  and  Vassalotti  for  Rose  Epstein, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  June  12,  1971 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  7f,  7i  and  7  A  of  the 
Zoning  Resolution,  permitting  in  a  business  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  station, 
high  speed  auto  laundry,  lubritorium,  body  and  fender  work, 
welding,  incidental  repairs,  brake  testing,  wheel  alignment, 
incidental  painting  and  spraying,  office  and  sales,  parking  of 
motor  vehicles  awaiting  service  with  entrances  closer  to 
the  residence  use  district  than  is  permitted. 

PREMISES  AFFECTED — 70-11  to  70-19  Northern  Boule¬ 
vard  and  32-62  to  32-70  71st  Street,  northwest  corner,  Block 
1166,  Lot  37,  Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein, 


Commissioner  Madigan  and  Commissioner  Nolan .  4 

Negative :  .  0 

Absent :  Vice  Chairman  Becker  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  12,  1956,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
June  22,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  12, 
1956,  as  amended  through  June  17,  1958,  only  as  to  the  term 
of  the  variance,  so  that  as  amended  this  portion  of  the  resolu¬ 
tion  shall  read : 

“granted  for  a  term  of  ten  years  from  June  12,  1971,  to 
permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects  ;  and  that  a  new  Certificate  of  Occupancy  shall  be 
obtained.”  (N.  B.  826-55) 


802-55-BZ 

APPLICANT — Larry  Meltzer  for  Humble  Oil  &  Refining 
Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  April  3,  1971 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  7f,  7 A  and  7i  pf  the 
Zoning  Resolution,  permitting  in  a  business  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  station 
lubritorium,  minor  auto  repairs  (hand  tools  only),  car 
washing  (non-automatic),  office,  storage  and  sale  of  auto 
accessories,  parking  of  more  than  five  cars  waiting  to  be 
serviced,  with  proposed  show  window  less  than  75  ft.  from 
a  residence  use  district. 

PREMISES  AFFECTED— 219-11  to  219-19  Northern 
Boulevard  and  43-32  to  43-38  220th  Street,  northwest  cor¬ 
ner,  Block  6322,  Lot  24,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 
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ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein, 


Commissioner  Madigan  and  Commissioner  Nolan .  4 

Negative:  .  0 

Absent :  Vice  Chairman  Becker  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
April  3,  1956,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
June  22,  1971,  after  due  notice  bv  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April  3, 
1956,  as  amended  through  April  24,  1957,  only  as  to  the  term 
of  the  variance,  so  that  as  amended  this  portion  of  the  resolu¬ 
tion  shall  read: 

“granted  for  a  term  of  ten  years  from  April  3,  1971,  to 
permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (N.  B.  3996-55) 


881-59-BZ — Vol.  II 

APPLICANT — Julius  Stein  for  Allen  Boretz,  owner. 
SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  April  11,  1971 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7e  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  change  in  occu- 
pany  from  resturant,  light  manufacturing  and  one  family 
apartment  to  theatre  and  dwelling. 

PREMISES  AFFECTED — 15  Van  Dam  Street,  north  side, 
129  feet  6 %  inches  west  of  Avenue  of  Americas,  Block  506, 
Lot  47,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Julius  Stein. 

For  Opposition:  Doris  Dither,  Community  Board  No.  2. 
ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Vice  Chairman  Becker .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
April  11,  1961 ;  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
June  22,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April  11, 
1961  only  as  to  the  term  of  the  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“granted  for  a  term  of  ten  years  from  April  11,  1971, 

to  permit . ;  that  other  than  as  herein  amended  the 

resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects  ;  and  that  a  new  Certificate  of  Occupancy  shall  be 
obtained.’  (Alt.  1359-60) 


896-60-A 

APPLICATION — Julius  Stein  for  Allen  Boretz,  owner. 
SUBJECT — Application  for  consideration — reopening  for 
extension  of  terms  of  variance  which  expired  April  11, 
1971 — decision  of  the  Borough  Superintendent,  re-  egress. 


PREMISES  AFFECTED — 15  Van  Dam  Street,  north  side, 
129  feet  6%.  inches  west  of  Avenue  of  the  Americas,  Block 
506,  Lot  47,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Julius  Stein. 

For  Opposition:  Doris  Dither,  Community  Board  No.  2. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein, 


Commissioner  Madigan  and  Commissioner  Nolan .  4 

Negative:  .  0 

Absent :  Vice  Chairman  Becker  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
April  11,  1961,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
June  22,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April  11, 
1961  only  as  to  the  term  of  the  variance,  so  that  amended  this 
portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  April  11,  1971, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (Alt.  1359-60) 


497-60-BZ 

APPLICANT — Charles  M.  Spindler  for  Charles  Napolitano, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  February  15, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  parking 
and  storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 135-22  Centreville  Street,  west 
side,  29.92  feet  south  of  Pitkin  Avenue,  and  97-04  Pitkin 
Avenue,  Block  11534,  Lot  1,  Ozone  Park,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein, 


Commissioner  Madigan  and  Commissioner  Nolan .  4 

Negative:  .  0 

Absent:  Vice  Chairman  Becker  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  15,  1961,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
June  22,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
15,  1961  only  as  to  the  term  of  the  variance,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  five  years  from  February  15,  1971, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  1138-60) 
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537-67-BZ 

APPLICANT — Harrison  and  Abramovitz  for  The  Trustees 
of  Columbia  University  in  the  City  of  New  York,  owner. 
SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
time  to  complete  which  expired  July  18,  1969 — decision  of 
the  Borough  Superintendent ;  previously  granted  on  condi¬ 
tion  under  Section  73-641  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  Cl-4  and  R8  district,  the  erection  of  a  twelve 
story  and  penthouse  school  that  encroaches  on  the  required 
setback. 

PREMISES  AFFECTED— 1173-1177  Amsterdam  Avenue, 
418-434  West  118th  Street,  southeast  corner,  Block  1961, 
Lots  37  thru  149,  66,  68,  71  and  Part  of  50,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Michael  M.  Harris. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  .  0 

Absent:  Vice  Chairman  Becker .  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  18,  1967,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  July  18,  1967,  only  as  to  the  time 
to  complete  the  work,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  45-66) 


75-70-BZ 

APPLICANT — Atkin  &  Bassolino  for  Luke  Corcione, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  June  16,  1971 — 
decision  of  the  Borough  Superintendent,  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  a  C2-2  district,  the  erection  of  a  one  story 
building  for  use  as  a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 3231  White  Plains  Road,  west 
side,  220.03  feet  north  of  Burke  Avenue,  Block  4595,  Lot 
40,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Harry  Atkin. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


N  egative :  .  0 

Absent:  Vice  Chairman  Becker  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  16,  1970,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  June  22,  1971,  after  due  notice  by  publication  in  the  Bulle¬ 
tin. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  16, 
1970,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  June  16,  1971.”  (N.B.  402-69) 


216-70-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Surrey  Three  Holding  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  June  23,  1971 
—decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Charter 
permitting  in  an  R8  and  R10  district,  the  erection  of  a 
42  story  residential  building  that  exceeds  the  permitted  floor 
area  ratio. 

PREMISES  AFFECTED — 60  to  66  East  End  Avenue,  531 
to  537  East  82nd  Street,  northwest  corner,  532,  536  to  538 
East  83rd  Street,  Block  1579,  Lots  19,  21,  22  to  26,  31,  32 
and  34,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Vice  Chairman  Becker .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  23,  1970,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  23, 
1970,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  June  23,  1971.”  (N.B.  108-68) 


317-64-BZ — Vol.  II 

APPLICANT — Herman  Sands  for  Heingartner  Associates, 
Inc. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  II,  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent,  previously  granted  on  condition 
under  Section  11-412  of  the  Zoning  Resolution,  permitting 
in  an  R5  district,  the  erection  of  a  one  story  enlargement 
to  an  existing  auto  showroom  and  office,  previously  before 
the  Board,  and  to  extend  the  accessory  uses  of  service  of 
new  and  used  cars  to  include  sale  and  display  of  new  and 
used  cars,  parking  and  storage  of  motor  vehicles  in  the 
open  area  with  loading  and  unloading. 

PREMISES  AFFECTED — 2166-2216  Coney  Island  Avenue, 
923-937  Avenue  S,  northwest  corner,  Block  6685,  Lots 
34,  44,  45,  46,  47  and  49,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Irwin  Emermon. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure. 
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THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 


Negative:  .  0 

Absent:  Vice  Chairman  Becker  .  1 


482-69-BZ — V ol.  II 

APPLICANT — Edwin  Storch  for  Slavko  Bernic,  owner. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  II,  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent ;  previously  denied  under  Section 
72-21  of  the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  permitting  in  an  R5  district,  the  en¬ 
largement  in  floor  area  and  reconstruction  of  a  plumbing 
contractors  establishment. 

PREMISES  AFFECTED— 34-58  to  34-62  9th  Street,  west 
side,  14.74  feet  north  of  35th  Avenue,  Block  323,  Lot  52, 
Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Edwin  Storch. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 

Negative:  .  0 

Absent:  Vice  Chairman  Becker  .  1 


153-70-BZ— Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT— Application  reopened  as  Volume  II  April  27, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district  the  erection  of  a  three  story  two  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room  and 
has  porches  that  are  not  permitted  obstructions  within  the 
required  open  space. 

PREMISES  AFFECTED— 42-29  202nd  Street,  east  side, 
240  feet  north  of  43rd  Avenue,  Block  6260,  Lot  51,  Bayside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  Mignon  R.  Woodmansee,  Maria  Menrath, 
Laura  Di  Carlo,  Rose  Prancl,  Vincent  Giammona,  Mr. 
and  Mrs.  Robert  Kirmse,  Gladys  Tate,  Mel  Kessler,  Ira 
Solomon,  Anne  Benedetto  and  George  Benedetto. 

ACTION  OF  BOARD— Laid  over  to  July  13,  1971,  at  10 
A.M.,  for  continued  hearing;  applicant  to  file  revised 
drawings;  previously  inspected. 


154-70-BZ— Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT — Application  reopened  as  Volume  II  April  27, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  oZning  Resolution,  to  permit  in  an  R3-2 
district  the  erection  of  a  three  story  two  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room  and 
has  porches  that  are  not  permitted  obstructions  within  the 
required  open  space. 


PREMISES  AFFECTED— 42-19  202nd  Street,  east  side, 
180  feet  south  of  42nd  Avenue,  Block  6260,  Lot  56,  Bayside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  George  Benedetto,  Anne  Benedetto,  Ira 
Solomon,  Mel  Kessler,  Mignon  R.  Woodmansee  and 
others. 

ACTION  OF  BOARD— Laid  over  to.  July  13,  1971,  at  10 
A.M.;  for  continued  hearing;  applicant  to  file  revised 
drawings ;  prevously  inspected. 

155-70-BZ— Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT — Application  reopened  as  Volume  II  April  27, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district  the  erection  of  a  three  story  two  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room  and 
has  porches  that  are  not  permitted  obstructions  within  the 
required  open  space. 

PREMISES  AFFECTED— 42-21  202nd  Street,  east  side, 
210  feet  south  of  42nd  Avenue,  Block  6260,  Lot  55,  Bayside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  Gladys  Tate,  Mr.  and  Mrs.  Robert  Ker- 
mise,  Vincent  Giammona,  Melvin  Kessler  and  others. 

ACTION  OF  BOARD — Laid  over  to  July  13,  1971,  at  10 
A.M.,  for  continued  hearing;  applicant  to  file  revised  draw¬ 
ings  ;  previously  inspected. 


157-70-BZ— Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT — Application  reopened  as  Volume  II  April  27, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district  the  erection  of  a  three  story  two  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room  and 
has  porches  that  are  not  permitted  obstructions  within  the 
required  open  space. 

PREMISES  AFFECTED — 42-27  202nd  Street,  east  side, 
240  feet  south  of  42nd  Avenue,  Block  6260,  Lot  52,  Bay- 
side,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  Rose  Prancl,  Laura  Di  Carlo,  Maria 
Menrath,  Mignon  R.  Woodmansee,  Melvin  Kessler  and 
others. 

ACTION  OF  BOARD — Laid  over  to  July  13,  1971,  at  10 
A.M.,  for  continued  hearing;  applicant  to  file  revised 
drawings;  previously  inspected. 

711-70-BZ 

APPLICANT — George  J.  Vassilev  for  Thomas  M.  Ragusa 
and  Domenica  Crescenti,  owners. 

SUBJECT — Application  November  27,  1970 — decision  of 
the  Borough  Superintendent,  under  Section  73-241  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district,  in  an 
existing  one  story  building,  the  addition  to  the  restaurant 
use  to  include  cabaret. 
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PREMISES  AFFECTED— 111-06  to  111-10  Roosevelt  Av¬ 
enue,  southeast  corner  of  111th  Street,  Block  2013,  Lot  1, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  George  J.  Vassilev,  Dominick  Rello  and 
Eusebio  Valdes. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  July  6,  1971,  at  10 
A.M.,  for  decision;  applicant  to  submit  additional  infor¬ 
mation;  previously  inspected;  hearing  closed. 


95-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  Dave 
Simon,  owner,  c/o  Robert  H.  Black,  Douglaston  Golf 
Range,  Executor. 

SUBJECT — Application  February  19,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-2  district,  the  erection 
of  a  six  story  multiple  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  accessory  parking, 
encroaches  on  the  required  yard  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED — 44-30  Douglaston  Parkway, 
west  side,  72-48  feet  north  of  Northern  Boulevard,  Block 
8092,  Lots  33,  56,  Douglaston,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  July  6,  1971,  at  10 
A.M.,  for  continued  hearing  at  the  request  of  the  applicant. 


102-71-BZ 

APPLICANT— M.  Martin  Elkin  for  Nasso  Realty  In¬ 
corporated,  owner. 

SUBJECT — Application  February  23,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R8  district,  in  an  existing 
six  story  building,  the  enlargement  in  area  of  the  first 
floor  commercial  use  for  use  as  a  restaurant  on  the  entire 
first  floor  and  cellar. 

PREMISES  AFFECTED — 417  to  419  East  65th  Street, 
north  side,  250  feet  east  of  First  Avenue,  Block  1460,  Lot 
11,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Marvin  Wiener. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  July  6,  1971,  at  10 
A.M.,  for  continued  hearing;  applicant  to  file  additional 
information. 


118-71-BZ 

APPLICANT — Vincent  S.  La  Ganga  for  Dr.  Suppo,  owner. 

SUBJECT — Application  March  4,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  73-125  and  73-11 
(g)  of  the  Zoning  Resolution,  to  permit  in  an  R2  district 
the  enlargement  in  area  of  an  existing  medical  offices 
building  that  will  exceed  the  limitation  on  floor  area. 

PREMISES  AFFECTED — 299  Guyon  Avenue,  northwest 
corner  of  Hylan  Boulevard,  Block  4301,  Lot  1,  Oakwood, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Vincent  S.  la  Ganga. 

For  Opposition:  None. 


ACTION  OF  BOARD— Laid  over  to  July  13,  1971,  at  10 
A.M.,  for  hearing  at  the  request  of  the  Community  Board, 
board. 


174-71-BZ 

APPLICANT — A.  H.  Salkowitz  for  Allied  Tylan  Boule¬ 
vard  Corporation,  owner ;  Dun  and  Bradstreet,  lessee. 
SUBJECT — Application  March  24,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-44  of  the  Zoning 
Resolution,  to  permit  in  a  C2-1  district,  the  reduction  in 
the  number  of  accessory  parking  spaces  for  a  proposed 
office  building. 

PREMISES  AFFECTED — 1139  Hylan  Boulevard,  north 
side,  80  feet  west  of  Allendale  Road,  Block  3227,  Lot  5, 
Grasmere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Carl  Heimberger  and  H.  Muss. 

For  Opposition:  Joan  Kass  and  Raymond  A.  Pignato. 

ACTION  OF  BOARD — Laid  over  to  July  6,  1971,  at  10 
A.M.,  for  decision;  hearing  closed. 


189-71-BZ 

APPLICANT — Savignono,  Strange  and  Veils  for  Bangar 
Realty  Corporation,  owner. 

SUBJECT — Application  March  29,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-413  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-3  and  R6  dis¬ 
trict,  the  change  in  use  of  an  existing  one  story  building 
previously  before  the  Board  from  warehouse,  shipping  and 
stores  to  the  manufacturing  of  ladies  handbags. 

PREMISES  AFFECTED — 1674  to  1678  Broadway,  south 
side,  57.4  feet  west  of  Decatur  Street,  747  to  755  Decatur 
Street,  Block  1503,  Lot  31,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  M.  Vella. 

For  Opposition :  Arthur  Eisen,  J.  Labonne,  D.  Niles, 
Lillie  Brown,  James  and  Louise  Crawford,  Polly  Clark, 
Litas  Stewart,  Mrs.  M.  Hill  and  Maude  Flemming. 

ACTION  OF  BOARD — Laid  over  to  July  6,  1971,  at  10 
A.M.,  for  continued  hearing;  applicant  to  file  revised 
drawings. 


248-71-BZ 

APPLICANT — Atkin  and  Bassolino  for  D.  D.  and  N. 
Aufiero,  owner. 

SUBJECT — Application  April  19,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-413  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R5  district  in  an 
existing  one  story  building  previously  before  the  Board,  the 
change  in  occupancy  from  storage  and  baling  of  rags  to  the 
production  and  printing  of  educational  publications  and 
materials  with  accessory  parking  in  the  open  area. 

PREMISES  AFFECTED — 3222  Ely  Avenue,  east  side,  170 
feet  north  of  Burke  Avenue,  Block  4757,  Lot  50,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Harry  Atkin,  A1  Robbins,  E.  Richard 
Crino  and  P.  Aufiero. 

For  Opposition:  Sinclair  Ford,  Thomas  Cronin,  A. 
Fomin  Emma  E.  Harris,  Lavinia  Henderson,  James  P. 
Murray,  Sarah  B.  Wiley  and  Morton  Kaminsky. 

ACTION  OF  BOARD — Laid  over  to  July  6,  1971,  at  10 
A.M.,  for  continued  hearing. 
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258-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Robro  Realty  Corporation,  owner. 

SUBJECT — Application  April  20,  1971 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  666,  of  the  New  York 
City  Charter  and  Section  72-21  of  the  Zoning  Resolution, 
to  permit  in  a  C6-4  district  on  a  plot  previously  before  the 
Board,  the  erection  of  a  34  story  mixed  building  that  ex¬ 
ceeds  the  permitted  floor  area  ratio  and  has  less  than  the 
required  lot  area  per  room. 

PREMISES  AFFECTED — 747  to  765  Second  Avenue,  west 
side,  from  40th  to  41st  Street,  237  to  245  East  40th  Street, 
242  East  41st  Street,  Block  1314,  Lots  21,  128,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum,  Richard  Roth, 
Elihu  Rose,  Bernard  Strassman  and  Harold  Waxman. 
For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  July  6,  1971,  at  10 
A.M.,  for  decision.  Hearing  closed. 


263-71-BZ 

APPLICANT— Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Sigmund  Sommer,  owner. 

SUBJECT — Application  April  27,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  RIO  and  C2-5  district,  the 
erection  of  a  45  story  mixed  building  that  exceeds  the 
permitted  floor  area  ratio. 

PREMISES  AFFECTED— 405,  411  to  449  East  58th 
Street,  south  side,  106.6  feet  west  of  Sutton  Place,  and  408, 
420  to  438  East  59th  Street,  Block  1370,  Lots  102,  6,  7, 
108,  8,  IS,  16,  17,  117,  18,  19,  29,  30,  31,  121,  and  44, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum,  Julian  Roth, 
Thomas  Green,  Thomas  Randall,  Seymour  Fishkin  and 
Kenneth  Singer. 

For  Opposition :  Leonard  N.  Shapiro  and  Herbert  Shalat. 
ACTION  OF  BOARD — Laid  over  to  July  6,  1971,  at  10 
A.M.,  for  decision;  hearing  closed. 


264-71-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Sigmund  Sommer,  owner. 

SUBJECT — Application  April  27,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  floor  area  ratio. 

PREMISES  AFFECTED— 405,  411  to  449  East  58th 
Street,  south  side,  106.6  feet  west  of  Sutton  Place,  and  408, 
420  to  438  East  59th  Street,  Block  1370,  Lots  102,  6,  7,  108, 
8,  5,  16,  17,  117,  18,  19,  29,  30,  31,  121,  and  44,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum,  Julian  Roth, 
Thomas  Green,  Thomas  Randall,  Seymour  Fishkin  and 
Kenneth  Singer. 

ACTION  OF  BOARD — Laid  over  to  July  6,  1971,  at  10 
A.M.,  for  decision ;  hearing  closed. 


295-71-BZ  ? 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  R.  H.  Macy  and  Company,  Incorporated,  owner. 
SUBJECT — Application  May  12,  1971 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  666,  of  the  New  York 


City  Charter  and  Section  72-21  of  the  Zoning  Resolution, 
to  permit  in  a  C4-1  district,  in  a  proposed  shopping  center 
the  erection  of  a  three  story  department  store  that  en¬ 
croaches  on  the  required  rear  yard. 

PREMISES  AFFECTED — 112  Richmond  Hill  Road,  south 
side,  1014  feet  east  of  Richmond  Avenue,  Block  2400,  Lot 
118,  New  Springville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum,  Henry  H.  Bren¬ 
nan,  Irving  Feist,  Leon  Soles-Ghen,  Benjamin  F.  Nudell, 
David  Stopsky  and  Donald  Siskind. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  July  6,  1971,  at  10 
A.M.,  for  continued  hearing,  previously  inspected. 


318- 71-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  R.  H.  Macy  and  Company,  Incorporated,  owner. 

SUBJECT — Application  May  18,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  lot  line  opening, 
exterior  walls,  exterior  separation. 

PREMISES  AFFECTED — 112  Richmond  Hill  Road,  south 
side,  1014  feet  east  of  Richmond  Avenue,  Block  2400,  Lot 
118,  New  Springville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum,  Donald  Siskind 
and  Irving  Feist. 

ACTION  OF  BOARD — Laid  over  to  July  6,  1971,  at  10 
A.M.,  for  continued  hearing,  previously  inspected. 

296-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Sears  Roebuck  and  Company,  owner. 

SUBJECT— Application  May  12,  1971— decision  of  the  Bor¬ 
ough  Superintendent  under  Section  666,  of  the  New  York 
City  Charter  and  Sections  73-48  and  73-482  of  the  Zoning 
Resolution,  to  permit  in  a  C4-1  district,  in  a  proposed 
shopping  center,  the  erection  of  a  two  story  department 
store  that  encroaches  on  the  required  rear  yard  and  with 
an  accessory  parking  facility  that  exceeds  the  maximum 
size. 

PREMISES  AFFECTED — 283  Platinum  Avenue,  north 
side,  270  feet  east  of  Richmond  Avenue,  Block  2400,  Lot 
375,  New  Springville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum,  Henry  H.  Bren¬ 
nan  and  Donald  Stopsky. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  July  6,  1971,  at  10 
A.M.,  for  continued  hearing  previously  inspected. 

319- 71-A  ' 

APPLICANT  Samuel  H.  Lindenbaum  of  Lindenbaum  and 
\  oung  for  Sears  Roebuck  and  Company,  owner. 

SUBJECT  Application  May  18,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  lot  line  opening 
exterior  walls,  exterior  separation. 

PREMISES  AFFECTED — 283  Platinum  Avenue,  north 
side,  270  feet  east  of  Richmond  Avenue,  Block  2400,  Lot 
375,  New  Springville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum,  Henry  H.  Bren¬ 
nan  and  Leon  Soles-Aken. 

ACTION  OF  BOARD — Laid  over  to  July  6,  1971,  at  10 
A.M.,  for  continued  hearing,  previously  inspected. 
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297-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Staten  Island  Mall,  owner. 

SUBJECT — Application  May  12,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  666,  of  the  New  York 
City  Charter  and  Sections  72-21,  73-48  and  73-482  of  the 
Zoning  Resolution,  to  permit  in  a  C4-1  district,  in  a  pro¬ 
posed  shopping  center,  the  construction  of  a  connecting 
mall  between  two  department  stores  that  has  access  on 
the  lot  line  into  adjoining  buildings  and  with  an  accessory 
parking  facility  that  exceeds  the  permitted  size. 

PREMISES  AFFECTED — 2655  Richmond  Avenue,  north¬ 
east  corner  of  Platinum  Avenue,  Block  2400,  Lot  180,  New 
Springville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum,  Henry  H.  Bren¬ 
nan  and  Irving  Feist. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  July  6,  1971,  at  10 
A.M.,  for  continued  hearing,  previously  inspected. 


320-71-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Staten  Island  Mall,  owner. 

SUBJECT — Application  May  18,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  mall  area  of  shop¬ 
ping  area. 

PREMISES  AFFECTED — 2655  Richmond  Avenue,  north¬ 
east  corner  of  Platinum  Avenue,  Block  2400,  Lot  180,  New 
Springville  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum,  Henry  H.  Bren¬ 
nan  and  Donald  Siskind. 

ACTION  OF  BOARD— Laid  over  to  July  6,  1971,  at  10 
A.M.,  for  continued  hearing,  previously  inspected. 


298-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  and  Young  for 
Staten  Island  Mall,  owner. 

SUBJECT — Application  May  12,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  666,  of  the  New  York 
City  Charter  and  Section  73-48  and  73-482  of  the  Zoning 
Resolution,  to  permit,  in  a  C4-1  district,  in  a  proposed 
shopping  center,  the  maintenance  of  a  retail  service  and 
convenience  center  with  accessory  parking  that  exceeds 
the  permitted  size. 

PREMISES  AFFECTED — 280  Marsh  Avenue,  northwest 
corner  of  Platinum  Avenue,  Block  2400,  Lot  300,  New 
Springville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum,  Henry  H.  Bren¬ 
nan. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  July  6,  1971,  at  10 
A.M.,  for  continued  hearing.  Previously  inspected. 


299-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Staten  Island  Mall,  owner. 

SUBJECT — Application  May  12,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  666,  of  the  New  York 
City  Charter  and  Section  72-21  of  the  Zoning  Resolution, 
to  permit  in  a  C4-1  district,  the  installation  of  an  off-size 
accessory  sewage  treatment  plant  for  a  proposed  shopping 
center. 


PREMISES  AFFECTED— 26  Richmond  Hill  Road,  south 
side,  190  feet  east  of  Richmond  Avenue,  Block  2400,  Lot  77, 
New  Springville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  July  20,  1971,  at  10 
A.M.,  for  hearing  at  the  request  of  the  applicant. 


703-70-BZ 

APPLICANT — Maurice  Intrator,  for  Loyal  Order  of 
Moose,  Incorporated,  owner;  Richmond  Hill  Lodge  1176, 
lessee. 

SUBJECT— Application  November  24,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district  the  erection  of 
a  one  story  and  cellar  enlargement  to  an  existing  dance 
hall,  banquet  hall  and  meeting  room  and  the  addition  to  the 
uses  to  include  Cabaret. 

PREMISES  AFFECTED— 87-25  118th  Street,  east  side, 
213.67  feet  south  of  Jamaica  Avenue,  Block  9328,  Lots  86 
and  85,  Richmond  Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maurice  Intrator. 

For  Opposition :  Vito  P.  Kentimiglia. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Vice  Chairman  Becker .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  May  25,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  June  8,  1971;  then  to  June  22,  1971; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1970,  acting  on  Alt.  Applic.  306/1970, 

reads : 

“1.  Proposed  enlargement  of  an  existing  Banquet 
Flail,  Dance  Hall,  Meeting  Rooms,  Banquet  Hall  office; 
and  change  and  extension  of  use  to :  Banquet  Hall  and 
eating  and  drinking  without  restrictions  as  to  entertain¬ 
ment  and  dancing,  LTse  Group  12,  Accessory  office; 
located  in  an  R3-1  Zoning  District,  is  contrary  to  52-41 
and  54-31  Zon.  Res.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R3-2  district,  the  erection  of  a  one  story  and  cellar  en¬ 
largement  to  an  existing  dance  hall,  banquet  hall  and  meet¬ 
ing  room  and  the  additional  uses  to  include  cabaret  on  con¬ 
dition  that  all  work  conform  to  drawings  marked  received 
“November  24,  1970”,  one  sheet,  “June  3,  1971”,  2  sheets 
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and  “June  17,  1971”,  2  sheets,  and  that  all  laws,  rules  and 
regulations  be  complied  with  and  that  all  work  shall  be 
completed  within  one  year  of  the  date  of  this  resolution. 


2-71-BZ 


APPLICANT — Fred  L.  Liebmann  for  Torston  Forsberg, 
owner. 


SUBJECT — Application  January  5,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Ml-1  district,  the  erection 
of  a  two-story  building  for  use  as  a  truck  terminal  with 
accessory  offices  that  exceeds  the  permitted  floor  area  ratio, 
encroaches  on  the  required  rear  yard  and  has  less  than  the 
required  parking. 

PREMISES  AFFECTED — 182-28  149th  Avenue,  southwest 
corner  of  183rd  Street,  Block  13411,  Lots  16,  18,  20,  22,  25, 
29  and  31,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Fred  L.  Liebmann. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative:  .  0 

Negative  :  .  Chairman  Galvin,  Commissioner  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 
Absent:  Vice  Chairman  Becker .  1 


THE  RESOLUTION— 


Whereas ,^a  public  hearing  was  held  on  this  application  on 
April  27,  1971,  after  due  notice  by  publication  in  the  Bulle¬ 
tin;  laid  over  to  May  11,  1971;  then  to  June  8,  1971; 
then  to  June  22,  1971 ;  and 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  8,  1970,  acting  on  N.B.  Applic.  428/1970, 
reads : 


“1)  Proposed  Floor  Area  is  greater  than  F.A.R. 
permitted  in  Sec.  43-12  of  the  Zoning  Resolution. 

2)  Proposed  parking  is  inadequate  and  is  contrary 
to  Sec.  44-21  of  the  Zoning  Resolution. 

3)  Lack  of  rear  yard  is  contrary  to  Sec.  43-26  of 
the  Zoning  Resolution.” 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  finding(s)  (a),  (b)  and  (e) 
under  Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  December  8,  1970  acting  on  N.  B.  Applic.  428/1970 
Objection  No.  1,  2  and  3  be  and  it  hereby  is  affirmed  and 
that  the  application  be  and  it  hereby  is  denied. 


54-71-BZ 

APPLICANT — Arthur  Greenfield  for  80  Park  Avenue 
Company,  owner. 

SUBJECT — Application  January  21,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-2  district,  in  a  five 
story  and  basement  office  and  residential  building  pre¬ 
viously  before  the  Board,  the  conversion  to  offices  through¬ 
out. 

PREMISES  AFFECTED — 32  East  39th  Street,  south  side, 
175.6  feet  west  of  Park  Avenue,  Block  868,  Lot  48,  Bor¬ 
ough  of  Manhattan. 


APPEARANCES— 

For  Applicant:  Arthur  Greenfield. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  o 

Absent :  Vice  Chairman  Becker  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
May  18,  after  due  notice  by  publication  in  the  Bulletin;  laid 
over  to  June  1,  1971 ;  then  to  June  15,  1971 ;  then  to  June  22, 
1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  13,  1971,  acting  on  Alt.  Applic.  1091/1970, 
reads : 

“2.  Proposed  change  of  use  from  Apt.  to  Offices  in 
an  R7-2  Use  District  is  not  permitted  as  per  Section  22- 
10  Z.  R.  and  is  not  in  conformance  with  Cal.  #1110- 
65-BZ.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  require  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R7-2 
district,  in  a  five  story  and  basement  office  and  residential 
building  previously  before  the  Board,  the  conversion  to  offices 
throughout  on  condition  that  all  work  conform  to  drawings 
marked  received  “January  21,  1971,”  8  sheets  and  that  all 
laws,  rules  and  regulations  apply  and  that  all  work  shall  be 
completed  within  one  year  from  the  date  of  this  resolution. 


55-71-A 

APPLICANT — Arthur  Greenfield  for  80  Park  Avenue  Cor¬ 
poration,  owner. 

SUBJECT — Application  January  21,  1971 — appeal  from  a 
decision  of  the  Boi'ough  Superintendent  re-  stairway  en¬ 
closure. 

PREMISES  AFFECTED — 32  East  39th  Street,  south  side, 
175.6  feet  west  of  Park  Avenue,  Block  868,  Lot  48,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Arthur  Greenfield. 

For  Opposition:  None. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein, 


Commissioner  Madigan  and  Commissioner  Nolan . 4 

Negative:  .  0 

Absent :  Vice  Chairman  Becker .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  13,  1971  on  Alt.  Applic.  1091-70,  reads: 

1.  Proposed  change  of  use  in  a  Class  3  NFP  Bldg., 
4  story  and  penthouse  is  not  permitted  as  per  C26-254.0 
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A.  C.  and  is  not  in  conformance  with  B.  S.  &  A.  Cal.  No. 
1111-65-A. 

3.  Provide  a  2  Hr.  stairway  enclosure  from  cellar 
to  roof  as  per  Article  7  of  A.  C. 

5.  Elevator  is  not  a  permitted  opening  within  the 
required  stairway  enclosure  as  per  (6.4.1.8.2)  2(a)  and 
6.1.7.  A.  C  ” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved ,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  January  13,  1971,  acting  on  Alt.  Applic. 
1091-70  Objection  No.  1,  3  and  5  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  all  work  conform  to  the  resolution  this  day  under  Calen¬ 
dar  Number  54-71-BZ  and  that  all  laws,  rules  and  regula¬ 
tions  be  complied  with. 


56-71-BZ 

APPLICANT — Arthur  Greenfield  for  80  Park  Avenue  Com¬ 
pany,  owner. 

SUBJECT — Application  January  21,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-2  district,  in  an  existing 
four  story  and  basement  office  and  residential  building  pre¬ 
viously  before  the  Board,  the  extension  of  the  office  use 
to  occupy  the  entire  building. 

PREMISES  AFFECTED— 34  East  39th  Street,  south  side, 
155  feet  west  of  Park  Avenue,  Block  868,  Lot  47,  Borough 
of  Manhattan. 

APPEARANCES— 

F or  Applicant :  Arthur  Greenfield. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent:  Vice  Chairman  Becker .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
May  18,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  June  1,  1971;  then  to  June  15,  1971;  then  to 
June  22,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  13,  1971,  acting  on  Alt.  Applic.  1101/1970, 
reads : 

“1.  Proposed  change  of  use  is  not  permitted  in  R7-2 
use  district  as  per  Section  22-10  Z.  R.  and  is  contrary  to 
B.  S.  and  A.  Cal.  No.  1803-61-BZ.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R7-2 
district,  in  an  existing  four-story  and  basement  office  and 


residential  building  previously  before  the  Board,  the  extension 
of  the  office  use  to  occupy  the  entire  building  on  condition 
that  all  work  conform  with  drawings  marked  received  “Janu¬ 
ary  21,  1971,”  9  sheets,  and  that  all  laws,  rules  and  regulations 
be  complied  with  and  that  all  work  be  completed  within  one 
.•  ear  of  the  date  of  this  resolution. 

57-71-A 

APPLICANT — Arthur  Greenfield  for  80  Park  Avenue 
Company,  owner. 

SUBJECT — Application  January  21,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  live  load. 
PREMISES  AFFECTED — 34  East  39th  Street,  south  side, 
155  feet  west  of  Park  Avenue,  Block  868,  Lot  47,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Arthur  Greenfield. 

For  Opposition:  None. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Vice  Chairman  Becker .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  13,  1971  on  Alt.  Applic.  1101-70,  reads: 

“2.  Proposed  change  of  use  is  not  permitted  as  per 
C26-254.0  A.  C.  and  is  contrary  to  B.  S.  &  A.  Cal.  No. 
1084-61 -A. 

3.  Provide  one  stairway  enclosure  in  2  hr.  enclosure 
for  cellar  to  roof  as  per  Article  7  of  A.  C. 

4.  Provide  50  #L.  L.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  ot  tne  rsorough  Super¬ 
intendent,  dated  January  13,  1971,  acting  on  Alt.  Applic.  1101- 
70  Objection  No.  2,  3  and  4  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
all  work  conform  to  the  resolution  this  day  under  Calendar 
No.  56-71-BZ  and  that  all  laws,  rules  and  regulations  be 
complied  with. 

111-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Shell  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  March  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-211  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  the  reconstruction 
of  an  automotive  service  station  with  accessory  uses,  and 
with  accessory  show  windows  within  75  feet  of  a  residence 
district. 

PREMISES  AFFECTED— 185-25  North  Conduit  Avenue, 
northwest  corner  of  Springfield  Boulevard,  Block  13094, 
Lot  68,  Springfield  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 
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Negative: .  0 

Absent:  Vice  Chairman  Becker  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
June  8,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  June  22,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  6,  1971,  acting  on  N.  B.  Applic.  777/1970,  reads : 

“1.  Proposed  Automobile  Service  Station,  (Use  Gr. 
16)  in  a  C2-2  zone  district  is  contrary  to  N.  Y.  C.  Zoning 
Resolution  32-25.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-21 1  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  special  permit  under  Section  73-211  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  the  reconstruction  of 
an  automotive  service  station  with  accessory  uses,  on  condi¬ 
tion  that  all  work  conform  to  drawings  filed  with  the  applica¬ 
tion  marked  received  “March  2,  1971”,  three  sheets  and  “June 
4,  1971”,  one  sheet  and  “June  14,  1971”,  one  sheet  and  that  all 
laws,  rules  and  regulations  be  complied  with  and  that  all 
work  be  completed  within  one  year  of  this  resolution. 


115-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Nick  Sala  and 
Angelo  Dolce,  doing  business  as  S  and  D  Autobody  Colli¬ 
sion  Company,  owner. 

SUBJECT — Application  March  3,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-3  district,  the  expansion  of  an 
existing  automobile  repair  shop  into  an  adjoining  building 
and  the  erection  of  an  enlargement  that  creates  non-compli¬ 
ance  in  floor  area  ratio. 

PREMISES  AFFECTED— 1305  to  1307  36th  Street,  north¬ 
west  corner  of  Louisa  Street,  Block  5310,  Lots  29  and  30, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Vice  Chairman  Becker  .  1 

THE  RESOLUTION— 


W hereas,  a  public  hearing  was  held  on  this  application  on 
June  8,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  June  22,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  18,  1971,  acting  on  Alt.  Applic.  1895/1970, 
reads : 

“1.  Within  a  C2-3  in  R5  Zone,  the  proposed  en¬ 
largement  and  extension  of  a  non-conforming  auto  re¬ 
pair  shop  in  U.  G.  16  is  contrary  to  52-41  Zoning  Resolu¬ 
tion. 

2.  The  proposed  structural  alteration  for  non- 
conforming  use  is  contrary  to  52-22  Z.  R. 

3.  The  proposed  enlargement  causes  the  F.  A.  R.  to 
exceed  1.00;  contrary  to  33-121  Z.  R.” 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  a  C2-3  district,  the  expansion  of  an  existing  auto¬ 
mobile  repair  shop  into  an  adjoining  building,  and  the  erec¬ 
tion  of  an  enlargement  that  creates  non-compliance  in  floor 
area  ratio,  on  condition  that  all  work  shall  conform  to  draw¬ 
ings  filed  with  this  application  marked  “Received  March  3, 
1971’,  3  sheets,  and  “June  18,  1971”,  2  sheets;  and  that  all 
laws,  rules  and  regulations  applicable  be  complied  with,  and 
that  substantial  construction  be  oompleted  within  one  year 
from  the  date  of  this  resolution. 

116-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  Nick  Sala  and 
Angelo  Dolce  doing  business  as  S  and  D  Auto  Body  Colli¬ 
sion  Company,  owner. 

SUBJECT — Application  March  3,  1971— appeal  from  deci¬ 
sion  of  the  Borough  Superintendent  re-  Proposed  exten¬ 
sion  of  motor  vehicle  repair  shop,  Class  III  building. 

PREMISES  AFFECTED — 1305  to  1370  36th  Street,  north¬ 
west  corner  of  Louisa  Street,  Block  5310,  Lots  29  and  30, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  o 

Absent:  Vice  Chairman  Becker .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  18,  1971  on  Alt.  Applic.  1895-70,  reads : 

— The  proposed  extension  of  the  motor  vehicle 
repair  shop  use  into  a  two  story  Class  III  building  is 
contrary  to  C26-254  A.  C. 

5 — The  proposed  combination  of  the  two  Class  III 
bldgs,  causing  the  area  to  exceed  3000  feet,  and  in  which 
a  residence  is  located  is  contrary  to  C26-254  A.  C.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  February  18,  1971,  acting  on  Alt.  Applic.  1895-70 
Objections  No.  4  and  5,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
all  work  shall  conform  to  the  resolution  adopted  this  day 
under  Calendar  Number  115-71-BZ;  and  that  all  other  laws, 
rules  and  regulations  shall  be  complied  with. 


140-71-BZ 

APPLICANT — Stanley  H.  Klein  for  Karl  and  Doris  Stork, 
owner. 

SUBJECT — Application  March  9,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-62  of 


675 


MINUTES 


the  Zoning  Resolution,  to  permit  in  a  Cl-2  district  the 
enlargement  in  area  and  expansion  of  a  bakery  that  will 
exceed  the  floor  area  limitation  for  production. 
PREMISES  AFFECTED— 12-40  to  12-42  150th  Street, 
southwest  corner  of  12th  Road,  Block  4505,  Lot  29,  White- 
stone,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Philip  P.  Agusta. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Vice  Chairman  Becker  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
June  22,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  2,  1971,  acting  on  Alt.  Applic.  1482/1970,  reads : 

“1.  Proposed  extension  of  a  bakery  with  more  than 
750  sq.  ft.  of  floor  area  for  production  is  contrary  to 
Section  32-15  of  the  Zoning  Resolution  in  a  Cl-2  Zone.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  dif¬ 
ficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  and  73-62  of  the  Zoning  Resolution,  to  permit 
in  a  Cl-2  district,  the  enlargement  in  area  and  expansion  of 
a  bakery  that  will  exceed  the  floor  area  limitation  for  produc¬ 
tion,  on  condition  that  all  work  shall  conform  to  the  plans 
marked  “received  June  17,  1971,”  ten  sheets,  and  “March  9, 
1971,”  one  sheet,  and  that  all  rules  and  regulations  be  com¬ 
plied  with  and  that  all  work  be  completed  within  one  year 
from  the  date  of  this  resolution. 


165-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Nucastle  Motors 
Corporation,  owner. 

SUBJECT — Application  March  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  conversion 
of  an  existing  parking  lot  to  an  automobile  sales  and  office 
with  an  entrance  within  50  feet  of  intersecting  street. 

PREMISES  AFFECTED — 10002  4th  Avenue,  southwest 
corner  of  100th  Street,  Block  6137,  Lot  81,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application.  Minority  report  re¬ 
ceived. 

ACTION  OF  BOARD — Application  denied. 


TFIE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Galvin,  Commissioner  Klein, 

Commissioner  Madigan  and  Commissioner  Nolan .  4 

Absent :  Vice  Chairman  Becker .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
May  25,  1971,  after  due  notice  by  publication  in  the  Bulletin ; 
laid  over  to  June  8,  1971;  then  to  June  22,  1971;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  26,  1971,  acting  on  N.  B.  Applic.  36/1971, 
reads : 

“1.  Automobile  Sales  Lot  (Use  Group  16)  is  not 
permitted  in  R6  Zone. 

2.  Curb  cut  may  not  be  within  50'  of  intersection  of 
two  street  lines — 25-63  of  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  finding  (c)  under  Section 
72-21  of  the  Zoning  Resolution. 

Resolved ,  that  the  decision  of  the  Borough  Superintendent, 
dated  February  26,  1971  acting  on  N.  B.  Applic.  36/1971 
Objection  No.  1  and  2  be  and  it  hereby  is  affirmed  and  that 
the  application  be  and  it  hereby  is  denied. 


185-71-BZ 

APPLICANT — Mok  and  Sonber  for  The  Abbey  Funeral 
Director,  Incorporated,  owner. 

SUBJECT — Application  March  30,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412,  72-21  and 
73-27  of  the  Zoning  Resolution,  to  permit  in  a  Cl-A  dis¬ 
trict  at  an  existing  funeral  establishment  previously  before 
the  Board,  the  erection  of  two  additional  stories  and  with¬ 
out  the  required  loading  berth. 

PREMISES  AFFECTED — 888  Lexington  Avenue,  south¬ 
west  corner  of  66th  Street,  Block  1400,  Lot  58,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Paul  Mok  and  Denis  P.  Coleman. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Vice  Chairman  Becker .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
May  25,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  June  8,  1971;  then  to  June  22,  1971;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  23,  1971,  acting  on  Alt.  Applic.  890/1970,  reads: 

“Cl — The  proposed  extension  of  a  non-conforming 
use  is  contrary  to  Section  52-43  of  the  Zoning  Resolution. 

C2— The  proposed  structural  alteration  in  a  building 
occupied  for  a  non-conforming  use  is  contrary  to  Section 
52-22  of  the  Zoning  Resolution. 

C3 — The  proposed  extension  would  create  a  new 
non-compliance  in  respect  to  floor  area  which  is  contrary 
to  Section  52-43  (a)  and  33-122  of  the  Zoning  Reso¬ 
lution. 
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C4 — The  proposed  extension  increases  the  degree  of 
non-compliance  in  respect  to  the  open  area  along  the 
side  lot  line  which  is  contrary  to  Sections  33-25  and 
52-43 (a)  of  the  Zoning  Resolution. 

C5 — One  loading  berth  25'  x  10'  x  8'  is  required  as 
per  44-62  and  36-681  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-27  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  Special  Permit  under  73-27  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  a  Cl-9  district,  at  an  existing  funeral  estab¬ 
lishment  previously  before  the  Board,  the  erection  of  two 
additional  stories  on  condition  that  all  work  conform  to  draw¬ 
ings  filed  with  this  application  marked,  “received,  April  21, 
1971,”  one  sheet  and  June  21,  1971,  9  sheets,  that  a  loading 
berth  be  provided  and  that  all  laws,  rules  and  regulations  be 
complied  with  and  that  all  work  be  completed  within  one  year 
from  the  date  of  this  resolution. 


186-71-A 

APPLICANT — Mok  and  Sonber  for  The  Abbey  Funeral 
Director,  Incorporated,  owner. 

SUBJECT — Application  March  30,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  egress. 
PREMISES  AFFECTED — 888  Lexington  Avenue,  south¬ 
west  corner  of  66th  Street,  Block  1400,  Lot  58,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Paul  Mok  and  Denis  P.  Coleman. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative: .  0 

Absent :  Vice  Chairman  Becker  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  23,  1971  on  Alt.  Applic.  890-70,  reads : 

“CIO — Provide  a  second  means  of  egress  from  cellar 
as  per  C26-603.2  of  the  new  Building  Code. 

C13 — Portion  of  stairs  leading  to  cellar  must  be 
separated  from  the  portion  below  grade  as  per  C26-602.4 
of  the  new  Building  Code. 

C14 — Elevator  opens  into  stairwell  which  is  con¬ 
trary  to  C26-604.8(j)  of  the  new  Building  Code. 

C19 — The  installation  of  fire  escape  as  a  second 
means  of  egress  is  contrary  to  C26-401.4.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  March  23,  1971  acting  on  Appl.  No. 
890/70  Objection  No.  CIO,  C14  and  C19  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  all  work  conform  to  the  resolution  this  day 
under  calander  No.  185-71-BZ. 


257-71-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Melton  Realty  Cor¬ 
poration,  owner;  Burglers  Cove,  lessee. 


SUBJECT — Application  April  21,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-241  of  the  Zoning 
Resolution,  to  permit  in  a  C2-4  district,  in  an  existing  two 
story  building,  the  addition  to  the  uses  of  the  first  floor 
restaurant  to  include  cabaret. 

PREMISES  AFFECTED — 3869  Tenth  Avenue,  southeast 
corner  of  West  207th  Street,  Block  2203,  Lot  7,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Thomas  P.  Crinnion  and  Richard  D.  Pon- 
trelli. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative :  .  0 

Absent :  Vice  Chairman  Becker .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
June  22,  1971,  after  due  notice  by  publication  in  the  Bulle¬ 
tin  ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  21,  1971,  acting  on  Alt.  Applic.  108/1971,  reads: 

“A-l  The  proposed  Eating  and  Drinking  Establish¬ 
ment  without  restrictions  on  Entertainment  is  in  Use 
Group  12  and  therefore  is  not  permitted  as  a  matter  of 
right  in  a  C2-4  within  an  R7-2  district  as  per  Section 
32-10  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-241  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-241  of  the  Zoning  Resolution,  to  permit  in 
a  C2-4  district,  in  an  existing  two-story  building,  the  addi¬ 
tion  to  the  use  of  the  first  floor  restaurant  to  include  cabaret 
on  condition  that  all  work  conform  to  the  plans  filed  with 
this  application  marked  “received  April  21,  1971”  two  sheets, 
and  on  further  condition  that  there  be  four  instruments  lim¬ 
ited  to  a  guitar,  bass,  percussion  type,  and  accordion  or  a 
small  portable  organ,  a  vocalist  and  customer  dancing  and 
that  all  rules  and  regulations  be  complied  with. 


262-71-BZ 

APPLICANT — Thomas  H.  Bartzos  for  A.  and  M.  Realty 
Company  and  City  of  New  York,  owners;  New  York  Tele¬ 
phone  Company,  lessee. 

SUBJECT — Application  April  27,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-44  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  district  the  reduction  in 
the  number  of  accessory  parking  spaces  for  a  one  story 
building  converted  to  office  use. 

PREMISES  AFFECTED— 531  to  571  105th  Street.  10501 
to  10525  Farragut  Road,  northeast  corner,  Block  8156,  Lot 
100,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Thomas  H.  Bartzos  and  Harold  Pivnick. 
For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
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THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent:  Vice  Chairman  Becker .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
June  8,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  June  22,  1971;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  26,  1971,  acting  on  Alt.  Applic.  2017/1970, 
reads : 

“1.  Number  of  Parking  Spaces  required  in  accord¬ 
ance  with  Section  44-21  of  Zoning  Resolution  is  not 
provided.  Use  of  Building  is  changed  from  Offices  and 
Manufacturing  of  Electronic  Devices  to  Offices  requiring 
an  increased  number  of  Parking  Spaces  for  Passenger 
Cars.  Number  of  spaces  indicated  has  not  been  in¬ 
creased  from  the  number  specified  in  original  use.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-44  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grants  a  Special  Per¬ 
mit  under  73-44  of  the  Zoning  Resolution,  to  permit  in  an 
M-l  district,  the  reduction  in  the  number  of  accessory  park¬ 
ing  spaces  for  a  one-story  building  converted  to  office  use ; 
on  condition  that  all  work  conform  with  plans  filed  with  this 
application  marked,  “Received,  June  11,  1971,”  five  sheets 
and  that  all  laws,  rules  and  regulations  be  complied  with, 
and  that  all  work  be  completed  one  year  from  the  date  of 
this  resolution. 

Adjourned:  4:00  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JUNE  22,  1971,  2  P.M. 

Present:  Chairman  Galvin,  Commissioner  Klein  and 
Commissioner  Nolan. 

1078-46-SA 

APPLICANT — Keene  Corp.  Pump  &  Meter  Division. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  with  the  report  and  recommendation  of  the  Com¬ 
mittee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Nolan  .  3 

Negative :  . o 

Absent:  Vice  Chairman  Becker  and  Commissioner 
Madigan  .  2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1078-46-SA — Amendment  to  resolution  as  to  change  of 
corporate  name  and  additional  models  of  pumps. 

Keene  Corp.  Pump  and  Meter  Division,  Greeneville  Tenn. 
requested  that  the  resolution  adopted  May  2,  1950  under 
Calendar  Number  1078-46-SA  be  reopened  and  amended 


so  as  to  include  additional  pumps  and  to  show  a  change  of 
corporate  name. 

PROPOSED  USE:  Gasoline  dispensing  pumps. 
DESCRIPTION :  The  requested  pumps,  Models  724-and 
724H  are  basically  the  same  as  the  presently  approved  pumps, 
differing  only  as  to  styling. 

Keene  Corporation  has  submitted  an  affidavit  showing  that 
the  corporation  name  has  been  changed  from  Bowser  Inc.,  to 
Keene  Corporation. 

INSPECTION  AND  TEST:  The  requested  models  have 
been  approved  by  the  Underwriters’  Laboratories. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  2,  1950  under  Calen¬ 
dar  Number  1078-46-SA  be  reopened  and  amended  so  as  to 
include  the  additional  pumps  as  herein  described  namely, 
Models  724  and  724H  and  to  show  a  change  of  owner-manu¬ 
facturer,  new  owner-manufacturer  being  Keene  Corporation 
on  condition  that  the  requirement  of  the  resolution  adopted 
May  2,  1950  under  Calendar  Number  1078-46-SA  be  com¬ 
plied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  con¬ 
trols  of  the  product  manufactured,  shall  be  filed  annually 
with  this  Board,  certifying  that  such  materials,  processes 
and  controls  are  being  maintained  as  were  in  effect  at  the 
time  of  this  approval  or  previous  approvals  under  this  Calen¬ 
dar  Number.  Failure  to  notify  the  Board  of  change  of 
ownership,  change  of  address  or  to  submit  the  annual  affi¬ 
davit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


229-52-SM 

APPLICANT — Gustin-Bacon  Div.  of  Certain-teed  Saint 
Gobain  Corp. 

APPEARANCES— 

For  Applicant :  Joseph  M.  Leak  and  Richard  E.  Bather- 
man. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Nolan  .  3 

Negative:  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Madigan  . 2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
229-52-SM — Amendment  to  resolution  as  to  change  of  owner- 
manufacturer,  additional  uses  of  the  coupling  and  change  of 
trade  name. 

^  Gustin-Bacon  Div.  of  Certain-teed  Saint  Gobain  Insulation 
Corporation,  requested  that  the  resolution  adopted  October 
5,  1954  and  as  amended  through  October  29,  1957  under  Cal¬ 
endar  Number  229-52-SM  be  reopened  and  amended  so  as  to 
show  a  change  of  owner-manufacturer,  additional  uses  of  the 
coupling  and  change  of  trade  name. 

PROPOSED  USE:  Pipe  couplings. 
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DESCRIPTION :  There  has  been  no  change  in  the  material 
used  nor  in  the  method  of  manufacture  of  the  coupling.  The 
original  approval  covered  the  coupling  known  as  Rolagrip 
Pipe  Couplings;  sized  V/z"  to  12"  inclusive. 

The  applicant  has  submitted  affidavits  showing  the  various 
changes  that  have  transpired  between  Gustin-Bacon,  Certain- 
teed  and  St.  Gobain,  Certain-teed  Products  Corp.  purchased 
all  rights,  assets,  etc.  of  Gustin-Bacon  Mfg.  Co.  and  as  the 
result  of  that  action,  the  owner-manufacturer  was  known  as 
Gustin-Bacon  Division  of  Certain-teed  Products  Corporation. 
Subsequently  Certain-teed  Products  Corp.  assigned  the  assets 
and  liabilities  of  Gustin-Bacon  Division  of  Certain-teed  Prod¬ 
ucts  Corp.  to  Certain-teed  Saint  Gobain  Insulation  Corpora¬ 
tion  so  that  the  present  name  of  the  new  owner-manufacturer 
is  Gustin-Bacon  Division,  Certain-teed  Saint  Gobain  Insula¬ 
tion  Corporation. 

The  original  approval  was  granted  for  use  of  these  coup¬ 
lings  on  stand-pipe  and  sprinkler  lines.  The  applicant  re¬ 
quests  that  the  use  of  these  couplings  be  extended  to  plumb¬ 
ing,  heating,  ventilating  and  air-conditioning  installations. 
INSPECTION  AND  TEST:  The  applicant  has  submitted  a 
report  of  test  conducted  by  Factory  Mutual  as  to  temperature 
range  when  exposed  to  hot  and  cold  conditions.  The  coup¬ 
lings  successfully  passed  the  tests  after  being  subjected  to  a 
temperature  of  300° F.  for  45  days  and  20° F.  for  4  days.  The 
couplings  have  been  approved  by  the  Underwriters’  Labora¬ 
tories. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  5,  1954  and  as 
amended  through  October  29,  1957  under  Calendar  Number 

229- 52- SM  be  reopened  and  amended  so  as  to  show  a  change 
of  trade  name;  new  trade  name  being  No.  200  Rolagrip 
Couplings;  sizes  1J4"  to  12"  inclusive  and  to  permit  the 
use  of  this  coupling  on  hot  and  cold  water  lines  and  roof 
drains  on  condition  that  the  pipe  shall  be  plain  or  beveled 
end  galvanized  steel  pipe  or  stainless  steel  as  set  forth  under 
P  102.4  Building  Code  of  the  City  of  New  York,  and  that 
the  temperature  of  the  water  shall  not  be  in  excess  of 
250 °F.,  and  further  that  the  new  owner-manufacturer  be 
known  as  Gustin-Bacon  Div.  of  Certain-teed  Saint  Gobain 
Insulation  Corporation  on  condition  that  all  other  require¬ 
ments  of  the  resolution  adopted  October  5,  1954  and  as 
amended  through  October  29,  1957  under  Calendar  Num¬ 
ber  229-52-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

230- 52-SM 

APPLICANT — Gustin-Bacon  Div.  of  Certain-teed  Saint 

Gobain  Corp. 

APPEARANCES— 

For  Applicant:  J.  M.  Leak  and  R.  E.  Batherman. 


ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Nolan  .  3 

Negative :  .  0 

Absent:  Vice  Chairman  Becker  and  Commissioner 
Madigan  .  2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
230-52-SM — Amendment  to  resolution  as  to  change  of  owner- 
manufacturer,  additional  use  of  couplings  and  change  of  trade- 
name. 

Gustin-Bacon  Division  of  Certain-teed  Saint  Gobain  In¬ 
sulation  Corporation  requested  that  the  resolution  adopted 
October  5,  1954  and  as  amended  through  October  29,  1957 
under  Calendar  Number  230-52-SM  be  reopened  and  amended 
to  show  a  change  of  owner-manufacturer,  additional  uses 
of  the  coupling  and  change  of  trade-name. 

PROPOSED  USE:  Pipe  couplings  and  fittings. 
DESCRIPTION :  There  has  been  no  change  in  the  mate¬ 
rials  used  nor  in  the  method  of  manufacture  of  the  couplings 
and  fittings.  The  original  approval  covered  the  couplings  and 
fittings  known  as  Gruvagrip  Pipe  Couplings  and  Fittings ; 
sized  1  %”  to  14"  inclusive,  the  request  is  to  change  the  trade- 
name  to  100  Gruvagrip  Couplings,  sized  V/i"  through  14"; 
105  Gruvagrip  Couplings  2"  through  8"  and  Gruvagrip  Fit¬ 
tings  sizes  1  Yz"  to  12"  inclusive. 

The  applicant  has  submitted  affidavits  showing  the  various 
changes  that  have  transpired  between  Gustin-Bacon,  Certain- 
teed  and  St.  Gobain.  Certain-teed  Products  Corporation  pur¬ 
chased  all  rights,  assets  etc.  of  Gustin-Bacon  Mfg.  Co.  and 
as  a  result  of  that  action,  the  owner-manufacturer  was  known 
as  Gustin-Bacon  Division  of  Certain-teed  Products  Corpora¬ 
tion.  Subsequently,  Certain-teed  Products  Corp.  assigned  the 
assets  and  liabilities  of  Gustin-Bacon  Division  of  Certain-teed 
Products  Corp.  to  Certain-teed  Saint  Gobain  Insulation  Corp. 
so  that  the  present  name  of  the  new  owner-manufacturer  is 
Gustin-Bacon  Division  Certain-teed  Saint  Gobain  Industrial 
Corporation. 

The  original  approval  was  granted  for  the  use  of  these 
couplings  on  standpipe  and  sprinkler  lines,  the  applicant  re¬ 
quests  the  use  of  these  couplings  and  fittings  be  extended  to 
plumbing,  heating,  ventilating  and  air-conditioning. 
INSPECTION  AND  TEST :  The  requested  couplings  and 
fittings  have  been  approved  by  the  Underwriters’  Labora¬ 
tories.  The  applicant  has  submitted  a  report  of  test  conducted 
by  Factory  Mutual  as  to  temperature  range  when  exposed 
to  hot  and  cold  conditions.  The  gaskets  successfully  passed 
the  tests  after  being  subjected  to  a  temperature  of  300°F.  for 
45  days  and  — 20  °F.  for  4  days. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  5,  1954  and  as 
amended  through  October  29,  1957  under  Calendar  Number 
230-52-SM  be  reopened  and  amended  so  as  to  show  a  change 
of  trade  name,  new  trade  name  being  100  Gruvagrip  Couplings 
Sizes  V/2"  through  14",  105  Gruvagrip  Couplings  Sizes  2" 
through  8",  and  Gruvagrip  Fittings  Sizes  1J4"  through  12", 
and  to  permit  these  couplings  and  fittings  on  hot  and  cold 
water  lines  and  roof  drains  on  condition  that  the  pipe  shall 
be  grooved  end  galvanized  steel  pipe  or  stainless  steel  as 
set  forth  under  P  102.4  Building  Code  of  the  City  of  New 
York;  and  that  the  temperature  of  the  water  shall  not  be  in 
excess  of  250°F. ;  and  further  that  the  new  owner-manufac¬ 
turer  be  known  as  Gustin-Bacon  Division  of  Certain-teed 
Saint  Gobain  Insulation  Corporation  on  condition  that  all 
other  requirements  of  the  resolution  adopted  October  5,  1954 
and  amended  through  October  29,  1957  under  Calendar 
Number  230-52-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
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the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change  of 
address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


900-56-SA 

APPLICANT — Pyrotronics,  a  Div.  of  Baker  Protective 
Services  Inc. 

APPEARANCES— 

For  Applicant:  Charles  E.  Koehler  and  Nello  D.  Rezze. 
ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein 

and  Commissioner  Nolan  .  3 

Negative:  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Madigan  .  2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
900-56-SA — Amendment  to  resolution  as  to  additional  models 
of  zone  annunciator  unit  and  main  control  unit. 

Pyrotronics,  A  Division  of  Baker  Protective  Services  Inc., 
New  Jersey  requested  that  the  resolution  adopted  December 
17,  1957  and  as  amended  April  7,  1959  under  Calendar  Num¬ 
ber  900-56-SA  be  reopened  and  amended  so  as  to  include  an 
additional  zone  annunciator  and  control  unit. 

PROPOSED  USE:  Detector,  with  controls  for  actuating 
an  electric  fire  alarm  or  for  shutting  down  the  fans  of  a 
ventilating  system. 

DESCRIPTION :  The  requested  main  control  unit,  desig¬ 
nated  as  FIU-6  performs  the  same  functions  as  the  presently 
approved  unit  and  is  in  fact  mechanically  and  electrically 
interchangeable  with  the  presently  approved  unit.  The  com¬ 
ponents  have  been  up-graded  so  that  the  request  unit  is 
capable  of  operating  up  to  32  zones  compared  to  the  16  zone 
capability  of  the  presently  approved  unit,  and  the  new  unit 
has  a  capability  of  operating  up  to  40  bells  or  20  hours.  The 
unit  is  equipped  with  separate  trouble  buzzer  and  alarm  bell 
silence  switches  with  a  “ring-back”  feature  on  each  switch 
so  that  an  audible  signal  is  obtained  if  the  switch  is  inad¬ 
vertantly  placed  in  the  improper  position. 

The  zone  indicating  unit  designated  as  ZIU-6  performs 
the  same  function  as  the  presently  approved  unit  and  is  in 
fact  mechanically  and  electrically  interchangeable  with  the 
presently  approved  unit.  The  only  difference  being  that  the 
requested  model  has  a  metalic  dust  cover  to  protect  the  relays 
from  mechanical  damage  and  dust  accumulation. 

INSPECTION  AND  TEST :  Both  requested  units  have 
been  approved  by  the  Underwriters’  Laboratories. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  17,  1957  and  as 
amended  April  7,  1959  under  Calendar  No.  900-56-SA  be 
reopened  and  amended  so  as  to  include  the  additional  zone 


annunciator  unit  ZIU-6  and  main  control  unit  FIU-6  on 
condition  that  the  requirements  of  the  resolution  adopted 
December  17,  1957  and  as  amended  April  7,  1959  under  Cal¬ 
endar  No.  900-56-SA  and  the  requirements  of  Article  13  of 
the  Building  Code  of  the  City  of  New  York  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


79-59-SM 

APPLICANT— Tuttle  &  Bailey,  Div.  of  Allied  Thermal 
Corp. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Nolan  .  3 

Negative : .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Madigan . 2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
79-59-SM— Amendment  to  resolution  as  to  change  in  spring 
firing  mechanism  of  fusible  link  damper. 

Tuttle  and  Bailey  Division  of  Allied  Thermal  Corpora¬ 
tion,  New  Britain,  Connecticut,  requested  that  the  resolu¬ 
tion  adopted  March  19,  1963  under  Calendar  Number 

79-59-SM  be  reopened  and  amended  as  to  change  in  spring 

firing  mechanism  of  fusible  link  damper. 

PROPOSED  USE:  Fusible  link  damper. 

DESCRIPTION :  The  original  mechanism  is  a  “hair  pin” 
style  spring.  It  is  replaced  with  a  spring  loaded  lever 
mechanism  to  increase  the  effective  force  closing  the  damper 
to  46.6  psi. 

RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  19,  1963  under 
Calendar  Number  79-59-SM  be  reopened  and  amended  as 
to  change  in  spring  firing  mechanism  of  a  fusible  link 
damper,  from  a  “hair  pin”  style  spring  to  a  spring  loaded 
lever,  on  condition  that  the  requirements  of  the  original 
resolution  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of.  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner- 
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ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenttial, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


197-59-SA 

APPLICANT — Hupp  Inc. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Nolan  .  3 

Negative :  . **"’*"  q 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Madigan  .  2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
197-59-SA — Amendment  to  resolution  as  to  change  in  owner¬ 
ship. 

Hupp  Inc.,  Delaware,  requested  that  the  resolution  adopted 
September  22,  1959  and  amended  November  23,  1965  under 
Calendar  Number  197-59-SA  be  reopened  and  amended  as 
to  change  in  ownership. 

PROPOSED  USE:  Gas  fired  space  heater. 
DESCRIPTION :  The  submitted  affidavits  state  that  Hupp 
Corporation  of  Virginia  has  merged  into  White  Consolidated 
Industries,  Inc.,  that  White  Consolidated  Industries,  Inc. 
transferred  and  conveyed  to  Hupp,  Inc.  of  Delaware  the 
business  and  the  assets  formerly  conducted  and  owned  by 
Hupp  Corporation  and  that  Hupp,  Inc.,  is  operating  such 
business,  including  the  business  of  Perfection  Products  Com¬ 
pany  of  Waynesboro,  Georgia. 

RECOMMENDATION : 

The  Committee  on  Test  recommends  that  the  resolution 
adopted  September  22,  1959  and  amended  November  23,  1965 
under  Calendar  Number  197-59-SA  be  reopened  and  amended 
as  to  change  in  ownership  on  condition  that  the  provisions  of 
the  original  resolution  and  previous  amendment  be  complied 
with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  are 
being  maintained  as  were  in  effect  at  the  time  of  this  approval, 
or  previous  approvals  under  this  Calendar  Number.  Failure 
to  notify  the  Board  of  change  of  ownership,  change  of 
•address,  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

,  Asst.  Engr., 

Committee  on  Test. 


Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


301-60-SM 

APPLICANT — United  States  Gypsum  Company. 
APPEARANCES— 

For  Applicant:  E.  V.  Salvo. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein 

and  Commissioner  Nolan  .  3 

Negative:  .  0 

Absent:  Vice  Chairman  Becker  and  Commissioner 
Madigan  .  2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
301-60-SM — Amendment  to  resolution  as  to  additional  sizes 
of  studs. 

United  States  Gypsum  Company,  New  York,  requested  that 
the  resolution  adopted  June  7,  1960  and  amended  through 
November  18,  1969  under  Calendar  Number  301-60-SM  be 
reopened  and  amended  as  to  additional  sizes  of  studs. 
PROPOSED  USE:  Component  of  one  and  two  hour  fire 
rated  non-load  bearing  partition  assemblies. 

DESCRIPTION :  The  studs  are  made  from  25  gauge  gal¬ 
vanized  steel.  They  are  1  5/16"  wide  and  up  to  16'  long.  Pre¬ 
viously  approved  depths  of  the  studs  are  154",  2)4",  and  354". 
The  additional  depths  are  2"  and  3".  The  one  hour  assembly 
contains  one  layer  of  54"  thick  gypsum  board  on  each  side  of 
the  studs.  The  two  hour  assembly  contains  two  layers  of 
54"  thick  gypsum  board  on  each  side  of  the  studs. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  7,  1960  and  amended 
November  18,  1969  under  Calendar  Number  301-60-SM  be 
reopened  and  amended  as  to  additional  sizes  of  studs,  2"  and 
3"  in  depth,  on  condition  that  the  2"  deep  studs  shall  be  used 
in  partitions  no  higher  than  10)4',  that  the  3"  deep  studs 
shall  be  used  in  partitions  no  higher  than  14',  and  that  the 
requirements  of  the  original  resolution  and  previous  amend¬ 
ments  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
annroval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

.  Asst.  Engr., 
Committee  on  T est. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


443-60-SM 

APPLICANT — Temple  Industries,  Inc. 
APPEARANCES— 

For  Applicant:  None. 
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ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein 

and  Commissioner  Nolan  .  3 

Negative :  . ^ 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Madigan  .  2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
443-60- SM — Amendment  to  resolution  as  to  change  in  cor¬ 
porate  name. 

Temple  Industries,  Inc.  Diboll,  Texas,  requested  that  the 
resolution  adopted  February  21,  1961  under  Calendar  Num¬ 
ber  443-60-SM  be  reopened  and  amended  as  to  change  in 
corporate  name. 

PROPOSED  USE:  Interior  finish  and  exterior  sheathing. 
DESCRIPTION :  The  submitted  affidavit  states  that  South¬ 
ern  Pine  Lumber  Company  has  effected  a  change  of  its 
corporate  name  to  Temple  Industries,  Inc. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  21,  1961  under 
Calendar  Number  443-60-SM  be  reopened  and  amended  as 
to  change  in  corporate  name  to  Temple  Industries,  Inc.,  on 
condition  that  tbe  requirements  of  the  original  resolution 
be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  changes  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


323-61-SM 

APPLICANT — Donn  Products,  Inc. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein,  and 

Commissioner  Nolan .  3 

Negative:  .  0 

Absent:  Vice  Chairman  Becker  and  Commissioner 
Madigan  .  2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
323-61-SM — Amendment  to  resolution  as  to  an  additional  in¬ 
terior  partition  system. 

Donn  Products,  Inc.,  Westlake,  Ohio,  requested  that  the 
resolution  adopted  October  2,  1962  under  Calendar  Number 


323-61-SM  be  reopened  and  amended  as  to  an  additional  in¬ 
terior  partition  svstem. 

PROPOSED  USE:  Incombustible  movable  interior  parti¬ 
tion. 

DESCRIPTION :  The  additional  partition  is  known  as  the 
Donn  Crusader  Movable  Partition  System.  The  partition 
is  basically  the  same  as  the  previously  approved  Donn  D-H 
Movable  Partition  in  that  it  consists  of  a  skeletal  steel  frame 
with  punched-out  tabs  which  receives  wallboard  panels  be¬ 
tween  the  studs.  The  panels  consist  of  a  24  gauge  steel  face 
laminated  to  a  ^4"  thick  foil  backed  incombustible  core  board. 

The  additional  partition  includes  glass  panel  framing  of 
steel  channel  members.  Glass  is  retained  in  aluminum  glazing 
channels.  The  base  of  the  partition  has  6  mils  of  matte  black 
vinvl  permanently  bonded  to  24  gauge  steel.  Steel  (24  gaug'D 
or  aluminum  (.050")  ceiling  molding  with  an  applied  light 
and  sound  seal  conceals  the  tops  of  all  panels.  Inside  and 
outside  corners  are  22  gauge  steel  and  snap  into  the  studs  in 
tbe  same  manner  as  the  panels. 

INSPECTION  AND  TEST:  a  9'  high  Crusader  partition 
was  load  tested  to  774  lbs.  by  Pittsburgh  Testing  Laboratory 
(CL-6356,  on  file).  The  load  produced  a  deflection  of  1/32". 
Tbe  partition  meets  the  incombustible  requirements  of  C26- 
504.9  of  the  Building  Code  in  that  only  the  frame  must  be 
incombustible.  The  partition  meets  the  flame  retardant  re¬ 
quirements  of  C26-504.10  of  the  Building  Code  in  that  the 
vinyl  exterior  of  the  base  is  less  than  .036"  thick. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  2,  1962  under 
Calendar  Number  323-61-SM  be  reopened  and  amended  as  to 
an  additional  incombustible  movable  interior  partition,  the 
Donn  Crusader  Movable  Partition  System,  on  condition  that 
all  framing  members  shall  be  made  of  steel  and  the  require¬ 
ments  of  the  original  resolution  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


395-61-SM 

APPLICANT— USM  Co. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Nolan  .  3 

Negative:  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Madigan  .  2 
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THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
395-61  -SM — Amendment  to  resolution  as  to  change  in  own¬ 
ership  and  additional  trade  names. 

USM,  Boston,  Mass.,  requested  that  the  resolution  adopted 
July  18,  1961  under  Calendar  Number  395-61-SM  be  re¬ 
opened  and  amended  as  to  change  in  ownership  and  additional 
trade  names. 

PROPOSED  USE:  Epoxy  grout  and  mortar  for  quarry  and 
ceramic  tile. 

DESCRIPTION :  The  submitted  affidavit  states  that  the 
Upco  Company  has  been  purchased  by  USM,  Boston,  Massa¬ 
chusetts.  The  Upco  Company  has  retained  its  separate  entity 
as  a  subsidiary  of  USM  and  is  located  in  Maine.  The  mate¬ 
rials  are  being  marketed  by  the  Glidden  Company  under  the 
following  trade  names :  Macco  Epoxy  Grout  and  Mortar 
AAR  II  MX -600  White,  Macco  Epoxy  Grout  and  Mortar 
AAR  II  MX.-601  Gray,  Macco  Epoxy  Grout  and  Mortar 
AAR  II  Liquid  Resin. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  18,  1961  under  Cal¬ 
endar  Number  395-61-SM  be  reopened  and  amended  as  to 
change  in  ownership  to  the  United  Shoe  Machinery  Corpora¬ 
tion  and  additional  trade  names,  as  listed  above,  on  condition 
that  the  requirements  of  the  original  resolution  be  complied 
with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
anproval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.1  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


548-62-SA 

APPLICANT — Huebsch  Originators  Amer.  Laundry  Mach. 
Ind.  Div.  of  McGraw  Edison  Co. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Nolan  .  3 

Negative:  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Madigan  .  2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
548-62-SA — Amendment  to  resolution  as  to  additional  model 
of  clothes  dryer  and  change  of  owner-manufacturer. 

Huebsch.  Originators  American  Laundry  Machinery  In¬ 
dustries  Division  of  McGraw-Edison  Co.  requested  that  the 
resolution  adopted  September  24,  1963  under  Calendar  Num¬ 


ber  548-62-SA  be  reopened  and  amended  so  as  to  include  an 
additional  model  of  clothes  dryer  and  to  show  a  change  of 
owner-manufacturer. 

PROPOSED  USE:  Gas  heated  clothes  dryer. 

DESCRIPTION :  The  requested  Model,  Loadstar  30  BG 
is  basically  the  same  as  the  presently  approved  Model  Load¬ 
star  30-30  except  as  to  styling  and  cabinet  changes. 

The  applicant  has  submitted  an  affidavit  showing  the  var¬ 
ious  corporate  changes.  American  Laundry  Machinery  Com¬ 
pany  purchased  all  rights,  assets  etc.  of  Huebsch  Manufac¬ 
turing  Company  and  in  turn  American  Laundry  Machinery 
Company  was  purchased  by  McGraw-Edison  Company  so 
that  the  present  owner-manufacturer  is  Huebsch  Originators 
American  Laundry  Machinery  Industries  Division  of 
McGraw-Edison  Co. 

INSPECTION  AND  TEST :  The  requested  dryer  has 
been  approved  by  the  American  Gas  Association  under  the 
provisions  of  RS  14-6  Building  Code  of  the  City  of  New 
York. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  September  24,  1963  under 
Calendar  Number  548-62-SA  be  reopened  and  amended  so 
as  to  include  the  additional  model  Loadstar  30  BG  and  to 
show  a  change  of  owner-manufacturer;  new  owner-manu¬ 
facturer  being  Huebsch  Originators  American  Laundry 
Machinery  Industries  Division  of  McGraw-Edison  Company 
on  condition  that  the  requirements  of  the  resolution  adopted 
September  24,  1963  under  Calendar  Number  548-62-SA  be 
complied  with. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

.  Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


1127-62-SM 

APPLICANT — Tyler  Pipe  and  Foundry  Company,  owner. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein,  and 

Commissioner  Nolan .  3 

Negative:  .  0 

Absent:  Vice  Chairman  Becker  and  Commissioner 
Madigan  .  2 

THE  RESOLUTION— 

W hereas,  the  report  of  a  Committee  on  Test  reads  : 
1127-62-SM — Tyler  Pipe  and  Foundry  Company,  Tyler, 

Texas,  filed  for  approval  of  Ty-Seal  Gaskets  under  the  pro¬ 

visions  of  RS-16,  P103  of  the  Building  Code  of  the  City  of 
New  York. 

PROPOSED  USE:  Gasket  for  drain,  waste,  and  vent  cast 
iron  pipe  joints. 

DESCRIPTION :  Ty-Seal  is  a  one  piece  double  seal  gasket. 
The  seal  is  accomplished  by  displacement  and  compression  of 
the  gasket.  The  gasket  is  made  of  Du  Pont  neoprene.  It  is 
used  for  pipes  between  2"  and  15"  in  diameter.  The  gasket  is 
first  inserted  in  a  suitable  hub  and  lubricated  with  a  waterless 
detergent,  hand  soap  or  rubber  gasket  lubricant.  A  suitably 
sized  plain  end  spigot  is  inserted  into  the  gasket  and,  by  an 
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applicable  method  or  device,  such  as  the  Ty-Tool,  is  pushed 
or  drawn  until  seated  against  the  adjoining  hub.  The  seal 
is  obtained  by  displacement  of  the  gasket  body  to  effect  a 
double  compression  seal  between  the  interior  wall  of  the  hub 
and  the  exterior  wall  of  the  pipe. 

INSPECTION  AND  TEST:  The  gasket  was  tested  by 
Pittsburgh  Testing  Laboratory  (No.  DA  5080,  on  file).  The 
gasket  withstood  300  psi  internal  hydrostatic  pressure  before 
leaking.  The  gasket  withstood  a  10°  deflection  and  the  appli¬ 
cation  of  corrosive  materials  for  six  months. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Ty-Seal  Gaskets  as  joints  for  drain, 
waste,  and  vent  cast  iron  pipes  whose  internal  pressure  does 
not  exceed  250  psi  under  the  provisions  of  RS-16,  P103  of  the 
Building  Code.  The  gaskets  shall  be  permanently  labeled : 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Calendar  Number  1127-62-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


259-71-SA 

APPLICANT — Aeroil  Products  Company,  Incorporated, 
owner. 

APPEARANCES— 

For  Applicant :  Carl  G.  Carlsson. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein 

and  Commissioner  Nolan  .  3 

Negative:  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Madigan  .  2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
259-71-SA — Aeroil  Products  Co.  Inc.,  South  Hackensack, 
New  Jersey,  filed  for  approval  of  Aeroil  Natural  Gas  Space 
Heaters,  (salamanders)  Models  N50,  N85,  N200,  N220, 

RN-100  under  the  provisions  of  C26-1415  of  the  Building- 

Code  of  the  City  of  New  York. 

PROPOSED  USE:  Natural  Gas  fired  salamanders. 
DESCRIPTION:  Models  N50  (50,000  BTU),  N85  (85,000 
BTU)  and  N200  (200,000  BTU)  are  cylindrical  and  made  of 
sheet  steel.  They  consist  of  a  base  and  a  venturi  type  upright 
burner  equipped  with  a  steel  flame  spreader  over  the  top  of 
the  burner.  The  orifice  of  the  burner  is  adapted  for  natural 
gas  and  protected  from  clogging  by  a  screen.  The  housing 
shell  is  of  sufficient  diameter  so  that  the  flame  does  not  im¬ 
pinge  upon  it.  A  cover  is  mounted  on  top  of  the  shell  with 
adequate  clearance  to  deflect  the  heat  and  permit  the  flue 
gases  to  escape.  The  salamanders  are  equipped  with  a  manual 


shut-off  valve  and  automatic  shut-off  valve  operated  through 

a  thermocouple. 

Model  RN-100  is  rated  at  100,000  BTU.  Heating  is  ob¬ 
tained  by  burning  gases  in  a  stainless  steel  combustion  cham¬ 
ber  and  emitting  hot  flue  gases  through  a  stainless  steel 
perforated  shell.  The  flow  of  supply  gas  is  automatically  shut 
off  through  a  thermocouple  when  the  flame  is  extinguished. 

The  Model  N220  is  rated  at  220,000  BTU  and  utilizes  a 
blower  to  disperse  hot  air  from  the  burner.  Gas  flow  to  the 
burner  is  controlled  by  a  solenoid  valve  operated  from  the 
burner  pilot  control.  The  pilot  control  is  a  dual  control  unit 
operated  from  a  thermocouple  at  the  pilot  flame.  Depression 
of  the  pilot  control  plunger  permits  gas  flow  to  the  pilot 
burner  only.  After  the  pilot  has  been  ignited,  the  thermo¬ 
couple  provides  holding  current  for  the  safety  circuit  con¬ 
trolling  the  solenoid  valve.  An  adjustable  thermostat  is 
located  in  the  safety  circuit  and  breaks  upon  reaching  the 
preset  temperature. 

INSPECTION  AND  TEST  :  The  requested  models  are  sim¬ 
ilar  to  the  heater  approved  under  Calendar  No.  702-56-SA 
with  the  following  differences ;  as  the  requested  models  are 
to  be  fired  with  natural  gas  and  the  models  approved  under 
Calendar  No.  702-56-SA  are  fired  with  propane:  the  orifices, 
regulators  and  cocks  are  to  be  of  a  type  suitable  for  natural 
gas. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Aeroil  Natural  Gas  Space  Heaters 
Models  N50,  N85,  N200,  N220  and  RN-100  under  the  pro¬ 
visions  of  C26-1415,  Building  Code  of  the  City  of  New  York 
under  the  following  conditions  : 

1.  Heaters  previously  used  for  liquified  propane  gas 
shall  have  their  orifices  factory  changed  to  those  which 
are  appropriate  for  natural  gas. 

2.  Gas  cocks  for  use  with  natural  gas  shall  be  used. 

3.  Gas  pressure  regulators  for  use  with  natural  gas 
shall  be  used. 

4.  The  heaters  shall  operate  at  a  maximum  pressure 
of  0.5  lbs. 

5.  The  gas  hose,  specifically  manufactured  for  use 
with  natural  gas  shall  be  a  maximum  of  15'-0"  long.  All 
other  piping  shall  comply  with  RS-16,  PI  15  of  the  Build¬ 
ing  Code  of  the  City  of  New  York. 

6.  The  heaters  shall  be  put  into  operation  by  a 
licensed  plumber. 

7.  When  the  heaters  are  in  use,  a  standby  part-time 
licensed  plumber  and  a  fire  guard  with  a  certificate,  of 
fitness  from  the  Fire  Department  shall  be  on  the  job-site. 

8.  Rule  2.7  of  the  Boards’  Rules  adopted  under 
Calendar  Number  784-41 -SR  shall  be  complied  with. 

The  heaters  shall  be  permanently  labeled :  “Approved  by 
Ihe  Board  of  Standards  and  Appeals  for  use  in  New  York 
Cilv  under  Calendar  Number  259-71-SA.” 

A  sworn  affidavit  bv  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect,  at  the  time  of  this 
a^nroval  or  previous  approvals  under  this  Calendar  Number, 
failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 
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288-71-SA 

APPLICANT — Prime  Service  and  Equipment  Corporation 
for  Hauck  Manufacturing  Company,  owner. 

APPEARANCES— 

For  Applicant:  Marvin  Sibner. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Nolan .  3 

Negative:  . 0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Madigan  .  2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads  : 
288-71-SA — Prime  Service  and  Equipment  Corporation, 

cksville,  New  York  for  Hauck  Manufacturing  Co.,  Leba¬ 

non,  Pennsylvania,  filed  for  approval  of  the  Model  HWG 
2050  Heatwave  natural  gas  fired  salamander  under  the  provi¬ 
sions  of  C26-1415  of  the  Building  Code  of  the  City  of  New 
York. 

PROPOSED  USE:  Portable  gas  fired  space  heater,  (sala¬ 
mander). 

DESCRIPTION :  The  heater  is  used  for  the  setting  of  con¬ 
crete  and  drying  of  plaster.  It  has  a  heavy  gauge  sheet  shell, 
hooded  top,  and  floor  plate.  The  heater  is  supported  on  three 
iron  legs.  The  exterior  surfaces  are  painted  with  silicon  hi- 
heat  (1000°F.)  paint.  Overall  height  is  25"  and  diameter  is 
16".  The  burner  is  of  the  upshot  design  a  baffle  plate  made 
of  18  gauge  steel  and  8"  in  diameter  is  located  2 y2"  above  the 
burner  tube  so  that  the  flame  will  impinge  upon  it.  The 
burner  orifice  is  sized  for  a  maximum  of  50,000  BTU/HR. 
The  natural  gas  orifice  is  .120"  for  7"  W.  C.  pressure.  Con¬ 
trols  include  a  manual  shut  off  valve.  Natural  gas  is  supplied 
to  the  heater  through  a  15'  two  braid  heavy  wall  neoprene 
hose  connected  to  rigid  threaded  iron  pipe. 

INSPECTION  AND  TEST :  The  requested  model  is  simi¬ 
lar  to  the  heater  approved  under  Calendar  No.  482-60-SA 
with  following  differences ;  as  the  requested  model  is  to  be 
fired  with  natural  gas  and  the  model  approved  under  Calendar 
No.  482-60-SA  is  fired  with  propane;  the  orifices,  regulators 
and  cocks  are  to  be  of  a  type  suitable  for  natural  gas. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Model  HWG  2050  under  the  pro¬ 
visions  of  C26-1415  Building  Code  of  the  City  of  New  York 
under  the  following  conditions  : 

1.  Heaters  previously  used  for  liquified  propane  gas 
shall  have  their  orifices  factory  changed  to  those  which 
are  appropriate  for  natural  gas. 

2.  Gas^cocks  for  use  with  natural  gas  shall  be  used. 

3.  Gas  pressure  regulators  for  use  with  natural 
gas  shall  be  used. 

4.  The  heaters  shall  operate  at  a  maximum  pressure 
of  0.5  lbs. 

5.  The  gas  hose,  specifically  manufactured  for  use 
with  natural  gas  shall  be  a  maximum  of  15'-0"  long. 
All  other  piping  shall  comply  with  RS  16  PI  15  Building 
Code  of  the  City  of  New  York. 

6.  The  heater  shall  be  put  into  operation  by  a 
licensed  plumber. 

7.  When  the  heaters  are  in  use,  a  standby,  part 
time  licensed  plumber  and  a  fire  guard  with  a  certificate 
of  fitness  from  the  Fire  Department  shall  be  on  the  job 
site. 

8.  Rule  2.7  of  the  Boards’  Rules  adopted  under 
Calendar  Number  784-41-SR  shall  be  complied  with. 

The  heater  shall  be  permanently  labeled :  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  288-71-SA. 


A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


292-71-SA 

APPLICANT — Ruskin  Manufacturing  Company,  owner. 
APPEARANCES— 

For  Applicant:  Lee  Segalla. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein 

and  Commissioner  Nolan  .  3 

Negative:  .  0 

Absent:  Vice  Chairman  Becker  and  Commissioner 
Madigan  .  2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads  : 
292-71-SA — Ruskin  Manufacturing  Company,  Grandview, 

Missouri,  filed  for  approval  of  IBD  Fire  Dampers  under  the 

provisions  of  RS  13  of  the  Building  Code  of  the  City  of  New 
York. 

PROPOSED  USE:  V/2  hour  rated  fire  damper  doors. 
DESCRIPTION :  The  vertically  mounted  dampers  are  up 
to  48"  high  and  60"  wide  and  form  assemblies  up  to  72"  high 
and  120"  wide.  The  horizontally  mounted  dampers  are  up  to 
48"  high  and  44"  wide  and  form  assemblies  up  to  38"  high  and 
114"  wide.  Both  dampers  are  \l/2  hour  fire  rated.  The  frame 
of  the  horizontally  mounted  damper  is  made  of  No.  18  gauge 
galvanized  steel.  The  frame  of  the  vertically  mounted  damper 
is  made  of  No.  14  gauge  galvanized  steel.  The  frame  is  one 
piece,  slotted  and  folded  at  three  corners,  and  joined  together 
at  the  fourth  corner  by  a  folded  tab  and  rivets.  The  blades 
are  made  of  No.  20  gauge  galvanized  steel.  The  number  of 
blades  required  are  between  4  and  20  for  the  different  sizes 
of  the  horizontally  mounted  dampers  and  between  4  and  33 
for  the  vertically  mounted  dampers.  The  clearances  between 
the  blades  and  frames  are  between  3/16"  and  W.  The  blades 
are  closed  by  a  UL  listed  fusible  link  assembly  consisting  of 
a  galvanized  steel  strap,  two  S-hooks,  and  the  link.  The 
horizontally  mounted  dampers  incorporate  a  tie  bar  across 
the  frame,  if  greater  than  36"  in  width  and  height,  and  three 
negator  springs  to  reopen  the  blades. 

INSPECTION  AND  TEST :  The  fire  dampers  were  given 
a  \l/2  hour  fire  test  and  operational  test  by  Underwriters’ 
Laboratories  (File  RS  531-2,  Assignment  67CH6667-W, 
68CH397.  on  file)  and  were  found  to  be  satisfactory. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  IBD  Damper  Doors  for  \l/2  hour  fire 
•  ’  otection  in  ducts  under  the  provisions  of  RS  13  of  the 
Building  Code.  The  dampers  shall  be  permanently  labeled : 
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“Approved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Calendar  Number  292-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processses  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
aoproval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


300-71-SA 

APPLICANT — Atlantic  New  York  Corporation  for  The 
Seeburg  Corporation  of  Delaware,  owner. 

APPEARANCES— 

For  Applicant :  Gerald  Parkoff  and  Duane  Gesner. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Nolan  .  3 

Negative:  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Madigan  .  2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
300-71-SA — Atlantic  New  York  Corporation,  New  York 
City,  for  The  Seeburg  Corporation  of  Delaware,  Chicago, 
Illinois,  filed  for  approval  of  Seeburg  Jet  JSC7D  and 

J6C7D  Vending  Machines  under  the  provisions  of  RS  16, 
P107  of  the  Building  Code  of  the  City  of  New  York  and 
the  Submerged  Inlet  Rules  of  the  Board  of  Standards  and 
Appeals. 

PROPOSED  USE:  Vending  machine  for  hot  drinks. 
DESCRIPTION :  The  vender  is  an  automatic  merchan¬ 
diser  of  hot  drinks  serving  coffee,  hot  chocolate,  or  soup. 
Coffee  is  brewed  within  the  vender  and  passed  through  a 
disposable  filter.  The  ingredients  are  dispensed  from  in¬ 
dividual  canisters  by  motor  driven  augers  and  the  amount 
is  variable  through  adjustment  of  cams.  Water  is  supplied 
from  a  four  gallon  stainless  steel  hot  water  tank  by  gravity 
through  two  solenoid  operated  water  valves.  The  valve 
seats  are  stainless  steel  and  the  diaphragms  are  directly 
operated.  The  water  flow  rate  can  be  adjusted  with  a  screw 
on  top  of  the  valve  assembly.  A  vacuum  breaker  is  installed 
on  the  water  feed  line  of  the  vender  above  all  other  water 
lines.  The  water  in  the  tank  is  heated  by  a  1250  watt  band 
type  heater.  An  exhaust  system  draws  vapor  away  from 
the  bowls  where  the  ingredients  are  mixed  and  the  coffee 
brewer.  Cups  are  stacked  in  four  columns  on  a  revolving 
turret.  A  switch  prevents  the  vender  from  operating  with¬ 
out  a  cup  supply.  A  plastic  bag  lined  container  receives  up 
to  20  pounds  of  used  coffee  grounds.  A  plastic  bucket 
receives  liquid  spillage.  The  weight  of  the  bucket  triggers 
a  spring  loaded  mechanism  to  make  the  vender  inoperable 
when  the  bucket  is  full.  The  cabinet  is  a  free  standing 


module  constructed  of  reinforced  steel,  with  interior  and 
exterior  surfaces  finished  in  baked  enamel.  The  floor  is 
stainless  steel.  The  power  requirements  are  115  volts  and  11 
amps  (standby  current). 

INSPECTION  AND  TEST:  The  vending  machines  have 
been  approved  by  Underwriters’  Laboratories  (Guide  YWXV. 
Card  E14192). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Seeburg  Jet  J5C7D  and  J6C7D 
Vending  Machines  under  the  provisions  of  RS  16,  P107  of 
the  Building  Code  and  the  Submerged  Inlet  Rules  of  the 
Board  on  condition  that,  a  vacuum  breaker  shall  be  installed 
on  the  water  feed  line  of  the  vender  above  all  other  water 
lines.  The  venders  shall  be  permanently  labeled:  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Calendar  Number  300-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


301-71-SA 

APPLICANT — Atlantic  New  York  Corporation  for  The 
Seeburg  Corporation  of  Delaware,  owner. 

APPEARANCES— 

For  Applicant :  Gerald  Parkoff  and  Duane  Gesner. 
ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Nolan  .  3 

Negative:  .  0 

Absent:  Vice  Chairman  Becker  and  Commissioner 
Madigan  .  2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
301-71-SA — Atlantic  New  York  Corporation,  New  York 

City,  for  the  Seeburg  Corporation  of  Delaware,  Chicago, 

Illinois,  filed  for  approval  of  Seeburg  Jet  Junior  BJ5C7D 
Vending  Machines  under  the  provisions  of  RS  16,  P107  of 
the  Building  Code  of  the  City  of  New  York  and  the  Sub¬ 
merged  Inlet  Rules  of  the  Board  of  Standards  and  Appeals. 
PROPOSED  USE:  Vending  machine  for  hot  drinks. 
DESCRIPTION :  The  vender  is  an  automatic  merchandiser 
of  hot  drinks  serving  coffee  or  hot  chocolate.  Coffee  is 
brewed  within  the  vender  and  passed  through  a  disposable 
filter.  The  ingredients  are  dispensed  from  individual  canis¬ 
ters  by  motor  driven  augers  and  the  amount  is  variable 
through  adjustment  of  cams.  Water  is  supplied  from  a 
2L?  gallon  stainless  steel  hot  water  tank  by  gravity  through 
two  solenoid  operated  water  valves.  The  valve  seats  are 
stainless  steel  and  the  diaphragms  are  directly  operated. 
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The  water  flow  rate  can  be  adjusted  w-ith  a  screw  on  top 
of  the  valve  assembly.  A  vacuum  breaker  is  installed  on 
the  water  feed  line  of  the  vender  above  all  other  water  lines. 
The  water  in  the  tank  is  heated  by  a  1000  watt  immersion 
type  heater.  An  exhaust  system  draws  vapor  away  from 
the  bowls  where  the  ingredients  are  mixed  and  the  coffee 
brewer.  Cups  are  stacked  in  two  columns  in  an  enclosed 
container.  A  plastic  bag  lined  container  receives  up  to  10 
pounds  of  used  coffee  grounds.  A  plastic  bucket  receives 
liquid  spillage.  The  weight  of  the  bucket  triggers  a  spring 
loaded  mechanism  to  make  the  vender  inoperable  when  the 
bucket  is  full.  The  cabinet  is  a  free  standing  module  con¬ 
structed  of  reinforced  steel,  with  interior  and  exterior  sur¬ 
faces  finished  in  baked  enamel.  The  power  requirements 
are  115  volts  and  12  amps. 

INSPECTION  AND  TEST :  The  vending  machines  have 
been  approved  by  Underwriters’  Laboratories  (Guide  YWXV, 
Card  E14192). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Seeburg  Jet  Junior  BJ5C7D  Vending 
Machines  under  the  provisions  of  RS  16,  P107  of  the  Build¬ 
ing  Code  and  the  Submerged  Inlet  Rules  of  the  Board  on 
condition  that  a  vacuum  breaker  shall  be  installed  on  the 
water  feed  line  of  the  vender  above  all  other  lines.  The 
venders  shall  be  permanently  labeled :  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  301-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  T est. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


305-71-SA 

APPLICANT— Atlantic  New  York  Corporation  for  The 
Seeburg  Corporation  of  Delaware,  owner. 

APPEARANCES— 

For  Applicant:  Gerald  Parkoff  and  Duane  Gesner. 
ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Nolan  .  3 

Negative :  . •••••••  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Madigan  .  2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
305-71-SA — Atlantic  New  York  Corporation,  New  York,  for 
the  Seeburg  Corporation  of  Delaware,  Chicago,  filed  for 
approval  of  Seeburg  Polaris  J4S6  and  J4S7  Vending  Ma¬ 
chines  under  the  provisions  of  RS  13-6  and  RS  16,  P107  of 
the  Building  Code,  Chapter  19  of  the  Administrative  Code  of 


the  City  of  New  York,  and  the  Submerged  Inlet  Rules  of  the 
Board  of  Standards  and  Appeals. 

PROPOSED  USE:  Vending  machine  for  cold  drinks. 
DESCRIPTION :  The  vendor  is  an  automatic  dispenser  of 
carbonated  cold  drinks.  A  15  or  20  pound  C02  tank  must 
be  provided  separately.  The  C02  is  adjusted  to  70  psig  by 
a  pressure  regulator.  Water  enters  a  tank  through  a  solenoid 
valve.  A  vacuum  breaker  is  installed  on  the  water  feed  line 
above  all  other  water  lines  of  the  vendor.  The  water  is 
pumped  from  the  tank  to  the  carbonator,  where  it  is  mixed 
with  C02.  Syrup  is  stored  in  a  separate  tank.  The  vendor 
contains  three  individual  syrup  pumps,  each  operated  by  its 
own  motor,  to  allow  a  selection  of  drinks.  Syrups  are  meas¬ 
ured,  dispensed,  and  blended  with  a  metered  amount  of  car¬ 
bonated  water  and  ice.  The  syrup  throw  is  adjustable  at  the 
pumps;  Water  volume  is  regulated  by  adjusting  the  water 
solenoid  valves.  All  metal  parts  in  contact  with  syrup  and 
carbonated  water  are  stainless  steel.  The  refrigeration  sys¬ 
tem  includes  a  water  bath  and  ice  maker,  each  with  a  hp 
compressor.  Power  requirements  are  1050  watts  at  13  amps, 
full  load  1600  watts  at  20  amps.  A  plastic  four  gallon  waste 
bucket  is  suspended  from  a  weight  switch.  Vent  screens  are 
located  in  the  bottom  and  rear  of  the  cabinet.  The  water  inlet 
valve  assembly  is  energized  only  on  demand.  A  low  water 
level  cut-off  switch  provides  protection  for  the  water  pump 
and  ice  maker. 

INSPECTION  AND  TEST :  The  vending  machines  have 
been  approved  by  Underwriters’  Laboratories  (Guide  SQMX, 
Card  SA3466). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Seeburg  Polaris  J4S6  and  J4S7  Vend¬ 
ing  Machines  on  condition  that  they  comply  with  the  pro¬ 
visions  on  plumbing  of  the  Submerged  Inlet  Rules  of  the 
Board  and  RS,  P10 7  of  the  Building  Code,  including  the 
installation  of  a  vacuum  breaker  on  the  water  feed  line  above 
all  other  water  lines  of  the  vendor,  and  that  they  comply  with 
the  provisions  on  refrigeration  of  RS  13-6  of  the  Building 
Code  and  Chapter  19  of  the  Administrative  Code.  The  vend¬ 
ing  machines  shall  be  permanently  labeled :  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New  York- 
City  under  Calendar  Number  305-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
'he  product  manufactured,  shall  be  filed  annually  with  this 
board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


321-71-SM 

APPLICANT — H.  L.  McGrath,  Jr.  for  H.  H.  Robertson 
Company,  owner. 

APPEARANCES— 

For  Applicant:  William  Eipel. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 
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THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 
Commissioner  Nolan  .  3 

Negative:  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 

Madigan  .  2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 

321-71-SM — H.  H.  Robertson,  Pittsburgh,  Pennsylvania, 

filed  for  approval  of  Fire  Panel  non- load  bearing  two  hour 

fire  rated  partition  and  exterior  wall  under  the  provisions  of 
C26-501.1  of  the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Non-load  bearing  two  hour  fire  rated 
partition  and  exterior  wall. 

DESCRIPTION :  The  core  of  the  assembly  is  composed  of 
three  layers  of  54"  thick  gypsum  wallboard.  The  joints  be¬ 
tween  adjacent  sheets  of  the  gypsum  wallboard  are  staggered. 
Subgirts  on  either  side  of  the  wallboard  are  located  near  the 
floor  and  are  attached  to  each  other.  They  are  made  of  No. 
14  or  16  gauge  metal  coated  steel  and  are  either  channel 
shaped,  7/16"  deep  X  1  5/16"  wide  X  5/16"  flanges  or  hat 
shaped,  54"  deep  X  2 54"  wide  X  11/16"  legs.  The  entire 
assembly  is  attached  to  the  floor  and  ceiling  masonry  with 
3"  X  5"  X  X"  steel  supporting  angles.  Flashing  angles, 
2"  X  3",  No.  18  gauge  metal  coated  steel,  are  attached  to 
the  masonry  and  wall.  Steel  liners,  12"  or  24"  wide  channels, 
are  attached  to  the  supporting  and  flashing  angles.  Wool  or 
glass  fiber  batts  in  IX"  thick  sheets  are  placed  in  the  cavities 
of  the  liners.  A  bottom  flashing  angle,  4"  X  2X"  X  4"  leg, 
is  made  of  No.  18  gauge  aluminium  or  No.  22  gauge  metal 
coated  steel  and  is  attached  in  position  with  the  bottom  with 
bottom  subgirt.  Aluminum  or  metal  coated  steel  facing  units 
of  various  shapes  are  supplied  in  12"  widths  and  attached  to 
channel  subgirths  with  No.  22  gauge  stainless  steel  twist 
clips.  A  connecting  angle,  IX"  X  1X">  is  made  of  No.  18 
— -in--  aluminum  or  No.  22  gauge  metal  coated  steel,  is  used 
to  connect  zee-shaped  flashing  to  facing  units,  and  is  attached 
tn  t’-e  masonry  and  wall.  Flashing  angles,  IX"  X  IX"  and 
2"  X  IX"  X  IX"  zee-shaped,  are  made  of  No.  18  gauge 
aluminum  or  No.  22  gauge  metal  coated  steel  and  are  attached 
to  the  facing  units,  connecting  angle,  and  masonry  or  wall. 
Closure  angles.  IX"  X  1 54"  X  5jX"  long  are  made  of  No. 
18  gauge  aluminum  or  No.  22  gauge  metal  coated  steel,  and 
are  attached  to  the  facing  units.  A  ton  flashing  angle,  2"  X 
2".  No.  18  gauge  aluminum,  or  No.  22  gauge  metal  coated 
steel,  or  2"  X  4"  protected  metal  No.  18  gauge  steel,  is  at¬ 
tached  to  the  facing  unit. 

INSPECTION  AND  TEST:  The  assembly  was  fire  tested 
bv  Underwriters’  Laboratories  6 File  R4013-12,  Assignment 
67C4457-W.  on  file  with  application)  and  was  given  a  two 
hour  rating. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Fire  Panel  non-load  bearing  two  hour 
fire  rated  partition  and  exterior  wall  under  the  provisions  of 
C26-501.1  of  the  Building  Code  on  condition  that  all  plans 
submitted  to  the  Department  of  Buildings  include  the  draw¬ 
ings  contained  in  the  Underwriters’  Laboratories  report  cited 
above.  The  assembly  shall  be  permanently  labeled :  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Calendar  Number  321-71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 


(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


322-71-SM 

APPLICANT — H.  L.  McGrath,  Jr.  for  H.  H.  Robertson 
Company,  owner. 

APPEARANCES— 

For  Applicant:  William  Eipel. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Nolan  .  3 

Negative:  .  0 

Absent:  Vice  Chairman  Becker  and  Commissioner 
Madigan  .  2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
322-71-SM — H.  H.  Robertson  Company,  Pittsburgh,  Penn¬ 
sylvania,  filed  for  approval  of  Fire  Panel  three  hour  non-load 
bearing  fire  partition  and  exterior  wall  under  the  provisions 
of  C26-501.1  of  the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Three  hour  non-load  bearing  fire  par¬ 
tition  and  exterior  wall. 

DESCRIPTION  :  The  assembly  is  supported  by  supporting 
angles,  3"  X  3"  X  X"  steel,  which  are  attached  to  the  floor 
and  ceiling  masonry.  Flashing  angles,  2"  X  3"  X  2"  legs, 
made  of  No.  18  gauge  metal  coated  steel,  are  also  attached 
to  the  floor  and  ceiling  masonry.  The  interior  side  of  the 
wall  is  formed  by  12"  wide  steel  liners  attached  to  the  top 
and^  bottom  supporting  angles.  The  end  liners  are  attached 
to  the  side  flashing  angles.  Wool  or  glass  fiber  batts  in  IX" 
thick  sheets  are  placed  in  the  liner  cavity.  Hat  shaped,  J4" 
deep  X  2X"  wide  X  11/16"  legs,  No.  16  gauge  metal  coated 
steel  subgirts  are  attached  to  the  lip  of  the  liners  along  both 
legs.  The  core  of  the  assembly  is  composed  of  four  layers  of 
54"  thick  X  48"  wide  sheets  of  gypsum  wallboard.  The  joints 
of  the  wallboard  are  horizontally  and  vertically  staggered. 
The  first  and  second  layers  are  attached  to  the  subgirts.  The 
third  layer  is  attached  to  the  first  and  second  layers.  The  last 
layer  is  attached  to  the  second  and  third  layers.  Another  set 
of  subgirts  is  placed  over  the  wallboard  with  one  lip  located 
in  line  with  the  subgirts  on  the  opposite  side  and  attached 
through  the  wallboard  to  the  first  set  of  subgirts.  The  bot¬ 
tom  flashing  angle,  4"  X  2X"  X  4"  leg,  made  of  No.  18 
gauge  metal  coated  steel,  is  attached  in  position  with  the 
bottom  subgirt.  Steel  facing  units  of  various  shapes  are 
supplied  in  12"  widths  and  attached  to  the  subgirts.  Pro¬ 
tected  metal  facing  units  of  various  shapes  are  supplied  in  29" 
to  34"  widths  and  also  attached  to  the  subgirts.  Flashing 
angles,  2"  X  3"  are  made  of  No.  18  gauge  steel,  or  attached 
to  the  masonry  and  the  metal  facing  units.  A  top  flashing 
angle,  2"  X  2",  made  of  No.  18  gauge  steel,  is  attached  to  the 
facing  units  and  the  ceiling. 

INSPECTION  AND  TEST :  The  assembly  was  fire  tested 
by  Underwriters’  Laboratories  (File  R4013-13,  Assignment 
69CH797,  on  file  with  application)  and  was  given  a  three 
hour  rating. 
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RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Fire  Panel  non-load  bearing  three 
hour  fire  rated  partition  and  exterior  wall  under  the  provi¬ 
sions  of  C26-501.1  of  the  Building  Code  on  condition  that  all 
plans  submitted  to  the  Department  of  Buildings  which  include 
the  partition  and  wall  assembly  shall  include  the  drawings 
contained  in  the  Underwriters’  Laboratories  report  cited 
above.  The  assembly  shall  be  permanently  labeled :  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Calendar  Number  322-71  -SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


289-46-SM 

APPLICANT — Colonial  Art  Stone  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  7/20/48.  Product:  Glastone  (lightweight 

masonry  unit  faced  with  Vitrolite.) 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Nolan  .  3 

Negative:  .  0 

Absent:  Vice  Chairman  Becker  and  Commissioner 
Madigan .  2 

THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited;  and 

Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  address”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


376-46-SM 

APPLICANT — Joseph  Lupo  &  Son,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  11/13/46.  Product:  Hollow  Cement  Blocks. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OR  BOARD — Approval  revoked. 


THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Nolan  .  3 

Negative:  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Madigan  .  2 

THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited;  and 
Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  address”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


427-46-SM 

APPLICANT — Pioneer  Concrete  Products  Company,  owner. 
SUBJECT — -Application  for  consideration  to  revoke  ap¬ 
proval,  dated  7/12/55.  Product :  Cinder  “P”  Blocks  (cinder 
concrete  building  block). 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein 

and  Commissioner  Nolan  .  3 

Negative :  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Madigan .  2 

THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited ;  and 

Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  address”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


570-46-SA 

APPLICANT — Lydon  Brothers,  owner. 

SUBJECT — Application  for  consideration  to  revoke  approval, 
dated  11/6/46.  Product:  Industrial  oven,  gas  fired  Model 
3100- V. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Nolan  .  3 

Negative:  . 0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Madigan  .  2 

THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited ;  and 

Whereas,  mail  addressed  to  the  applicant  at  the  address  on 
file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  ad¬ 
dress”. 
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Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


736-46-SM 

APPLICANT — Silent  Flame  Company,  owner. 

SUBJECT — Application  for  consideration  to  revoke  approval, 
dated  11/13/46.  Product:  Silent  flame  fuel  oil  fill  box  (2 
inch). 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Nolan  .  3 

Negative:  .  0 

Absent:  Vice  Chairman  Becker  and  Commissioner 
Madigan  .  2 

THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited ;  and 
Whereas,  mail  addressed  to  the  applicant  at  the  address  on 
file  with  the  Board  has  been  returned  by  the  Post  Office  De¬ 
partment  marked  “unknown”  and  “no  forwarding  address”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

902-46-SM 

APPLICANT — Midland  Concrete  Units,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval  dated  7/22/47.  Product:  Hollow  Cinder  Units  (non¬ 

load  bearing). 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  .  Chairman  Galvin,  Commissioner  Klein 

and  Commissioner  Nolan  .  3 

Negative :  . 0 

Absent:  Vice  Chairman  Becker  and  Commissioner 
Madigan .  2 

THE  RESOLUTION— 

.  Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  01  dei  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited ;  and 
Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  address”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


903-46-SM 

APPLICANT — Midland  Concrete  Units,  Inc.,  owner. 
SUBJECT— Application  for  consideration  to  revoke  approval, 
dated  7/22/47.  Product:  Hollow  Cinder  and  Concrete  Units 
(load-bearing). 

APPEARANCES— 

For  Applicant:  None. 


ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein 

and  Commissioner  Nolan  .  3 

Negative:  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Madigan .  2 


THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited;  and 

Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  address”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


683-59-SA 

APPLICANT — National  U.  S.  Radiator  Corp.  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  6/6/61.  Product:  Gas-fired  hot  water  and 

steam  residential  Heating  Boilers. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Nolan  .  3 

Negative:  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Madigan  .  2 

THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


525-61-SM 

APPLICANT — Sheffield  Plastics,  Inc.,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  5/28/63.  Product:  Frost-White-SE  (dif¬ 

fusers). 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Nolan  .  3 

Negative:  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Madigan  .  2 

THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material  is 
no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 
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667-61-SA 

APPLICANT — Orr  and  Sembower,  Inc.,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  1/23/62.  Product:  Powermaster  (packaged 

steam  or  hot  water)  generator,  oil  and/or  gas  fired. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Nolan  .  3 

Negative :  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Madigan  .  2 

THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited ;  and 

Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  ad¬ 
dress”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


909-61-SA 

APPLICANT — Haydon  Corporation,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  1/21/64.  Product:  Infro-red  drying  tunnel 

oven  appliance,  Model  H-461. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  THE  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Nolan  .  3 

Negative :  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Madigan  .  2 

THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved ,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


1172-61-SM 

APPLICANT — The  Indiana  Brass  Co.  Inc.,  owner. 
SUBJECT — Application  for  consideration  to  revoke  approval, 
dated  6/12/62.  Product:  Anti-siphon  float  valve,  Model 
197. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein 

and  Commissioner  Nolan  .  3 

Negative:  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Madigan  .  2 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material  is 
no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


1325-61-SM 

APPLICANT — Keelan  Hardware  Company,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 

proval,  dated  3/20/62.  Product:  Keelan  Grease  Filter. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein 

and  Commissioner  Nolan  .  3 

Negative:  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Madigan  .  2 

THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited ;  and 
Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  ad¬ 
dress”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


627-61-SM 

APPLICANT — Keasbey  and  Mattison  Company,  owner. 
SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Nolan  .  3 

Negative:  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Madigan  .  2 


628-61-SM 

APPLICANT — Keasbey  and  Mattison  Co. 

SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Nolan  .  3 

Negative :  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Madigan  .  2 
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658-61-SM 


APPLICANT — Congaree  Iron  &  Steel  Co. 
SUBJECT — Dismissal. 
APPEARANCES— 


For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein 

and  Commissioner  Nolan  .  3 

Negative:  .  0 

Absent:  Vice  Chairman  Becker  and  Commissioner 
Madigan .  2 


684-61-SM 

APPLICANT — Onondaga  Brick  Corporation. 

SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein 

and  Commissioner  Nolan  .  3 

Negative :  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Madigan .  2 


718-61-SM 

APPLICANT — American  Metal  Works,  Inc. 

SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein 

and  Commissioner  Nolan  .  3 

Negative:  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Madigan .  2 


800-61-SA 

APPLICANT — Roberts-Gordon  Appliance  Corp. 

SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein 

and  Commissioner  Nolan  .  3 

Negative :  .  0 

Absent:  Vice  Chairman  Becker  and  Commissioner 
Madigan  .  2 


875-61-SA 

APPLICANT — O’Shaughnessy  Industries,  owner. 
SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 


ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein 

and  Commissioner  Nolan  . 3 

Negative:  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Madigan  .  2 


940-61-SM 

APPLICANT — Southern  Sash  of  New  Jersey,  Inc. 
SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein 

and  Commissioner  Nolan  .  3 

Negative:  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Madigan  .  2 


1100-62-SA 

APPLICANT — United  Elevator  Company. 

SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Nolan  .  3 

Negative:  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Madigan  .  2 


306-71-SM 

APPLICANT — James  F.  Reid  for  The  Timken  Company, 
owner. 

SUBJECT — Application  May  14,  1971 — steel  for  use  in  crane 
boom  construction,  Model  AISI — 4320M,  approval  of. 

APPEARANCES— 

For  Applicant :  William  Reid. 

ACTION  OF  BOARD — Laid  over  to  July  6,  1971  at  2:00 
P.  M.,  for  additional  information. 


307-71-SM 

APPLICANT — James  F.  Reid  for  Lorain-Division,  Koeh- 
ring  Company,  owner. 

SUBJECT — Application  May  14,  1971 — AISI  4130,  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant:  William  Reid. 

ACTION  OF  BOARD — Laid  over  to  July  6,  1971  at  2:00 
P.  M.,  for  additional  information. 


404-70-SM 

APPLICANT — Alesse  Industries,  owner. 

SUBJECT — Application  July  21,  1970 — Doorwick  Model  1 
(Floor),  Model  2  (Wall),  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  without  date. 
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488-70-SA 

APPLICANT — Sheila  Hardy  and  The  DeVilbiss  Company, 
owner;  William  H.  White,  Jr.,  agent. 

SUBJECT — Application  August  25,  1970 — Dispo  Spray 
Booths,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  without  date,  for  addi¬ 
tional  information. 


227-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Daniel  Ginsberg. 

SUBJECT — Application  April  13,  1971 — -for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 4160  Broadway,  northeast  cor¬ 
ner  of  West  176th  Street,  Block  2145,  Lot  11,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi  and  Capt.  J.  F.  Petrag- 
lia,  F.  D. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request  of 
the  Fire  Department. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Nolan  .  3 

Negative:  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Madigan .  2 


175-71-A 

APPLICANT — Morris  B.  Lore  for  E.  I.  du  Pont  de  Ne¬ 
mours,  owner. 

SUBJECT — Application  March  25,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  DuPont  Gas  Booster  in  8  fluid 
ounce  cylindrical  metal  sealed  containers  not  in  compliance 
with  the  regulations  of  the  Administrative  Code  of  New 
York  City. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lt.  J.  P.  Manfredi  and  Capt.  J.  F. 
Petraglia,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Nolan  .  3 

Negative:  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Madigan .  2 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 

March  3,  1971,  on  Folder  #122-1027B,  reads: 

“We  regret  to  inform  you  that  your  application  to  reg¬ 
ister  your  product  ‘DuPont  Gas  Booster’  a  combustible 
mixture  (Flash  Point  125°F.  TOC)  in  containers  as 
follows :  8  fl.  oz.  Cylindrical  metal  sealed  containers  is 
Disapproved.  Such  containers  are  not  in  compliance  with 
our  regulations  to  wit:  Sec.  C-19.0.b  NYC  Adm.  Code 
requires  that  containers  for  packaging  Combustible  Mix¬ 
tures  be  equipped  with  replaceable  tops  or  caps.” 

and 


Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board  which  recommended  that  the  appeal 
be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  March  3,  1971,  acting  on  Folder  No.  122-1027B,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  container  substantially 
comply  with  drawing  marked  “Received  May  18,  1971,”  one 
sheet ;  that  the  label  have  prominantly  displayed  instructions 
that  the  entire  contents  are  to  be  emptied  on  initial  opening; 
that  the  label  be  in  such  style  as  is  satisfactory  to  the  Fire 
Commissioner ;  and  that  in  all  other  respects,  all  applicable 
laws,  rules  and  regulations  shall  be  complied  with. 

241-71-A 

APPLICANT — Harold  E.  Diamond  for  Harold  Reilly, 
owner. 

SUBJECT — Application  April  14,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 255  Benedict  Road,  east  side, 
486.83  feet  north  of  Four  Corners  Road,  Block  871,  Lot 
158,  Dongan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Harold  E.  Diamond. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Nolan  .  3 

Negative :  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Madigan  .  2 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 

dated  April  5,  1971  on  N.  B.  Applic.  247-70,  reads : 

“1.  Street  giving  access  to  structure  does  not 

appear  on  the  official  map  of  the  City  of  New  York  as 
required  by  Art.  3,  Sec.  36  of  the  General  City  Law.” 

2.  Since  Benedict  Road  is  not  on  the  official  map 
of  the  City  of  New  York  it  cannot  be  considered  a 
‘street”  under  the  definition  of  ‘frontage  space’  in  the 
Building  Code  to  furnish  necessary  access  to  ‘frontage’ 
as  required  by  C26-401.0  of  the  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  5,  1971,  acting  on  N.  B.  Applic.  247-70,  Objec¬ 
tion  Nos.  1  and  2,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  pavement  be  to  the  middle  of  the  street 
in  accordance  with  the  standards  of  the  Department  of  High¬ 
ways  ;  that  the  building  shall  comply  with  drawings  marked 
“Received  April  14,  1971,”  3  sheets ;  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 


267-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Frank  Tansey,  owner. 
SUBJECT — Application  April  29,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 58  Madison  Avenue,  south  side, 
100.00  feet  east  of  Farraday  Street,  Block  1498,  Lot  41, 
Bloomfield,  Borough  of  Richmond. 
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APPEARANCES— 

For  Applicant:  Bill  Newlands. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Nolan  .  3 

Negative:  .  0 

Absent:  Vice  Chairman  Becker  and  Commissioner 
Madigan .  2 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  26,  1971  on  N.  B.  Applic.  289-71,  reads : 

“1.  According  on  Section  36  of  the  General  City 
Law,  no  Certificate  of  Occupancy  may  be  issued  for  the 
above  residence  since  the  street  giving  access  is  not  in¬ 
cluded  on  the  official  map  of  the  City  of  New  York.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  26,  1971,  acting  on  N.  B.  Applic,  289-71,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cuts  and  pavement  to  the 
middle  of  the  street  be  in  accordance  with  the  standards  of 
the  Department  of  Highways ;  that  the  building  shall  comply 
with  drawings  marked  “Received  April  29,  1971,”  3  sheets; 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 


309-71-A 

APPLICANT — Harmon  H.  Goldstone,  Chairman,  Land¬ 
marks  Preservation  Commission  for  Donald  D.  Gabay  et  al, 
owner. 

SUBJECT — Application  May  14,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  law  re-  building  in  bed 
of  a  mapped  street. 

PREMISES  AFFECTED — 11  Charles  Street,  north  side, 
110.8  feet  east  of  Waverly  Place,  Block  612,  Lot  69,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Michael  W.  Gold,  Landmarks,  Donald 
D.  Gabay  and  Verna  Small,  C.  B.  2,  Man. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Klein,  and 

Commissioner  Nolan  .  3 

Negative :  . !!!".!!!..!!!!.!.  0 

Absent:  Vice  Chairman  Becker  and  Commissioner 
Madigan .  2 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  11,  1971  on  Alt.  Applic.  212-71,  reads: 

“C-6.  Proposed  construction  of  a  new  stoop  in  the 
bed  of  a  mapped  street  is  contrary  to  section  35  of  the 
General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent 
dated  Alay  11,  1971,  acting  on  Alt.  Applic.  212-71,  Objection 
.No.  C-6,  be  and  it  hereby  is  modified  under  the  powers  vested 


in  the  Board  by  Section  35  of  the  General  City  Law,  and 
that  the  appeal  be  and  it  hereby  is  granted,  on  condition  that 
the  portion  encroaching  on  the  mapped  street  shall  be  con¬ 
structed  so  that  it  may  be  removed  without  any  effect  to  the 
existing  structure  when  so  ordered;  that  the  construction 
shall  conform  to  drawings  marked  “Received  May  14,  1971”, 
one  sheet;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


321-70-A 

APPLICANT — Department  of  Buildings,  City  of  New  York 
for  Abe  Maibach,  owner. 

SUBJECT— Application  May  25,  1970 — revocation  of  Cer¬ 
tificate  of  Occupancy  No.  199,978. 

PREMISES  AFFECTED— 1232  to  1256  East  80th  Street, 
north  side,  from  Paerdegat  8th  Street  to  Paerdegat  9th 
Street,  entire  block  front  36-46  Paerdegat  8th  Street  and 
35-45  Paerdegat  9th  Street,  Block  8058,  Lot  32,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition  :  Robert  Haack. 

ACTION  OF  BOARD — Laid  over  to  July  13,  1971,  at  2 
P.M.,  at  the  request  of  the  applicant. 


621-70-A 


APPLICANT  Robert  O.  Lowery,  Fire  Commissioner. 
0\\  NER  OF  PREMISES — Grand  Paradise  Company,  Inc. 
SUBJECT  Application  October  15,  1970 — for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 318  to  330  Grand  Street,  119  to 
131  Havemeyer  Street,  southeast  corner,  265  to  271  South 
1st  Street,  Block  2396,  Lot  1,  Borough  of  Brooklyn. 


For  Applicant:  Capt.  J.  F.  Petraglia,  F.  D.,  Lt  J  P 
Manfredi,  F.  D.  and  J.  E.  Minkin,  B.  D. 

For  Opposition :  Kenneth  Singer. 

ACTION  OF  BOARD— Laid  over  to  July  6,  1971,  at  2 
.M  for  decision;  applicant  to  submit  additional  informa¬ 
tion;  hearing  previously  closed. 


114-71-A 

APPLICANT— Robert  L.  Campbell  for  Staten  Island  Foun¬ 
dations,  owner. 

SUBJECT— Application  March  3,  1971— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  toilet  facilities 
contrary  to  C26-110.Z  (C)  of  the  Building  Code,  filed 
pursuant  to  Section  36,  Article  3,  General  City  Law  re¬ 
building  not  fronting  on  a  legal  street. 

I  REMISES  AFFECTED — 25  Kinsey  Place,  southeast  cor- 
ner  of  Woodcliff  Avenue,  Block  1290,  Lot  61,  Mariners 
Harbor,  Borough  of  Richmond. 

APPEARANCES  — 

For  Applicant:  Alice  Campbell. 

®F  BOARD — Laid  over  to  July  6,  1971,  at  2 
F.M.,  for  applicant  to  submit  contract,  and  decision. 


228-71-A 

APPLICANT  Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Mor-Ben  Company. 

SUBJECT— Application  April  13,  1971— for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
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PREMISES  AFFECTED — 3358  to  3370  Atlantic  Avenue, 
south  side,  76  feet  west  of  Crescent  Street,  Block  4162, 
Lot  18,  Borough  of  Brooklyn. 

APPEARANCES  — 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

For  Opposition  J.  E.  Minkin,  B.  D.  and  Mike  Showdon. 
ACTION  OF  BOARD— Laid  over  to  July  6,  1971,  at  2 
P.M.,  for  continued  hearing. 


265-71-A 

APPLICANT — Frank  A.  Vaccarofor  Robert  Supina,  owner. 

SUBJECT — Application  April  29,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 320  George  Street,  south  side, 
108.00  feet  east  of  Sprague  Avenue,  Block  7866,  Lot  37, 
Tottenville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Bill  Newlands. 

ACTION  OF  BOARD — Laid  over  to  July  6,  1971,  at  2 
P.M.,  for  inspection  and  hearing. 


338-71- A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Burin  Realty  Company,  Incorporated,  owner. 

SUBJECT — Application  May  25,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  alteration  of  a 
catering  establishment. 

PREMISES  AFFECTED — 318  to  330  Grant  Street,  south¬ 
east  corner  of  Havemeyer  Street,  119  to  131  Havemeyer 
Street  and  265  to  271  South  First  Street,  Block  2396,  Lot 
1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Kenneth  Singer. 

For  Administration :  I.  E.  Minkin  B.  D.,  Capt.  J.  F.  Petrag¬ 
lia,  F.  D.  and  Lt.  J.  P.  Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  July  6,  1971,  at  2 
P.M.,  for  decision;  applicant  to  submit  additional  informa¬ 
tion;  hearing  previously  closed. 

Adjourned:  5:10  P.M. 

James  P.  Mulroy,  Secretary 
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CORRECTION 


♦CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  April  20,  1971,  as  they 
appeared  in  Bulletins  16  and  17,  Vol.  56  are  hereby  corrected 
to  read  as  follows  : 

545-70-BZ 

APPLICANT — Edwin  Storch  for  Queens  Stewart  Con¬ 
struction  Corporation,  owner. 

SUBJECT — Application  September  15,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  666  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R5  district,  the  erection  of  a  three 
story,  two  family  dwelling  that  encroaches  on  the  required 
side  yard  and  has  less  than  the  required  open  space  ratio. 
PREMISES  AFFECTED— 34-37  59th  Street,  east  side, 
178.80  feet  south  of  Broadway,  Block  1198,  Lot  26,  Wood- 
side,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Edwin  Storch. 

For  Opposition:  Nicholas  Stoyanoff. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 


March  2,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  March  16,  1971 ;  then  to  April  20,  1971 ;  and 
W hereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  26,  1970,  acting  on  N.  B.  Applic.  462/1970, 

reads : 

“1.  Proposed  structure  in  a  required  side  yard  is 
contrary  to  Sec.  23-462  of  the  Z.  R. 

2.  Min.  open  space  ratio  is  contrary  to  Sec.  23-142 
of  the  Z.  R.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R5 
district,  the  erection  of  a  three-story,  two-family  dwelling, 
that  encroaches  on  the  required  side  yard  and  has  less  than 
the  required  open  space  ratio,  on  condition  that  all  work  shall 
conform  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  September  15,  1970,”  3  sheets,  and  “March  5,  1971,” 
2  sheets ;  on  further  condition  that  the  rear  dimensions  be 
corrected  from  40  feet  to  30  feet,  and  that  all  laws,  rules  and 
regulations  applicable  be  complied  with,  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


*  Correction :  In  the  Premises  Affected  section  the  lot 
number  as  shown  above  in  italic  is  corrected  to  read  Lot  26. 
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